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LIST  OF  IRREGULARITIES 


The  Pullman  Company  Scrapbooks,  many 
at  least  a  century  old  and  composed  almost 
entirely  of  brittle  newsprint,  contain  articles 
that  are  incomplete  or  illegible.  While 
every  effort  has  been  made  to  provide  the 
best  copy  possible,  the  following  problems 
are  present  to  varying  degrees  in  many  of 
the  volumes: 

1.  Foldouts  are  torn  with  loss  of  text  or 

are  lacking  entirely. 

2.  Loose  clippings  are  torn,  with 

portions  lacking. 

3.  There  is  loss  of  text  at  inner  and 

outer  margins. 

4.  Tipped-in  clippings  obscure  other 

text. 

5.  Paper  discoloration  causes  text 

illegibility. 


FILMING  PROCEDURES 


Where  possible,  the  procedures  listed  below 
have  been  followed  in  filming  the  Pullman 
Company  Scrapbooks. 


1.  Some  pages  have  been  filmed  more  than 
once  to  enhance  legibility  where  text 
darkness  varies  within  an  exposure  or 
where  overlapping  text  is  present. 

2.  Unless  oversized,  foldouts  and  clippings 
stored  in  envelopes  attached  to  scrapbook 
pages  are  filmed  following  the  page  of  text 
of  frame  to  which  they  correspond. 

3.  Unless  oversized,  loose  clipping  inserts 
are  Hlmed  following  the  opening  in  which 
they  have  been  inserted. 

4.  Oversize  inserts  and  clippings  removed 
from  envelopes,  marked  with  the  scrapbook 
page  number  to  which  they  correspond,  are 
filmed  in  page  number  order  at  the  end  of 
each  volume. 
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SCHAF BOOK -Non.  2. 

- Contents. - 

Year.  3807. 


This  book  oontalns  many  interesting 
newspapers  articles  of  railroad  nows, 
and  information  o^f  the  day  in  raidroad 
oiroles. 


1.  Account  of  Hreo.  Harrison’s  trip 

in  his  Palatial  Car. 

2.  Article  of  Pullman’s  victory 

in  Court  against  the  'l^^agner  Co.  A  pril. 

18.  1889. 

5.  Annual  statement  o  f  Pullman  Car 
Company,  »^uly,  ;5i.  1890. 

4.  Account  of  Chicagoans  trip  on  special 
osxipeeltalxx  train  to  Nlgara  Falls, 
Montreal  and  Portland.  Merrbera  of  the 
Chicago  Art  Institute  wore  on  this  trip. 

June,  29./889.  ^  ^ 

5.  Many  articles  on  Imp rovoipemt s  on 
Pullman  Cars. 

6.  Account  and  Invitation  on  the  new 
Pullman  Vestibulod  Train  from  Cincinnati, 
Ohio,  to  Indianapolis,  Ind.  Oct.  87.3889. 

7.  Several  accounts  and  outs  o  f  the 

’’MontozumaSpecl  al" . 

8.  Li  at  of  onrs  used  by  Raymond.^and 
Whitcomb’s  Excurslorvs^  April, 1890. 
Account  of  trips. 

9.  Accounts  o-^f  railroads  wrecks  on 
different  roads. 

10.  Printed  Announcements  o  f  Appointments 
of  Officials  on  railroads. 

11.  Article  on  Pullman  Cl tyl-ibrary ,  1890, 
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SCFAPBOOK-  Non.  2. 


12. 

1^- 


Thos.  H.  franklin, 

”  The  Pactrs  ^^tatod<^.  Oct.  18. 


1890. 


Pictures  of  the  New  York  and 
Florida  Special.  Trlt  to  Cuba, 
Key  West,  S.  S,  Olivette  and 
o.  o.  Masootte.  1891, 
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!’S  PALACE  CAR  CO. 

'  UAL  MEETING. 

’  ‘  t.nrsdar,  October  13, 1887. 

'  '  Pullman,  in  addressing  the 

‘  oplemented  the  annual  report 

f  Wing  general  information  : 

^  fiscal  year  a  number  of  con- 
'  '  «en  renewed,  notably  the  Mis- 

entire  aystem,  and  the  Grand 
riray  of  Canada,  which,  together 
fts  made  with  roads  not  hereto- 
I  •  led  in  the  system  of  this  Com- 

k  mileage  of  14,664  miles,  mak- 
iv  .  ‘  -  -  .1  mileage  of  existing  contracts 

I  ■ !.  an  fncrease  during  the  year  of 

'ons  at  Pullman  are  very  sat- 
;  J  population  is  now  10,081 

ne  year  ago.  The  population 
,n  immediately  surrounding 
also  rapidly  growling.  Hyde 
'sties  show  that  i5,oop  reside 
dius  of  one  mile  of  the  Pullman 
ainst  13,500  one  year  ago.  The  I 
itFects  of  good  homes  and  sur- 
lexcelttnt  market  facilities,  coup- 
.*ead^|Mrk  at  good  wages,  and  | 
e  c^all  deleterious  influences.i 
nt  in  the  financial  prosperity^f  I 
,  as^hown  by  the  increase  in 
which  are  $223,952, 
^44,922' one  year  ago.  The  total 
»  workmen  at  Pullman  during  | 
d2;833,S47;  average  number  1 
4,017;  average  earnings  per  | 
01,  as  against  $586  for  the  ' 

ogo  ■  jns  are  pending  for  the  estab-  ' 
nent  a;  Pullman  of  important  works  ' 
vhe  manufacture  of  fabrii-s,  which  will  . 


employ  female  operatives.  The  several 
industries  there  now,  are  the  Pullman  Car 
Works  proper,  the  Union  Foundry  and  Car 
Wheel  Works,  the  Allen  Paper  Car  Wheel 
Works,  the  Calumet  Paint  Company,  the 
Pullman  Iron  and  Steel  Company,  the  Gas 
and  Water  Works,  the  Brick  Works,  the 
Pullman  Railroad,  Terra  Cotta  Lumber  Co., 
and  the  Chicago  Drop  Forge  and  Foundry ; 
the  latter  company  has  recently  arranged 
for  the  removal  of  its  cutlery  department 
from  Cleveland,  which  will  bring  to  Pull¬ 
man  a  number  of  additional  workmen. 

To  meet  the  demands  of  Increasing  pop¬ 
ulation,  52  new  tenements  have  just  been 
completed,  all  of  which  are  occupied,  at  a 
rental  of  from  $9.00  to  $11.00  per  month. 
Ei^ty-one  additional  tenements  are  In 
proV^ess  of  erection,  and  will  be  ready  for 
occupancy  within  a  few  •  weeks.  Total 
number  of  tenements  at  Pullman,  1,793. 

As  a  matter  of  further  information,  it  may 
be  stated  that  the  total  number  of  persons 
employed  by  this  Company  in  its  operating 
and  manufacturing  departments  is  9,066; 
wages  paid  during  the  year,  $5,044,633.62; 
number  of  cars  employed,  1,260;  number 
of  miles  run,  102,204,504;  passengers  car¬ 
ried  during  year,  3,085,242;  value  of  manu¬ 
factured  product  of  car  works,  $6,382,304.14 ; 
other  industries  at  Pullman,  $2,595  30S*7.S- 

The  records  of  the  health  office  of  the 
village  of  Hyde  Park  show  that  90  certifi¬ 
cates  of  death  at  Pullman  were  issued  for 
the  year  ending  October  loth,  1887.  This 
is  at  the  rate  of  nine  per  thousand,  while 
the  death  rate  of  American  cities  averaged 
22}i  per  thousand.  The  excellent  sanitary 
conditions  there  are  attracting  much  atten¬ 
tion  from  scientific  men,  who  have  made 
them  a  study,  and  information  upon  the 
drainage,  sewerage,  and  water  supply  is 
in  constant  request. 


/ 


PULLMAN’S  PALACE  CAR  CO. 

ANNUAL  MEETING. 
CbloisBO,  Tbnndajr.  OotolMr  lltli.  1888. 

President  Pullman  supplemented  his 
annnal  report  with  the  following  general 
information: 

During  the  fiscal  year  the  Baltimore  & 
Ohio  sleeping  and  parlor  car  plant  has  been 
purchased  including  a  contract  for  the 
operation  of  the  cars  of  this  company  upon 
that  system  of  railwaj  s  for  a  period  of 
twenty-five  years.  The  joint  interest  of  the 
New  York,  Lake  Erie  &  Western  Railway 
Company  in  the  sleeping  and  parlor  car 
plant  of  its  system  has  also  been  purchased 
by  this  company,  including  a  contract 
covering  the  entire  Erie  Railway  and  con¬ 
trolled  lines  for  a  period  of  twenty-five 
TCars.  The  Ohio  &  Mississippi,  Cincinnati, 
Washington  &  Baltimore,  and  the  Chicago 
&  Atlantic  Railways  have  made  with  tms 
company  similar  contracts  for  the  same 
period.  A  contract  for  fifteen  years  with 
the  Texas  Panhandle  system,  which  forms 
an  important  part  of  the  line  between 
Denver  and  New  Orleans,  has  been  added 
to  our  list  of  contracts;  also  the  Wabash 
Western,  Canada  &  Atlantic  and  Mexican 
National  Railway  Companies. 

We  have  built  and  placed  in  service  dur¬ 
ing  the  year  147  sleeping,  parlor  and  din¬ 
ing  cars,  costing  816,382.43  each,  or  an 
aggregate  of  82,4(38,217 . 21.  There  are  now 
imider  construction  90  cars,  the  estimated 
cost  being  about  817,000  each,  or  an  ag¬ 
gregate  of  81,530,000.00.  These  cars, 
with  the  85  purchased  of  the  Baltimore  & 
Ohio,  and  the  147  built  during,  the  year, 
will  make  a  total  of  322,  an  addition  of 
about  25  per  cent,  to  the  total  equipment 
in  service  .July  31, 1887. 

There  has  been  expended  for  new  dwell¬ 
ings  and  additions  to  shops  and  plant  at 
Pullman  during  the  fiscal  year,  8253,866.63. 

The  value  of  the  manufactured  product 
of  all  the  car  works  of  the  company,  for 
the  year  was  88,704,949.08;  other  industries 
at  Pullman,  belonging  to  the  company,  in¬ 
cluding  rentals,  82,118,276.10;  making  a 
grand  total  of  810,823,225.18. 

The  average  number  of  names  on.  the 
pay-rolls  at  Pullman  for  the  year  was  4,598; 
the  wages  paid,  82,778,428.56;  making  an 
average  for  each  person  employed  of  8604. 
This  IS  believed  to  be  a  much  higher  aver¬ 
age  per  person  than  exists  in  any  com- 
mumty  where  similar  work  is  performed. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  Company  in  its  manufacturing 
and  operating  departments  is  10,530;  wages 
paid  during  tiie  year,  85,616,201.66. 

The  number  of  cars  employed  in  the  ser¬ 
vice  is  1,420;  the  number  of  passengers  car¬ 
ried  during  the  year,  3,482,906;  the  mileage 
of  120.801,807. 

The  total  mileage  of  railway  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  Company  is  10K131. 

The  popolKloa  of  Pullman  as  shown  by 


the  census  July  1.  1888,  was  10,660  p«r- 
sons,  against  10,081  the  previous  yeat: 
On  i^ptember  15th,  26  additional 
had  been  added,  increasing  it  to  10,71^ 
he  community  continues  to  be  distin- 
'lished  for  its  intelligence  and  orderly 
aracter.  It  is  self  reliant  and  self  sus¬ 
taining  in  every  way.  There  are  no  idlers. 
Visitors  readily  notice  the  abs 
geople  from  the  streets,  during  a 

The  Pullman  Bank  statement  sho\ 
ings  deposits  at  the  end  of  the  flscai 
of  8262,157.00;  an  increase  of  838,i,„.._ 
n  the  same  date  of  previous  year.  The 
iber  of  depositors  has  increased  duiinie 
year  from  970  to  1,160.  ^ 

,ie  religious  sentiment  of  the  commuiifii^ 
s  indicated  by  its  enterprise  in  churcli; 
dructlon.  In  addition  to  the  Presbra 
>  terian  and  other  churches  already  estab¬ 
lished,  the  Swedish-Lutherans  are  making 
satisfactory  progress  with  their  new  chui^ 
edifice,  and  expect  to  have  it  ready  for  oc¬ 
cupancy  drtring  the  late  Autumn.  The  con¬ 
gregation  of  the  Holy  Rosary  Catholic 
Church  has  completed  a  handsome  parson¬ 
age,  and  expects  to  finish  its  church  edifice 
the  coming  Spring. 

The  entire  enrollment  of  pupils  in  fhcL 
public  schools  for  the  school  year  was  1,323% 
of  this  number  652  were  boys  and  670  werS 
girls.  Twenty-two  teachers  were  cn- : 
gaged  in  the  regular  school  work  and  two. 
special  teachers,  one  for  drawi^  and 
for  music,  were  also  employed.  The  scho^r 
have  opened  this  Autumn  with  every  avail¬ 
able  seat  occupied. 

In  connection  with  the  subject  of  educa4 
tion,  I  am  especially  pleased  with  the  praoib 
tical  industnal  training  in  operation  48 
Pullman,  which  has  a  ready  pmunced 
cellent  results.  When  a  son  of  any  of  tbSL 
operatives  expresses  a  desire  to  learn  fl 
trade,  he  is  taken  into  the  works  and  giive? 
an  opportunity  to  do  so.  As  soon  as  his 
services  are  of  any  value  to  the  Compaq 
his  name  is  placed  upon  the  rolls  and  he  V 
paid  by  the  piece,  so  that  he  has  every  in* 


A  considerable  number  of  yoimg  me-’ 
chanics  are  now  employed  who  learned  their 
trade  in  the  shop  in  which  they  woik.; 

That  the  advantages  of  the  Public  Libra¬ 
ry  continue  to  be  appreciated  is  evidaiiL 
ftom  the  fact  that  the  number  of  bocMfe 
issued  to  the  members  has  steadily  increluP 
ed  from  year  to  year.  With  about 
volumes  in  the  library,  the  number  tuw 
out  during  the  year  was  12,007.  Pwo- 
this  it  will  be  seen  that  the  whole  nub 
ber  of  books  was  used  twice  by  the  oOi 
munity,  or  that  the  entire  library  is  us 
practically  every  six  months.  As  only  k. 
per  cent,  of  the  books  are  classed  as  fiction 
and  juvenile  books,  while  works  op«a 
science,  travels,  history  and  poetry  maW* 
up  about  40  per  cent.,  it  will  be  seen  that 
a  desire  exists  for  substantial  reading 
rather  than  for  mere  amusement  TheiS 
papers  and  periodicals  supplied  are  eitens 
ively  used,  and  the  reading  roon>  (yt  the 

Library  is  never  without  o<’' . 'ints  in  the 

evenings. 
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A  Pur^LMAN  oar  heated  by  the  Safety  Oar  Heating  4 
flighting  company's  system  and  lighted  by  the  Pintsch 
gas  system,  which  this  company  has  adopted,  was  exhib- 
Ued  thw  week  in  the  Polk  street  station,  Chicago,  at  the 
invitation  of  Mr.  H.  A.  Little.  Some  delay  occurred  in 
getting  the  engine  which  was  to  furnish  the  steam,  and 
meantime,  the  day  being  extremely  cold,  the  visitors  were 
given  practical  illustration  of  the  importance  of  retaining 
an  independent  heater  in  each  cat,  as  is  done  under  the 
Hafety  Car  Heating  company’s  principle.  When  the  en¬ 
gine,  belonging  to  the  Atchison  Topeka  &  Santa  Fe,  ar¬ 
rived  it  was  found  that  the  stCilln  coupling  between  en- 
I  gine  and  car  could  not  be  connected  on  account  of  differ- 
I  ence  in  size  of  pipes  and  another  delay  occurred  in  hnnt- 
^  mg  up  a  bushing,  illustrating  the  practical  importance  of 
uniformity  in  couplings  and  pipes  for  h<wting  as  well  as 
for  other  purposes.  When  the  c^ctjon  was  finally 
made  and  steam  was  admitted  the^gnr  was  very  quickly 
I  warmed.  The  device  of  the  Saf«fty  Heating  company  has 
j  now  been  long  enough  in  use  to  prove  its  practical  utility, 
although  all  of  the^difiiculties  in  the  way  of  steam  heating 
have  not  yet  th'dfonghly  been  solved  by  thl»=or  any  other 
device.  G^ent  progress,  however,  has  been  made  and  the 
Safety  company  is  entitled  to  a  l^rgb  share  of  commenda- 
Hon  in  this  respect.  The  lightfig  of  the  car  under  the 
Pintsch  system,  represented .  On  this  occasion  by  Mr. 
Wfiliam  St.  John  of  New  Yoifk,  was  very  satisfactory.  As 
18  well  known  the  gas  by  this  principle  is  supplied  from 
cylindrical  tanks,  carried  under  the  car  and  connecting  by 
pipes  with  the  lamps.  The  ga's  passes  through  a  very  in¬ 
genious  regulator  by  which  the  pressure  is  kept  uniform, 
no  matter  what  the  quantity  of  gas  in  the  tanks.  The 
lamps,  of  which  there  are  ten  in  the  ceiling  of  the  oar 
each  containing  four  burners,  give  a  soft,  agreeable  light 
by  means  of  which  reading  can  be  carried  on  with  com¬ 
fort.  The  first  cost  of  equipping  a  sleeping  oar  with 
tanks,  lamps  and  connections  is  about  $176,  but  the  cost 
of  the  light  is  very  small,  being  estimated  at  something 
I  like  60  cents  for  an  average  night’s  run.  The  Pintsch 
system  has  been  very  extensively  need  on  the  German 
government  railways  and  elsewhere  in  Europe,  and  is  em¬ 
ployed  on  the  Erie  and  several  other  eastern  lines  with 
success. 
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THE  RAILWAY  RECORD. 

President  Webb  of  the  Wagner  Com¬ 
pany  Going  Acron  the  Continent 

Two  atoutlis  of  Travel  and  Keoroatlon -The 

Charges  Against  the  Grand  Trunk— 


If  nothing  interfei-es  with  hU  present  in- 
tentioo.  Dr.  W.  Sowoid  Webb,  the  genial 
Md  courteous  President  of  the  Wagner  Palace' 
Car  Company,  wUl  start  noit  Monday  for  a 
tong  pleasure  trip  across  the  continent  and  the 
Northwest  which,  it  is  believed,  will  be  the 
tong^t  continuous  railway  journey  ever  made. 
Dr.  Webb  and  his  guestii  wUl  enjoy  it  in  a 
per  fectly  equipped  special  ti-ain  that  has  been 
in  process  of  preparation  for  several  weeks  at 
the  Wagner  shops  afEsst  Buffalo,  the  dining 
car  having  bean  sent  East  last  night,  and  be¬ 
ing  the  last  one  to  be  put  in  shape  for  this 
eventful  occasion.  In  addltio.a  to  his  wife 
^and  three  children,  Dr.  Webb  will  be  accom¬ 
panied  by  Mr.  and  Mrs.  Henry  Purdy,  George 
Bird,  Julian  Kean,  and  Franlt  Webb,  and  will  be 
^ned  at  St  Paul,  Minn.,  by  Louis  Webb. 
The  entire  journey  will  cover  a  distance  of 
about  18.000  mUes  and  wUl  not  be  cemoleted 
until  the  last  of  May.  The  route  as  given  by 
Dr.  Webb  is  as  follows:  “After  leaving  Now 
York,  the  stops  wUl  be.  In  succesion,  Niagara 
Falls,  Chicago,  Omaha,  Kansas  Clty^Denver 
Colorado  Springs,  Santa  Fe,  El  Paso.Vei-a  Cruz’ 
Thence  we  shall  return  to  El  Paso,  ^n  to 
^Angeles  over  the  Southern  Pacific,  Tisit 
Santa  Barbara,  Santa  Monica,  and  San  Diego 
and  go  to  Monterey,  where  we  shall  spead  a 
month  In  a  cottage  and  make  excursions  to 
the  Yoeomlte  Valley  and  other  points  of  in- 
tereat.  Portland,  Ore.,  and  Tacoma,  W,  T.,  will  I 
be  the  next  on  our  route,  and  we  'shall 
then  go  eastward  on  the  Northern  Pactflo  to 
Helena,  Mont. ;  over  the  Montana  Central  and 
Manitoba  and  branches  to  St  Paul  and  Wln- 
nipeg,  and  west  again  to  Vancouver  Island. 
We  expect  to  get  some  fine  shooting  and  flsuing. 
While  in  the  Selkirks,  which,  as  you  know 
are  foothUls  of  the  Rockies,  wa  shall  organize 
Mpeditions  into  the  mountains  themselvoa 
We  shall  be  accompaaiod  from  tinu  to  time 
by  ..fflcialsottUeroads  we  travel  over,  which 
wiUliwureusagood  r.ilroad  servica  Prom 
Vancouver  wo  Intend  to  make  a  straight  run 
Y^**!^”*  ^*“*^*““  Pacific  through  to  New 

The  train,  as  previously  stated,  will  be  a 
■pecial,  and  will  consist  of  four  cars.  At 
the  rear  end  will  bo  Dr.  Webb’s  new  and  ele¬ 
gant  private  ear,  ElUmere,  which  has  been 
entirely  overhauled  at  the  Wagner  shops  and 
pTOTldod  with  adUltioual  conveuieuces  and 


taoilitles.  A  speed  recorder  has  l)een’ plac.-d 
in  the  oliservation  room,  and  on  the  leftside 
of  the  ceiling  a  case  of  maps  on  ivllors  that 
operate  like  a  series  of  window  curtains  and 
will  bo  very  convenient  for  consultation.  This 
car  w  ill  bo  the  home  of  the  men. 

Next  to  the  Ellsmerj  will  b.i  the  Marquitta, 
Dr.  Webb’s  old  private  car,  which  has  been 
reno  vated  and  rebuilt  as  a  nursery  or  kinder¬ 
garten.  for  the  exclusive  use  of  Mrs.  Webb 
Mrs.  Purdy,  tlio  children,  and  three  nuissi. 
The  Marquitta  is  a  magnifleaut  oar  and  was 
built  only  thres  years  ago.  It  has  throe 
large  chambers  and  a  main  saloon,  and  is  saii- 
pliod  wi  th  a  bathroom  and  numerous  sto  age 
closets.  The  Interior  Is  paneled  with  rich 
mahogany,  carved  in  floral  designs ;  huge  double 
plate-glass  windows  allow  a  free  view  of  the 
scenery  through  which  the  train  may  bs  speal-  | 
inz;  the  floor  is  ooversd  with  a  heavy  Wilton  ' 
carpet  and  antique  rugs,  and  the  draperies  and 
upholsterinz  ara  of  the  softest  silk  plush. 
Economy  of  space  has  been  observed  with  in¬ 
genuity,  so  that  there  is  no  cramping  of  spaoe. 
In  fact,  the  si>ace  Itself  is  so  liberoUy  dealt 
With  thatths  children  are  oven  pruviderl  with 
a  plny-room.  The  apartmiut  has  a  pUte-glass 
front,  and  is  turnished  with  a  huge  padded 
mattroas,  wbicli  wUl  allow  Dr.  Webb’s  little 
ones  to  romp  to  their  hearts’  content  and  study 
the  topography  of  the  country  at  the  same 

The  third  car  from  tho  rear  end  will  be  a  re¬ 
constructed  dining  oar,  in  which  a  large  ex¬ 
tension  table  and  movable  chairs  have  bosn 
placed,  and  it  wiU  be  po  Bible  te  feed  30 
people  at  a  time. 

The  fourth  ear.  No,  OD,  is  a  buffet-smoker 
that  has  been  nabuUt  and  romodoloi  for  this 
trip.  Its  forward  end  is  intended  for  the  ' 
storage  of  extra  baggage  and  the  provisions 
and  supplies,  and  will  be  filled  with  delicacies 
and  cra^  of  wiuo.  The  center  of  the  oar  is 
occupied  by  a  large  tank  for  hot  water,  with 
a  capacity  of  600  gallons,  with  bathroom  and 
barber  shop.  The  rear  half  of  the  ear  has 
been  newly  decorated  and  furnished  with  an 
olfleo  compartment,  an  I  beyond  all  the  com¬ 
fort  a  person  oould  desire,  contains  a  maga¬ 
zine  of  rifles  and  shotguus,  the  Ashing  outfit, 
and  a  most  inviting  sideboard. 

The  train  wiU  be  In  charge  of  one  of  the  old¬ 
est  con'luctors  of  the  Wagner  service  and  will 
carry  a  retinue  of  servants,  porters,  cooks, 
and  table  and  pantrymen  to  the  number  of  1.5. 

Externally,  the  car4  have  all  been  newly 
painted,  varnished,  and  fiiescoed  in  gilt,  the 
finish  being  tho  same  on  alt  They  have  been 
supplieil  with  trucks  combining  all  the  mod¬ 
ern  appliances  for  safety  and  smooth  running, 
and.  In  a  word,  form  an  almost  ideal  specimen 
of  scientific  railroading  of  the  present  day . 

As  Dr.  Webb  intends  to  visit  the  Wagnor 
shops  next  Tuesday,  tho  other  members  of  the 
party  will  probably.  In  the  moanwhUe,  eutov^ 
the  sight-seeing  at  Niagara  Falls. 


THK  Ull'Y  OK  IIUKI-MLO. 


The  Clty-ff.rTMiOfalo,  a  new  an4  palatial 
dining  car  recently  co.-nplete  I  at  tho  Michigan 
Central’s  cor  works  at  5Vost  Detroit,  for  the 
Company’s  vodibule  limited  exi'reSi,  reueirod 
its  christening  In  this  city  yesterday,  a  number 
of  uewsiiaiier  mau  end  others  assuiting  at  the 
ceremony  upon  tlie  invitation  of  Baitern  Pas¬ 
senger  Agent  W.  k.  Uiidarwiod  and  George 
Alill.  r,  :su;x'rintotidvnu  of’ tho  dining  car  ser- 
vioiv  It  was  a  happy  occosieu  that 
gave  new  ovide  iuo  of  tho  spirit  of  enterprise 
and  liberality  liiot  has  ever  characterized  the 
niniiBgemeut  of  the  Michigan  CentraL  j 

Tno  oar  u  a  very  prouuuuce.l  improreinent 
upon  all  othci-s  lliat  hav.'  been  biUlt  tor  this 


branch  of  the  servio-  and  will  commaad  tho  «...  1 1  .  .u  _ r 

adnuration  of  oil  who  loo  it.  It  has  several  seat  two, 

new  and  desirable  features,  and  there  Is  an  I  Qhfef  flturr,?’^*’* 

alwonoe  of  lavUhnoss  in  tire  way  of  dianoriei  I  J**  novelty  about  this  car  is  the 

■  and  decoratioas  that  is  really  vary  comm  Jill-  I  oar  of  the  usual 

abla  Greater  attenttou  has  been  bestowed  I  distance  fro‘r^tl.»“iS  ? 
uiitmmattei-stliat.ouduoe  to  the  convenience  '  if  ijoTtion  v«rv  ii  ^  ‘®'’* ‘-'‘‘“S®* 

and  comfort  of  traveler.  At  the  same  time,  lilshl^I^^h  ZZ 

hmvevcr,  duo  cousideration  for  the  artistic  in  tano  chnl.-.  “onlortably  unholstorod 

finish  and  completeness  in  interior  arrang"  Plaoed  anywhere  to 

nieutand.qiiiimontlias  not  been  sacrmitl  ^he  Mrrv'^trK 
"  •  •  •  f  polished  oak  with  Lv  eni.!- .1 


•  dTio  iutertortoibh  is  of  l»lis*i^d  ^k^wUh  iCy  enter 

burl-ash  panels  and  hand-cai  ved  mouldinga  ko  the  wohiw  without  being  exposed 

Every  inch  of  available  space  has  been  3  fwte 

tusly  uMlizid,  and  ample  provision  has  been  We,  oy,tli0e  of  ^  ^ 

made  In  the  way  of  lea  ohcsU  lockers  and  a  ’  *»  ‘he  Doulton 

commodious  relrlgerator.  The  dining-room  fl'he cost ofX^^r  wVa^te 

fc^iatslHperBjn.  rt  a  tlme,  and  is  li.Xa  LwrAiv 

l^lhroughout  inpoIlsM  dak.  The  tablovi  oi-e  at  ^  *>»  initial  trip 


/VK  PYo/?i/d 


.CAna 


IMir  St; la  adopted  as  a  standard  by  the  AVa^ 
|iier  company  and  is  very  handsome.  The 
boiiy  of  the  oar,  batfroen  the  bottom  and  tlte 
belt  roll,  has  but  three  gilt  panels.  Its  name 
being  placed  in  the  central  panel.  The  center 
Of  the  letter  board  bears  the  words  “Wagnsr 
Vcitlbulo,”  and  at  either  endt  "New  York  & 
Chicago  Limited,"  The  length  of  the  state¬ 
room  oars  is  TS  feet  ov 
each  of  the  vestibulss 
three  feet  at  either  end. 


go  ^ 

isgnfllesnt  Wagner  vestl- 


ijSlI*  dnd  Chicago  limited. 

Central  and  the  Lake 
jjuHW^'  flalshing  touohes  at  the 
piKSSim.cah  JIast  Buffalo  yeeterday. 

by  Vice-Preeldeut  H. 
gr  yebb  am  0to.-Sapt.  Fiagg,  It  woe 
taffTT  train  leaving  here 


platforms, 
taking  up 

_  They  are  very  much 

heavier  ilum  ordinary  sleepers,  and  have  cen- 
ter<wbeel  brakee  for  the  six- wheeled  trucks, 
by  which  a  brake  is  put  on  each  of  the  12 
wheeb.  This  allows  of  quicker  action  in  brak¬ 
ing  power  by  a  more  uniform  distribution, 
saves  wheel  tear  and  lessens  the  Jar  In  stop- 
•iug  a  train.  No  pumps  are  attoched  to  the 
bvatoric-s,  gravity  pressure  being  need  for 
•rater  service.  A  pue  umatic  system  bos  been 
Infected  which  will  be  applied  to  cars  a(ff' 
lf(  the.fnturo-  Tanks  tor  oirardwr 
be  carried  under  the  car,  an' 
the  air  brake.or  with  a  small  pu>,.r 
by  the  portn’. 

The  state-room  cars  ^ve  be  en  built  to  ' 
fflimly  a  j  tss PWn  expjrience'l  in  : 
connection  with  the  lluiitod  sertice,  and  will 
become  very  popular.  When  they  are  placed 
in  commission  the  New  York  and  Chicago 
limitetl  will  probably  be  made  up  of  buffet- 
smoker,  dining  car,  state-room  car,  and  two 
sleepers  and  will  be  unexcelled  by  anything  in 
the  way  of  passenger  cquipraaut  that  toiid^ 
a  railrcui  journey  ploasurcable.  The 
lOj^^ill  bffp^,^G  strsiKlit  icction«.i||l:b  no 

I  staV-rooma' ^v- 1  f-  ,j  . 

—Another  of"the  Wagner  state-room  cars  I 
the  Normandie,  will  probably  be  turned  out  of 
the  shoi>8  at  Bast  Buffalo  next  Tuesday  and 


L-w  for  exhibition  preparatory 
||£||lgpd  in  Fs^ular  ssrvhm  in  about  a 
S^Mtiara  baoec,  when  the  other  three 
Mus  to  taka  tha  road.  The  four 

jphBpsB  named  the  Lorraine,  Magenta, 
tad  Normandia 

IQBhivine  is  the  one  finished  yesterday, 
KwduHsV-i>  were  united  and  enthusi- 
PP^noopAnl' it  a  veritable  palace  on 
E-,a.mpdM  of  luxury,  sleganoe,  and  ar- 
hMh^  and  taste  in  finish,  appointments, 
|j|lhpitaa&  'Travelers  who  nse  the  Lor- 
of  Its  mates  for  tha  Ifi'st  time 
^apTto  M  somewhat  dazsled  by  ibe  ex- 
teMf  of  their  surroundings,  and  , 

aqoaily  setra  to  enjoy  eomf ort  aodt 
M  their  journey.  There  are  10 

PlOeala,  In  different  fine 

Four  of  th^  jptate-rodita 


arfl  six  on  the  I 
is  called  a  “cross-over 

!  _ _ The  rooms  at  either  end 

fjfetMshn  hrruinlr  design.  They  are  flu- 
lit^gUsh  oak,  with  brocaded  plush  up- 
Iribg  Mxi  draperies  In  barinsny  with  the 
'  ^be  woods.  The  same  idea  is  preeerv- 
hp  io'  the  panels  above  the  backs  of  the 
Iwtbs,  which  are  of  embossed  silk.  Tho 
oomparlments  are  satin- 


liililiiiiuriiiiTiig  a  delicate  blue,  a  delicate 
l^t^tarra-ootta,  and  Nila  green,  in  the 
AU  the  wood-SMrk  is  embel- 
boaulifal  pcmeling  or  rich  band 
1^  an^  carving  in  the  outside  pos- 
|i4ttdlDg  from  one  end  of  the  car  to  the  i 
hanl-carved.  the  embosseM 
CMHllt  when  the  satin-wood,  mahoganYd 
^VbSfSiatt  walnut  is  used,  are  of  a  fln^ 
^  pattsm.  Some  of  tha  compartments  ar^ 
pga  fmd  others  are  en  suite,  and  each  oqM 
iTaaifignimadate  three  people.  Each  is  als^ 
^^pod  with-  toilette  oonveniences  and 
|IK&  plhta  afiirrora,  hot  and  cold  water,  elec- 1 
^  bsl]lC*^«  metal  work  of  the  lavafiP 
a  bsdng  nlckellne,  which  is  regarded  as 
hriDr  to  alokei-plate,  as  it  never  loses  its 
mr,  '.Jn  these  cars  wjll  be  lighted  I 

S^thgFlntadi  gas  system.  The  carpets  are  | 
Ws-filMak  Wilton.  On  one  slda  of  th^ 
kltaovar*’  is  a  buffet  and  on  the  other  i| 
Abova  tfaeos  is  an  omamentall 
Itak^rths  IMsnttoas  being  filled  with  1 
HMjkiddsdpatt  glass  in  fancy  forms  and  ^ 
oolcn.  Brass  grill  transoms  | 
MBMtjff  gieppartmentB  afford  additional  '■ 


ragoer  Infrlngeineot* 

XL..  April  17.— Judge  Gresham 
ared  an  opinion,  Judge  Blodgett 
In  the  cnee  of  the  PaUman  Pal- 
many  vs.  tbs  Wagner  Palace  Oar 
the  United  States  Circuit  oonrt, 
ae  Pullman  • ‘Sessions’*  patent 
e  cars  valid,  and  that  tne  Wag- 
y  was  infringing  g”: 

t  covers  that  portion  of  eaon  half 
clbule.  consisting  of  iron  face 
or  spring  pressure,  completing 
e  by"-tighc  Joint  when  oars  ore 
train  service. 


P:.with  cloth  faoe  aod  deco— 
)ai  itmigna  Indasd  in  thfi 
,apam«l  designs  the  Wog- 
*  tas  made  a  lavish 


THE  PraVATE  COMPARTMENT  SLEEP¬ 
ING  CAR  ON  THE  CENTRAL’S 
LIMITED. 


THE  ORDINARY  LUXURIES  OP  TRAVEL  SURPASSED. 


The  progressive  management  of  the  Wagner 
Palace  Car  Company  during  the  past  few  years 
has  been  rapidly  distancing  all  competitors  in  the 
improvements  constantly  being  introduced  into 
its  equipment  in  use  on  the  Vanderbilt  lines  of 
railway,  and  other  roads  over  which  the  Wagner 
Company  operates. 

Ever  on  the  alert  for  ideas,  the 

Wagner  Company  was  quick  to  recognize  the 
practical  utility  and  advantage  of  the  vestibule 
system,  and  their  prompt  application  of  the  prin¬ 
ciple  Is  exemplified  in  the  famous  New  York  and 
Chicago  limited  train  run  daily  over  the  New 
York  Central ,  which  is,  in  all  respects,  unques¬ 
tionably  the  fastest  and  finest  train  in  America. 
Their  latest  achievement  is  the  production  of 


elegance  of  interior  decorations  and  furnishings, 
quality  of  materials  employed,  and  excellence  of 
workmanship,  represent  the  highest  development 
of  the  car  builder’s  art.  Of  these  new  cars,  four 
have  sixteen  sections,  designed  to  accommodate 
thirty-two  persons,  eacli  with  a  full  berth— the 
arrangement  of  the  sections  is  as  usual,  but  the 
lavatories  and  the  toilet  rooms  at  each  end  of  the 
car  are  larger  and  more  elaborately  fitted  up  than 


The  practical  ideas  of  Mr.  H.  Walter  Webb, 
Yicc-President  of  the  Wagner  Company,  find  ex¬ 
pression  in  the  construction  of  the  other  four 
cars,  in  which  the  old,  conventional  patterns  have 
been  ignored,  and  an  entirely  new  design  evolved, 
whicli,  when  put  into  operation,  cannot  fail  to  be 
appreciated  by  the  traveling  public.  Each  car 
has  accommodations  for  at  least  twenty  persons  ; 
the  interior  of  the  car  being  divided  into  ten  en¬ 
closed  compartments,  each  containing  two  berths, 
lavatory,  closet  and  hot  and  cold  running  water. 
These  compartments  extend  nearly  the  width  of 
the  car,  and  have  a  door  opening  into  an  aisle 
running  along  one  side  of  the  car  to  the  middle, 
where  it  crosses  over  to  the  opposite  side,  thus 
placing  one-lialf  of  them  on  each  side  of  the  car. 
Folding  doors  between  the  compartments  permit 
of  their  being  arranged  en  suite,  if  desired,  for  the 
accommodation  of  families  or  large  parties. 

In  addition  to  these  improvements  other  con¬ 
venient  devices  will  be  found,  among  the  more 
noticeable  being  the  employment  of  gas  as  an  illu- 
minant.  Elaborate  chandeliers  of  Persian  brass, 
in  each  compartment  and  in  the  passageways, 
reflect  a  soft  though  brilliant  light  through  opa¬ 
lescent  globes.  Each  car  is  also  fitted  with  appli¬ 
ances  for  illuminating  by  electricity,  affording 
means  for  the  substituiion  of  this  system  of  light¬ 
ing  whenever  desired.  Electric  buttons  will  be 
found  in  each  compaitment,  by  mean.s  of  which 
the  prompt  attendance  of  car  servant  or  conduc¬ 
tor  may  be  secured.  A  handsome  book  case, 
witli  a  large  and  varied  assortment  of  books  and 
periodicals,  for  the  free  use  of  passengers,  occu¬ 
pies  an  angle  in  the  cross  over  passage,  opposite 
to  which  is  an  unique  buffet,  from  which  will  be 
dispensed  light  refreshments.  The  interior  decor¬ 
ations  are  rich  and  artistic,  a  variety  of  the  rarest 
and  most  expensive  woods —mahogany,  English 
oak,  Circassian  walnut  and  satin  wood— being 
employed.  The  upholstery  is  of  the  newest 
design  and  most  luxurious  description  ;  every 
feature  of  the  new  cars  being  calculated  to  appeal 
to  refined  and  (esthetic  taste. 

The  addition  of  these  new  and  palatial  cars  to 
the  other  handsome  equipment  of  the  Limited, 
will  doubtless  add  to  the  great  popularity  of  that 
famous  train,  and  in  connection  with  the  splendid 
roadway  of  the  New  York  Central  and  connec¬ 
tions— the  low  grades  and  ataenee  of  sharp 
curves — should  make  a  trip  between  New  York 
and  Chicago  not  only  comfortable,  but  a  positive 
luxury. 


'VK  yvo/^i/D  /  ^ 


■VVAQNER  ROOM  CARS. 


wpruveci  qiilpuie 


New  York  and 


(  Nwwr-York  and  Chicago  limited, 
r  Sew  Yort  Central  and  the  Lake 
Shore,  received  the  niiwhiug  touches  at  the 
Wagner  shops  at  East  Buffalo  yesterday. 
After  hein?  Inspectoif  by  Vice-President  H. 
Waiter  ITebb  and  Oen.-Supt.  Flagg,  it  was 
IPUobed  to  the  train  leaving  here 

^  415  p.  M.  and  sent  east  to 

New  York  for  exhibition  preparatory 
to  being  placed  in  regular  service  in  about  a 
1  Weak  or  ten  days  heuc-',  wlien  the  other  three 
'  cal's  will  be  ready  to  take  the  road.  The  four 
cars  have  been  nam^d  the  Lorraine,  liageuta, 
Baroalona,  and  Normandie. 

.  Cfwraine  is  the  one  finished  yesterday, 

hll.  jtho-saw  it  were  united  and  enthusi- 
^M&i^pronouucing  it  a  veritable  palace  on 
yjjieels— a  model  of  luxury,  elegam-e,  and  ar- 
•gist  0  beauty  and  taste  in  finish,  appointments, 

‘  tuid  equipment.  Travelers  who  use  the  Lor¬ 
raine  or  either  of  Its  mates  for  the  first  time 
will  be  apt  to  be  somewhat  dasried  by  the  ex¬ 
ceptional  richness  of  their  surroundings,  and 
they  will  be  equally  sure  to  enjoy  comfort  and 
,  repose  during  their  journey.  There  ai'e  10 
..oompartmouts,  finished  in  different  fine 
woods.  Four  of  these  stato-rooitis 

are  on  ono  «id«  and  six  on  tlie 

other,  with  what  is  called  a  “cross-over 
passage"  betwoaii.  The  rooms  at  either  end 
j.  are  of  the  llaiin  boudoir  design.  They  are  fiu- 
islied  in  English  oak,  with  brocaded  plush  up- 
bolstering  and  draperies  in  harmony  with  the 
color  of  the  woo^  The  same  idea  is  preserv¬ 
ed  also  in  the  panels  above  the  backs  of  the 
■ota-berths,  whioh  are  of  embossed  silk.  Tlio 
woods  in  tue  other  compartments  are  satin- 
wood,  mahogany,  and  Circassian  walnut,  tlie 
upholstering  being  a  delicate  blue,  a  delicate 
shade  of  Uirra-cotta,  and  Nila  green,  in  the 
order  named.  All  the  wood- work  is  embel¬ 
lished  with  beautiful  paneling  or  rich  hand 
carving,  and  the  carving  in  the  outside  pas¬ 
sages  leading  from  one  end  of  the  car  to  the 
other  are  also  haul-carved.  The  embossed 
sBk  panels,  when  the  satin-wood,  mahogany, 
or  Circassian  walnut  is  used,  are  of  a  fine 
lace  pattern.  Some  of  the  comiiai'tments  are 
single  and  others  are  cn  suite,  and  each  one 
will  accommodate  throe  peopio.  Each  is  also 
equipped  with  toilette  conveniences  aud 
French  plate  mirrors,  hot  and  cold  water,  elec¬ 
tric  boll^  etc.,  the  metal  work  of  the  lavaf5- 
rits  beiog  nickeline,  which  is  regarded  a.s 
su))ei-ior  to  niciccl-plate,  as  it  never  loses  its 
luster.  At  night  these  cars  will  be  lighted 
.With  the  Pintsch  gas  system.  The  carpets  are 
^of  tilo  finest  Wilto'.i.  Oa  one  side  of  the 
**  6ross-o ver ’’  is  a  bullet  and  on  the  other  a 
•#brary  case.  Alxive  these  is  an  omaraental 
bral|f>|[i  ill,  tha  intoi-stioes  being  filled  witli 
pad^ot  liTid.-scent  glass  in  fancy  forms  aud 
of  different  colors.  Brass  grill  transoms 
above  the  compoi'tments  afford  additional 
veillition,  and  tho  csiliug  bails  are  ol 
I  Uree-.ily  veneer  with  cloth  face  aud  deco- 
ratt-.l  in  special  dcsigua  Indeed  in  tho 
matter  of  .special  designs  the  Wag¬ 
ner  company  has  male  a  lavish 
outlay,  and  all  the  decorations,  draperies, 
nnhoisttriug,  etc.,  aie  from  original  patterns 
mode  expressly  lor  this  Company.  All  tho  in¬ 
terior  nioial  work  of  the  ctir,  except  that  used 
in  the  :avatoi  ie8,is  of  Persian  brase.  The  seats 
have  a  patent  hingc-.-pi'ing  which  mokes  them 
•^nob  more  comCortatile  Uian  the  general  inn 
of  car  seats,  as  each  indfridaaj  ^‘Hqp-opei- 
ihilndependeutly.  ,  * 


The  exterior  of  the  car  is  painted  a  doi'k 
olive-green,  but  tho  gilt  oniamcntatlou  is  of  a 
new  stylo  adopted  as  a  standard  by  the  IVag- 
ner  company  and  is  very  handsome.  The 
bo...y  of  the  car,  between  the  bottom  and  tho 
belt  rail,  has  but  throe  gilt  panels,  its  name 
being  placed  in  the  central  pauel.  Tho  center 
of  the  letter  board  bears  the  words  “Wagner 
Vestib-ale,"  and  at  either  endi  “New  York  & 
Chicago  Limited."  The  length  of  the  state¬ 
room  cars  is  70  feet  over  platforms, 
each  of  the  vestibules  taking  up 
three  feet  at  either  end.  They  are  very  much 
heavier  ilian  ordinary  sleepers,  and  have  cen¬ 
ter-wheel  brakes  for  the  six- wheeled  trucks, 
by  which  a  brake  is  put  on  each  of  the  12 
wheels.  This  allows  of  quicker  action  in  brak¬ 
ing  power  by  a  more  uniform  distribution, 
saves  wheel  tear  and  lessens  the  jar  In  stop- 
•iiig  a  irain.  No  pumps  are  attached  to  the 
fcivatories,  gravity  pressure  being  used  for 
Water  serviei*.  A  pueumatic  system  has  been 
fC'fccted  which  will  be  applied  to  cal's  Ij  * 
In  the  futuro.  Tanks  lor  airor-'w  •• 
bo  carried  under  the  car,  an' 
the  air  brake  or  with  a  small  p......  .. 

by  the  portir. 

The  state-i'oohi  cars  have  be  en  built  to ' 
aiiiinly  n  dcm"^;i  ekne  kos  been  experienced  in 
connection  with  the  HluitoJ  seiTieo,  niul  will 
become  very  popular.  When  they  are  placed 
in  commission  the  New  York  and  Chicago 
limited  will  probably  be  made  up  of  buffet- 
smoker,  dining  car,  state-room  cor,  and  two 
sleapers  and  will  be  anoxcelled  by  anything  in 
the  way  of  passenger  equipment  that  tend, 
to  uuUie  a  railro'id  journey  pleasurcable.  Tho 
latter  Will  be  of  .10  straight  Sections  ^Tilil  no 
state-rooms.  _  _ 

—Another  of  the  Wagner  state-room  cars  | 
the  Noi  mardic,  will  probably  be  turned  out  of 
the  shops  at  East  Buffalo  next  Tuesday  and 
sent  East.  _  _ -  -1 


A  Wagner  Infringement. 

CHICAGO,  Ini..,  April  l7.-JudKe  Gresham 
^-day  delivered  an  opinion.  Judge  Blodgett 
^currlng.  In  the  case  of  the  ruUman  Pal¬ 
ace  car  Company  vs.  the  Wagner  palace  Oar 
Company  in'the  United  States  Clrcnlt  court, 

'  declaring  the  Pullman  ••sessions”  patent 
for  vestibule  cars  valid,  and  that  the  Wag- 
'ner  company  was  Infringing  The  Ses¬ 
sions  patent  covers  mat  portion  of  eaon  half 
of  the  vestibule,  consisting  of 
plates  under  spring  •  ^  IJfrs  are 


_  vestibule  by  a'tlght  lolnt  when  cars 
coupled  in  train  service. 

The  Judges’  opinion  nnnlyred  the  Ainei- 
Ican.  English  and  foreign  patents  intended 
10  iiutlclpato  the  sessions  Invention,  finding 
mat  none  of  them  anticipated  or 
gested  that  invention.  Tno  defense  of  prior 
anticipation  of  the  sessions  invention  In  the 
old  Chicago,  Burlington  and 
nany  canvas- hood  canopy  was  declared  by 
the  Judges  to  be  without  emcacy  or  »m“d’ 
ing.  In  thot  Eijcti  device  was  ftaglle  m  iJJ 
construction,  without 

Sessions  invontloa,  ana  nbandonea  since 
;  1883  as  worthless ,  eren  for  the  oppose  of 
keeping  cinders  from  the  platforms,  lor 
whlon  It  was  intended. 

The  Court  I  heroforo  made  the  temporary 
injunction  agalnat  the  Wagner  company 
I  perpetual,  and  referred  the  nyit 
I  ages  to  a  master  In  chancery  to 
I  mony.  _ _ 


THE  PRIVATE  COMPARTMENT  SLEEP¬ 
ING  CAR  ON  THE  CENTRAL’S 
LIMITED. 


Tins  OBPINAKY  LUXURIES  OF  TR.WEI.  SURPASSED. 


The  progrc.ssive  muniii;ciiicnl  of  tlic  Wiigncr 
Palace  Car  Company  tluring  llic  past  few  years 
ha.sbeeu  rapidly  distaneing  all  eom|)ctilor.s  in  the 
improvements  constantly  lieing  introduced  into 
its  equipment  in  use  on  the  Vanderbilt  lines  of 
railway,  aud  other  roads  over  which  the  Wiii^ner 
Company  oiierates. 

Ever  ’  on  tlie  alert  for  new  ideas,  the 
Wiijjiicr  (’ompany  was  quick  to  recognize  Ihe 
pi'iietieal  utility  atul  advaiitujre  of  the  ve.stibule 
system,  and  tlieir  prompt  application  of  the  prin- 
cnple  is  exemidilied  in  tlie  famous  New  York  and 
Chieaifo  limited  train  run  daily  over  llie  New 
York  Centrid,  which  is,  in  all  respects,  unques- 
liouahly  the  f.iste.st  and  finest  train  in  America. 
Tlh'ir  latest  achievement  is  the  production  of 
eight  magnirteent  new  sleeping  cars  for  service  on 
the  Limited,  which,  for  beauty  of  design  and 
elegance  of  interior  decorations  and  furnishings, 
quality  of  materials  employed,  and  exeelleneo  of 
workmanship,  represent  the  highest  development 
of  the  car  liuildei'’.s  art.  Of  these  new  cars,  four 
have  sixteen  sections,  designed  to  aceommodate 
thirty-two  persons,  each  with  a  full  benh — the 
arraugement  of  the  sections  is  as  usual,  but  the 
lavatories  and  ihe  toilet  rooms  at  each  end  of  the 
ear  are  larger  and  more  eliiborately  fitted  up  than 

I’he  practical  ideas  of  Mr.  II.  Walter  Webb, 
V'ice- President  of  the  Wagner  Com|)any,  find  ex¬ 
pression  in  the  construction  of  the  other  four 
car.s,  ill  which  the  old,  conventional  patterns  have 
been  ignored,  and  an  entirely  new  design  evolved, 
which,  when  init  into  operation,  cannot  fail  to  be 
appreciated  by  the  traveling  jiublie.  Each  ear 
has  accommodations  for  at  least  twenty  iiersous  ; 
the  interior  of  Ihe  car  being  divided  into  ton  en¬ 
closed  conqiartnients,  laicli  containing  two  berths, 
lavatory,  closet  and  hot  and  cold  running  water. 
These  compartments  extend  nearly  Ihe  width  of 
the  car,  aud  have  a  door  opening  into  an  aisle 
running  along  one  side  of  the  ear  to  the  middle, 
where  it  crosses  over  to  Ihe  opiiosite  side,  thus 
placing  one-lialf  of  them  ou  each  side  of  the  car. 
Folding  doois  iietween  the  compartments  iieimit 
of  tlieir  beinj;  urninged  en  suite,  if  desired,  for  the 
accommodation  of  families  or  large  parties. 

In  addition  to  these  iinprovement.s  other  con¬ 
venient  devices  will  be  found,  among  tlie  more 
noticeable  being  the  employment  of  gas  as  an  illu- 
niinant.  Elaborate  chandeliers  of  Persian  brass, 
in  each  conqiartmcnt  and  in  the  passageways, 
reflect  a  soft  thougli  lirilliant  light  tlirougli  opa¬ 
lescent  globes.  Each  car  is  also  fitted  with  appli¬ 
ances  for  illuminating  by  electricity,  affording 
means  for  the  suli.stituiion  of  this  system  of  light¬ 
ing  whenever  desired.  Electric  buttons  will  be? 
found  in  each  compaitmciit,  by  means  of  which 
the  prompt  attendance  of  car  servant  or  conduc¬ 
tor  mav  lie  secured.  A  handsome  hook  ctise, 
with  a  large  and  varied  assort  menl  if  books  and 
periodiciils,  for  llie  free  use  of  passengers,  oeeu- 
ides  an  angle  in  the  cross  over  pa.ssage,  opposite 
to  which  is  an  unique  buffet,  from  which  will  be 
(lispeii.sed  liglit  refreshments.  Tlie  interior  decor¬ 
ations  are  rieli  and  artistic,  a  variety  of  tlie  rarest 
and  ino.st  expensive  woods -mahogany,  Englisli 
oak,  Circassiiin  walnut  and  satin  wood— being 
enniloyed.  The  upholstery  is  of  Ihe  newest 
design  and  most  luxurious  description  ;  every 
feuUirc  of  the  new  cars  being  calculated  to  appeal 
to  refined  and  a'sthetie  taste. 

The  addition  of  the.se  new  and  palatial  cars  to 
the  other  handsome  e(|uipment  of  the  Limited, 
will  doubtless  add  to  the  great  popularity  of  that 
famous  train,  and  in  connection  witli  the  splendid 
roadway  of  the  New  T'ork  Central  and  connec¬ 
tions — the  low  grades  and  ab.seiiee  of  .sharp 
curves — sliould  make  a  trip  between  New  York 
and  Chicago  not  only  comfortable,  but  a  positive 
luxury. 


ms— From  I’nsscneiT  Department, 

Now  York  Central  .b  Hudson  Kivtr  Rnilroud. 


c7's  \rs. 


No.  1. 

June,  1887. 

It  has  been  almost  two  years  since  the 
Pullman  Vestibule  Cars  were  placed  in  serv¬ 
ice  on  the  Pennsylvania  Limited,  and 
every  hour  of  every  day  of  that  time 
travelers  to  the  east  have  blessed  the  invent¬ 
ive  genius  that  inade  their  journey  so 
pleasant.  The  Pennsylvania  Limited  now,  as 
then,  is  the  finest  train  in  existence.  It  leaves 
Chicago  daily  at  6.00  p.  m.  for  Pittsburgh, 
Philadelphia,  New  York,  Baltimore  and  Wash¬ 
ington,  and  accommodations  can  be  obtained 
by  applying  to  C.  W.  Adams,  Asst.  Gen.  Pass. 
Agent,  65  Clark  St.,  Chicago,  Ill. 


No.  2. 

Every  Day. 

.Every  day  in  the  year  the  Pennsylvania 
Limited  runs  from  the  northwest  to  the  sea 
It  leaves  Chicago  at  5.00  p.  m.,  and  stopping  at 
Pittsburgh,  Harrisburg  and  Philadelphia,  is  in 
New  York,  912  miles  away,  in  twenty-five 
hours.  At  that  rate  the  globe  would  be  encom¬ 
passed  in  a  fortnight  and  a  half,  and  on  the 
Pennsylvania  Limited  the  journey  would  be  as 
easy  as  on  a  merry-go-round  at  a  county  fair. 
In  the  apartments  of  the  famous  vestibule  train 
one  passes  time  in  comfort  and  luxury.  The 
elegance  of  the  dining,  smoking  and  sleeping 
cars,  the  complete  equipment  of  the  library  and 
the  barber  shop  and  bathroom  leave  nothing  to 
be  desired.  For  accommodations  applv  to 
C.  W.  Adams  Asst.  Gen.  Pass.  Agent,  65  Clark 
8t.,  Chicago,  III. 


No.  3. 

Nothing  But  Praise. 

A  Chicago  hanker  who  had  just  returned 
from  New  York  with  his  family  said  the  other 
day  in  the  Hotel  Richelieu  that  the  Pennsyl¬ 
vania  Limited,  upon  which  he  rode  in  both 
directions,  is  a  better  train  to-day  than  when  it 
was  first  run.  In  the  two  .years  since  the  ve^ti- 
bule  cars  were  placed  in  service  the  ingenuity 
?u  n  employes  and  the  facilities  of 

the  Pullman  shops  have  caused  improvement 
m  app  lances  and  in  arrangement,  and  the 
Pennsylvania  Limited  receives  the  benefit  of 
every  advance.  It  leaves  Chicago  daily  at  5.00 
El  Baltimore,  Washington, 

Philadelphia  and  New  York,  and  accommoda- 
tions  can  be  secured  by  applying  to  C.  W. 
Adams  Asst.  Gen.  Pass.  Agent,  66  Clark  St., 
Chicago,  Ill.  ’ 


They  Move  on  Wheels. 

A  dining  room  and  library,  sleeping  and 
smoking  apartments,  with  barber  shop  and 
bathroom  all  luxuriously  furnished  and  com¬ 
pletely  equipped,  heated  by  steam  and  lighteil 
by  electricity,  connected  by  hall  ways,  attended 
by  watchful  servants  and  whirling  over  the 
country  at  the  rate  of  fifty  miles  an  hour  with 
motloa  that  is  scarcely  perceptible  to  the  occu- 
pants  :--thi8  is  the  Pennsylvania  Limited,  the 
famous  Pullman  Vestibule  Train  of  the  Penn- 
aylvania  Ltnod  that  leaver  Chicaao  evArv  Hair 
St  5.00  p.  m  for  Pittsburgh,  B^more,  ^ash^ 
ington,  Philadelphia  and  New  York.  For 
accommodations  apply  to  C.  W.  Adams,  Asst. 
Gen.  Pass.  Agent,  66  Clark  St.,  Chicago,  III. 


No.  5. 

The  Penusylvauia  Limited. 

The  ^ew  York  and  Chicago  Limited  of  the 
Pennsylvania  Lines  was  placed  in  service  in 
1881  and  immediately  came  high  in  favor  with 
Pullman 

Vestibule  Cars  were  first  run  on  this  train  and 
It  seemed  that  the  limit  of  comfort  and  luxurv 
had  been  reached,  but  since  that  time  the 
feraous  tram  has  been  improved  in  many  de¬ 
tails.  Steam  not  only  forces  the  wheels  around 
and  regulates  the  air  brake,  but  it  is  the  means 
r”?  .  '®  permits 

choice  of  hot  or  cold  water  in  the  lavatories. 
The  tram  is  lighted  by  electricity  and  count¬ 
less  instances  of  delicate  adjustment  of  appli¬ 
ance  to  use  convey  a  luxury  that  one  expects  only 
in  homes  where  taste  and  thought  guide  un- 
T  9“  Pennsylvania 

Lirai^  one  may  read  or  write,  talk  with 
friends,  play  cards  or  smoke,  dine  sumptuously 
and  sleep  in  a  luxurious  bed.  It  leaves  Chi¬ 
cago  daily  at  6.00  p.  m.  for  Pittsburgh,  Balti- 
more,  Washington,  Philadelphia  and  New 
vork,  and  accommodations  can  be  secured 
^  Adams,  Asst.  Gen.  Pass.  Agent, 
Ou  Clark  St.,  Chicago,  III.  *  ’ 


C 


The  Pullman  company  has  built  a  $10,000  private  oar' 
for  Mr.  J.  D.  Williamson,  president  of  the  Chattanooga 
Rome  &  Oolnmbns  railroad  company.  It  contains  obser- 
jvation  room,  private  rooms  for  ladies,  sleeping  rooms, 
.kitchen,  closets,  buffet,  etc. 

^  -  — - 

The  Pullman  Palace  Car  company  has  won  an  im- 
jportant  verdict  in  its  suit  against  the  Wagner  Palace 
jCar  company  for  infringement  of  patents  covering 
[the  vestibule  attachment  to  cars.  The  claim  rested 
on  the  Sessions  improvement,  consisting  of  iron  face 
plates  at  the  ends  of  the  cars,  in  contact  under  power¬ 
ful  spring  pressure,  the  object  being  to  diminish  the 
oscillation  of  the  individual  cars  in  travel,  prevent 
shocks  and  telescoping  in  collisions  and  complete  the 
vestibule  by  a  tight  joint  when  cars  are  coupled  in 
train  service.  The  United  States  court  at  Chicago 
declares  this  invention  to  be  of  great  value  and  utility 
and  decides  that  the  frame  plates  used  by  the  defend¬ 
ants  are  covered  by  the  Sessions  patent.  The  de¬ 
fendants  are  at  liberty  to  use  the  vestibule  structure 
without  the  Sessions  invention  of  plates  held  in  con¬ 
tact  by  springs,  but  they  were  enjoined  from  continu¬ 
ing  to  use  these  buffer  plates,  and  reference  was  made 
to  a  master  to  ascertain  the  damages  which  the  Wag-* 
ner  company  should  pay  in  consequence  of  their  in-, 
fringement.  This  decision  is  not  only  of  pecuniary 
value  to  the  Pullman  company  but  is  also  of  much 
importance  to  the  railways  using  the  Sessions  patent, 
as  the  expert  investigation  upon  which  the  finding  isj 
largely  based  asserts  that  the  spring  buffer  plates  in 
connection  with  the  vestibule  are  of  great  importance 
in  increasing  the  safety  and  comfort  of  travel  in  the 
cars  to  which  they  are  applied.  Some  railway  men 
j  have  been  doubtful  as  to  the  practical  benefit  of  the 
vestibules  in  diminishing  oscillation  and  preventing 
telescoping,  but  this  decision  does  not  hesitate  to  ' 
place  the  value  of  the  device  chiefly  upon  the  pos¬ 
session  of  these  advantages. 


A 


ABesnlutioii  Auopteu. 

Ik  'Jiie  Valley  of  AfExico,  { 
April  14th,  188‘J  J 
TJie  pBf8FiiK*T«  lu  '• «»  ‘  M  intPzamM 

J?p9ci«l”  ill  niHHB  uiPMiiiiH  «8RFin>>lF<i 
Ml  ih«  Inziiri' an  bhIom  llirrRnf  nnd 
dfliiglitBil  xviili  the  cnittforiR  anl 
liuaripB  of  their  loiiK  tr  p  feel  that  h 
public  exprenaioii  ehunhi  lie  mido  of 
tlieir  feelingR  nt  its  cor.c1ani<)U,  ami 
therefore  have  adopted  a'lauitaousi}’ 
the  following  reeolaliniie; 

First,  that  the  Irar-lling  pnbl  r 
^ia  iudehted  to  the  Pallmuii  Palace 
Oar  Company  and  to  the  genina  and 
energy  of  G.  M.  Pnllman  for  the  moat 
ouiu  fort  able  and  Ininiioun  mode  of 
fiilway  travel  hitherto  developed  bi 
tlie  high  oivil'KHtioD  of  the  niiieteenti) 
centniy,  aa perfected  in  their  veetibn 
ded  traine. 

Sezond,  that  in  onr  opinion  the 
rniiilon  and  eaae  with  which  the  pna- 
ai.ge  may  be  mad--,  in  their  vestibn 
led  traina  between  tbeeapiinla  of  the 
iwu  eiaier  Anierican  Rep<iblioa  mn-t, 
by  Ro  greatly  faciliiutiug  intern  >m 
DinnioHlioii  between  their  peopler 
coniribnte  very  materiaily  to  the  ee 
tabli-hment  of,  iiitimaio  e.ooial  and 
commercial  r>-laiiona  beiwRon  them 
to  their  ninlual  advantage  and  friend 
ship.  Suthat  Mr.  P.iilman’e  enter 
priee  in  thia  direoiion  will  appear  in 
I  time  to  have  been  one  of  great  politic 
I  al  aa  well  iia  ci  mmerciiil  imp'-rtance, 
i  Hiid  the  two  iihtioiia  will  coma  to  feel 
I  theueelviB  hie  debtors  aa  well  as  the 
travelling  public. 

Third.  However  ranch  Ihe  com 
I  pleiei  eaa  of  ih«  accommodations  af 
forded  by  ibe  v^slibiiled  train,  the 
pulilenesa,  affabilily  and  lOtentioo  of 
onr  coiidnctor,  Hr.  V.  H  Ci  ffin,  as 
hicted  by  Miaa  iStale,  llm  care  and 
abiil  of  oiir  caleerer  Mr.  It.  H. 
M)rick,  wiib  bia  ezcHlIeiii  uo-  ks  and 
table  -n  v  oe  and  the  general  cure  oi 
our  several  porters  hava  added  still 
more  to  the  pleat-tire  of  onr  j oarney. 
Nor  thonid  we  omit  lo  meniiou  the 
nniveraal  politeiieaa  and  <  DSuieiioy  ol 
•  he  VKliunH  train  cundiiclor«  and  oien 
who  have  brnnght  tts  i-v  -i  S.UOO  mileai 
Dll  various  lines  by  night  and  day  in 
safety.  And  in  turn  to  the  Pullm  m 
Palace  Cur  Ooinpany  and  the  several 
railroad  ci-mp'iiies  and  their  offirera 
with  whom  we  have  come  in  coutac 
III  coniieotiun  with  thia  train  and  i<e 
iiiovemeut  we  vole  our  graiefii! 
ihai  ks  and  iha  hope  that  this  snivice 
may  be  us  problab'e  to  them  as  it  bus 
boeti  nleaeani.  t<>  na. 

H.  M.  Boies  ,Chuirman, 

Scranton,  Pa. 

E.  N.  WiLLARb,  Saorf.rkiy. 

Scranton,  Pa 

H.  B.  Crosby,  V  oo  President, 

P.i'crson,  N.  J. 


OeoiElon  Tbat  tbe  Warner  Byatem  Infrlngea 
tbe  Pullman'Sesslons  Patents. 

Chicago,  April  17.— Judge  aiegliani  to¬ 
day  delivered  an  opinion,  Judge  Blodgett 
ooncurriug,  in  the  case  of  Pullman  Palace 
Car  Company  vs.  the  Wagner  Palace  Car 
Company,  in  the  United  States  Circuit 
Court,  declaring  the  Pullinaii-Sessions 
patent  for  vestibuled  oars  valid  and  that  the 
Wagner  Company  was  infriuging  it.  The 
Sessions  patent  covers  that  portion  of  each 
half  of  the  vestibnle  consisting  of  iron  face 
plates  under  spring  pressure,  compleUug  tbe 
vestibule  by  a  tight  Joint  when  cars  are  coupled 

The  judges'  opinion  analyzed  tbe  several 
American,  English  and  European  patents  al¬ 
leged  to  anticipate  the  Sessions  inventlou,  find¬ 
ing  tbat  none  of  them  anticipated  or  even 
suggested  that  invention.  The  defense  of  prior 
anticipation  of  the  Sessions  Invention  in  tbe  old 
Chicago,  Burlington  and  Quincy  canvas-hood 
canopy  was  declared  by  tbe  Judges  to  be  without 
efficacy  or  standing,  m  that  such  device  was 
fragile  In  Its  construction,  without  suggestion  of 
the  Sessions  Inreutlon,  and  abandoned  since 
187,'!  as  worthless  oven  for  the  purpose  of  keeping 
cinders  from  tbe  platform,  for  which  It  was 


What  tbe  Wagner  People  Say. 

Nkw  York,  April  17.— Heferrhig  to  the  decision 
of  Judge  Gresham  lu  the  United  Slates  Court  at 
Chicago  tp-day  against  the  employment  by  tbe 
Wag  ner  Palace  Car  Company  of  the  overhead 
springs  used  on  vestibuled  cars  for  keeping  the 
faca  plates  In  frietiona!  contact  a  prominent  offi¬ 
cial  of  Iho  Wagner  iTbmpany  stated  that  the  de- 
C'lstoiv  win  In  ao  way.lmpair  the  utility  or  effi¬ 
ciency  of  the  vestlbiMl  platforms  In  use  on  Its 
ears,  ag  they  can  he  successrully  used  without 
this  dpvfee,  the  principal  advantage  claimed  for 
whtcb;ls  the  reducing  of  the  oscillatory  moll  on 
Of  cats  rounding  #iarp  curves  at  high  speed 
Such  curves  as  are  on  the  line  of  the  Sew  York 
Central  and  Hudson  River  Railroad  and  its  con¬ 
nections  are  so  easy  th  at  but  little  motion  Is  felt 
while  rounding  them. 


i  New  York,  April  23.  —  [Spool  al.J  —The 
Sleeping-car  interests  of  the  country  are  to 
be  united  in  one  enormous  concern.  That  is 
the  outcome  of  the  recent  decision  in  the 
suit  brought  by  the  Pullman  Company 
gainst  tbe  Wagner  Palace  Car  Company  for 
infringement  ot  the  patents  on  the  vestibule 
train  service  owned  by  the  former.  Judge 
Gresham  Id  dociding  the  case  in  favor  of 
tbe  Pullman  Company  .accelerated  the  ne¬ 
gotiations  for  a  combination  of  the  two  con¬ 
cerns.  The  Wagner  Company,  according  to 
a  gentleman  who  is  well  acquainted  with  tne 
facts,  has  a  capital  of  $13,000,000,  of  wnich 
75  per  cent  has  been  paid  in.  It  is  also  re¬ 
ported  that  it  has  a  debt  of  about  $1,000,000. 
What  its  earnings  are  is  not  definitely  known. 
Whether  anything  would  be  paid  for  the 
good  will  is  a  question.  If  this  deal  goes 
through  there  will  bo  an  increase  of  tne  cap¬ 
ital  stock  of  the  Pullman  Company  to  pay  for 


Tbe  decision  of  the  United  States  Court  in 
Chicago  yesterday  in  the  great  patent  suit, 
which  compels  the  Wagner  Palace  Car  Co. 
to  stop  using  the  Pullman-Sessions  patent  on 
their  vestibule  cars,  and  ordering  an  ac¬ 
counting  of  the  gains  and  profits  which  tbe 
Wagner  people  have  enjoyed  by  using  this 
patent  since  November  1,  1887,  will  be  the 
cause  of  no  end  ot  trouble  on  tbe  Vanderbilt 
lines  where  the  Wagner  cars  are  now  in  use. 
The  Lake  Shore  road.  New  York  Cen¬ 
tral,  West  Shore,  Michigan  Central, 
Chicago  and  Northwestern,  the  Wabash 
£ast  and  the  C.,  C.,  C.  &  I.  are  all  using 
the  Wagner  cars,  and  according  to  this  decis¬ 
ion  they  must  give  up  their  vestibule  system, 
or  accept  the  serrioe  of  the  Pullman  Co., 
after  May  20.  The  Wagner  Co. 
has  expanded  a  great  deal  of  money  on  tbe 
cars  and  have  gone  straight  ahead  from  the 
very  first,  trusting  that  the  decision  of  the 
courts  would  be  in  their  favor.  Hero  in  St, 
Louis  only  two  lines  use  the  Wagner  cars, 
the  Wabash  East  and  the  C.,  C.,  C.  &  I.  The 
Wabash  has  a  complete  vestibule  train  be¬ 
tween  St.  Louis  and  Chicago  consisting  of 
two  sleepers,  two  chair  oars,  a  smoking  car 
and  baggage  car,  and  in  addition  to  tnls  runs 
vestibule  sleepers  and  chair  cars  over  its  line 
to  Toledo,  and  Eastern  connections  to  New 
York.  The  Bee  Line  has  a  service  of  vesti¬ 
bule  sleepers  to  Boston  and  New  York, 
and  unless  some  device  can  be 
suggested  between  this  time  and  May  20 
which  will  take  the  place  of  the  patent  and 
permit  the  cars  to  be  made  up  in  vestibalo 
traina,  the  Wagner  Co.  will  have  to  dismantle 
their  coaches.  It  is,  ot  course,  not  at  all 
likely  that  anything  of  the  kind  can  be  ac¬ 
complished  in  so  short  a  time.  As  pointed 
out  in  exclusive  dispatches  on  this  subject  in 
yesterday’s  Republic,  the  decision  will  prob¬ 
ably  result  in  uniting  the  sleeping-car  inter¬ 
ests  of  the  country  in  one  enormous  concern 
under  the  control  or  management  ol  the  Pull¬ 
man  Co. 

MR.  POT,L»IAN  DENIES  THE  REPORT. 

Chicago,  111.,  April  23. — A  dispatch  from 
New  York  said  that  the  Pullman  and  Wagner 
sleoping-car  companies  would  be  consolidated 
shortly,  this  being  tbe  outcome  of  Judge 
Gresham’s  decision  in  favor  ol  the  Pullman 
Co.  in  regard  to  the  vestibule  train 
patents.  The  decision  of  yesterday  perpet¬ 
ually  enjoined  the  yVagner  Co.  from 
making,  using  or  selling  any  railroad  cars  ol 
any  cuustruciion  containing  any  of  the  Inven¬ 
tions  of  the  Pullman  patent  after  May  20 
next  during  the  life  of  the  latter’s  patent. 
When  a  reporter  asked  Mr.  Pullman  as  to 
the  truth  of  the  report  he  said :  “There  is  no 
foundation  at  all  lor  it.  I  have  neither  ap¬ 
proached  anyone  or  been  approached  by  any¬ 
one  in  regard  to  the  consolidation  of  the  two 
companies. 


I  Los  Angeles,  April  17.— Dr.  Sowaid  Webb,  pres¬ 
ident  of  the  Wugner  Car  Company  and  son-in-law 
of  Vanderbilt,  who  will  soon  visit  Ponland,  has 
arrived  In  this  city  with  his  party  in  a  magulflccut 
spceial  train  of  four  Pullman  onr«.^  -  -- 
I  Tho  dining  room  and  kltchon  car  ol  the  Sptelal 
train  narrowly  escaped  consumption  by  fire  yes¬ 
terday.  The  train  was  at  Santo  Monica  where  Dr, 

I  W«bb  and  party  stopped  lor  the  night,  WhU$ 

breakfast  was  being  prepared,  fire  In  some  man-  , 
nor  broke  out  In  the  kitchen.  Dr.  Webb,  who 
was  III  bed,  sprang  to  his  feet,  and  soixinganox 
mouiiied  the  roof  of  the  car  and  out  through, 
allowing  the  smoke  to  ssoaiic  hud  llius  saved  the 
I  interior  decorations  from  being  destroyed.  The 
I  servants,  meanwhile,  exUusuished  the  Homes 
wlOi  water. 

The  toaln  was  brought  to  this  city  and  taken  to 
the  workshop  of  the  Eouthyni  Poolftc  Company, 
Where  the  damage  was  pattlally  repaired.  The 
damage  is  estimated  at  abgilt  »2eC0. 


UULUICN  OATS  SflCVlAl.. 

It  Will  Be  Dlaoontlnued-Tlie  Overland  to 
Arrive  Here  at  Nlitht. 

Timothy  Hopkins  is  to  retain  his  posi¬ 
tion  as  a  Director  in  tiie  Central  Docillc 
Railroad  JCompany.  Thg  stocklioldcrs  ol 
tiie  company  have  just  liekl  their  annual 
election  for  1S89.  I-eland  Stanford,  C.  P. 
Huntington,  Charles  F.  Crocker,  Timothy 
Hopkins,  E.  H.  Hiller  Jr.  and  C.  E.  Brc- 
therton  f)f  London  were  re-electod,  and  A. 
N.  Towne  Was  elected  to  take  the  place  of  the 
late  Charles  Croeker.  In  the  election  of  oili- 
cers  the  Directors  re-elected  Lcland  Stanford 
as  President;  C.  P.  Huntington,  First  Vice- 
President;  E.  H.  Miller  Jr.,  Secretary  and 
Controller;  Timothy  Hopkins,  Treasurer;  ^ 
H.  A.  Cummings,  A.s.sistnnt  Treasurer;  W.  | 
H.  Mills,  Land  Agent,  and  George  Watkins,  i 
Tran.sfer  Agent  at  New  York.  | 

It  is  uiofe  than  probable  that  the  Golden 
Gate  special  will  be  discontinued,  as  it- is  | 
not  paying  expenses  on  the  round  trip. 

A.  T.  Goodman  says  that  on  May  5th  the 
Union  Pacific  would  run  two  trains  daily 
between  Omaha  and-  Ogden.  One  would 
leave  Omaha  at  9  .c.  m.  and  arrive  in  Ogden 
at  C  A.  M.  The  other  would  leave  Oiniiha  at 
7 :30  r.  m.  and  arrive  in  Ogden  at  8:15  a.  m., 
just  two  hours  and  a  quarter  after  the 
train  leaving  Omaha  in  the  morning.  Be¬ 
ginning  April  21st  the  Denver  and  Rio 
Grande  people  would  begin  running  two 
trains  daily  between  Denver  and  Ogden. 
One  would  reach  Ogden  in  the  evening  and 
the  other  in  the  morning.  These  arrange¬ 
ments  will  no  doubt  necessitate  the  Central 
Pacilic  running  its  train  from  Ogden  in  the 
morning  instead  of  in  the  evetiing  as  now, 
thus  having  the  overland  train  arrive  at 
the  Oakland  pier  at  night  instead  of  in  the 
morning  os  at  present. 

In  si>eaking  aliout  the  present  condition  , 
of  pas.senger  travel  overland,  Mr.  Goodman 
says  it  is  heavy  eastbound,  but  light  in  the 
trains  coming  West.  Yesterday  thirty-six 
Pullman  cars  left  for  the  East.-  Thirteen  of 
the  cars  were  filled  with  Raymond  &  Whit¬ 
comb  excursionists,  who  were  sidetracked 
at  .'acramento  last  night  in  order  that  they 
may  be  taken  over  the  Mierros  to-day.  A» 
the  Eastern  people  in  the  State  weie  de¬ 
parting  rapidly,  he  thought  travel  to  tho 
^st  would  soon  become  light. 


_ _ - _ _  !  It  was  11:20  when  the  President  and 

THE  PRESIDENTS  TRAIN 

ttation,  bnt  way  was  quickly  made  for 
A  CAB.ATAN  oiT  GOROEOtisi-T  DECO-  the  party,  and  they  passed  (^[uieUy  into 
BATED  FAitLOB  COACHES.  the  Car  reseryed  for  them,  which  is  the 

_  rear  car  of  the  train.  Mrs.  Harrison,  es¬ 
corted  by  Judge  William  H.  Robertson, 
TWO  ENGINES  REQUIRED  TO  HAUL  IT  came  first,  the  President  and  John  A. 

_ _  King  following,  and  Secretary  Rusk  and 

his  family  bringing  up  the  rear. 

nine  Cars  In  All,  IdcIuoideSIx  Vestibuied  The  Other  guests  began  to  arrive  rapidly 

sieaptne  Cars,  a  Dining  Car,  n  smaking  and  were  sbown  to  their  Separate  cars. 

The  President,  under  the  escort  of  Mr. 
George  M.  Boyd,  assistant  general  pat- 

_  aenger  agent  of  the  Pennsvlvania  road, 

went  through  all  the  cars  and  then  came 
Stretching  out  for  a  considerable  dis-  back  to  No.  60.  where  he  seated  himself, 
tance  along  Sixth  street  yesterday  after-  f'no'ier.  the  “Etruria,”  and  the 

.  •  .  „  ,  1  “Pelion’  were  set  apart  for  the  news- 

noon  was  a  train  of  cars,  glistening  in  correspondents  who  accompany 

the  sunshine.  As  it  stood  on  the  side  the  party;  the  “England”  was  occupied 
track  it  represented  more  than  a  quarter  by  Chief  Justice  Fufler  and  wife;  Justice 
of  million  dollars.  There  -were  nine  Klatchford,  J ustice  Field,  and  retired 
cars  in  all.  including  six  vestibuled  .. 

,  .  j-  ,  „  „  America 'by  Secretary  Wlndom,  Mrs. 

sleeping  cars.  a  dining  car,  a  Windom  and  the  two  Misses  Windom 
smoking  car,  and  the  private  Walker  Blaine,  and  the  Misses  Mar- 
car  of  Vice-President  Thomson,  of  the  K*rct  and  Harriet  Blaine.  Secretary 
Pennsvlvania  railroad.  The  latter,  while  Rusk.  Mrs.  Rusk  and  son  and  daughter, 
of  plain  exterior,  is  one  of  the  handsom- 
.  J  .  •  i_  Golonol  Barr,  of  the  War  Department: 

est  cars  ever  buUt,  and  contains,  in  addi-  the  “Prance”  by  the  members  of  the 
tion  to  the  bedrooms,  a  parlor,  a  dining-  inaugural  reception  committee,  while  in 
room,  a  pantry,  and  a  kitchen.  In  the  the  "Alroy,”  a  composite  car.  were  Prl- 
paiTor  is  a  cabinet  mantel  with  a  tiled  yate  Secretary  Halford,  Colonel  Wilson 
open  flieplace.  In  which  a  wood  fire  Lieutenant  Judson,  Henry  W.  Raymond’ 
glowed  a  bright  welcome  when  the  Pres-  Mr.  and  Mrs.  A.  J.  Halford.  ' 

ident  reached  the  car  last  night.  The  Thu  President  and  bis  immediate 
rooms  were  exquisitely  decorated  by  family  and  lady  guests  occupied  car 
Small  with  branches  of  roses,  while  No.  60.  Besides  the  President,  Mrs. 
asparagus  and  smilax  vines  were  used  in  Harrison,  Mrs.  McKee,  Mrs.  Kate  Davis 
such  profusion  as  almost  to  hide  the  Brown,  daughter  of  ex  Senator  Davis,  ol 
walls  of  the  car. .  West  Virginia,  and  wife  of  Coramandei 

The  other  cars  of  the  train  were  very  Brown,  who  is  at  Samoa;  and  Miss  Ida 
handsome,  being  upholstered  in  blue  Murphy,  of  St  Paul,  Minn. .  were  also  in 
and  old  gold  plush,  with  costly  haug-  this  car. 

ings.  The  interiors  were  finished  in  Secretary  Blaine  was  not  one  of  the 
cherry  mahogany,  birdseve  maple,  and  party.  The  attack  of  lumbago  from  which 
other  nation^  woods.  One  of  the  cars  be  has  been  suffering  did  not  yield  as 
contained  a  barber  shop  and  a  bath-  I'cadily  U>  treatment  as  had  been  ex¬ 
room.  As  it  stood  upon  the  track  yes-  peeled,  and  lie  decided  to  abandon  the 
lerday  afternoon  the  train  was  inspected  trip.  It  Is  thought,  however,  that  he 
by  large  crowds,  who  admired  its  beauty,  w  ill  be  able  to  be  at  the  State  Depart- 
Yesterday  morning  it  was  taken  across  mont  to  morrow. 

the  Long'  Bridge  and  photographed.  The  While  House  and  Mrs.  McKee’s 

Owing  to  its  great  length  a  good  pic-  two  babies  are  left  in  charge  of  Mrs. 
lure  of  it  could  not  be  taken  In  the  city.  Scott- Lord,  the  President’s  sister.  Dr! 
Two  engines  were  necessary  to  haul  Ik  John  Scott,  the  President’s  father-in- 
It  left  shortly  after  midnight,  was  sche-  law,  lias  resigned  his  clerkship  in  the 
luled  to  reach  Philadelphia  at  6  o’clock  Pension  Office  and  will  almost  become 
this  morning  and  Elizabethport  at  10,  ane  of  the  Executive  family, 
bi-eakfastbeingserved  on  the  train.  Vice  The  train  bearing  the  Presidential 
President  Thomson,  of  the  Pennsylvania  party  is  in  charge  of  Mr.  George  W. 
railroad,  and  James  Martin,  superinten-  Boyd,  assistant  general  passenger  agent! 
dent  of  the  Pullman  car  company,  gave  Hr.  W.  W.  Booth,  in  charge  of  the  me- 
tbeir  personal  attention  to  the  making  -^hanical  department  of  the  Pennsylvania 
up  of  the  train  and  were  ably  assisted  by  road,  also  ^oes  along.  The  engineer  is 
George  W.  Boyd,  the  assistant  general  Edward  Bailey,  and  the  conductor  John 
passenger  agent  of  the  company.  liarkins.  J.  B.  Graff  is  the  barber.  Mr. 

The  committee  appointed  to  escort  George  O.  E.  Pratt  is  in  charge  lof  the 
iident  came  over  from  New  York  Pullman’s  service. 

blinds  of  the  President's  car 


the  President  came  over  from  New  York 
yesterday,  and  called  on  the  President, 
the  diplomatic  corps,  and  other  high 
ofideers.  It  consisted  of  Messrs.  John 
A.  King,  John  J^,  ex-Mayor  Edward 
Cooper,  Judge  Wm.  H.  Robertson,  Mr. 
Beth  Low,  Mr.  Frank  S.  Witherbee,  Hon, 
'O.  B.  Potter,  and  Messrs.  James  Duane 
Livingston  and  Clifford  Stanley  SimA 
In  the  evening  they  were  entertained 
at  dinner  at  Wormley’s  by  Mr.  King. 

'  Colonel  Barr  and  Lieutenant  Mason  also 
-attended  the  dinner.  The  train  was 
drawn  up  inside  the  yard  early  ih  the 
evening  to  await  the  arrival  of  the  guests. 
JJeutenant  Mason  and  Mrs.  Mason  were  ' 
the  first  to  arrive.  Juetice  BlatchTord, 
Ju8tic*e  Field,  and  Chief  Justice  Fuller* 
same  down  abont  10  o'clock. 


it  ^ 


there  was  quite  a  little  social  I 
while  they  waited  for  the  | 
in  deference  to  the 
Sunday  travel- 
'Vlock.  It 
'  train 

f  ^  ^  I 


THE  PRESIDENTIAL  TRAIN. 


The  train  was  drawn  up  Inside  the  yarn 
early  In  the  evening  to  await  the  arrival  ol 
|L  JwASHiNGTOS,  D.  C..  April  28. -About  5  I  the  guests.  ““ 

flWoloolt  this  alternoim  a  niognlfloenlly  np-  Mason  wore  the  Ural  to  arrive,  an  i 
Irioloied  train  of  ten  care  pulled  up  at  the  ,  Ulalohfoid.  Justice  Held  and  Lhlof  Justice 
[  /ffllng  ou  Sixth  street,  just  outside  'he  Fuller  caine  down  about  W  o  clock. 
LSanniylvanio  Railroad  Station.  It  was  the  I' the 

>•10  ^  bear  the  President  and  hla  party  to  and  Ills  party  passed  through  the  gates, 
Ltend  the  Centennial  celebration  of  iho  In-  There  was  quite  a  ‘1  ® 

SlBurallon  of  President  Washington.  It  station,  but  way  vras  quick  ymauoior  ine 
as  Iroroedlately  placed  In  the  hands  of  an  parly  and  they  J;^J® 

right-aeers  soon  snr- 

roeinded  the  train  and  looked  In  at  the  |  Secretary  Husk  and  his  lamlly  bringing 
open  windows  and  doors,  curious  to  see 
,  everything  pertniuliig  la  any  manner  to  the 
.fchlel  Executive,  and  to  see  to  what  degree 
of  cooiltort  the  Inventors  of  American 
genius  have  brought  the  science  of  rail¬ 
roading.  The  tialn.  besides  the  engine 
and  tender,  oonslsted  of  library  and 
•moklng  cars,  tbe  sleeper  Premier,  of 
tlhe  New  York  and  Chicago  limited 
Kzpross.  the  sleeper  Etruria,  of  the 
'  New  York  and'Cluclnnatl  llmlled  express; 
the  sleeper  “Pellon. ’’  the  diolog  car  Cou- 
.tioentni.  of  the  New  York  and  Chicago  lln 
■  ed  express;  the  sleepers  • ‘England. ' 

•France”  and  “America.”  of  the  New 
York  and  Chicago  express ;  the  observation 
ear  "Alroy.”  and  cur’  No.  00.  the  private 
car  of  Vice  President  Frank  Thomson, 
of  the  Pennsylvania  Unllroad.  Th> 
oars  form  the  most  gorgeous  and 
best  appointed  train  over  run  In 
America  or  la  the  world.  They  are 
lighted  by  electricity  and  heated  by  steam. 

They  are  fllted  up  with  every  appliance 
luxury  could  desire,  and  In  thorn  one  might 
(ravel  Irom  ocean  to  ocean  without  wanting 
for  anything.  A  well-stocked  library  Is  In 
one  oar  and  complete  barber’s  outfit  In  au- 
oiher,  bath  rooms  are  at  every  band,  and  by 
a  new  In ven lion  an  eleotrloal  llghtfurnlsbes 
Illumination  for  each  berth,  so  that  should 
the  President  desire  to  read  during  the  night 
all  that  would  bo  necessary  would  be  for 
him  to  connect,  by  a  push  of  a  button,  the 
wires  Ibrough  which  tbe  eleclrio  current 


ir  guests  began  to  arrive  rapidly 
ihown  to  their  separate  cars.  The 
Prcsldeul,  under  the  escort  ot  Mr.  George 
\v  Boyd  Assistant  General  I’Sssenger 
Agent  of  the  Pennsylvania  llaliroad. 
'  -  through  all  the  cars  and 
to  No.  «0,  where  he  sealed 
The  smoker,  tho  “Etruria’ 

_  ‘Pellon”  were  sot  apart  fc 

newspaper  correspondoiits 
the  party ;  the  ‘ ‘  ® 

Jusrice  b’iehl  nud  retired  Justice  Strong; 
“America”  by  Secretary  WIndoni  Mrs. 
Wlndoin  and  tho  two  “'I?.?! 


accompany  1 
occupied  by 
Blalcbford, 


Blaine  and  tho  Misses  Mar¬ 
aud  Harriet  Blaine,  Secretary 
rmsa  Mrs.  Rusk  and  sou  and  Unugh- 
ler  Lloulenanl  Mason  and  Mrs.  Mason 
and  Col.  Barr,  of  tho  War  Bepartmenl;  the 
‘  ‘Franco’  ’  by  tho  members  of  tbe  luaugurai 
Reception  Coramlltec;  while  In  the  “Al¬ 
loy  ’  ’  a  composite  car,  were  Private  Secre¬ 
tory  llallord,  col.  Wilson,  Lieut.  Judsoii. 


Mr.  George  F.  Pratt,  Mechanical  Inspector 
of  tho  Pullman  Company;  Mr.  Jame.s  M. 
Martin,  Superintendent  of  tbo  Eastern  Di¬ 
vision  of  the  Pullman  Company,  and  Mr. 
Bower,  the  Company’s  Electrician,  spent  I 
itbe  afternoon  tesllug  everything  to  see  that 
.'there  vVas  no  possibility  of  mlstanp.  When 
ilhelr  labors  were  concluded  they  said  Mr. 
’’tollman  blmself  would  be  delighted. 

But  tbe  crowning  glory  of  the  train  Is  Vico 
President  Thomson’s  car,  which  President 
Harrison  will  occupy.  Its  beautiful  orun- 
mentatlnn  was  bid  beneath  n  wealth  ol 
1  ferae, evergreens  and  roses  until  the  Interior 
presented  an  almost  unequalled  vision  ol 
woodland  grandeur.  Tho  committee  to  es¬ 
cort  the  Prealdout  came  from  New  York 
to-day  and  called  ou  the  ProBldoaL 
tbe  diplomatic  corps  and  other  high 
offleers.  It  consisted  of  Messrs, 
John  A.  King.  John  Jay,  Ex-Mayor 
Edward  Cooper,  Judge  William  H.  Roberts, 
Mr.  Beth  Low,  Mr.  Frank  S.  Wltliorbee, 
Hon.  O.  B.Potterand  Messrs,  James  Duane 
Livingstone  and  Clifford  Stanley  BIms  ‘ 

the  evening  they  wore  entertained  at  dl - 

at  Wormicy’s  by  Mr.  King.  Colonel  Barr 
and  Lieutenant  Masou  also  attended  the 


Henry  W.  Raymond  and  Mr.  and  Mrs. 

J.  Halford.  Tho  Presldoal  and  his  linma- 
dlule  lamlly  and  lady  guests  occupied  car 
No.  liO.  Uesldos  the  President  there  were 
Mrs.  Ilnrrisoa,  Jlr.s.  McKee,  Mrs.  Kale 
Davis  Brown,  daughter  ol  ox-Sennlor  Davis, 
ol  West  Virginia,  and  wile  ol  Commandei 
Brown,  who  Is  at  Samoa,  and  Miss  Idu 
Murphy,  of  St.  Paul,  Minn, 
secretory  Blaine  was  not  one  of  the  party, 
ho  attack  of  lumbago  Irora  whioli  he  h.u 
*eu  suttcrluKdia  not  yield  so  readily 


n  expected, 
le  inp.  It  Is  thought,^ 


lo  abandon 
liow>jver,  tunl  ho 

Department  to-morrow, 
r  While  Uou.se  Jtnd  Mrs.  McKee' 
babies  are  left  lu  charge  ot  Mrs.  Bcolt 
tbo  President’s  sister.  Dr.  Johu  .Scott,  the 
President’s  lalher-ln-law.  has  rcslgued  ' 
clorksblp  la  the  Peiislou  omce,  and 
almost  become  one  of  the  executive  lamlly. 
The  train  bearing  the  Presldonilnl  party 
in  Charge  olAMr.  George  We  Boyd,  A8»Uin 
(ienerul  Pasaengor  Agent.  Mr.  NV.  W . 
Boolli  in  charge  of  the  mechanical  dcparl- 
lueut'oi  the  Penusylvaiila  Railroad,  aUn 
o-oesaloug.  The  ongliicor  is  Edward  Bailey, 
and  the  conduclor.  John  Larkins.  J.  B. 
Graft  Is  tbe-barber. 

Mr.  George  F.  Prat 
Pullman’s  service. 

Tbo  blinds  ot  the  President’s  o.ir  were 
drawn,  and  there  was  quite  a  little  social 
gathering  in  It,  while  they  waited  lor  Hie 
time  to  start,  which,  la  defereuce  to  the 
President’s  antipathy  to  Bunday  traveling,'' 
had  been  Uxed  at  12. 10  o’clock. 


I  la  charge  of  II 


-  The  committee  on  transportation  from  New 

THE  PRESIDENT  ON  THE  WM 

_  _  R  Potter,  the  chairman  ;  Frank  8.  Wether- 

A  DISrriflfiUISHED  PARTY  LE.tVE  THE  ^ 

CAPITAL  FOB  NEW  YORK.  KHiSS 

-  Justice  Fuller,  Justice  Field,  Justice  Blatch- 

A  PALATIAL  TRAIN  OF  CARS  and^^^ 

_  ael  Harrison,  Secretaries  Proctor  and  Noble, 

.  ,  Attorney  General  Miller  and  daughter,  Post- 

Nfflrly  All  the  Alfnitiprs  of  Iho  lanilict  BIKI  ,  master  General  Wanamnker,  Thomas  B. 

_ ii„v»  Wananiaker  and  Mrs.  Thomas  B.  Wana- 

Supreine  Court  Justices  Have  makar  win  join  the  party  in  New  York.' 

c.nfs  in  Ihr  Pnrg  Postmaster  General  Wanamaker  will  leave 

111  me  urs.  Philadelphia  early  in  the  morning. 

TaE  PALATIAL  TBAIK. 

Special  The  cars  which  compose  the  train  are  the 

'w.tsYnNGTON,  April  39.‘  Premier,  a  combination  car;  Etruria,  a  PultaM 

President  Harrison  and  his  party  left  the  alee^r ;  Pel  ^g^^her  slt^yr ;  Coytenti- 
Pennsylvania  KaihxMid  station  at  one  o’clock  »opl^  a  dining  car  ;  England,  h  ranee, 
thismorningforNewYorR  The 

.and  htafamly  arrived  at  the  station  at  10  superintendent  of  the  Atlanticdl- 

o’clock  last  night  and  were  r^eived  by  ^  the  Pullman  Palace  Car  Company, 

ant  General  Passenger  AgenU^  i,  the  man  who  got  up  the  train.  whicH-a; 

and  asBiMant,  i .  N.  Barksdale.  T^he  party  engine  No.  81,  and  which  wlUtake 

from  tho  White  House  arrived  m  close  ^  Elixabethport. 

carriages  and  a  big  crowd  assembled  on  Kngineer  Edward  Bailey  will  bold  tho 
tho  street,  cheered  the  President  as  throttle. 

h»  stepped  from  his  carriage  and  The  first  stop  will  he  at  Trenton,  where 
walked  into  the  station  with  Mrs.  Harrison  General  Sewell,  chairman  of  the  reception 
on  his  arm.  He  lifted  bis  hat  in  recognition  committee  of  the  State  of  New  Jersey,  with 
of  tho  cheer,  which  was  repeated  by  the  commi^,  will  join  the  party  in  a  special 
crowd.  Passenger  Agent  Boyd  led  the  way  car  »*  .  . 

to  Vico  President  Frank  Thomson’s  <»r,  No.  ^ 

80,  the  handsomest  private  car  in  America. 

Tho  President  upon  entering  the  cor  took  off  ''fB'  ^  side-tracked  at  South  Ellzai-x^^hJi 
his  overcoat  and,  with  Mr.  Boyd,  walked  where  the  President  will  alight  and 
tbrnimh  tbe  train,  which  is  vestibuled  from  Governor  Green’s  house  to  breakfast. 


through  the  train,  which  is  vestibuled - - 

end  to  end,  and  inspected  each  cor.  Ho  was  will  not  move  again  until 

hiffblv  nlonsed  with  it.  Stiiyvesaiit  Fish  IS  to  be  defied.  Mr. 

highly  pl^d  with  iL  ^ 

It  is  th^handsomert  train  I  ever  saw.  j^nt  Hai-rison  will  not  be  delivered  to  the 
said  the  President.  Mrs.  Hanson  was  oomraittee  ot  Elizabothpbrt  antiH 

overwhelmed  with  8iirpri.so  at  tlAitnagnifl-  jq  o’clock,  one  hour  later  than  Mr.  Fish 
conOB  of  Vice  President  Thom^n’s  car,  specified.  Ward  McAllister,  the  dancing 
which  was  a  moss  of  beautiful  flower  designs,  master  ot  the  ball,  who  is  here  In  Washlng- 
"The  fragrance  of  the  car  was  like  that  of  the  ton,  did  not  go  on  the  train,  which  is  heated: 
White  Hons^  conservator.v.  Before  the  nr-  by  steam  and  is  lighted  by  movable  incan- ' 


rival  of  tho  Presidential  party  a  good  na 
of  the  other  distinguished  passengers  a 
rived . 

WITH  THE  PR'^IDENT. 


descent  electric  lights. 

SOUVENIB  OP  THE  TRIP.  , 

The  souvenir  of  the  Presidential  toug,j 
’  ■  '  gotten  np  by  the  PennsylvanliL 


The  eon^sted  Of 

aray;  Colonel  J  M  Wilson,  titered  the  train.  On  the  froiitUplece  ^ 

Mrs.  Mnrphy,  of  SL  Paul;  Mrs.  Kate  Dav^s  Washington  and  Harrisoh;* 

Brown,  of  M^est  A  irgiuia,  and  thi^  attend-  American 

ants.  Secreta^  Blaine  did  not  but  American  eagles  bear  these 

there  wm  Walker  Blame  and  the  two  “  xhe  IVesidential  Tour,  Washing- 

Misses  Blaine  and  their  maid.  Then  camo  Pennsylvania  Railroad, 

Secretory  Windom  and  the  two  Misses  W  in-  Monday,  April  2«.  1889.  George  B.  Itoberts, 
dom.  Following  them  were  Colonel  Barr,  president;  Frank  Thomson,  vice  president;' 
secretary  to  Secretory  Proctor;  Lieutenant  Charles  E.  Pugh,  general  manager. ”  On  tbe 
Alason,  secretary  to  Secretary  Tracy;  Mrs.  othersixleavesare  engravingsof  theprogress 
Mason,  Secretary  Busk,  Mis.  Rusk,  Miss  Jn  travel  of  a  century  from  the  stage  coach 
Rusk  and  Master  Rusk.  to  tho  Presidential  train.  Then  folhaw  the 

names  of  tho  distinguished  passengers. 

There  are  about  fifty 
the  party. 


lo 


^'7d^. 


UUliDSM  UATB  SflCVlAl.. 

It  TFlll  Be  Blfioontlnned-Tlie  Overland  to 
Arrive  Here  at  NiKht. 

Timothy  Hopkins  is  to  retoiii  his  posi- 
j  tioii  os  a  Director  in  tiie  Central  Dncillc 
Itoilroad  ;Company.  The  stockliolders  ol 
the  company  have  jnst  lield  their  annual 
I  election  for  1889.  Iceland  Stanford,  C.  P. 
Huntington,  Charles  F.  Crocker,  Timothy 
Hopkins,  E.  H.  Miller  Jr.  and  C.  E.  Brc- 
therton  of  I^judon  were  re-elcctcd,  and  A. 
N.  Towne  was  elected  to  take  tlie  place  of  thf 
late  Charles  Crocker.  In  the  election  of  offi¬ 
cers  the  Directors  re-elected  Lcland  Stanford 
os  President;  C.  P.  Huntington,  First  Vice- 
President;  E.  H.  Miller  Jr.,  Secretary  and 
Controller;  Timothy  Hopkins,  Treasurer;  j 
H.  A.  (.'uiiiniings,  As.sistant  Treasurer;  W.  | 
H.  Mills,  Land  Agent,  and  George  Watkins,  j 
Trajisfcr  Agent  at  New  York. 

It  is  more  than  probable  th.at  the  Gdden 
,  Gate  special  will  bo  discontinued,  as  iUis  I 
not  paying  expenses  on  the  round  trip.  I 
A.  T.  Goodman  says  that  on  May  6th  the 
Union  Pac  ific  would  run  two  trains  daily 
between  Omaha  and  Ogden.  One  would 
leave  Omaha  at  9  a,  m.  and  arrive  in  Ogden 
at  (5  A.  M.  The  other  would  leave  Omaha  at 
7 :30  p.  M.  and  arrive  in  Ogden  at  8:l.'i  A.  M., 
just  two  hours  and  a  ciuavler  after  the 
train  leaving  Omaha  in  the  morning.  Be¬ 
ginning  April  21st  the  Denver  and  Rio 
Grande  people  would  begin  running  two 
trains  daily  between  Denver  and  Ogden. 
One  would  reach  Ogden  in  the  evening  and 
the  other  in  the  morning.  These  arrange¬ 
ments  will  no  doubt  necessitate  the  Central 
Pacific  running  its  train  from  Ogden  in  the 
morning  instead  of  in  the  evening  as  now, 
thus  having  the  overland  train  arrive  at 
the  Oakland  pier  at  night  instead  of  in  the 
morning  us  at  present. 

In  sjieaking  about  the  present  condition 
of  passenger  travel  overland,  Mr.  Goodman 
toys  it  is  heavy  eastbound,  but  light  in  the 
trains  coming  West.  Yesterday  thirty-sir 
Puliman  cars  left  for  the  East.-  Thirteen  of 
the  cars  were  filled  with  Raymond  efe  Whit¬ 
comb  excursionists,  who  were  sidetracked 
at  'acramento  last  night  in  order  tiiat  they 
may  be  taken  over  the  Sierras  to-day.  >s 
the  Eastern  people  in  the  State  weie  de¬ 
parting  rapidly,  he  thought  tfevcl  to  tho 
East  would  soon  become  light. 


PUI.LMAN'3'COMPANY  TAKES  THEM  IN. 
Imp  irtant  Furoliass  from  tUe  Bailrnaasf- 
I  Private  IStock  Cars -Other  Matters. 

1  The  Pullman  Palace  Car  Company  has  been 
gradually  absorbing  all  small  competitors,  and 
(or  a  long  time  tbs  Rock  Island  and  Denver 
Sc  Rio  Grande  htCve  been  the  only  roods  in  the 
West  owning  and  operating  second-class  sleep- 
ing  cars.  Yesterday,  however,  telegrams  from 
I  the  Wert  were  received  annotinoing  that  both 
‘hose  companies  liad  finally  sold  out  this 
\  branch  of  tlielr  bnsiness  to  the  Pullman  Com¬ 
pany.  The  sale  of  tins  business  to  the  Pullman 
:  Company  will  remove  an  important  source  of 
I  trouble  among  tlie  western  roads,  for  as  long 
i  as  any  of  them  were  furnishing  their  patrons 
I  sleeping  car  privileges  rates  were  made  un- 
I  steady  by  their  action  in  furnishing  better  ac¬ 
commodations  than  other  roads.  Hereafter  all 
western  roads  will  be  on  a  basis  of  equality  In 
'  this  respect. 


THE  PRESIDENT’S  TRAIN  I  fSs; 

itation,  but  way  was  quickly  maa*  for 
A  CARAVAN  OF  GOBGEOIISI.T  DECO-  Ihe  party,  and  they  passed  quietly  into 
RATED  PARLOR  COACBEB.  1^0  Car  reserved  for  them,  winch  is  tho 

_ rear  car  of  the  train.  Mrs.  Harrison,  es- 

„„„  corted  by  Judge  William  H.  Robertson, 

TWO  ENGINES  REQUIRED  TO  HAUL  IT  came  first,  the  President  and  John  A. 

_ _  KioR  following,  and  Secretary  Rusk  and 

his  family  bringing  up  the  rear. 

Nine  Cars  in  All,  inoiudingsix  VesUbuied  The  Other  guests  began  to  arrive  rapidly 

Sleeping  Cars,  a  Dining  Car,  a  Smoking  and  were_  shown  to  their  Separate  can. 
Car,  and  tho  Private  Car  of  ^loo  Fresi-  The  President,  Under  the  escort  of  Mr. 

George  M.  Boyd,  assistant  general  pos- 
eenger  agent  of  the  Pennsylvania  road, 
went  through  all  the  cars  and  then  came 
back  to  Ho.  60,  where  he  seated  himself. 

The  smoker,  the  “Etruria,”  and  the 
“Pelion”  were  set  apart  for  the  newi 


a  for  the  President. 


9 


Stretching  out  for  a  considerable  dis¬ 
tance  along  Sixth  street  yesterday  after¬ 
noon  was  a  train  of  cars,  glistening  m  correspondente*  who  accompany 

the  sunshine.  As  it  stood  on  the  side  the  party;  the  “England”  was  occupied 
track  it  represented  more  than  a  quarter  by  Chief  Justice  Fuller  and  wife;  Justice 
of  million  dollars.  There  -were  nine  Platchford,  J ustice  Field,  and  retired  , 

cars  in  all,  including  six  veetibuled  ^ Am«ri3  ‘ 

,  .  _  -  America  by  Secretary  Wlndom,  Mrs. 

sleeping  cars.  a  dining  car,  a  Windom  and  the  two  Misses  Windom 
smoking  car,  and  the  private  Walker  Blaine,  and  the  Misses  Mar- 
car  of  Vice-President  Thomson,  of  the  g^ict  and  Harriet  Blaine.  Secretary 
Pennsylvania  railroad.  The  latter,  while  Rusk,  Mrs.  Rusk  and  son  and  daughter, 
of  plain  exterior,  is  one  of  the  handsom-  Mason,  and 

.  .....  J  ,  •  1  jj-  Colonel  Barr,  of  the  War  Department- 

est  cars  ever  buUt,  and  contains.  In  addi-  the  “France”  by  the  members  thi 
tion  to  the  bedrooms,  a  parlor,  a  dining-  inaugural  reception  committee,  while  in 
room,  a  pantry,  and  a  kitchen.  In  the  the  “Alroy,”  a  composite  car,  were  Pri- 
parlor  is  a  cabinet  mantel  with  a  tiled  vate  Secretary  Halford,  Colonel  Wilson 
open  flieplace,  in  which  a  wood  fire  Lieutenant  Jndson,  Henry  W.  Raymond’ 
glowed  a  bright  welcome  when  tho  Pres-  Mr.  and  Mrs.  A.  J.  Halford.  ' 

ident  reached  the  car  last  night.  The  Thu  President  and  his  immediate 
rooms  were  exquisitely  decorated  by  family  and  lady  guests  occupied  caf 
Small  with  branches  of  roses,  while  No.  60.  Besides  the  President,  Mrs. 
asparagus  and  smilax  vines  were  used  in  Harrison,  Mrs.  McKee,  Mrs.  Kate  Davi; 
such  profusion  as  almost  to  hide  the  Brown,  daughter  of  ex  Senator  Davis  ol 
walls  of  the  car. .  West  Virginia,  and  wife  of  Coraman’dei 

The  other  cars  of  the  train  were  very  Brown,  who  is  at  Samoa;  and  Miss  Ida 
handsome,  being  upholstered  in  blue  Murphy,  of  St.  Paul,  Minn.,  were  also  in 
and  old  gold  plush,  with  costly  hang-  this  car. 

ings.  The  interiors  were  finished  in  Secretary  Blaine  was  not  one  of  the 
cherry  mahogany,  birdseve  maple,  and  party.  The  attack  of  lumbago  from  which 
other  nationm  woods.  One  of  the  cars  he  has  been  suffering  did  not  yield  as 
contained  a  barber  shop  and  a  bath-  I’cadilv  to  treatment  as  had  been  ex- 
'  room.  As  it  stood  upon  the  track  yes-  pMted.  and  he  decided  to  abandon  the 
lerday  afternoon  the  train  was  inspected  trip.  It  is  thought,  however,  that  he 
by  large  crowds,  who  admired  its  beauty,  ti'ill  be  able  to  be  at  the  State  Depart- 
Yesterday  morning  it  was  taken  acroee  ment  to  morrow, 
the  Long  Bridge  and  photographed.  The  While  House  and  Mrs.  McKee’s 
Owing  to  its  great  length  a  good  pic-  two  babies  are  left  in  charge  of  Mrs. 
lure  of  it  could  not  be  taken  in  the  city.  t'Cott-Lord,  the  President’s  sister.  Dr! 
Two  engines  were  necessary  to  haul  ft  John  Scott,  the  President’s  father-in- 
It  left  shortly  after  midnight,  was  eche-  Isw,  has  resigned  his  clerkship  in  the 
luled  to  reach  Philadelphia  at  6  o’clock  tension  Office  and  will  almost  become 
this  morning  and  Elizabethport  at  10,  ane  of  the  Executive  family, 
breakfast  being  served  on  the  train.  Vice  The  train  bearing  the  Presidential 
President  Thomson,  of  the  Pennsylvania  psrty  is  in  charge  of  Mr.  George  W. 
railroad,  and  James  Martin,  superinten-  Boyd.^assistanl  general  passenger  agent! 
dent  of  the  Pullman  car  company,  gave  Hr.  W.  W.  Booth,  In  charge  of  the  me- 
their  personal  attention  to  the  making  .rhanical  department  of  the  Pennsylvania 
up  of  the  train  and  were  ably  assisted  by  road,  also  goes  along.  The  engineer  is 
George  W.  Boyd,  the  assistant  general  I'M  ward  Bailey, -and  the  conductor  John 
passenger  agent  of  the  company.  Jvarkins.  J.  B.  Graff  is  the  barber.  Mr. 

The  committee  appointed  to  escort  George  O.  E.  Pratt  is  in  charge  fof  the 
the  President  came  over  from  New  York  »’ullman-M  service, 
yesterday,  and  called  on  the  President, 
the  diplomatic  corps,  and  other  high 
officera.  It  consisted  of  Messrs.  John 
A.  King,  John  Jay,  ex-Mayor  Edward 
Cooper,  Judge  Wm.  H.  Robertson,  Mr. 

Beth  Low,  Mr.  Frank  S.  Witberbee,  Hon, 

O.  B.  Potter,  and  Messrs.  James  Duane 
Livingston  and  Clifford  Stanley  Sims. 

In  the  even^  they  were  entertained 
at  dinner  at  Wormley’s  by  Mr.  King. 

-  Colonel  Barr  and  Lieutenant  Mason  also 
.  attended  the  dinner.  The  train  was 
drawn  up  inside  the  yard  early  Ih  the 
evening  to  await  the  arrival  of  thegnesU. 

Lieutenant  Mason  and  Mrs.  Mason  were  ’ 

The  first  to  arrive.  Justice  BlatchTord, 

Justice  Field,  and  Chief  Justice  Fuller 4 
name  down  about  10  o’clock. 


■'■c  blinds  of  the  President's  car  were 
<  there  was  quite  a  little  social 
while  they  waited  for  the 
'  in  deference  to  the 
Sunday  travel- 
'’clock.  It 

it  ^  ^  ^  ^  ^  I 


i 


Ube  •fteruoon  teHllng  evcrytblDg  tu  see  tbaL 
'ibera  Was  no  possibility  of  mlsbnp.  When 
their  labors  were  concluded  they  said  filr. 
Pnllnian  bimself  would  be  delighted. 

But  the  crowning  glory  of  the  train  Is  Vice 
President  Thomson’s  car,  which  President 
Harrison  will  occupy.  Its  beautiful  orna¬ 
mentation  was  hid  beneath  a  wealth  ol 
ferns, evergreens  nnd  roses  until  the  Interior 
presented  an  almost  unequalled  vision  of 
woodland  grandeur.  The  committeo  to  es¬ 
cort  the  President  came  froin  Now  York 
lo-day  and  called  on  the  President, 
the  diplomatic  corps  and  other  high 
officers.  It  consisted  of  Me-ssrs. 
John  A.  King,  John  .lay,  Ex-Mayor 
Edward  Cooper,  Judge  William  II.  Koberts, 
Mr.  Both  Low,  Mr.  Prank  S.  Wttherbee, 
Hon.  O.  B.  Potter  and  Messrs.  James  Duane 
Livingstone  and  ClilTord  Stanley  Sims,  In 
the  evening  they  wore  entertained  at  dinner 
:  at  Wormley’B  by  Mr.  Kfng.  Colonel  Barr 
and  Lieutenant  Masou  also  attended  the 


The  train  was  drawn  op  inside  the  yaru 
early  In  the  evening  to  await  the  arrival  ol 
the  guests,  Lteuienaot  Mason  and  Mrs, 
Mason  wore  the  first  to  arrive.  Justice 
Ulatebford.  Justice  Field  and  Chief  Juslioo 
'  Fuller  came  down  about  lu  o’ clock. 

It  was  20  minutes  to  11  when  the  President 
I  and  hla  party  passed  through  the  gates. 
There  was  quite  a  crowd  gathered  lu  the 
station,  but  way  was  quickly  made  for  the 
party  and  they  passed  quietly  Into  the  car 
reserved  lor  them,  which  is  the  rear  car  of 
the  train.  Mrs.  Harrison,  escorted  by  Judge 
William  H.  Robertson,  came  first;  the 
I  President  and  John  A.  King  following,  and 
I  Secretary  Rusk  aud  his  family  brlugiug  up 

The  other  guests  began  to  arrive  rapidly 
and  were  shown  to  their  separate  cars.  The 
President,  under  the  escort  ol  Mr.  George 
W.  Boyd,  Assistant  General  Passeugor 
Agent  of  the  Pennsylvania  Railroad, 
went  through  all  the  cars  and  then 
back  to  No.  60,  where  be  seated  him¬ 
self.  The  smoker,  the  ‘•Etruria”  and 
the  ’‘Pellon”  were  sot  apart  lor  the 
newspaper  correspondents  who  accompany 
the  party;  the  ••  England  ”  was  occupied  by 
Chief  Justice  Fuller  and  Justice  lllalchford. 
Justice  Field  aud  retired  Justice  Strong;  the 
••America”  by  Secretary  Wlndon>,  Mrs.  ^ 
'Windom  nnd  the  two  Misses  WJodom, 
Walker  Blaine  and  the  Misses  Mar¬ 
garet  and  Harriet  Blaine,  Secretary 
Rusk,  Mrs.  Rusk  and  sou  and  daugh¬ 
ter,  Lieutenant  Mason  and  Mrs.  Mason 
and  Col.  Barr,  of  the  War  Department;  the 
••France”  by  the  members  of  the  Inaugural 
Reception  Committee;  while  In  the  ••Al¬ 
loy,”  a  composite  car,  were  Private  Secre¬ 
tary  Hallord,  Col.  Wilson,  Lieut.  Judsoii, 
Henry  W.  Raymond  and  Mr.  and  Mrs.  A. 

J.  Halford.  The  President  and  his  Imme¬ 
diate  iamlly  and  lady  guests  occupied  car 
No.  W).  Besides  the  I’resldeat  there  were 
Mrs.  Harrison,  Sirs.  McKee,  Mrs.  Kale 
Davis  Brown,  daughter  ol  ox-Senaior  Davis, 
ol  West  Virginia,  and  wile  ol  Commander 
Brown,  who  la  at  Samoa,  and  SHss  Ida 
Slurphy,  of  SI.  Paul,  Minn. 

Hccrolary  Blaine  was  not  one  of  the  parly. 
The  attack  of  lumbago  Irom  which  he  has 
been  stifieriug  did  not  yield  so  readily  tu 
treairaeulas  had  been  expected,  and  he  de¬ 
cided  to  abandon  the  trip.  It  Is  thougnt, 
however,  luat  ho  will  be  able  tu  be  at  the 
rstuto  Dapartrnenl  to-morrow. 

The  White  House  ^nd  Mrs.  McKee’s  two 
babies  are  left  lu  charge  of  Mrs.  Scull  Lord, 
the  President’s  sister.  Dr.  John  .Scott,  the 
President’s  father-in-law,  has  resigned  bis 
clerkship  in  the  Peneion  Offlee,  and  will 
almost  become  one  of  the  executive  inmily. 
The  train  bearing  the  Presidoullal  party  is 
in  charge  ol  Mr.  George  W,  Boyd,  Assistant 
General  Passenger  Agent.  Mr.  W.  W.  I 
Booth,  in  charge  of  the  mechanical  dcparl- 
lueut  ul  the  Peaiisylvautu  Railroad,  also 
goesaloug.  The  ougtiieor  is  Edward  Bailey, 
and  the  cunduclur,  John  Larkins.  J.  B. 
Grail  la  tho*Uarber. 

Mr.  George  F.  Pratt  Is  In  eburga  of  the 

Th^ blinds  ol  the  President’s  oar  were 
drawn,  and  there  was  quite  a  little  social 
gathering  in  it,  while  they  walled  lor  the 
time  lu  stall,  which,  In  deference  to  the 
ITesidonl’s  antipathy  tu  Sunday  traveling, !• 


Supreme  Court  Justices  Hnve 
Seats  in  the  Cars. 


The  committee  on  transportation  from  New 

THEPRESIDENTONTHEWAy 

-  B.  Potter,  the  chairman  ;  Frank  8.  Wether- 

A  DISTINGUISHED  PARTY  LEAVE  THE  ^ 

CAPITAL  FOR  NEW  YORL  Pennsylvania  Hallroad.  'The  raembe^  of 
pe  Saprerao  Court  wore  Mr.  and  Mrs.  Chief 
Justloe  Fuller,  Jnstice  Field,  Justice  Blatch- 

A  PALATIAL  TRAIN  OF  CARS 

-  sel  Harrison.  Secretaries  Proctor  and  Noble, 

Nearly  All  Hie  Members  of  the  Cabluet 

'  “  Wanamaker  and  Mrs.  Thomas  B.  Wana- 

makar  will  join  the  party  in  New  York.' 
Postmaster  General  Wanamaker  will  leave 
Philadelphia  early  in  the  morning. 

Bpeclal  Telegram  to  Trre  T,««.  PAIATIAL  TRAIN. 

FromaST-tFrCoRBEspoNnE-vT  The  cars  which  compose  the  train  ar 
Washin'oton,  April  2!).  Premier, aoomblnatlon car; Etruria,aPullman 
President  Harrison  and  his  party  left  the  ■'reperj^Pgh^jjjjother  sleeper ;  Constant!- 
Pennsylvania  Kailroad  station  at  one  o’clock  “opl®.  «■  dining  car  ;  England,  France, 
this  morning  for  New  York.  The  President  America,  sleepers,  aud  Alvoy,  composite 
and  bis  family  arrived  at  the  station  at  10  Vice  President  Thomson’s  car. 
o’clock  last  night  and  were  received  by  Assist-  superintendent  of  the  Atlantic  di- 

ant  General  Passenger  Agent  George  W.  Boyd  the  Pullman  Palace  Car  Company, 

and  his  assistant,  F.  N.  Barksdale.  The  party  “P  the  train,  which  was 

from  the  White  House  arrived  in  close  81,  and  which  will  take 

carriages  and  a  big  crowd  assembled  on 
the  street,  cheered  the  President  as 

h«»  stepped  from  his  carriage  and  The  first  stop  will  be  at  Trenton,  where 
walked  into  the  station  with  Mrs.  Harrison  General  Sewell,  chairman  of  the  reception 
on  his  arm.  He  lifted  his  hat  in  recognition  committee  of  the  State  of  Now  .Tersey,  with 
of  the  cheer,  which  was  repeated  by  the  his  committee,  will  join  the  party  in  a  sp^al 
crowd.  Passenger  Agent  Boyd  led  the  way  <»rht6.50. 
to  A^co  President  Frank  Thomson’s  car,  No.  Elizabeth. 

60,  the  handsomest  private  car  in  America.  The  train  will  reach  Elizabeth  at  7.26 
The  President  npon  entering  the  car  took  off  ’Till  be  side-tracked  at  Sonth  Elizabetld 
his  overcoat  and,  with  Mr.  Boyd,  walked  where  the  President  will  alight  and  go  ttS 
through  the  train,  which  is  vestlbulcd  from  Governor  Green’s  honse  to  breakfast.  T]M 
end  to  end,  and  inspected  each  car.  He  was  will  not  move  again  until  9.w' 

highly  pleased  with  it.  Stuyvesant  Fish  is  to  be  defied.  Ifc 

“  It  is  the  handsomest  train  I  ever  saw."  Fish’s  threat  will  prove  of  no  avail.  Presi- 
said  the  President.  Mrs.  Hanjson  was  Hairison  will  not  deliver^  to  thfl 

a 

cenre  of  \ice  Prretdent  Thomson  s  ear,  gpecified.  Ward  McAllister,  the  dancing 
which  was  a  mass  of  beantiful  flower  designs,  master  of  the  ball,  who  is  here  in  Wsshing- 
*^®  ton.  did  not  go  on  the  train,  which  is  heated' 

WWto  Honse  retwrvatory.  Before  the  at-  by  steam  and  is  lighted  by  movable  incan-’ 
rival  of  the  Presidential  party  a  gootl  many  descent  electric  lights, 
rived®  distinguished  passengers  ar-  souvenir  or  the  trip.  , 

WITH  THE  prTisident.  The  souvenir  of  the  Presidential  tony, : 

The  Presidential  party  consisted  of  the  "■“*  8°^*®"  "P  t^®  Pennsylvanl*; 

President  and  Mrs.  Harrison.  Private  Secro-  „  'j®  .  designed  by  Baileyd) 

tary  Halford,  Lieutenant  Judson,  of  the  *  Biddle,  of  Philadelphia.  Each] 

army  ;  Colonel  J.  M.  M'ilson,  Mra.  McKee,  P“»eneer  wag  presented  with  one  after  thw, 
Mrs.  Murphy,  of  St.  Paul ;  Mrs.  Kate  Davis  ®"tored  the  train.  On  the  frontiapiere  aft. 
Brown,  of  West  Virginia,  and  three  attend,  r*®  Portraits  of  Washington  and  Harrison; 
ants.  Secretary  Blaine  did  not  go,  but  ""  ®’“®^  ®‘‘^®  ***®  Portraits  the  American 

there  was  Walker  Blaine  and  the  two  ”*8  ^•*®  American  eagles  bear  these 

Misses  Blaine  and  their  maid.  Then  came  r®®*®  L  “  The  Presidential  Tour.  Washing- 
Secretary  Windom  and  the  two  Misses  Win-  Mondav® 

dom.  Following  them  were  Colonel  Barr,  Zms^®°X®nr^tti 

^tary  to  Secretary  Pr^or;  Lieutenant  fcharles  E.  Pugh,  general  mknager  ’^O^the 
Stason,  secretary  to  Secretary  TrUcy;  Mrs.  other8ixIeavesai«*or,<nai-.t«~./.fiK»» 

Rusk'l;n.Stc7E.fsk'^  a  rentnry*^m  the  stage  S 

Rusk  and  .Master  Rusk.  to  the  Presidential  train.  Then  follow  the 

names  of  the  distinguished  passengers. 

There  are  about  fifty  newspaper  men  in 
the  party.  A.  w.  c.  , 


'SPATE 


The  sleepers  England,  France,  and 
America,  and  eomblnatloa  drawing  and 
sleeping  coach  Alroy,'  In  the  order 
stated,  were  In  aawnco  of  Vice 
President  Thomson’s  private  car,- 
known  on  the  road-  •  00.  Thla 

coach  was  placed  at  the  end  for  the  special 
use  of  the  President  and  Mrs.  Harrison,.. 
Its  plain  outside  sppearaTCe  was  not  In 
harmory  with  Its  luxurious  and  magnlflceut 
interior.  Florist  Small  had  becu  given 
carte  blanche  by  the  railroad  company,  and 
his  handiwork  was  visible  on  every  aide. 
The  roof  and  walls  were  almost 
bidden  from  view  behind  a  mass  of  maiden¬ 
hair  fern,  delicately  interwoven  with 
smllax.  Every  nook  and  corner  was  used 
to  make  a  place  for  great  bunches  of  ex-  j 
oulslte  roses.  A  bank  of  the  same  fragrant  I 


DULL  T.IMES  IN  PULLMAN, 


I  PRESIDENT  HARRISON  FOLLOW- 
I  ING  IT  TO  NEW  YORK. 

j  But  He  Travels  in  a  Different  Style 
I  From  George. 

*  TBB  ACME  OF  LDXDRT  IN  RAILWAY 
TRAINS. 


9  Presidential  Car  Embowarel 
In  Plowers-The  Distinguished 
Party  Who  Accompany  Gen. 
Harrison— Tho  Pennsyl- 
vanIa  Bailway  Com¬ 
pany  Covers  Itself 
With.  Glory. 


Tbefinestand  moetcompleterallroad  train 
ever  seen  either  in  this  country  or  any 
other  rolled  out  of  the  Baltimore  and  Po¬ 
tomac  station  at  1  o’clock  this  morning 
bearing  the  presidential  party  that  will  to^ 
day  attend  the  Washington  centennial  cer¬ 
emonies  In  Now  York  city.  The  Pennsyl¬ 
vania  road,  which  never  spares  any' 
expense  In  successlully  carrying  out 
anytblEg  It  undertakes,  auip.rssed 
itself  on  this  occasion  Tho  retinue  of  its. 
ofBcials  that  accompanied  this  train  would 
suffleo  to  fill  several  ordinary  coaches. 
The  whole  party  was  In  charge  of  Passen-, 
gor  Agent  Geo.  W.  Boyd,  assisted  by 
Eobt..  A.  Parke  and  T.  N.  Barkesdalo; 
Conductors  D.  H.  Browuc,  John  Larklu, 
and  W.  W.  Boyd,  Machinist  W.  W.  Booth, 
and  two  assistants  from  the  Altoona 
shops;  G.  E.  Pratt,  mechanical  inspector, . 
and  W.  Bauer,  electrician  of  the  Pullman 
Palace  Car  Company.  Engineer  Edward 
Bailey  was  at  the  throttle  of  No.  31,  which 
Is  one  of  the  Pennsvlvania  company's  most 
massive  engines.  The  entire  train,  made 
up  of  vestibule  Pullman  coaches,  waa 
heated  by  ateom  and  lighted  by  electricity: 

•  movable  Incandescent  lamp,  a  new 
feature,  was  attached  to  each  berth  in  all 
the  sleepers. 

The  first  car,  the  Premier,  was  a  comblna- 
uon  smoking  parlor,  bath  room,  and 
barber  shop.  The  Etruria  and  Pellon,  both 
palace  sleepers,  came  in  the  order  namc^ 
and  wore  ahead  of  tho  dining  car  Conti¬ 
nental.  The  latter  waa  tastUv  decorated 
with  evergreens  and  cut  flowers,  which 
h|  gave  it  a  charming  appearance.  In  one 
Bend  four  cooks  bosled  themselves  over 

■  the  largo  range  preparing  tho  midnight 

■  kupper,  which  was  beattlly  enjoyed  by  tto 
Ijjl^paper  ^people  as  the  train  pulled  out 


early  In  the  afternoon. 

A  large  crowd  anxious  to  see  tho  distin¬ 
guished  party  leave  as.sembled  at  tho  depot 
early  In  toe  evening  andcoutentedlv  waited. 
The  first  to  arrive  were  _Lleut.  T.  B.  and 
Mrs.  Mason,  who  wore  followed  soon  after 
by  Col.  Thos.  E.  Barr,  of  tho  War  Depart¬ 
ment.  Chief  Justice  and  Mrs.  Fuller  aud 
Justice  Field  arrived  at  the  depot  at  10:30 
and  went  at  once  to  their  car. 

In  a  few  moments  the  party  from  the 
cxcentive  mansion  came  in  view.  They 
consisted  of  tho  President,  Mrs.  Mc¬ 
Kee,  Miss  Ida  Murphy,  of  St.  Paul;  Mrs. 
Kate  Davis  Brown,  Col.  John  M.  Wilson, 
and  Private  Secretary  E.  W.  Halford.  The 
committee  delegated  to  escort  the  Pres¬ 
ident  from  Washington  to  Ellzabethport 
was  in  waiting  at  tho  stut’on.  It  con¬ 
sisted  of  John  A.  King,  William  Jay,  Wm. 
H.  Kohertson,  Wm.  M.  Evarts<eeth  Low, 
representing  the  general  government  com¬ 
mittee;  Orlando  B.  Potter,  J.  Deane  Llv- 
•feton’  Clifford  Stanly  Sims,  and  Frank- 
8.  tvitherbee,  cf  the  transportation,  the 
centennial,  and  states  committees. 

Assistant  Secretary  of  State  Walker 
Margaret  and 
Hattie  Blaine,  Secretary  and  Mrs.  Win- 
dom,  and  the  Misses  Nettie  and  Florence 
ttmdom;  Secretary  and  Mrs.  Rusk,  and 
Miss  and  Master  Rusk,  Justice  Blatchford, 
Justice  Strong,  and  Miss  Strong  arrived 
somewhat  later. 

As  soon  ^  the  party  from  tho  white  house 
had  laid  aside  their  wraps  the  whole  train 
was  Inspected  and  the  expressions  of  pleas¬ 
ure  were  general.  * 

The  newspaper  fraternity  was  well  rep¬ 
resented  and  the  following  were  among 
those  who  went  on  the  train:  John  M.  Ca^ 
son,  Philadelphia  Ledger',  R.  J.  Wynne, 
Cincinnati  Vmnmercial  Oaxette:  W.  E.  Cur- 
tlS’  Chlcap  D(uly  A'e.c»;  P.  V.  De  Graw, 
United  Press;  E.  Q.  Dunnell,  New  York 
W.  Lyman,  New  York  Sun;  W.  C. 
MacBrIdo,  Cincinnati  Enquirer,  11.  B.  F. 
McFarland,  Boston  ITerald-,  F.  D.  Mussoy. 
Cincinnati  ConmerciatrGazetle',  F.  A.  Rtch- 
ardson,  Baltimore  S«n;  8.  H.  Clarke,  New 
York  Tribune;  Charles  F.  Towle,  Boston 
/rarcHeriJaroes  R.  Young,  Philadelphia 
■Star;  DeB.  Randolph  Kelm,  Philadelphia 
hguirer;  George  G.  Bain,  United 
Press;  S.  B.  Johnson,  Cincinnati 
Enqttmr.A.  J.  Stofer,  Ji.,  St.  Louis  Repub¬ 
lic;  E.  C.  Howland,  Philadelphia  Press- 
Powers,  Chicago  ITerald;  Paul 
Wolff,  New  York  Stoats  Zeitung;  W.  B. 
Stevens,  Otobe  Democrat;  Jules  Guthrld"e. 
New  York  Hernld.  ” 

i|  Secretary  Blaine  did  no*  *hcompanytha 
,  jarty,  as  It  was  thought  the  journey  would 
■prove  other  than  benefleiuU 

Just  before  the  hour  of  starting  CliMr- 
man  Potter,  of  the  reception  committee, 
congratulated  Mr.  Boyd  on  the  comploto- 
ncES  of  the  arrangements. 

At  Trenton  Senator  Sewell,  chairman  of 
tho  New  Jersey  reception  committee,  aud 
staff,  will  meet  the  party  with  a  private 
car,  which  will  he  attached  to  tho  train.  It 
Is  thought  that  tho  stay  at  Elizabeth  will 
ho  ^rtened  on  account  of  the  tide  In  New 
Yotk  bay  rising  earlier  than  had  been  ^ 
contitrd  upon. 

Much  credit  for  the  arrangements  of  ' 
the  whole  affair  is  due  to  the  eastern 
superintendent  of  the  Pullman  Palace  Car 
Coropeny,  Wm.  Martin,  and  the  Wash¬ 
ington  superintendent,  Mr.  Main. 


In  tho  Piillinan  car  works  9,000  men  can  ' 
fin  I  employment  when  tho  works  are  run  to 
their  full  capacity.  At  present  many  ot  the 
old  men  are  Idle.  A  reporter  for  The  Hekai.d 
visited  Pullrann  yesterday  and  spent  tho  after¬ 
noon  investigating  the  matter. 

Some  three  months  ago  A.  M.  Walt  was  em¬ 
ployed  as  assistant  superintendent  of  tho  Pull¬ 
man  Company,  and  ns  soon  ns  he  had  firm  hold 
of  the  reins,  H.  H.  .Sessions,  the  superintendent, 
left  for  a  month's  sojourn  in  Southern  Califor¬ 
nia.  He  has  only  recently  returned.  Daring 
Ills  absence  it  was  found  by  the  men  tliat  Mr. 
Walt’s  liltlo  linger  was  considerable  lieavlcr 
than  Mr.  Sessions’  tUigli.  About  the  flret  group 
of  workmen  to  appreciate  thi.s  difference  was  a 
force  ot  expert  workmen  employed  In  huiltliiig 
cars  for  elevated  roads.  Tliese  men  had  been 
receiving  *00  a  car  for  the  work,  and 
when  a  10  per  cant  reduction  was  an- 
;^nounced  they  complained  they  could  note 
(uuke  living  wages.  However,  ns  they  state,^ 
they  agreed  to  attempt  tho  task  on  the 
promise  that  Mt  they  found  after  honest  trial 
tlie  price  was  too  low,  some  arrangement  by 
which  they  could  earn  full  pay  should  be  de- 
vised.  Tho  trial  was  a  failnro,  aud  as  Mr. 
Wait  would  make  no  concessions,  the  men 
finally  “took  their  Umo"  aud  left  tho  works. 
Just  si.xty  of  them  lost  their  Jobs'at  that  time, 
and  Mr.  Walt  stated  yesterday  that  not  one  ot 
them  cither  had  heon  or  would  be  employed 
again.  Tho  men  have  all  or  nearly  nil  left 
Pullman. 

Recently  the  force  In  the  freight  enr  depart¬ 
ment  was  reduced  Utile  by  little,  until  at  pres- 
ent  very  few  men  are  employed  there.  ThI.s, 
Mr.  A\  ait  says.  Is  attributable  to  the  fact  that 
there  is  no  demand  for  freight  cars  in  the 
North,  and  that  only  the  southern  faotories  ' 


tircly  yesterday,  as  they  had  been  for  several 
days.  This,  the  siiperintondent  stated,  was 
due  to  the  fact  that  bearings  for  tho  shaftings 


of  eiiUrcly  sober  and  truthful  men,  and  that 
thetr  statements  wore  marked  by  a  very  careful 
and  reasonable  view  ot  the  case.  Said  one  of 

“Tho  secret  of  the  whole  matter  Is.  the  sys- 
lem  here  Is  liard  on  workmen.  It  is  a  very 
beautiful  place,  and  orderly,  ami  all  that,  but  a 
man  soon  finds  that  Mr.  Pullman  and  bis  inter- 


1  cannot  toll  the  number,  of  course,"  said 
>  who  stood  In  a  group  ot  three  fellow-arti- 
is,  “but  I  I  elleve  it  is  safe  to  say  that  the 
liman  works  are  not  employing  over  one- 
f  tho  fuU  force  to-daj'." 

Do  yon  mean  that  one-half  of  0,000  men  are 
of  employment  in  Pullman'f ” 

Yes.  I  believe  that  is  n  fair  statement." 
d  the  otbers,  who  were  from  different  de- 
tmente,  coirobornted  the  assertion.  j 


/efif 

WORK  SLACK  IN  THE  PULLMAN  SHOPS. 

Men  Have  Been  Laid  Off  fo  the  Number  of 
l.EOO— Ihe  nituatlon. 

Work  in  tbe  Pullman  shops  is  slacks  and  as 
a  result  a  large  number  of  men  have  besd 
laid  off,  probably  about  L300  in  all.  It  is  aS 
mitted  mat  matters  look  somewhat  blue,  bun 
it  is  also  believed  that  tbe  matter  is  oulv' 
temporary,  as  several  large  contracts  s&e 
forthuomine  that  will  give  employment  to 
the  full  force  of  men,  between  4,000  and 
4,200.  In  some  cases  wages  have  been  out 
down,  and  a  few  of  the  men  are  leaving  for 
other  places,  a  dozen  or  more  freight  and 
machine  men  having  already  gone  to  Deca¬ 
tur.  The  merchants  in  the  place  say  tUeyv 
cannot  do  business  on  a  credit  basis  aud  fear 
they  wiU  have  to  soon  close  up. 

Among  the  cabinetmakers  and  carvers 
there  are  usually  from  400  to  600  at  work, 
while  now  there  are  not  over  300.  There-.are 
less  than  sixty  in  the  foundry,  while  tliare 
ought  to  bo  700.  No  work  is  being  done  in 
the  steel-mill,  and  300  are  idle,  but  it  la  ex¬ 
pected  enough  work  wiR  be  on  band  in  this 
department  m  a  few  days  to  last  a  month. 
There  are  150  out  in  tbe  iron  department 
In  the  freight  shops  only  forty  out  of  400 
500  men  are  at  work,  and  these  are  finishing 
up  a  few  caboose  cars.  Work  in  this  depart¬ 
ment  is  slack  because  of  a  lack  of  material 
and  because  a  new  Corliss  engine  is  being 
pat  into  place. 

In  the  store-room  the  force  has  not  beotr 
cut  down  but  me  wages  have.  Tho  men 
who  received  *1.50  per  day  now  get  *1.35,  and 
the  chief  storekeeper’s  salary  has  been  cut 
from  $150  to*120  perjmonth.  Less  than  100  men 
are  now  working  In  tho  lumber-yard,  while 
the  regular  force  is  from  300  to  35a  The 
helpers  to  the  steamfiiters  have  been  cut 
from  *1.50  per  day  to  *1.35,  and  over  a  dozen 
have  left  their  work. 

Some  twonty-rivo  men  were  laid  off  from 
repair  work  .yesterday.  Tho  wood  machlhe 
department  was  closed  down  last  week,  and 
unless  more  work  is  forlhcoming  tbe  claim 
Is  made  that  but  few  men  will  be  employed 
in  the  PuUman  shops  in  a  short  time- 

The  ofiSoials  sa.y  it  is  only  temporary  and 
nothing  unusual  with  such  concerns  as  tbe 
Pullman  Compan.v,  while  some  of  the  mer-^ 
chants  and  men  say  thufgs  ):;ave  been  get¬ 
ting  worse  from  week  to  week.  They  say 
that  Pullman  is  not  what  it  used  to  be  in  the 
way  of  business.  A  talk  with  some  of  the 
men  showed  them  to  be  dissatisfied  to  a- 
large  degree,  and  not  a  few  expressed  them- 

I  selves  as  quite  willing  to  seek  other  fields  of 
labor.  However,  work  may  pick  up  and  all 
departments  be  put  in  full  operation  in  a 
short  time. 


// 


privileges  of  thl»  car,  and  you  bet  your  bootel’m  with  a  Yule  loolt.  The  bather  puts  bis  valu- 
going  to  have  them.  Trot  out  the  washing  re-  ablee  In  the  drawer  and  keeps  the  key.  In  a 
quleltes.”  hotel  the  proprietor  always  has  a  safe  In 

"1  daren’t  do  It.  I  would  loae  my  place  If  I  which  a  person  may  place  anything  valuable 
did.  They're  very  strict  with  us.”  free  of  charge,  and  the  hotel-keeper  la  re- 


wlth  a  Yule  look.  The  bather  puts  bis  valu-  have  been  perfectly  Justified  In  hitting  me  with  g 
ablee  In  the  drawer  and  keeps  the  key.  In  a  club,  had  got  Into  the  upper  berth  some  time  in 
hotel  the  proprietor  always  has  a  safe  In  the  night.  I  didn’t  know  It  was  occupied, 
which  a  person  may  place  anything  valuable  |  Yours  very  respectfully, 

free  of  charge,  and  the  hotel-keeper  Is  re-  I  Luks  SHAaj) 


Jane,  18S7. 

It  has  been  almost  two  years  since  the 
Pullman  Vestibule  Cars  were  placed  in  serv¬ 
ice  on  the  Pennsylvania  Limited,  and 
every  hour  of  every  day  of  that  time 
travelers  to  the  east  have  blessed  the  invent¬ 
ive  genius  that  made  their  journey  so 
pleasant.  The  Pennsylvania  Limited  now,  as 
then,  is  the  finest  train  in  existence.  It  leaves 
Chicago  daily  at  6.00  p.  m.  for  Pittsburgh, 
Philadelphia,  New  York,  Baltimore  and  Wash¬ 
ington,  and  accommodations  can  be  obtained 
by  applying  to  C.  W.  Adams,  Asst.  Gen.  Pass. 
Agent,  65  Clark  8t.,  Chicago,  Ill. 


No.  2. 

Every  Day. 

Every  day  in  the  year  the  Pennsylvania 
Limited  runs  from  the  northwest  to  the  sea. 
It  leaves  Chicago  at  5.00  p.  m.,  and  stopping  at 
Pittsburgh,  Harrisburg  and  Philadelphia,  is  in 
New  York,  912  miles  away,  in  twenty-five 
hours.  .At  that  rate  the  globe  would  be  encom¬ 
passed  in  a  fortnight  and  a  half,  and  on  the 
Pennsylvania  Limited  the  journey  would  be  as 
easy  as  on  a  merry-go-round  at  a  county  fair. 
In  the  apartments  of  the  famous  vestibule  train 
one  passes  time  in  comfort  and  luxury.  The 
elegance  of  the  dining,  smoking  and  sleeping 
cars,  the  complete  equipment  of  the  library  and 
the  barber  shop  and  bathroom  leave  nothing  to 
be  desired.  For  accommodations  applv  to 
C.  W.  Adams.  Asst.  Gen.  Pass.  Agent,  65  Clark 
St.,  Chicago,  III. 


No.  8. 

Nothing  But  Praise. 

A  Chicago  banker  who  had  just  returned 
from  New  York  with  his  famiiy  said  the  other 
day  in  the  Hotel  Richelieu  that  the  Pennsyl¬ 
vania  Limited,  upon  which  he  rode  in  both 
directions,  is  a  better  train  to-day  than  when  it 
was  first  run.  In  the  two  years  since  the  ve.ti- 
bule  cars  were  placed  in  service  the  ingenuity 
of  the  Pullman  employes  and  the  facilities  of 
the  Pullman  shops  have  caused  improvement 
in  appliances  and  in  arrangement,  and  the 
Pennsylvania  Limited  receives  the  benefit  of 
every  advance.  It  leaves  Chicago  daily  at  6.00 
p  m.  for  Pittsburgh,  Baltimore,  Washington, 
Philadelphia  and  New  York,  and  accommoda¬ 
tions  can  be  secureil  by  applying  to  C.  W. 
Adams  Asst.  Gen.  Pass.  Agent,  65  Clark  8t., 
Chicago,  III. 


No.  4. 

They  Move  on  Wheels. 

A  dining  room  and  library,  sleeping  and 
smoking  apartments,  with  barber  shop  and 
bathroom  all  luxuriously  furnished  and  com¬ 
pletely  equipped,  heated  by  steam  and  lighted 
by  electricity,  connected  by  hall  ways,  attended 
by  watchful  servants  and  whirling  over  the 
country  at  the  rate  of  fifty  miles  an  hour  with 
motion  that  is  scarcely  perceptible  to  the  occu¬ 
pants  ; — this  is  the  Pennsylvania  Limited,  the 
famous  Pullman  Vestibule  Train  of  the  Penn¬ 
sylvania  Lines  that  leaves  Chicago  every  day 
at  6.00  p.  m.  for  Pittsburgh,  Baltimore,  Wash¬ 
ington,  Philadelphia  and  New  York.  For 
accommodations  apply  to  C.  W.  Adams,  Asst. 
Gen.  Pass.  Agent,  65  Clark  St,  Chicago,  III. 


r 
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[No.  1— Nov.  10th.] 

ALL  ON  WHEELS. 

A  library,  drawing  room,  dining  room, 
smoking  room,  sleeping  rooms,  barlrar  shop 
and  bath  room  heated  by  steam  and  lighted  by 
electricity,  leave  Chicago  on  wheels  every  day 
at  5.00  p.  m^  and  go  to  New  York  in  twenty- 
five  hours.^  For  accommodations  on  the  Penn¬ 
sylvania  Limited,  the  Pullman  vestibule  train, 
address  C.  W.  Adams,  Assistant  General  Pas- 
.senger  Agent,  65  Clark  street,  Chicago,  LI. 


[No.  2— Nov.  13th.] 

THE  FIRST  AND  THE  BEST. 

Though  there  are  now  many  vestibule  trains, 
the  pioneer  Pennsylvania  Limited  remains 
peerless.  Running  from  Chicago  to  New  York 
in  twenty-five  hours  over  the  excellent  track 
of  the  Pennsylvania  Lines,  lighted  by  elec¬ 
tricity  and  heated  by  steam,  it  surrounds  the 
traveler  with  the  maximum  of  comfort  that 
can  be  obtained  on  a  journey  by  rail.  0.  W. 
Adam",  Assistant  Generai  Passenger  Agent, 
65  Clark  street,  Chicago,  will  reserve  accom¬ 
modations  upon  application  by  letter  or  tele- 

[No.  s-mmmk-] 

A  FIRST-CLASS  HOTEL. 

A  traveler  on  the  Pennsylvania  Limited  is 
surrounded  by  the  comforts  of  a  metropolitan 
hotel.  In  the  dining,  smoking,  library  and 
sleeping  cars  of  the  steam  healed  and  electric 
lighted  vest  bule  train  passengers  are  carried 
fr,  m  Chicago  to  New  York  in  the  quickest 
time  ever  made  by  a  regular  train.  For 
reservations  apply  to  C.  W.  Adams,  Assistant 
General  Passenger  Agent,  66  Clark  street, 
Chicago,  111. 


[No.  4-Nov.  19th.] 

THE  MAN  WHO  RIDES 

On  the  Pennsylvania  Limited  may  read  and 
write,  talk  and  smoke,  eat  and  sleep,' bathe  and 
be  shaved  in  apartments  luxuriously  hirnished, 
complete  with  every  convenience,  connected  by 
the  Pullman  vestibules,  heited  by  steam  and 
lighted  by  electricity.  This  train  leaves  , 

Chicago  for  New  York  at  6.00  p.  m.,  daily. 

Apply  to  C.  W.  Adams,  Assistant  General 
Passenger  Agent,  66  Clark  street,  Chicago. 

[No.  6— Nov.  22d.] 

EVERYTHING  GOES. 

It  requires  imagination  to  believe  that  we 
are  whirling  around  the  sun  at  the  rate  of  I 

several  thousand  feet  a  second ;  it  aW  requires 
imagination  to  believe  that  when  on  the  Penn¬ 
sylvania  Limited  one  is  whirling  over  the  I 

earth  at  the  rate  of  more  than  fifty  miles  an  hour.  1  j 

The  smooth  track,  firmly  balanced  trucks,  well  1 

adjusted  springs  and  the  vestibules  that  join  ^ 

the  cars  combine  to  prevent  the  consciousness  ' 

of  motion.  In  the  library,  dining,  smoking 
and  sleeping  cars,  with  their  barber  shop  and 
bath,  the  trip  from  Chicago  to  New  York  can 
be  made  almost  as  unconsciously  as  the  ter-  1 

restrial  trip  around  the  sun.  For  reservations 
apply  to  C.  W.  Adams,  Assistant  General 
Passenger  Agent,  New  York,  N.  Y,  i 

No.  6. 

Thte  Pennsylvania  Limited.  ' 

The  New  York  and  Chicago  Limited  of  the  1 

Pennsylvania  Lines  was  placed  in  service  in  | 

1881  and  immediately  came  high  in  favor  with  i 

those  who  travel.  In  June,  1887,  the  Pullman  | 

Vestibule  Cars  were  first  run  on  this  train  and  i 

it  seemed  that  the  limit  of  comfort  and  luxury 
had  been  reached,  but  since  that  time  the  ! 

famous  train  has  been  improved  in  many  de-  ' 

tails.  8team  not  only  forces  the  wheels  around  j 

and  regulates  the  air  brake,  but  it  is  the  means  ' 

of  heating  the  entire  train  and  it  permits 
choice  of  hot  or  cold  water  in  the  lavatories. 

The  train  is  lighted  by  electricity  and  count¬ 
less  instances  of  delicate  adjustment  of  appli-  j 

Mceto  use  convey  a  luxury  that  one  expecteonly 
in  homes  where  taste  and  thought  guide  un¬ 
stinted  expenditure.  On  the  Pennsylvania 
Limited  one  may  reaii  or  write,  talk  with 
friends,  play  cards  or  smoke,  dine  sumptuously 
and  sleep  in  a  luxurious  bed.  It  leaves  Chi¬ 
cago  daily  at  6.00  p.  m.  for  Pittsburgh,  Balti¬ 
more,  Washington,  Philadelphia  and  New 
York,  and  accommodations  can  be  secured 
through  C.  W.  Adams,  Asst.  Gen.  Pass.  Agent. 

65  Ciark  8t.,  Chicago,  III. 


No.  6. 

A  Toung  Englishman. 

^  was  a  bright  boy  but  had  never  before 
been  outside  the  Isle  of  Great  Britain.  On  leav¬ 
ing  the  Custom  House  at  New  York  he  was 
taken  to  the  Jersey  City  station  of  the  Pennsyl-  , 
vania  Railroad  and  placed  on  the  famous  Penn-  i  I 
sylvania  Limited  en  route  to  Chicago.  The  ;  ■ 
moment  he  stepped  through  the  ves'.ibuled  en¬ 
trance  an  expression  of  surprise  came  over  his 
face,  and  within  a  quarter  of  an  hour  he  was 
openly  expressing  bis  amazement  at  the  splen-  ' 
dor  of  the_  wonderful  train.  The  dining  car 
with  its  _  rich  and  spotless  service,  the  library 
with  choice  books,  the  smoking  room  with  easy 
chairs,  the  barber  shop  and  bathrocm  and  lux¬ 
urious  sleeping  cars,  all  seemed  to  him  the  re¬ 
alization  of  a  dream  of  the  Orient,  with  the  ad-  ' 
dition  of  the  modern  electric  light  and  steam 
heat.  The  Pennsylvania  Limited  runs  in  both 
directions  between  Chicago  and  New  York.  It 
starts  every  day  in  the  year  on  its  east- 
bound  journey  at  5.00  p.  m.,  reaching 
New  York  in  twenty-five  hours,  Baltimore,  _ 
Washington  and  Philadelphia  in  time  pro-  i  I 
portionately  short.  Four  other  trains  also  f  i  I 
leave  Chicago  for  these  cities  daily  via  the  y  I 
Pennsylvania  Lines — the  Pennsylvania  Special  *  f 
at  10.30  a.  m.,  the  Fast  Line  at  3.16  p.  m.,  ther  I 
Eastern  Express  at  8.16  p.  m.,  the  Atlantic  Ex-; 
press  at  11.30  p.  m.  Each  of  these  trains  car-  i 
ries  Pullman  Vestibule  Buffet  cars  and  pos-l 
sesses  advantages  which  may  be  ascertained  > 
upon  application  to  Mr.  C.  W.  Adams,  Asst. 
Gen.  Pass.  Agent,  65  Clark  street,  Chicago,  Ill. 


Fit  for  tlie  Gods. 

They  were  at  dinner.  The  t.oble  was  of 
ta.^efiil  form,  the  cloth  of  whitest  linen,  the 
service  of  cut  glass  and  shioing  silver.  On  the 
floor  was  a  Wilton  carpet  of  dainty  pattern. 
Inlaid  in  French  oak  wall-i  were  polished  rair- 
s  and  beyond  the  lyindnws  were  fields  of 
grain,  trees  and  meatlows.  The  ceilings  were 
richly  finishe-l  and  from  glistening  poles  hung 
velvet  curtains.  The  menu  comprised  choic- 
viands  that  were  deliciously  cooked  and  ex¬ 
quisitely  served.  There  seemed  nothing  lack¬ 
ing  unless  tt  were  music  and  a  fountain,  and 
these  the  dineis  did  not  expect,  for  they  were 
in  the  dining  car  of  the  Pennsylvania  Limited,; 
the  famous  Pullman  Vestibule  train  that  leaves 
Chicago  every  aflerno  n  at  five  o’clock  and 
runs  through  to  New  York  in  twenty-five 
hours.  They  were  content  with  the  luxury  of 
their  surroundings,  with  the  beauty  and  com¬ 
fort  of  the  smoking  room  and  library,  with  the 
covered  hallways  between  each  car,  with  the 
comfortable  seals  in  the  sleeping  cars  that  were 
formed  at  night  into  berths  inviting  slumber. 
The  Pennsylvania  Limited  is  admitted  on 
every  hand  to  be  the  finest  train  in  service  on 
the  Pennsylvania  Lines,  but  there  are  four 
other  trains  that  leave  Chicago  daily  which 
present  comforts  and  conveniences  that  in  con¬ 
nection  with  the  splendid  road  bed,  the  unsur¬ 
passed  method  of  running  trains  and  the  beau¬ 
tiful  scenery  of  the  Allegheny  mountains  that 
render  a  trip  to  Pittsburgh,  Baltimore,  Wash¬ 
ington,  Philadelphia.  New  York  or  other  of 
the  prominent  cities  reached  by  the  Pennsylva-  ' 
nia  System  a  source  of  pwilive  pleasure. 
Secure  your  tickets  through  via  these  lines  or 
call  on  or  address  C.  W.  Adams,  Asst.  Gen. 
Pass.  Agent,  No.  66  South  Clark  street,  Chi- 
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zvxunioua  cars. 


l^VXUBIOCS  CABS. 


Comforii  Provltled  for  Modern  Tray<;l«r8 

whicli  wonld  Astonish  onr  Forefathers. 

The  Wagner  Palace  Car  company  has  re¬ 
cently  Gompluted  a  number  of  private  nr  spe¬ 
cial  oars  wWh  embody  all  of  tha  latest 
(known  improvements  for  the  comfort  of  pas- 
^  wngers,  and  are  equipped  with  tne  most  ap¬ 
proved  safety  appliances.  These  cars  have 
been  fitted  up  with  '  a  view  of  furnishing  to 
parties  making  extended  trips  all  the  oora- 
lorts  of  a  home  or  a  first-cla^  hotel  while  cn 

I  They  have  large  saltxms  or  parlors,  fnr- 
!  nished  with  luxurious,  movable  cnair8,centcr 
l-tables,  reading  lamps  and  every  convenience 
to  reduce  to  a  minimum  the  discomforts  of  a 

|*■^fhe  private  bedrooms  have  targe,  commo¬ 
dious  beds,  wash  stands,  and  closets  for 
clothing.  The  kitchens  are  fully  equipijed, 
and  meals  can  be  served  equal  to  those  pro¬ 
duced  at  the  best  hotels.  The  observation 
Tooms  are  so  arranged  that  the  brat  view  of 
the  surrounding  csmnti-y  can  be  had,  the 

■fhe^oor  to  t%e  roof  of  the  car,  affording  ad¬ 
vantages  in  this  respect  that  cannot  be  had 
in  the  onlinary  palace  cars. 

This  company  will  famish  trained  and  po¬ 
lite  servants  to  accompany  each  car,  and 
Will,  if  requested,  furnish  the  commissariat. 

The  cars  now  ready  for  service  will  accom¬ 
modate  from  13  to  16  people.  For  larger 
parties  palace  sleeping  cars  can  be  chartered 
for  any  length  of  time. 

Further  information  concerning  private 
slee^ng  or  drawing  room  cars  can  be  ob¬ 
tained  by  calling  on  or  addressing  J.  C. 
Yager,  superintendent  Eastern  division,New 
York.  _ 


Com/orta  Rrovided  for  Modern  Traoolm 

WhleH  WoHld  Astonish  Cur  forefathers. 

The  Wagner  Palace  Car  Company  has  n 
oently  completed  a  number  of  private  e 
fecial  cars  which  embody  all  of  the  latei 
known  improvements  for  the  comfort  o 
passengers,  and  are  equipped  with  the  moe 
approved  safety  appliances.  These  oar 
have  been  fitted  up  with  a  view  of  furnish 
ing  to  parties  making  extended  trips  all  thi 
comforts  of  a  boms  or  a  first-class  hote 
while  en  route. 

They  have  leurge  saloons  or  parlors,  fur 


oquippei 


fitted 


st-class  ho 


KUng  from  the 
ig  advantages 
n  the  ordinary 

5d  and  polite 


and  meals  can  be  served  equal  to  those 
produced  at  the  best  hotels.  The  observa- 
tion  rooms  are  so  arranged  that  the  best 
View  of  the  surrounding  country  can  be 
had,  the  large  plate  glass  windows,  extend- 
IM  from  the  fioor  to  the  roof  of  the  oar, 
affording  advantrges  in  this  respect  that 
cannot  be  had  in  the  ordinary  palace  cars. 


|{ufaio  Conner. 


Comforts  Provided  For  Modern  Travelere  WM 
Would  istonleh  Oar  Forefatbers. 

The  Wagner  Palace  Car  Company  has  i 
cently  completed  a  number  of  private 
special  cars  which  embody  all  of  the  late 
known  improvements  for  the  comfort  of  pi 
seugers,  and  are  equipped  with  the  most  e 
proved  safety  appliances.  These  cars  ha 
been  fitted  up  with  a  view  of  furnishing 
parties  making  extended  trips  all  the  coi 
fortsof  ahomeor  aiirstclass  hotel  while 

They  have  large  saloons  or  parlors,  fr 
nished  with  luxurious,  movable  chairs,  cent 
tables,  reading  lamps  and  every  convenien 
to  reduce  to  a  minimum  the  discomforts  ol 


NEWS  FROM  THE  SUBURl 


WAGNKH  VK 


-The  little  manufacturing  city  of 
3  been  considerably  stirred  up  over 
iblUhed  accounts  of  the  laying  off 
mber  of  workmen  and  the  cut  in 
company’s  officials  do  not  deny  the 


The  private  bedrooms  have  large  commo¬ 
dious  beds,  wash  stands,  and  closets  for  cloth¬ 
ing.  The  Idtcbens  are  fully  equipped  and 
meals  can  be  served  equal  to  thoss  produced 
at  the  best  hotels.  The  observation  rooms 
are  so  arranged  that  the  best  view  of  the  sur¬ 
rounding  country  can  be  had,  the  large  plate 
glass  windows,  extending  from  the  floor  to 
the  roof  of  the  car,  affordmg  advantages  in 
this  respect  that  cannot  be  bad  in  the  ordi¬ 
nary  palace  cara 

This  company  will  furnish  trained  and  po¬ 
lite  servants  to  accompany  each  oar.aud  will, 
if  requested,  furnish  the  commissariat. 

The  cars  now  ready  for  service  wiU  accom¬ 
modate  from  twelve  to  sixteen,  people.  For 
larger  parties,  palace  sleeping  cars  can  be 
chartered  for  any  length  of  time. 

Further  information  coucemlng  private 
.sleeping  or  drawing  room  cars  can  be  ob- 
taiuedby  calling  on  or  addressing  J.  C. 
Yage^  Superintendent  Eastern  Division, 


of  employment,  but  others 
know,  say  that  the  numb 


jBporlty,  and  a  lai 
avorlng  to  get  woi 


Abtored  the  car 
hqr.  Tho  lady 


Many  of  the  Villagers  Said  to  Be 
Discontented  from  Lack  of 
Work. 


oClldaysinpullman 


MANY  WORKMEN  LEAVING  TH! 


Goiicral  Mauacrer  Grown  Denies  tlio 
lleport  of  Auy  Uunsiial  Dullness 
in  the  Shops. 


S  ANNEXATION  QOSStljf^^y 
I.  Piillmun’s  BnItIwIck-tiTM' 
ObstruetKinlsU  at  a  Sloetlng:. 
interesting  pliase  in  the  matter  of 
Is  undoubtedly  the  stand  taken  by 
n  Company.  The  mothoda  pursuea 
er  amount  "to  nothing  but  coer. 


A  report  oamo  op  from  Pnl 
morning  to  the  offoot  that  1,600 
been  laid  off  ”  there,  and  that 
pany  contemplated  taking  1,000 
tiro  pay-roll  about  the  first  of  ne: 


The  Marquis  do  Pnllmau’a  possessions  are 
“"‘I  the  Indications 
j'C  fliat  if  he  dots  not  do  soiuolLlngr  to  mend 
•y^tors  the  beaiitltnl  red  brick  village,  which 


Ins  it  right.  Tl 
he— but  a  man 
in  favuruble  tin 


innexallon- 


iber.  Our  freight  departmen 
the  iron  department,  is  the 
'hich  at  present  any  hands 


blaoksmitb 


other  depart- 


present 


•‘No.  Why  shoaid  there 
been  no  redaction  of  v 
threatened.  Why  ehonld 
work  bo  discontented  o 
strike  beoanse  another  ma 


shared  by  those  who  are  more  fortunate 
and  are  steadily  employed.” 

“How  do  you  aooounc  for  the  slaokness 
in  the  freight  departmentt  ” 

“  It  is  simply  owing  to  the  fact  that  the 
railroads  can  not  get  the  bnsiness  to  do, 
and,  therefore,  they  are  not  in  need  of 
any  freight-oars,  lioma  time  ago,  when 
they  were  unusnally  busy,  they  ordered  a 
great  many  feeigbt-oars,  and  now,  when 


An  official  of  the  company 
ally,  everything  that  has  bee 
and  only  differed  in  that  he  h 
times  and  more  ortlers  tor  the 
as  the  new  crop  proves  a  big  su 


to  the  hands  of  the  artis 
igh  thirty-eight  diflere 


t  Uyde  Park  and  Pullman.  \] 

L  On  tho  SOth  of  Juno,  1889,  the  people  will 
mce  more  state  their  will  at  tho  ballot-box, 
nd  H  will  be  known  whether  or  not  Chicago  a 
i^Dil  time  extouda  a  welcome  to  the  suburbs, 
^  asd  whether  or  not  the  ^burbs  a  second  time 
,  f  ^ponel  favorably  to  that  advaueo.  It  creates 
go  feeling  of  satisfaction  that  the  courts  should 
Me  misconceived  their  functions  so  com- 
as  to  Intervene  between  the  people  and 
the  Mlot-box,  and  that  Impression  is  height¬ 
ened  with  the  contradictory  finding  which 
Allowed  when  a  portion  of  Cicero  was  de- 
dared  to  be  annexed  under  the  Identical  af- 
Qiunatlve  election  that  failed  to  annex  in  Hyde 
?ark. 

'  There  was,  however,  a  shadow  on  the  tenta- 
ttre  victory  for  annexation  won  last  year  at  tlie 
foils.  The  city  of  Pullman  was  then  re¬ 
nounced  to  the  corporate  power  of  the  Pull- 
,mau  eompany,  and  many  of  the  democratic 
Ideas  of  citizenship  were  overwhelmed  by  that 
renunciation.  The  Pullman  company,  having 
built  the  city,  controlling  its  industries,  owning 
Its  halls  and  churches,  has  naturally  as¬ 
sumed  charge  .of  tho  local  republic.  To 
live  comfortably  lu  Pullman  has  ro- 

iquired  obedleu.'o  not  only  to  tho  puh- 
'  lit  officers,  but  therefore  to  the  officers  of 
,  tho  cori)oratlon.  If  this  harsh  condition  wore 
I  mitigated,  it  was  because  the  town  authority 
'•xtended  over  a  groat  tract  outside  of  Pull- 
;  man.  To  sequestrate  Pullman  is  to  fasten  the 
local  Institutions  upon  the  residents,  without 
modlfylug  circumstances  of  any  kind.  It  has 
been  tho  opinion  of  The  IIbbald  that  however 
Bgrccable,thls  might  be  to  ^  able  Investors 
who  have  created  Pullman,  It  would  bo  an  ab¬ 
dication  of  free  government  In  that  quarter. 
The  propaganda  now  making  looks  to  the  an- 
'iiexation  of  Pullman  with  tho  rest  of  Hyde 
Park.  That  the  company  will  strive  to  retain 
or  secure  its  local  empire  is  to  be  noted  in  the 
bitter  sermon  of  tho  established  church  pastor, 
Mr.  Oggel,  who  last  Sunday  admonished  his 
hearers  to  turn  a  deaf  car  to  the  blandishments  i 
of  tho  great  city.  The  IlEnAiD  would  be  sorry 
to  sec  the  residents  of  Pullman  repeat  the  fully 
pf  voting  for  a  corporate  management  of  their 
little  government.  It  Is  already  to  be  lamented 
that  existence  in  tho  ready-made  city  is  so 
nearly  dependent  on  tho  will  of  the  palace  car 
company.  To  increase  tliat  civic  helplessness 
would  be  against  whatever  private  Interests 
householder.^  may  have  attained. 


—The  Bee  Line  and  the  Lake  Shore  rail¬ 
ways,  which  havts  been  using  the  Wagner 
Sleepers  with  the  Pullman-Sessions  patent, 
and  which  the  coart  ordered  to  be  removed 
TOay  SOth,  havet- found  a  way  to  continne  the 
l»8  of,  the  vestibule  idea.  The  f.tce-plate 
used  -by  the  Wagner  i.s  made  of  hammer^ 
one  inch  thick  and  five  or  six  inches  in 
'vCrotli.  The  face-plate,  in  its  efl.cct  on  the 
oscillation  of  the  train,  is  controlled  by 
springs  In  the  hood  and  platform,  Ti.i.'.  face- 
_platc  has  been  removed  and  .also  tiie  springs 
in  tho  hood  and  replaced  by  two  pieces  of 
y  pipe  standing  vertical  tn  the  butlers,  while  a 
'  piece_  of  '  '•''•k  tarpaulin  has  been  fastened 


Tile  Testibole  Patent  In  Coart. 

The  Pullman  Palace  Car  Company  is  com- 
nlulnnnt  in  another  suit  In  the  Federal  court 
against  the  Woguer  Palace  Car  Comoony,  W.  S. 

VltVebb,  Its  President,  and  the  Lake  Shore  it 
wobigan  Soutberii  Railway  Company  to  restrain 
tbe  tnlrlngement  of  a  patent  issued  to  George  M, 
l^ullmnn  May  U  last  for  vestibule  connections 
on  railroad  cars.  In  the  suit  recently  decided 
between  tbe  two  companies  only  the  lace  plates 
used  as  bulTers  to  prevent  oscillation  were  in- 


ys  that  it  Is  bis  invention,  only  patented  Moy 
and  that  It  is  being  py  me  defendants 
thout  his  authority.  The  vestibule  patent  as 


defects  which  prevented  its  success  have  been 
jvcrcome  In  Mr.  Pullman's  patents.  If  the 


the,,  ( 


aoooidi^. 
ohilstendOi.. 
than  ticket  age,. 

chasten  ard  pnr,..  /  / 
some  railroad  men  who .  Z  /  O  / 
Passengers  never  stop  to  o..  /  • 

necessary  many  of  their  icqu  / 
that  the  man  they  are  tronbUog  u 
thing  else  to  do  that  to  spend  an  hotu 
them. 

In  the  same  line  of  enggeetlons  comes  in 
the  query  where  nnder  theennthe  Pnllman 
eompany  ever  found  so  many  polite  and 
attentive  colored  hrothereHo  act  as  porters 
on  their  oars.  These  fellows  are  untiring 
in  their  efforts  to  render  their  patrons  com¬ 
fortable  and  are  ae  good  natnred  abont  it 
as  If  they  really  enjoyed  It.  They  wait  on 
everybody  and  are  at  the  beck  and  call  of 
a  score  of  people.  They  help  women  on 
I  board,  run  errands  for  the  men  and  hold 
fretful  babies  while  the  parents  go  to  meals. 
Good  nature  and  politeness  are  their  stock 

I  In  trade  and  It  seems  never  to  be  ex¬ 
hausted.  Whence  are  ao  msny  courteous 
and  olever  darkles  bronghtt  Perhaps  the 
Pullman  company  has  a  monopoly  on  the 
supply  or  what  Is  more  likely,  they 
educate  them  after  hirieg.  Tbe  inles 
of  the  company  are  very  strict  and 
allow  no  latitude  toward  incivility, 
but  the  wonder  is  that  theee  dnsky  porters 
so  far  away  from  the  oompany’a  offioe,  live 
so  olcse  to  the  mies.  a  he  Pullman  cen- 
dnotors  are  a  well  educstad  and  Intelligent 
class  of  men  who  dignify  their  nnlfoim. 
Many  in  the  West  were  compelled  to  leave 
the  East  on  account  of  their  health,  and 
have  drifted  into  railroading.  One  of  this 
sort  runs  a  sleeper  on  the  Denver  &  Bio 
Grande.  He  was  in  ooUegs  when  Illness 
overtook  him,  and  he  was  forced  to  high 
altltndee  and  he  conid  get  no  higher  than 
Marshall  Pass,  and  eo  he  oolleote  Pnllman 
fares  and  studies  Greek  and  Lttln  and 
reads  German  literatare  on  the  trains  as  he 

II  idee  np  and  down  the  mountains. 

I  Tbrunghont  their  whole  system  the  Fall- 
man  employee  are  oonrteons  and  obliging, 
thus  generonsly  oontrlbnltog  to  tbe  pleos- 
'  nre  and  comfort  of  the  patrons  of  their 
care,  who  are  ooUeotlvelv  Indebted  to  them, 
"'•t  talking  abont  railroad  men  is  hard- 
'**Tlptlon  of  the  Western  country, 
whloh  Is  so  abnndant  that 
devoted  to  it  and  leave 
"Id  be  Interceting. 

/ys  -*««i  tr  p  to  In- 

U  'ltd  oondi- 


Mr.  W.  MeWood,  Pullman  car  conductor, 
son  of  Mr.  W.  AloWood,  suporintendent  car 
department  G.  T.  Hallway,  Point  8t.  Charles, 
was  killed  last  night  about  10  o’clock,  near 
Lancaster,  Out.  Mr.  MeWood  left  Bona- 
venture  station  by  the  8.30  express  for 
'Toronto,  and  when  approaching  was  seen 
sitting  on  one  of  the  car  platforms.  He  was 
shortly  after  missed  and  on  reaching 
the  station  all  the  trains  either  way  were 
notified  to  look  out  for  him,  the  result  being 
that  the  military  special  from  Brockville  to 
Muntmal,  having  on  board  the  Garrison 
ArtlllR-y,  found  him  lying  dead  between 
twotrqcks  close  by  the  village  of  Lancaster, 
Die  head  completely  cut  open  and  a  large 
ptonectose  by.  The  body  was  brought  to 
the  aty  by  the  military  special  and  now  lies 
at  Bonaventure  station  pending  an  inquest, 
which  will  take  place  this  afternoon.  The  | 
deceas^was  remarkable  for  sobriety  and  J 
Industry  and  Was  highly  respected. 


CHICAGO  TO  PORTLAND. 


Arrival  of  tho  Sea  Side  «nd  White 
Mountain  Special. 


“Portland." 

Never  did  a  word  sound  sweeter  than  did 
tbe  name  of  the  beautiful  Forest  City  to 
the  tourists  oa.the  vestibule  special  as  the 
magnificent  train  rolled  into  the  Grand 
Trunk  depot  Saturday  noon.  Not  but 
what  they  had  had  a  delightful  trip  and 
:  thoroughly  enjoyed  the  varied  scenery  and 
)  wonders  unfolded  on  their  journey,  bnt 
,  they  had  arrived  at  Portland,  the  meooa  of  | 
'  their  pilgrimage  ;  they  bad  reached  the  sea  ; 
and  were  anxious  after  a  short  rest  to  en-  > 
ter  upon  tbe  enjoyment  of  the  wonden  j 
and  revelations  of  old  ocean  and  its  adja¬ 
cent  aoenery.  " 


t 


AM  AWMAht 


Statesboro,. Ga.,  )  the  injuries  and  loss  I  sus- 
Feb’y  14, 1889.  j  tamed  through  their  thieving, 
Bro.  Editor:  murderous  employees, and  they 

oi.  tho  Bight  Of  November  'o  «'>'  ?  P'.'’; 

2,1888,  tvhile  retarr.ing  fl  om  po»e  as  .o„„  „s  my  health  will 
a  visit  to  Washington  City,  P*™"' “““ 
r  wa.,  robbed  and  half  mur- 

dered  by  a  negro  thief  and  *20,000.  Now,  as  a  fraterna 
....  .  au  II  lavor,  I  wish  to  ask  you  lo  aid 

cut-throat  porter  on  the  Pull-  .  ’  _  . 

f,!  •  r'  at  /»  a  ‘BO  in  my  tnort  to  get  justice 

man  Sleeping  Car  “Auster-  .  , 

r.  «  rru  a  1  tor  having  been  so  foudy 

litz.”  The  outrage  occurred  ,  ,  ...  .  .  . 

near  Charlottesville,  Ta.,  on 

the  Chesapeake  &  Ohio  R.  K.  P^P'’’. ''''  ..““T' 

and  the  particnlars  of  the  oc-  P**"1''"S  *  '®*  'S 


panying  this.  I  will  h»gh- 

enrrenee  was  ehronieled  in  '''  ‘  ^  «  <«>>'■' 

many  of  our  eity  dailies,  the  ‘‘''..’•PP™" 

:  ,  .  ance  of  the  “ad”  fails  to  get 

ino^t  accurate  accounts  ap-  ,  ^  .®. 

au  XT  u  -ii  na®  witnesses  for  my  suit  it 
pearing  in  the  Nashville  .,,  ,  ,  _ 

.  .  j  /-TL  aa  will  have  the  aUect  of  warn- 

Aiucncaii  and  Chattanooga  .  ... 

Times.  At  the  time  of  the  rob-  » 

,  w  ,  .  1  au  thieves  and  cut-throats  em- 

bery  1  was  asleep  in  my  berth,  ,  ,  ,  tb 

.  r  a  a  au  a  au  ployed  on  the  Pullman  Cars, 

and  from  the  fact  that  the  , ,  .  ..... 

,  lloiiing  you  will  oblige  me 

neuro  porter  awoke  me  iin-  ,  , .  .r  i 

^  and  kindly  send  me  a  copy  of 
no%sariIy,  on  the  pretense  that  *'  , 

T,  j  a  I-  your  paper  to  321  Four-and- 

1  had  rung  lor  him,  my  sus-  ,  • 

1  j  1  I  a-half  street,  Washnigtoii, 
picions  were  aroused,  and  feel-  x  o  ’ 

‘  P  T  j-  j  D.  C.,  I  am 

mg  for  my  money  I  discovered  ’  ,  ,, 

tbrti  had  bnen  victimized.  !■  rate,  nally  yonrs, 

1  knew  postively  that  I  had 

the  money  on  retiring  and  P.  S.  —  I  will  leave  this 

feeling  certain  that  the  negro  place  for  Washington  the  1st 

had  taken  it  I  accused  him  of  of  March. 

the  theft.  He  then  became 

infuriaf.ed  and  slashed  me 

|iacross  the  he.ad  with  a  razor, 

inflicting  a  horrible  woufid  - - - 

which  disfigures  me  for  life.  ROBBXS  Alls  BALF-HJAsaass 

After  being  cut  I  was,  of  Mx7 

course,  unable  to  do  anything,  U  sdeepino  <!AK  i  IM 

j  ,  .  T  .  Paul  Wright,  » 'I’ennegseftB^B 

and  1  was  taken  Lexington,  ■  iHiitor,  wh.s  robbed  and  hair  ■■ 

Ky..  and  thele  loft  in  a  .nosf  f, 
holpless  .  ondilion  -  horribly  «"!“■, rllSj*.'; 
butchered  and  without  money  tut-throat  negro  poner  immed 
_  .  J  ..  ,  •'  Gaines,  who  after  stealing  Wriglil’-i  ^ 

or  friends.  Oiuce  tne  occur-  moufy.slashed  him  across  the  hea  l  with 
r  1 _ _  u  •  II  n  razor  liitticUng  a  terrtble  woiiiul  niul 

ence  J  have  been  in  very  bad  .li.flguring  iiim  for  life.  Tne  traveling 

health  a'ld  was  foroid  to  dia>  I  ** 'lie  are  WAltNED  against  tlie-e 

ncuiin  a.iu  was  lorctu  to  ais-  thieves  and  murdnera,  amf  should  this 

pose  of  my  paper  at  Jasper,  fell  under  the  eye  ol  any  who  wltnesse.l 
in  /-rn  -rw  ..  w-r  Outrage,  ttioy  will  confer  a  great 

lenn.,  (  I  he  valley  Herald,)  favoron  Mr.  Wrigat  by  sending  tUelr 
r*.  1  •  T  L  iiaiiies and  addresses  to  Box  G.  Wasli- 

and  quit  business.  I  have  ap-  ington.  u.  c. 

plied  to  the  Pullman  Com•^  ^ 

pany  to  renumcrute  me  - 


beiy  I  was  asleep  in  my  berth, 
and  from  the  fact  that  the 


0  all  Members  &  Officers,  U.B.R^ 

We  leave  it  to  the  judgement  of  each  Master  Porter  whether  to  give  this  ciitular 
to  each  member  or  not  after  consulting  all  his  subordinate  officers. 

We  do  this  in  order  to  exonerate  ourselves  from  any  accusation  which  mav  be 
made  by  Grand  Master  James  D.  Miller.  •  ^ 

We  complained  to  hUn  about  taking  $I28.7S  Charters  for  new  lodges  at  Kan¬ 
sas  City,  Memphis,  McComb  City  Mobile  and  Birmingham,  as  he  failed  to  make 
any  returns  to  the  Secretary  and  Treasurer,  and  upon  us  telling  him  it  was  his  nlace 
to  turn  over  the  money  to  the  Secretary  and  then  it  is  the  Secretary’s  duty  to  turn  it 
.over  to  the  Treasurer  taking  his  receipt  accordingly.  ' 

We  must  do  business  in  a  business  way  or  we  can  never  be  surcesful  and  we  in- . 
tend  to  do  it  irf  a  business  svhy  in  accordfhg  *iih  the  Cbifttitntlort,  let  who  At  offendetp' 
that  may.  “ 

From  his  past  acte  and  from  all  appearance  he  intends  to  do  things  all  his  own 
way.  It  is  notour  desire  to  do  our  Grand  Master  Porter  James  D.  Miller,  an  injustice 
but  he  has  taken  every  dollar  without  ever  sending  one  cent  to  the  Secretary^ir  Trea- 
surer  to  pay  the  debts  contracted  by  the  Order.  ^ 

We  trust  every  officer  and  member  will  do  all  in  their  power  to  increase  the  mem. 
bership  of  their  respective  Lodges  with  good  men,  and  we  assu  e  you  that  our  brother¬ 
hood  is  all  right  and  we  will  certainly  account  to  you  at  our  next  annual  meeting  of 
every  cent  taken  in  or  paid  out.  So  brothers  do  not  let  any  report  that  you  hear  dis  - 
c^o«™geyou  in  the  least,  because  we  all  must  have  trouble  in  everything  we  under- 

We  did  not  accuse  Brother  James  D.  Miller  of  stealing  the  money,  but  he  simply 
has  taken  it  and  made  no  return  only  on  paper,  which  you  can  see  as  follows: 


Expenses  in  Chicago  from  July  14th.  to  August  12th,  1888. 

J8  Carfares,  @  .05  $1-90  Expenses  in  Mobile  from  Sept.  l2th  to 

1  Pencil  Tablet,  •*  .15  .IS  Iflth.  ^ 

13  Letter?,  “  .03  .39  7  Letters  at  .o3  «  01 

1  Bottle  mucilage,  “  .25  .25 

I  Messenger  to  carry  charter  at  ,20  .20  Total.  9  .al 

1  Bottle  Ink,  @  .05  ,05  Expenses  in  Montgomery  from  Sept.  19th 

1  R.  R.  fare,  Chicago  to  Kan-as  City  at  to  26th. 

6.25  $635  19ineals  at  .25  I4.75 

Copying  Constitution  and  Ritual  at  5.00  6  Nights  Lodging  at  .25  I.50 

5-00  •  '  '  •  ■  •  •  .»t  0  Carriage  Rides  at  25  -*.75 

Total.  *14.39  ^^•^  ^“offomMontgomerytoBirming- 

Expenses  in  Kansas  City  from  Aug,  l-Slh  ^  *.9o  2.9o 

to  2o  h.  3  Letters  at  .o3  ,09 

2  Letters,  @  .03  .06  T-r...*.  - 

2  Lunches  at  Kansas  Ciiy  and  Memphis  Expenses  in  Birmingham'.  * 

1  Meal  at  .25  .25 

1  Supper,  in  Kansa,  City  at  .35  .35  3  Postal  Notes  at  .04  .I2 

»  ToTAt  iTi  ^  Registered  Letter  at  .18  .18 


1  Supper,  in  Kansas  City  at  .35 


7  Constitutions  sent  away  at  .01  .07  Grand  Total  Expenses.  $33.19 

1  Lunch,  at  .20  .20  Amount  of  money  received  as  Salary, 

Total.  ~^8 

Expenses  in  Vicksburg  from  Aug.  29ih  to  ,  ,8e>  I2.00 

September  2nd.  ®  *  St  Paul,  Lodge,  I2.00 

i  Carnage  Rides  at  .25  .50  Amount  Promised.  *94.00 

1  R.  R.  tare  f.om  Vicksburg  to  New  Or-  (Which  should  be  *75  00  instead  of$9Xoo 
^-3°  as  he  agreed  to  work  for*3o.oo  per  month 
Total  «ii  re  ">on*s  from  July  1st  to  Sept.  15th 

3  Nights  Lodging  at^  .35  I.05  Amount  of  money  received  from  new 

I5  Carfares  at  o!  .vt  . 

1  Hall  at  .30  .JO  Kansas  City  No  13  $25  75 

1  R.  R.  fare  from  New  Orleans  to  Me  “  .^4  25.75 

Comb  City  at  3 15  3.15  *5-75 

^  i  Mobile  “  16  25.75 

Total  $7-95  Birmingham  “  17  26  75 

Expenses  in  Me  Comb  City  from  Sept.  6th  _ _ 

to  11th  Total.  $128  78 

1  R.  R.  fare  from  Me  Comb  City  to  New  Money  received  from  other  sources. 

Orleans,  $2.00  31  Copies  Constitution  at  .10  *3  lo 

-  1  Ritual  at  ,25  .25 


aToTAL.  $2.00 

Expences  in  New  Orleans  from  Sept.  lUh 
to  l2th.  I 

3  meals  at  .25  8  7c 

1  Night  Lodging  at  .85  .Sj 


1  R.  R.  fare  from  New  Orleans  to  Mobile  I  Balance  on  hand. 


Total.  $8.35 

Grand  Total  Received  from  all  sources 
*166.10. 

Total  Amount  of  expenses  and  salary  due 
from  July  1st  to  October  4th  *147.79 


Envelopf 
Foldout_ 
Insert _ 


.  Total.  $5.50 1 

w  the  report  word  for  word  which  we  received  from  the  Grand  Master  Porter* 
^  owes  money  for  printing  and  needs  money  to  carry  on  the  work 

Mi  w"  or  Treasurer  did  not  receive  one  cent  from  BrXr 

call  “  Grand  Officers  had  a  perfect  right,  and  it  was  our  duty  to 

•••«  desire  faster  Porters  send  all  money  to 

r  J  A  Secretary,  and  he  according  with  the  constitution  will  turn  the  same  ovct  to 
to  the  r  f  •>«  P«‘  «“der  bond  and  then  we  will  be  able  to  account 

to  tne  oaand  Lodge  for  the  same. 

Yours  fraternally, 

Jerry  E.  Morgan,  Grand  Treasurer. 

I  C.  U.  B.  ofR.  P. 

^  Mack  W.  Caldwell,  G/and  Secretary, 

)  C.  U.  B.  of  R.  P, 

Done  at  Chicago,  6th  day  of  November,  in  the  year  of  our  Lord  1888. 


United  States  Patent  Office, 


(IKORGE  M.  PrLLMAN,  OF  GIIICAGG,  ILLINOIS. 

VESTIBULE-CONNECTION  FOR  RAILWAY-CARS. 


SPECIFICATION  forming  part  of  Letters  Patent  No.  403,137,  dated  May  14, 1889. 
Application  filed  May  13, 1887.  Serial  No.  238,134.  (No  model.) 


To  all  rvhom  it  may  concern; 

Be  it  known  that  I,  George  M.  Pcllman, 
a  citizen  of  the  Pnited  States,  resuliiifr  in  the 
city  of  Ghicagti,  in  the  county  of  Look  and 
S  State  of  Illinois,  have  invented  a  new  and 
useful  Iinprovenient  in  Solid  Vestibule-Con¬ 
nections  between  Railroad-Gars,  with  flexi¬ 
ble  or  adjustable  joints  to  jierinit  of  sullitMent 
nioyenient between  individual  i)assenger-cars, 
to  which  I  desii-e  to  protect  by  Letters  Patent 
of  the  Pnited  States,  and  of  which  the  follow¬ 
ing  is  a  specitication. 

'I  he  object  of  my  invention  is  to  provide 
suitable  means  whereby  there  may  be  made  a 
15  continuous  connection  between  contiguous 
ends  of  pais.senger  railway-cars,  this  connection 
being  an  entirely-closed  passage-way,  prefer¬ 
ably  of  the  ■  ■'dth  of  the  car-i)latforms,  and 
serving  at  the  .same  time  as  a  vestibule  for 
20  entrance  and  exit  to  the  respect  ive  ends  of  the 
cars,  the  connection  between  the  solid  parts 
forming  a  vestibule  being  made  of  flexible 
or  adjustable  material,  so  as  to  constitute  a 
loo.se  or  flexible  joint  that  will  permit  of  suf- 
25  ficient  movement  of  eaeh  unit  car  in  travel, 
but  at  all  times  preserving  a  complete  vesti¬ 
bule-connection  between  the  respective  cars. 

One  form  of  construction  by  means  of  whicli 
I  propose  to  carry  out  my  invention,  and  which 
30  I  have  found  by  far  the  most  desirable  in 
practical  use,  is  illustrated  in  the  annexed 
drawings,  forming  part  of  this  specification, 
in  which— 

_  Figure  1  is  a  side  elevation  showing  con- 
35  tiguous  ends  of  adjacent  ears.  Fig.  2  is  an 
isometrieal  perepective  view  of  the  end  of  a 
ear.  Fig.  3  is  a  detail  view  of  the  foot-plate 
device.  Fig.  4  is  a  perspective  view  showing 
portions  of  the  platform,  vestibule,  and  buffer 
40  mechanism;  and  Fig.  ,5  is  a  detail  view,  in 
section,  longitudinally  through  the  platform. 

Like  letters  indicate  like  parts  in  each  of 
the  figures  of  the  drawing.s. 

In  the  particular  form  of  my  invention 
45  herein  described  sleeping-cars  or  passenger- 
cars  of  ordinary  construction  are  used.  Stan¬ 
chions  i  are  located  at  the  outer  or  front  end 
of  the  platform  near  the  sides  of  the  latter, 
extending  to  an  extension  of  the  car-roof,  and 
50  are  there  firmly  secured.  Between  these 
stanchions  and  posts  Z,  at  the  end  of  the  ear, 
are  beam-connections,  which,  v  ith  the  former, 


constitute  door-frames.  The  .stanchions  of 
respective  sides  of  the  platform  are  joined  at 
the  top,  forming  an  archway  in  the  passage-  55 
way  between  t  he  cars.  These  stanchions,  when 
supplied  with  doore,  hereinafter  described, 
and  the  roof  above  them  inclose  theordinaiy 
platform,  excejit  at  the  outer  ends  thereof 
which  are  open  or  have  a  passage-way  between  60 
the  .stanchions  /.  Now,  1  am  aware  that  it 
has  been  attempted  to  form  an  inclosed  con¬ 
nection  between  these  last-named  passage¬ 
ways  by  means  of  a  bellows  somewhat  like 
that  of  an  accordion  without  the  side-boards;  65 
but  such  bellows  have  never,  so  far  as  I  know, 
been  so  provided  with  means  for  holding  them 
in  position,  and  at  the  .same  time  insuring  a 
tiglit  joint  between  the  bellows  of  adjoining 
cars,  as  to  really  po.ssess  a  practical  value.  70 
The  problem  is  to  hold  each  bellows  so 
firmly  to  its  car  that  it  will  maintain  its  place 
when  the  car  is  uncoupled  from  others;  sec¬ 
ond,  to  .so  support  them  that  when  cars  are 
coupled  the  ends  of  adjoining  bellows  or  con-  75 
nectlons  take  their  relative  proper  positions, 

.so  as  to  form  a  continuous  passage  without 
any  necessity  of  manipulating  the  bellows  or 
flexible  connections;  third,  to  provide  a  con¬ 
tinuous  flooring  between  the  cars;  fourth,  so  80 
to  combine  the  imrts  that  both  the  flexible 
connections  and  the  flooring  shall  be  so  sui)- 
ported  that  the  cars  may  approach  nearer 
and  remove  farther  from  each  other  without 
disturbing  either  the  continuity  of  the  floor-  85 
ing  or  that  of  the  bellows  or  inclosed  flexible 
passage-way;  fifth,  that  the  cars  may,  as  in 
traveling  around  curves  they  must,  have  the 
longitudinal  line  pa.ssing  through  the  center 
of  one  car  at  an  angle  with  that  passing  90 
through  the  center  of  another  car  without 
disturbing  the  continuity  of  the  foot-pas.sage 
or  causing  open  spaces  between  the  ends  of 
adjoining  flexible  passage-ways.  Now,  I  think 
I  have  solved  this  problem  by  a  construction  95 
to  be  described,  pi-cmising,  however,  that  parts 
of  my  structure  may  be  used  without  or  dis¬ 
associated  from  other  parts. 

I  prefer  to  mount  the  arch-plate  a,  or  face¬ 
plate  forming  the  open  end  of  a  vestibule-ex-  100 
tension,  to  a  railway-car  when  not  coupled 
with  another  car  in  a  train,  and  which  sus¬ 
tains  the  outer  edge  of  the  flexible  connec¬ 
tion  upon  the  ordinary  buffer- rod  located  be- 
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low  llie  pljittorm  of  tlio  oar;  but  it  uiay  be 
mountea  upon  otliei-  buftVr-nxls— /. V.,  rods 
which  arc  so  acted  upon  by  sprinjjsas  totiuid 
to  move  outward  from  the  end  of  the  car  I 
5  prefer  to  mount  the  foot-plates,  also,  in  the 
same  way,  but  may  mount  tliein  on  separate 
spring-rods. 

I  will  commen(‘e  my  description  with  tlio 
foot-plates  and  the  pn'fm-red  wav  of  supiiort- 
lo  mg  them.  '  ‘  * 

^J'he  drawings  show  a  bufTer-rod  and  di-aw- 
bar  of  a  well-known  kind.  'riiebulTer-spring 
w  incloses  the  bulTcr- rod,  and  this  rod  is 
inoved  outward  by  the  spring  and  inward  by 
15  tlie  impact  of  an  adjoining  car  or  buffers  con¬ 
nected  therewith.  Upon  this  rod  is  mounted 
a  cross-bar  or  equalizing-bar,  /,  in  such  man¬ 
ner  that  it  can  move  out  and  in  with  the  buf¬ 
fer-rod,  and  at  the  same  time  oscillate  upon 
20  Its  center  as  the  evenerof  a  wagon  does  ui»on 
•  the  pole.  Two  rods,  .s  .s',  are  attached  to  the 
ends  of  this  cross-bar  I,  not  firmly,  but  by  a 
sort  of  ball-and-.socket  joint  in  siicli  manner 
tliat  the  cross-bar  may  change  its  angle  to 
25  horizontal  lines  drawn  perpendicular  to  the 
length  of  the  car,  while  the  rods  .s  .s'  alwaj’s 
remain  siikstantially  parallel  with  the  sides 
of  the  car.  These  rods  .s  .s'  pass  through  mor¬ 
tises  or  guide-plates  made  in  or  supported 
30  by  the  transverse  timbers  of  the  car,  and 
are  thus  confined  in  such  manner  that  they 
can  slide  outward  and  inward  in  the  direc¬ 
tion  of  their  length,  but  cannot  practicallv 
move  in  any  other  direction.  These  rods 
35  at  their  outer  ends  project  beyond  tlie  outer 
cross-beam  of  the  car  and  arc  there  pivoted 
to  the  buffer-plate  n.  This  plate  is  a  vertical 
plate  as  long  as  the  width  of  the  tle.xible  con¬ 
nection,  with  its  upper  edge  on  a  level,  or 
40  thereabout,  with  the  top  of  the  ordinary  plat¬ 
form.  A  study  of  the  mode  of  siipiiorting 
this  buffer-plate,  as  above  described,  will  show 
that  it  is  pressed  out  by  a  spring,  that  it  can 
be  shoved  toward  the  ear  by  the  aiiplication 
45  of  sufficient  force,  and  that  it  can  change  its 
angular  position  with  reference  to  the  end  of 
the  car  when  at  its  extreme  outward  and  in¬ 
ward  locations  or  anywhere  between  tliem. 
This  bulfer-plate  on  one  car  could  not  have 
50  Its  acting-face  coincident  with  a  similai-  buf¬ 
fer-plate  on  an  adjoining  car  when  the  two 
cars  are  rounding  a  curve  unlc.ss  it  could 
change  its  angle  with  reference'to  a  longitudi¬ 
nal  line  pa.ssing  through  the  center  of  the  car, 

55  so  that  it  can  be  at  times  at  right  angles  to 
such  a  line  and  at  times  at  various  other  an¬ 
gles.  The  support  of  the  buffer-bar  before 
described  not  only  permits  these  changes  of 
angular  iiosit ion  and  the  in-and-out  motions 
60  of  the  buffer-bar,  but  prevents  its  center  from 
leaving  a  horizontal  longitudinal  line  passing  ^ 
through  the  center  of  the  car  to  which  it  is 
attached,  so  that  the  center  of  th(>  buffer-bar 
is  ^always,  whether  projected  or  shoved  in, 

65  practically  in  line  with  the  center  or  middle 
of  the  platform.  'I'lie  mode  of  supiiorting  this 


buffer-bar  must  be  such  as  to  permit  it  to  have 
these  motions  so  long  as  the  buffer-bar  is  per¬ 
mitted  to  move  as  de.scribcd,  and  at  the  same 
time  have  its  center  restrained,  so  that  it  can  70 
move  only  in  a  certain  path,  as  before  de¬ 
scribed. 

Two  ears  moving  in  a  train  vary  the  di.s- 
trtiico  bctwooii  llie  onds  of  thc^ir  rospectivc 
platforms,  and  also  lh(‘  angles  that  one  of  75 
these  ends  makes  with  the  other,  and  there  is 
a  gap  between  the  jilatforms.  It  has  been 
customary  to  elose  this  gap  with  a  piece  of 
board  e.xteiidingover  both  platformsand  held 
to  one  of  them  by  a  bolt.  This  was  a  clumsy  80 
contrivance  and  needed  manipulation  when 
cai-s  were  coupled,  and  would  not  answer  my 
purpose  at  all.  In  order  to  make  a  continuous 
footpath  without  a  gap  between  ailjoining 
cars,  I  apply  to  each  of  the  buffer-plates  bo-  85 
fore  describi'd  a  foot-plate,  o.  'I'h  is  foot-plate 
IS  Avide  enough,  preferably,  to  nearlv  reach 
from  one  stanchion  i  to  its  neighbor,  mea.s- 
uring  across  the  car,  and  long  enough,  meas¬ 
uring  in  the  line  of  the  length  of  the  car,  to  90 
roach  from  the  buffer-plate  in  its  most  out¬ 
ward  or  extended  position  to  a  point  oAcr  the 
ear-platform.  I  prefer  to  provide  its  outer 
edge  Avith  doAvels  on  the  under  side  thereof, 
Avhich  doAvels  enter  depressions  or  sockets  in  95 
the  upper  edge  of  the  buffer-plate,  as  the  foot¬ 
plate  can  then  be  detached  easily;  but  the 
outer  edge  of  the  foot-plate  maybe  riveted  or 
otherAvise  secured  to  the  buffer-plate;  or  the 
foot-plate  may  have  (Avhen  the  buffer-plate  is  icis- 
not  used)  its  outer  edge  supported  bv  such 
a  structure  as  supports  the  buffer-plate. 
Whether  the  foot-plate  be  attached  to  the 
buffer-plate  or  be  used  Avithout  one,  it  must 
be  so  supported  that  it  can  moA’c  in  and  out  105 
from  the  end  of  the  car,  must  be  forced  out 
by  a  spring  or  springs,  and  must,  like  the 
buft'er-plafe,  be  so  restrained  that  its  center 
ahvays  moves  in  the  same  longitudinal  line 
parallel  Avith  the  car-body,  while  it  is  free  to  no 
change  its  angular  position  I0  a  line  passing 
longitudinally  through  the  center  of  the  car. 

The  inner  edge  of  the  foot-plate  rests  upon 
the  top  of  the  platform  of  the  car  and  slides 
and  tiirnsiiponit  Avhenthecarisin  motion, or,  115 
preferably,  rests,  as  shown  in  thedraAvings,in 
a  shalloAv  cavity  as  deep  as  the  threshold  or 
foot-plate  is  thick,  formed  in  the  top  of  the 
platform.  In  consequence  of  the  thre.shold 
or  foot-plate  being  supported  as  described,  so  120 
as  to  beoajiable  of  moving  as  described,  it  is 
clear  that  the  outer  edges  or  ends  of  two  ad¬ 
joining  foot-plates  in  ditferent  cai-s,  Avhen 
coupled  and  moving,  Avill  ahvays  remain  in 
contact,  thus  constituting  a  footAvay  Avithoiit  125 
a  gap  in  it,  and  which  will  admit  but  little 
Avind  or  dust  into  any  covered  Avay  that  mav 
be  consfriictt^d  above  it.  I'lion  the  two  end's 
(jf  the  buffei^-idate  I  mount  an  arch-plate,  a, 
firmly  attached  tothe  buffer-plate,  made,  preif-  130 
erably,  of  iron  and  of  about  the  shape  and  pro¬ 
portions  indicated  in  the  draAvings.  As  this 
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aicli-plat*'  is  firmly  seen rc'il  hi  tlielmITer-iilate, 
it  is  c'apahk'  of  lioiiifimoviai  iiillio  same  way, 
has  the  same  motioiis,aml  is  restraiiuHl inthe 
same  manner — that  is,  it  ean  move  in  and  out 
5  from  tlie  platform,  itean  oseillale,  and  never¬ 
theless  a  vertieal  line  drawn  through  its  cen¬ 
ter  will  always  praelieally  be  in  a  vertieal 
plain*  passed  longitudinally  through  the  cen¬ 
ter  of  tlie  ear,and  it  must  besupiiorted either 
lo  from  the  liutTer-bar  or  by  other  means  of  the 
same  eharaeti'r,  so  as  to  bi*  eajiable  of  thus 
moving. 

When  two  ailjoining  ears  are  coupled,  the 
arch-plates  on  each  ear  abut  one  against  the 
15  other,  and  they  thus  abut  whi'ii  the  ears  are 
upon  straight  lines  or  euix'es,  or  are  being 
started,  tending  to  seiiarate,  or  are  stopiiing, 
tending  to  come  nearer  together.  The  two 
arelies  in  adjoining  ears  therefore  make  a 
20  joint.  'I'hey  need  no  manijiulatiou  when  ears 
areeouph'd,  none  wlnm  they  are  uncoupled, 
and  in  eonseipienee  of  their  being  fori'cd  to- 
getherby  sjirings  (when the  ears  are  in  train) 
the  adjoining  faces  of  the  two  arches  cannot 
25  slide  one  upon  the  otlu'r  without  iiidueiug 
considerable  friction.  This  arch-plate  is  lo 
liave  attached  lo  it  one  eilge  of  a  .sheet  of 
india-rubber  fabric  orleather  orother  flexible 
material,  and  at  the  other  edge  this  flexilile 
30  fabric  is  to  be  tacked  or  otherwise  attached 
to  the  stanchions  or  to  a  wooden  framingsup- 
ported  by  the  stachions,  and  the  .sheet  is  to 
be  so  large,  measuring  in  the  direction  of  the 
>  length  of  till'  ear,  that  it  will  be  a  little  loose 
35  when  the  arch-plate  is  in  the  position  farthest 
awaj’  from  the  ear. 

I  prefer  to  provide  the  spaces  between  the 
stanchions  on  the  same  side  of  the  platform 
with  doors  li  h',  made  preferably  as  double 
40  doors,  meeting  in  the  center,  or  of  two  leaves, 
one  of  which  is  hinged  upon  the  other,  so  that 
they  may  be  as  much  out  of  the  way  as  ihks- 
siblewhen  open.  Now,  as  the  foot  or  thresh¬ 
old  plates  of  adjoining  cars  fit  eaeli  other  and 
45  their  platforms,  as  the  adjoining  fac.es  of  the 
areh-idales  fit  each  other,  and  as  the  simce  be¬ 
tween  each  areli-])late  and  the  ear  is  covered 
with  india-rubber  fabric,  Ac.,  in  all  positions 
of  two  coupled  cars,  whether  in  rest  or  motion, 
50  it  will  be  perceived  that  when  the  doors  are 
added  the  whole  train  may  be  considered,  in 
fact,  as  a  single  car,  and  that  iiassengers  i-an 
pass  from  car  to  car  not  only  without  danger, 
but  in  comfort;  and  it  is  needless  to  detail  the 
55  great  utility  of  such  an  arrangement,  espe¬ 
cially  in  trains  which  are  composed  in  part  of 
dining  or  smoking  car.s,  or  either  of  them. 
Moreover,  my  construction,  as  a  whole  and  in 
all  its  parts,  presents  no  diflicultyin  coupling 
60  or  uncoupling  cars  and  nece.ssitates  no  extra 
manipulation.  All  fhat  isnecessary  is  to  push 
the  ears  together  and  couple  them  Just  as  if 
my  invention  were  not  used.  Owing  to  tlie 
peculiar  mode  of  .supjiorting  the  arch-plates, 
65  so  that  they  maj'  move  as  (lescribed  and  be 
restrained  from  movingcxcept  with  theircen- 


ters  in  longitudinal  vertical  central  iilaues 
passing  through  the  cars  to  which  they  are 
attached,  and  to  the  fact  tliat  they  are  forced 
out  by  .springs,  it  follows  that  my  contrivance  70 
has  the  additional  advantage  of  materially 
dimini.shing  sidewise  vibration  of  the  cars. 

'i'lu*  structure  as  a  whole  would  work  fairly 
well  as  di'scribed,  with  strong  arch-iilates 
strongly  and  firmly  secured  to  siirings  that  75 
force  them  outward;  but  1  prefer  also  to  sup- 
])ort  the  upper  ends  of  the  arch-plates  from 
the  ear-body.  'I'o  this  end  I  have  connected 
to  fhe  upper  ends  of  the  arch-plates,  by  pivots 
or  hinged  Joints,  two  rods,  r  <■'.  'J'he.se  rods  80 
slide  ill  guides  or  supports  />•  A  ',  and  an*  forceil 
outward  b\  strong  spiral  springs  /  /'.  'I'Ih* 
guides  Ic  A  '  are  bolted  to  framing  sui)[iorted 
by  the  stanchions,  and  the  rods  <■  (■'  I'au  move 
ill  and  out  togetlu'r  or  iiidependmitly,  but  85 
cannot  practically  move  sidewise  or  in  lines 
which  are  not  parallel  lo  a  line  passing  cen¬ 
trally  and  longitudinally  through  the  ear. 
These  rods  c  c'  have  the  same  motions  as  the 
rods  .s  .s'  below  the  platform,  and  as  they  are  90 
pivoted  to  the  arch-plate  this  arch-plate  is  so 
su[)ported  at  lop  that  its  top  can  move,  and 
is  restrained  in  the  same  way  as  the  foot-plate, 
the  biitTer-iilate,  and  the  lower  part  of  the 
arch-plate.  A  supporting  structure  the  same  95 
as  that  of  the  butler-plate  might  bi*  u.sed  in 
place  of  the  one  shown  in  the  drawings  for 
siipjiorting  the  toil  of  the  arch-plate,  as  both 
structures  have  substantially  the  same  mode 
of  operation.  ^Vhon  the  upper  part  of  the!  100 
arch  is  thus  supported,  the  whole  structure  is 
very  firm, and  the  elTeet  in  diminishing  oscil¬ 
lation  is  increased,  while  at  the  same  time  the 
joint  between  two  adjoining  arch-plates  is  a 
tighter  one.  105 

I  do  not  claim,  broadly,  a  series  of  spring- 
bulTers  or  a  spring-buffer  mounted  upon  the 
body  of  a  railway -ear  above  the  platform 
thereof,  nor  two  cars  provided  with  such  buf¬ 
fers  so  arranged  as  to  come  in  contact  when  no 
the  cars  are  in  train,  as  such  devices  form  the 
subject-matter  of  the*  <*laims  in  the  patent 
granted  to  Se.ssion.s,  November  15,  1S87,  No. 
37.1,(198;  nor  do  I  claim,  broadly,  and  irre¬ 
spective  of  the  manner  in  which  it  is  sup-  115 
ported  upon  the  car,  .so  as  to  have  the  mo¬ 
tions  ami  be  restrained  as  described,  a  strong 
arch-i>late  so  constructed  as  to  furnish  con¬ 
siderable  frictional  or  rubbing  surface  when 
it  is  brought  in  contact  with  a  similar  arch-  120 
plate  mounted  upon  an  adjoining  ear;  but 
I  do  claim  as  of  my  own  invention — 

1.  The  combination,  substantially  as  here¬ 
inbefore  set  forth,  of  a  face-plate  forming  the 
open  end  of  a  vestibule-extension  to  a  rail-  125 
way-car  when  not  coupled  with  another  car 
in  a  train,  and  a  buffer-plate  which  is  pivotally 
connected  with  a  spring-extended  buffer-rod 
and  arranged,  as  described,  to  bo  capable  of 
oscillating  on  a  fixed  center,  but  restrained  by  130 
guide-rods,  as  described,  to  compel  its  center 
of  oscillation  to  move  only  in  a  line  passing 


f/fi?) 
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longitut’inally  and  horizontally  through  the 
center  of  the  car,  the  said  buffer-plate  and  the 
face-plate  of  the  vestibule  connected  there¬ 
with  being  free  to  move  angularly  with  such 
5  fixed  longitudinal  line  of  their  movement. 

2.  The  combination,  substantially  as  herein¬ 
before  set  forth,  of  a  face-plate  forming,  when 
railwaj'-cars  are  not  coupled,  the  open  end  of 
a  vestibule-extension  of  a  car,  a  buffer-plate 

lo  pivotally  connected  with  a  spring-extended 
buffer-rod,  and  a  threshold-plate,  the  said  buf¬ 
fer-plate  and  threshold-plate  being  airanged, 
as  described,  to  be  capable  of  oscillating  on  a 
fixed  center,  but  restrained  as  to  other  move¬ 
rs  ments  to  one  in  a  line  passing  longitudinally 
and  horizontally  through  the  center  of  the 
ear. 

3.  The  combination  of  a  face-plate,  forming, 
when  railway-cars  are  not  coupled,  the  open 

20  end  of  a  vestibule-extension  to  a  car,  a  buffer- 
plate  pivotally  connected  with  a  spring-ex¬ 
tended  buffer-rod,  and  the  said  face-plate  con¬ 
nected  at  its  upper  end  with  spring-extended 
guide-rods,  substantially  as  described,  and 
25  its  foot  to  the  buffer-plate,  whereby  the  said 
face-plate  is  made  capable  both  at  its  top 
and  at  its  bottom  to  oscillate  on  a  vertical 
central  line,  but  is  restrained  as  to  other 
movements  to  one  in  a  line  passing  longitudi- 
30  nally  and  horizontally  through  the  center  of 
the  car,  substantially  as  hereinbefore  de- 
sci’ibed. 

^  4.  The  combination  of  a  fac^-plate  forming. 


when  railway-cars  are  not  coupled,  the  open 
end  of  a  vestibule-extension  to  a  ear  and  ar-  35 
ranged,  as  hereinbefore  described,  to  be  ca¬ 
pable  of  oscillating  on  a  vertical  central  line, 
but  restrained  as  to  other  movements  to  one 
in  a  line  passing  longitudinally  and  horizon¬ 
tally  through  the  center  of  the  car,  and  a  40 
flexible  bellows  or  equivalent  extensible  con¬ 
nection  uniting  the  face-plate  with  the  car- 
body  structure,  substantially  as  described. 

5.  A  vestibule  -  extension  to  a  car  -  body, 
which  is  made  up  of  the  followfngcomponents:  45 
first,  an  extension  of  the  car-body,  so  as  to 
practically  inclose  the  entrance-platform  and 
provided  with  doors  at  the  sides;  second,  an 
extensible  section  of  fle.xible  material  uniting 
the  said  extension  of  the  car-body  with  a  face-  50 
plate,  which  forms,  when  railway-cars  are  not 
coupled,  the  open  end  of  the  vestibule;  third, 
the  said  face-plate,  combined  with  the  car 
structure  and  arranged,  as  described,  to  os¬ 
cillate  on  a  central  vertical  line,  but  restrained  55 
as  to  other  movements  to  one  in  a  line  passing 
longitudinally  and  horizontally  through  the 
center  of  the  car,  and,  fourth,  a  threshold- 
plate  having  the  same  movements  and  re¬ 
straints  as  the  said  face-plate,  substantially  60 
as  described. 

GEORGE  M.  PULLMAN. 

Witnesses: 

Edward  II.  Goodman, 

Charles  K.  Offield. 

*  -  -  ■  ■  '  '  -- J.. 


AIR  GAS 


King’s  Treatise  on  Coal  Gas. 

The  most  complete  work  on  the  science  and  practice  of  gas  lighting  ever  published. 


The  employment  of  the  more  volatile  products  of  distilled  petroleum  of  sp.  gr.  ,630  to  .680  to  carbonize  air  for 
illuminating  purposes,  without  the  aid  of  heat,  is  something  quite  different  from  the  dilution  of  a  powerfully  burning 
petroleum-gas  with  air.  These  volatile  spirits  have  a  peculiar  character.  Their  boiling  points  and  their  specific 
gravities  diminish  together,  so  that  in  them,  more  justly  than  in  any  other  volatile  bodies,  it  is  permissible  to  estimate 
their  degree  of  volatility  by  their  specific  gravity.  This  fact  enables  the  suitability  of  a  petroleum  spirit  for 
carburetting  air  or  other  gases  without  heat  to  be  roughly  indicated  without  determination  of  its  boiling  point ;  its 
specific  gravity  being  known.  Still,  to  find  the  quantity  of  vapor  of  any  kind  that  is  capable  of  existing  in  common 
air  at  various  temperatures,  it  is  necessary  to  know  the  vapor  tension  of  the  liquid.  Petroleum  spirit  of  sp.  gr.  .650, 
commonly  called  gasoline,  is  the  product  generally  used  for  carburetting.  In  the  following  short  table,  the  vapor 
tension  of  this  spirit,  which  has  a  boiling  point  of  57°  Cent.  (136°  Fahr.),  has  been  calculated  for  common  temperatures: 


'  Maximum  Vapor  Tension  of  Gasoline  Sp.  Gr.  .660, 
Temperatures. — (Willc  ) 


Vapor  Tension. 
43.5  mm. 
81.0  “ 


These  vapor  tensions  therefore  express  the  maximum  proportionate  quantities  of  the  spirit  which  can  exist 
dissolved  in  air,  or  other  medium,  at  those  temperatures.  T/ius,  the  quantity  of  vapor  dissolved  at  60°  Fahr.,  or  the 
temperature  of  a  tolerably  warm  day,  is  about  double  that  which  will  be  held  dissolved  at  32°  Fahr.,  or  the  freezing  point  of 
water;  the  reduction  of  the  temperature  from  60°  to  50°  Fahr.  is  accompanied  by  the  loss  of  about  one-quarter  of  the 
amount  of  hydro-carbon  vapor.  These  are  facts  over  which  inventors  of  carburetters  hazie  stumbled  again  and  again,  but 
they  are  the  natural  effect  of  laws  which  cannot  be  violated.  The  above  table  may  be  stated  in  another  form,  with  the 
figures  representing  the  vapor  tensions  converted  into  percentages  of  the  vapor  present  in  any  bulk  of  air  or  gas  at  any 
particular  temperature.  It  will  then  stand  thus  : 


/9F 


lO-trC  I  “i.— 


Tarle  of  Percentage  of  the  Vapor  of  Gasoline,  Sp.  Gr.  .650  present  in 

OTHER  MeIIIUM  AT  DIFFERENT  TEMPERATURES 

Temperature. 

14°  Kahr. 

32^  “  .  . 

50°  “  .  . 

60°  “ 

68° 

'04°  “  . 


Air  or 


Percenl.ige. 

57 

10.7 


27.0 

390 


Now,  as  stated  by  Mr.  T.  Wills,  F.  C.  S.,*  for  an  air  gas  scheme  to  be  successful,  the  air  must  hold  in  suspension 
a  sufificient  f|uantity  of  vapor  at  the  lowest  temperature  to  which  it  may  be  possibly  exjiosed,  as  shall  confer  upon  it 
both  innammability  and  adequate  luminosity;  which  means  that  at  higher  temperatures  it  will  hold  in  solution  a  much 
greater  quantity  than  is  necessary  in  order  to  obtain  such  a  result.  This  principle  holds  good  with  all  air  gas,  of  the 
class  already  treated  of  as  well  as  that  made  by  cold  carburetting,  with  which  process  we  are  now  more  particularly 
concerned;  but  we  may  have  occasion  to  refer  again  to  the  larc  of  vapor  saturation  in  its  general  application,  and  therefore 
tt  ts  only  necessary  to  draw  attention  to  its  great  importance  in  connection  with  a  kind  of  air-gas  which  depends  for  its 
illuminating  poiver  ioholly  upon  vapors. 


It  must  never  be  forgotten  that  an  air  gas  made  without  heat,  the  light-giving  quality  is  nothing  more  than  a 
vapor—/,  r.,  liquid  particles  in  a  state  of  minute  subdivision,  but  not  by  nature  differing  from  the  licpiid  from  which 
they  have  been  drawn,  and  to  which  they  can  be  again  reduced  under  favorable  conditions.  The  problem  to  be  solved 
by  the  maker  of  cold  air-gas  is,  briefly,  to  cause  the  air  or  other  base  of  the  desired  illuminating  mixture  to  take  up 
just  so  much  of  the  volatile  liquid,  and  no  more,  as  shall  endue  it  with  the  required  qualities  of  inflammability  and 
luminosity  at  the  lowest  temperature  at  which  it  is  to  be  consumed,  irrespective  of  its  own  positive  tenqierature,  or  that 
of  the  liquid  at  the  time.  It  will  be  perceived  that  this  problem  involves  what  is  practically  a  contradiction  in  terms, 
for  the  capacity  of  air  or  other  permanent  gas  to  carry  a  load  of  vapor  depends  upon  its  temperature,  so  that  in  order  to 
fulfil  the  conditions  upon  which  success  depends,  it  is  necessary  to  first  subvert  the  very  principle  upon  the  ])ossession 
of  which  the  permanency  of  the  illuminating  mixture  solely  rests.  As  a  matter  of  fact,  the  problem  here  stated  has  never 
yet  been  solved  tvilh  more  than  partial  success;  the  nearest  approach  to  a  perfect  solution  having  been  experienced  with 
a  small  apparatus,  esjiecially  of  the  class  intended  for  domestic  use,  wherein  the  result  and  mixture  is  burnt  as  soon  as 
made.  The  causes  of  the  failure  of  all  attempts  to  introduce  the  system  on  a  large  scale,  such  as  was  tried  in  1873 
at  the  Crystal  Palace,  Sydenham,  are  found  in  the  uncertain  and  irregular  character  of  the  carburation,  and  the 
tendency  of  the  hydro-carbon  vapor  to  precipitate,  partly  in  consequence  of  the  inevitable  variations  in  temperature  to 
which  the  contents  of  an  exposed  gas-holder  are  subject,  and  partly  owing  to  the  friction  suffered  by  the  mixture  in  its 
l)a.ssage  through  an  ordinary  pipe  system.  'Phe  effect  of  the  last  named  circumstance  is  even  more  disastrous  to  a 
compound  of  air  and  hydro-carbon  vapor  than  any  vicissitudes  of  temperature  endured  by  it  while  standing  in  a 
tolerably  quiescent  bulk,  for  it  has  been  observed  that  a  mixture  of  this  kind,  which  ordinary  photometrical  tests  had 
proved  to  be  fairly  permanent  while  it  rested  during  several  days  in  a  gasholder,  suffered  appreciable  deterioration  by 
being  transferred  to  another  holder  in  a  distant  part  of  the  same  works. 


I  he  great  inducements  to  exhaustive  trial  of  the  cold  air  carburetting  system  have  been  the  ease  with  which  air,  or 
any  permanent  gas,  can  be  loaded  with  hydro-carbon  vapor  given  off  from  suitably  volatile  liquid,  and  the  low  cost  of 
the  carburetting  plant.  I^is  as  easy  to  make  a  given  quantity  of  air  inflammable  and  luminous,  as  it  is  difficult  to  ensure 
anything  like  such  a  degree  of  reliability  in  the  jirocess  as  is  imperative  when  the  mixture  is  to  be  sold  in  the  ordinary 
commercial  way  as  a  lighting  medium.  It  is  this  'fatal  facility  "  of  the  scheme  which  has  led  to  the  many  costly  attempts 
to  render  it  practicable;  but  sooner  or  later  this  iffuia  fntUUH  of  artificial  lighting— for  so  it  truly  deserves  to  be  called— has 
left  its  folliWers  to  sink  disappointed  tn  the  depths  of  dijfficulty  K’hich  its  first  fair  promise  induced  them  to  ignore  or  despiie. 


Although  the  carburetting  of  air  with  liquid  hydro-carbons  which  give  off  inflammable  vapor  at  ordinary 
temperatures  has  been  dreamt  of  since  1853  at  least,  when  Mr  Longbottom  tried  to  make  illuminating  gas  by  driving 
dried  and  “decarbonated”  air  through  benzole,  the  most  notable  attempts  in  this  direction  were  made  in  1872  and  1873, 
when  the  cheapness  of  suitable  petroleum  sjiirit  caused  a  great  revival  of  efforts  to  introduce  the  process  on  a  large  scale. 
It  was  found  at  about  the  latter  date  that  the  first  distillates  of  crude  pietroleum,  which  were  too  volatile  and  inflammable 
to  be  burned  in  any  sort  of  lamp  then  or  now  in  use,  were  obtainable  as  an  entirely  waste  product,  at  a  merely  nominal  cost. 
The  users  of  this  spirit  had  chiefly  to  encounter  the  cost  of  its  transport  and  handling  which  was  rendered  high  in  consequence 
of  its  exceedingly  dangerous  character,  and  before  its  use  in  large  quantities  was  generally  abandoned  several  serious  accidents 
were  caused  by  it;  while  at  the  present  day,  when  it  is  almost  exclusively  handled  and  stored  in  small  quantities  for  portable  or 
domestic  air  gas  machines,  grave  disasters  are  occasionally  recorded  from  its  uncoUtVoUahle  explosive  tendeiiej/. 

♦Journal  of  Gas  Lighting,  vol.  xxii.,  p.  511.  A  lecture  delivered  before  the  Society  of  Arts. 


The  spirit  found  most  suitable  for  large  or  small  carburetters  is  of  about  .650  specific  gravity.  The  best 
methods  that  have  been  tried  for  causing  its  absorption  by  air,  although  numerous  and  superficially  various,  have 
observed  several  broad  principles  in  common.  Something  of  the  nature  of  the  motive  power  meter,  originally  designed 
by  Mr.  Lowe,  of  the  Chartered  Gas  Company,  I.ondon,  has  been  necessary  in  order  to  draw  the  desired  quantity  of  air 
which,  in  its  natural  condition,  or  dried  by  being  passed  over  sulphuric  acid,  or  decarbonated  by  contact  with  caustic 
potash,  has  then  been  driven  thr9iigh  the  liquid  hydro-carbon;  the  spirit  being  exposed  in  bulk  to  the  air,  which  has 
been  made  to  bubble  through  it  in  small  streams.  'I'his  plan  possessed  inherent  defects  of  its  own,  traceable  to  the  fact 
that  by  it  the  more  volatile  portions  of  the  charge  of  liquid  were  first  taken  up  by  the  air,  thus  causing  a  progressive 
deterioration  in  the  quality  of  the  mixture,  which  was  liable  to  have  a  commencing  illuminating  power  as  much  in  excess 
of  what  was  wanted  as  the  last  made  portion  was  deficient.  Another  and  better  device  urns  to  saturate  porous  or  fibrous 
substances  with  a  quantity  of  liquid  proportioned  to  the  bulk  of  air  passed  oi'er  them  in  a  stated  time.  'I'his  was  perhajis  as 
perfect  a  way  to  make  air  gas  as  could  have  been  devised.  It  is  always  necessary,  when  volatile  liquids  are  rapidly 
evaporated  to  provide  means  for  maintaining  them  at  the  normal  temperature  during  the  operation,  otherwise  the  rajrid 
abstraction  of  heat  from  the  residual  fluid  by  the  vapor  will  reduce  its  temperature  even  to  the  freezing  point.  This 
service  has  generally  been  performed  by  a  steam  pipe  coiled  in  the  receptacle  for  the  liquid. 

The  following  table  given  by  Mr.  James  R.  Smedberg,  C.  E.,  of  San  Francisco,*  illustrates  some  of  the  more 
striking  propertjes  of  carburetfed  air  as  compared  with  coal  gas.  The  experiments  from  which  the  figures  are  taken 
were  carried  out  in  the  laboratory  of  the  Manhattan  Gas  Company,  New  York,  by  Mr.  Schultz,  the  chemist  to  the 
Com])any,  and  Mr.  Smedberg: 
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Ilium.  Power  ! 
after  passage  ; 
through  Con¬ 
densing  Coil  of 
50ft. of^in. pipe.! 

I-OSS  1!Y  CONOENSATION. 
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III.  pr. 
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Co.al  Gas, 

The  same,  .... 

5.016 

5.016 
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1-57 
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Carburetted  Air, 

'I'he  same. 
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2 

3 

j  2  parts  Carburetted  air,  .  ) 

1  I  part  Coal  Gas.  f  ' 

'I'he  same,  .... 
The  same,  .  ,  , 

3-556 

3  -  708 
3.606 

30... 

67-9 

38-7 

-  6°  V. 

+9°F. 

q.70 

18  53 

20.52  i 
11.69  1 

According  to  this  gentleman,  the  climate  of  San  Francisco,  being  remarkably  equable  offers  the  most  favorable 
conditions  for  the  success  of  an  air  gas  scheme;  yet  ei'en  there  it  failed  most  lamentably  in  competition  with  coal  gas  of  ip 
candle  poiver,  selling  at  4  dollars  per  1,000  cubic  feet. 

'fhe  most  costly  experiments  with  carburetted  air  as  an  illuminating  agent  were,  however,  those  which  marked 
the  short  but  eventful  existence  of  the  Air  Gas  Company,  of  London,  which  was  formed  in  1872,  and  wound  u])  in 
1874.  This  Company  spent  much  money  in  the  endeavor  to  make  air  gas  on  a  large  scale;  but  all  the  efforts  of  their 
professional  advisers,  backed  by  unlimited  resources,  only  succeded  in  making  the  ultimate  collapse  of  the  enterprise 
the  more  impressive.  I  he  Company  worked  on  what  was  called  a  patented  process;  but  there  were  in  reality  many 
different  plans  tried  by  them  in  the  various  places  where  they  carried  on  their  operations — all  attempting  to  solve  the 
im])ossible  jtroblem  of  making  air  carry,  under  all  circumstances,  a  definite  proportion  of  i)etroleum  vapor.  The  sole 
element  of  hopefulness  in  the  idea  was  the  principle  which  it  was  attempted  to  carry  out,  and  which  has  been  already 
♦Journal  of  the  Gas  Lighling,  vol.  xxii.,  p.  718. 
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referred  to,  of  only  loading  the  air  with  sufficient  spirit  to  make  it  equally  luminous  with  ordinary  coal  gas,  with  the  view 
of  thus  keeping  the  proportion  of  vapor  down  to  the  minimum  in  order  that  the  air  might  be  enabled  to  retain  that 
quantity  in  suspension  at  ordinary  temperatures.  But  plausible,  as  this  idea  seems,  a  reference  to  the  table  already 
given  in  p.  352,  2d  table,  shows  that  between  68°  and  50°  Fahr.  there  is  a  difference  of  9.5  per  cent,  in  the  carrying 
capacity  of  air  for  gasoline  vapor,  irrespective  of  the  influence  of  friction.  Mr.  T.  Collinge,  who  held  the  position  of 
chemist  to  the  Air  Gas  Company  has  stated  that  1,000  cubic  feet  of  air  would  take  up  four  gallons  of  gasoline,  and  form 
a  combustible  mixture  therewith  of  16  candle  “gas.”  The  Company  usually  carburetted  this  bulk  of  air  with  four  and 
a  half  gallons  of  spirit  in  order  to  have  a  slight  margin,  and  this  spirit  cost  them  from  is.  6d.  to  2S.  6d.  per  gallon;  so  that 
at  an  average  cost  for  gasoline  of  9  s.,  there  was  produced  not  more  than  between  1,100  and  1,200  cubic  feet  or  luminous 
mixture,  which  was  said  to  lose  about  one-third  of  its  illuminating  power  if  reduced  in  temperature  20°  Fahr.  This 
disproportionate  loss  of  illuminating  power  in  comparison  with  the  actual  precipitation  of  the  hydro-carbon  vapor  in  air 
gas  is  due  to  the  same  cause  which  has  been  found  to  militate  against  the  luminous  stability  of  mixtures  of  hydro-carbon 
gas  and  air — namely,  the  damaging  influence  on  light  of  an  excessive  quantity  of  air  in  the  mixture  being  rather  in 
geometrical  than  in  arithmetical  ratio  with  its  actual  bulk.  ■* 


A  brief  account  of  an  experiment  conducted  by  Mr.  W.  Lyon  in  the  kindred  matter  of  carburetting  common  coal 
gas  with  gasoline  vapor  may  fitly  find  a  place  here.  Mr.  Lyon  found  that  1,000  cubic  feet  of  coal  gas  of  17.  i  candle 
power  would  take  up  12.7  gallons  of  gasoline  of  specific  gravity  .655  and  the  compound  would  then  be  raised  in  bulk 
to  1,270  cubic  feet  and  give  38.83  candle  power.  The  cost  of  the  spirit,  at  2  s.  per  gallon,  would  therefore  be  25  s.  5  d., 
which  added  to  the  value  of  the  coal  gas,  taken  at  4  s.  per  1,000  cubic  feet,  would  bring  the  total  cost  of  the  1,270  cubic 
feet  up  to  29s.  5d.;  while  2.27  times  this  quantity  of  the  coal  gas,  or  1,270X2.27  =  2882.9  cubic  feet,  costing  us. 
6.383  d.,  would  give  an  equal  amount  of  light. 


(Translation  from  German.) 


Keport  of  MR.  OAKLEY,  Director  of  the  Great  Northern  Railway, 
about  Experiments  with  Coal  Gas  Lights. 


We  have  made  experiments  with  carbnretted  coal  gas.  If  properly  regulated,  the 
light  is  quite  an  improvement  over  oil ;  but  the  uneven  quality  of  the  material  furnished, 
and  the  necessity  of  a  strict  regulation  of  its  consumption,  make  it  unlit  for  lighting 
railroad  cars. 

Besides,  in  cold  weather  the  carburetted  hydrogen  gas  condensed  in  the  pipes  and 
left  a  sediment.  The  material  was  very  volatile,  and  evaporated  in  warm  weather 
entirely. 

We  also  were  afraid  to  keep  and  use  so  dangerous  a  stuff  in  our  shops  and  sheds, 
and  after  a  few  months’  trial  we  concluded  that  it  was  no  system  to  be  adopted  by  us. 


London,  April,  1884. 


ANNUAL  STATEMENT. 


Pullman’s  Palace  Car  Company. 

FISCAL  YEAR  ENDING  JULY  31,  1889. 

INCOME  ACCOUNT. 

HEVBNUE. 

From  Earnings  of  Cars, .  •■@6,825,954  95 

“  Patents, .  8,327  43 

Manufacturing,  Rentals,  Dividends,  Interest,  &c.,  1,469,013  12 

.@8,303,295  50 

DISBUKSEMENTS. 

Operating  expenses,  including  maintenance  of  upholstery 
and  bedding,  legal  expenses,  general  taxes  and 

insurance, . @3,070,779  10 

Proportion  of  net  earnings  paid  other  interests  in  Sleep¬ 
ing  Car  Associations  controlled  and  operated  by  this 

Company,  -  - .  920,!K)5  66 

Interest  on  Debenture  Bonds,  ^ 

Dividends  on  Capital  Stock,  ------  1,795,638  00 

Repairs  of  Cars  in  excess  of  Mileage,  -  -  -  -  84,915  45 

Contingency  Reserve, . -  100,000  00 

@6,051,765  31 

Surplus  for  the  Year— being  excess  of  revenue  over 
ordinary  disbursements,  carried  to  credit  of  Income 

Account, .  @2,251,530  19 
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FINANCIAL  STATEMENT. 


ASSETS. 


1060  Cars  and  E<iuipments,  including  fran¬ 
chises,  . 

♦Amount  invested  in  other  Car  Associa¬ 
tions  controlled  and  operated  by  this 

Company, . 

Heal  Estate  and  Plant,  £08  acres  of  land, 
Car  Works,  homes  for  workmen,  and 
other  improvements  at  Pullman,  Ills., 
Real  Estate  and  Pullman  Ruilding,  Chi¬ 
cago,  -  -  ...  - 

Real  Estate  and  Plant,  Detroit  Shops, 

Real  Estate  and  Plant,  St.  Louis  Shops,  - 
Real  Estate  and  Plant,  Wilmington  Shops, 
Lumber  and  other  Construction  Material 
and  Operating  Supplies,  including  Cars 
in  process  of  construction,  etc.. 

Patents,  . 

Furniture  and  Fixtures  in  the  several 
offices  of  the  Company, 

Stock  in  Union  Foundry  and  Pullman 
wi.««i  Works. 

Other  Stocks  and  Bonds,  - 
Receivers’  Certificates, 

Cash,  --.... 
Demand  Loans,  -  -  .  . 

Balance  of  Accounts  Receivable  and 
Payable,  -  -  -  . 


$16,736,122  no 


4,95-5,84.5  30 


9SI2,878  76 
397,892  96 
121,328  06 
125,639  45 


3,347,302  80 
98,827  13 


112,332 


$  437,500  00 
2,720,355  84 
10,000  00 
356,063  92 
1,418,288  89 


1,685,824  22  6,628,032  87 


TOTAL  ASSETS, 

♦Total  number  of  cars  operated,  including  Association  cars,  1999. 
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840,782,691  95 


LIABIIiITIEB, 


Capital  Stock  issued,  250,000  shares,  par 

value,  $100  each,  ....  $25,000,000  00 

Outstanding  Bonds: 

8  per  cent.  Currency  debenture  Bonds: 

Fourth  series,  due  August  15, 1892,  820,000  00 

Amount  received  from  sale  of  old  cars, 
leased  from  Central  Transportation 

Company, .  . 441,370  49 

TOTAL  LIABILITIES,  $26,261,370  49 


SUHPLUS-Invested  in  the  Assets  of  the 

Company,  . 

Less  written  off  during  the  year: 

For  loss  on  old  cars  sold  or  destroyed, 
replaced  by  new,  etc.. 

For  depreciation  on  Cars  transferred 
from  “Cars  and  Equipments”  account 
to  account  of  other  Car  Associations 
controlled  and  operated  by  this  Com¬ 
pany,  . 

For  balance  of  account  for  rebuilding 
and  remodelling  cars  into  latest 
standard  Pullman  cars,  . 

For  estimated  depreciation  of  cars 
out  of  regular  service,  but  used  for 
temporary  purposes. 

For  estimated  ion  of  extra 

trucks,  -  -  -  -  •  ■  _ 


$14,905,023  23 

$58,402  61 

92,702  56 

82,596  60 

100,000  00 

$14,521,321  46 


Embraced  in  the  following  accounts: 
Contingency  reserve. 

Depreciation  account,  (franchises,  pat¬ 
ents,  etc.)  -  -  -  ■  ■ 

Income  account,  -  -  -  • 


613,940  00 

1,100,000  00 
12,807,381  46 
$14,521,321  46 
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WABASH  RAILWAY, 

JOHN  McNULXA,  Receiver. 


CIRCULAR  NO.  3. 


CHICAGO,  June  26th.  1889. 

TO  ALL  OFFICERS  AND  EMPLOYEES  OF  THE  WABASH  RAILWAY- 

The  Wabash  Railway  and  its  appurtenances,  including  all  of  the  railway  property  embraced  within 
this  Receivership,  will  be  turned  over  and  delivered  to 
JAMES  F.  JOY; 

0,  D.  ASHLEY; 

THOS.  H.  HUBBARD  and 
EDGAR  T.  WELLES, 

the  Purchasing  Committee,  at  twelve  o'clock  midnight,  June  30th,  1889,  under  and  pursuant  to  the  orders 
of  the  several  Circuit  Courts  of  the  United  States  tor  the  Northern  and  Southern  Districts  of  Illinois,  the 
District  of  Indiana,  and  the  Northern  District  of  Ohio,  Western  Division. 

You  are  therefore  directed  from  and  after  the  time  named  to  hold  all  such  property  in  your  pos¬ 
session,  or  under  your  control,  subject  to  the  orders  of  the  Wabash  Western  Railway  Company,  which 
has  been  authorized  by  said  Purchasing  Committee  to  receive  and  operate  the  same  until  further  notice 
by  proper  authority. 

All  business  transacted  prior  to  the  hour  of  delivery,  including  all  tickets  sold,  freight  billed,  or  in 
transit,  will  be  accounted  for  to  the  Receivership  as  heretofore;  and  all  business  done  after  such  hour, 
including  tickets  sold  and  freight  billed  will  be  accounted  for  to  the  Wabash  Western  Railway  Company 
as  Agent  of  said  Purchasing  Committee. 

In  severing  my  connection  with  the  management  of  the  road,  my  thanks  are  due  and  are  hereby 
tendered  to  each  and  all  of  you  for  your  honest,  faithful  and  efficient  services.  In  the  two  years  and 

three  months  we  have  served  together,  through  one  of  the  most  critical  periods  in  the  railroad  history  of 

the  country— during  rate  war,  strike  and  boycott,  or  when  pulling  on  an  even  keel  with  our  com¬ 
petitors— you  have  always  been  equal  to  the  occasion.  At  all  times  you  have  intelligently,  harmoniously 
and  enthusiastically  put  forth  your  best  efforts  for  the  success  of  “THE  WABASH." 

Now,  when  the  reasons  that  caused  me  to  be  called  by  the  order  of  the  Court  to  the  management 
of  the  property  have  ceased  to  exist,  and  I  am  about  to  sever  my  connection  with  it,  in  the  sadness  of 
my  separation  from  men  to  whom  I  have  become  strongly  attached,  it  is  pleasant  to  me,  and  will,  I  am 
sure,  be  gratifying  to  you  to  know  that  the  patrons  and  the  owners  of  the  road  alike,  without  a  dissent¬ 
ing  voice,  commend  your  work  and  express  their  satisfaction  with  the  result,  which  is  freely  conceded  to 
be  so  great  a  success  that  it  has  no  parallel.  This  success  and  the  credit  for  it  is  wholly  yours;  the 
part  you  have  taken  in  securing  it  will  stand  as  a  strong  recommendation  for  you  wherever  you  may  be 
hereafter. 

It  is  a  practical  demonstration  of  what  can  be  done,  where  many  hands,  prompted  by  willing 
hearts,  and  guided  by  clear  heads,  unite,  determined  to  work  harmoniously  in  the  accomplishment  of  a 
good  result.  On  this  result,  and  for  this  result,  I  congratulate  you,  and  I  thank  you. 

I  earnestly  hope,  and  knowing  you  as  I  do,  I  firmly  believe  you  will  continue  to  put  forth  your 

best  efforts  to  secure  another,  and  if  possible,  a  greater  success  for  the  incoming  management,  which  I 
cordially  commend  to  you,  and  for  yourselves,  that  you  will  continue  to  stand  by  the  motto:  “The 
Wabash  keeps  up  with  the  Procession,"  and  ^hat  hereafter,  as  now,  the  road  shall  be  known  as  “The 
Great  Wabash,”  and  its  force  as  the  best  and  most  harmonious  in  the  whole  country. 

You,  collectively  and  individually,  have  my  best  wishes  for  your  future  welfare  and  success  in  life. 


Receiver. 


The  Wabash,  St.  Louis  &  Pacific  Railway. 

OFFICE  OF  PURCHASING  COMMITTEE. 


Cl  RCU  LAR. 

New  York,  July  1st,  1889. 

The  Wabash  Western  Railway  Company  is  hereby  authorized  to  assume  the  control  and 
management  of  the  Wabash  Railway  Lines  (East  of  the  Mississippi  River),  recently  in  charge 
of  Gen.  John  McNulta,  Receiver,  and  which  have  this  day  been  turned  over  to  the  undersigned 
by  order  of  the  United  States  Circuit  Court,  entered  June  18th,  1889. 

JAMES  F.  JOY,  \ 

0.  D.  ASHLEY,  L  u  ■  n 
THOS.  H.  HUBBARD,  >P^'’chasmg  Committee. 

EDGAR  T.  WELLES,  ) 

The  Wabash  Western  Railway  Company. 

OFFICE  OF  GENERAL  MANAGER. 


St.  Louis,  July  1st,  1889. 

Pursuant  to  the  above  notice  from  the  Purchasing  Committee,  the  jurisdiction  of  the 
General  Officers  of  the  Wabash  Western  Railway,  in  their  respective  departments,  is  hereby 
extended  over  the  lines  of  the  Wabash  Railway  East  of  the  Mississippi  River. 

The  Officers  of  this  Company  are  as  follows,  viz: 


0.  D.  ASHLEY,  -  -  President, . NEW  YORK, 

EDGAR  T.  WELLES,  -  Vice-President,  NEW  YORK. 

JAMES  F.  HOW,  -  Vice-President  and  Treasurer,  -  -  -  ST.  LOUIS,  MO. 

J.  C.  OTTESON,  -  -  Secretary, . NEW  YORK. 

CHAS.  M.  HAYS,  -  General  Manager, . ST.  LOUIS,  MO. 

W.  H.  BLODGETT,  -  General  Solicitor, . ST.  LOUIS,  MO. 

D.  B.  HOWARD,  -  Auditor, . ST.  LOUIS,  MO, 

M.  KNIGHT,  -  -  -  Freight  Traffic  Manager,  -  -  -  -  ST.  LOUIS,  MO. 

F.  CHANDLER,  -  -  General  Passenger  and  Ticket  Agent,  -  -  ST.  LOUIS,  MO. 

H.  L.  MAGEE,  -  -  General  Superintendent, . ST.  LOUIS,  MO. 

J.  B.  BARNES,  -  -  Superintendent  Motive  Power  and  Machinery,-  SPRINGFIELD,  ILLS. 

M.  M.  MARTIN,  -  -  Superintendent  Car  Department,  -  -  -  DECATUR,  ILLS. 

G.  C.  KINSMAN,  -  Superintendent  Telegraph,  -  -  -  -  DECATUR,  ILLS. 

W.  S.  LINCOLN,  -  -  Chief  Engineer,  ST.  LOUIS,  MO, 

H.  A.  LLOYD,  -  -  General  Claim  Agent, . ST  LOUIS,  MO. 

H.  H.  WELLMAN,  -  -  Purchasing  Agent  and  General  Storekeeper,  -  ST.  LOUIS,  MO 

C.  B.  ADAMS,  -  -  Car  Service  Agent, . ST.  LOUIS,  MO. 

C.  P.  CHESEBRO,-  -  General  Car  Accountant, . ST.  LOUIS,  MO. 

J.  W.  JACKSON,  -  Chief  Surgeon, . KANSAS  CITY,  MO. 


CHAS.  M.  HAYS, 


JAMES  F.  HCW, 


Manager. 


Friday  evening  after  the  arrival  of  the 
boat  at  Montreal  at  6  o’clock  a  majority  of 
the  party  secured  carrisKes  and  drove 
about,  obtaining  a  general  idea  of  the  city, 
whicb,  like  Brooklyn,  is  oalleu  the  City  of 
Churches,  and  it  has  some  magnificent 
structures  in  that  line.  By  far  the  greater 
number  of  passengers  were  asleep  in  tbeir 
comfortable  berths  when  at  1  a.  m.  the  I 
tritin  pulled  out  of  Bovaventnre,  the  itrand 
Trunk  depot,  a  new  and  magnificent  build, 
ing,  and  started  on  the  last  part  of  the 
journey.  In  a  few  moments  Victoria 
bridge  was  reached  and  the  train  dashed 
into  the  Egyptian  darkness  of  what  is  said 
to  be  the  longest,  largest  and  most  costly 
bridge  in  the  world.  A  word  in  regard  to 
this  bridge  may  not  come  amiss. 

The  Victoria  bridge  which  spans  the  St. 
Lawrence  at  Montreal  was  completed  in 
18S9  from  the  designs  of  Robert  Stephenson 
and  A.  M.  Ross.  It  is  9,184  feet,  or  nearly 
two  miles  in  length.  It  consists  of  25  tubes, 
supported  by  24  piers  and  two  terminal 
abutments.  The  center  tnbe  is  detached 
at  both  ends,  and  the  double  tubes  are 
bolted  together  and  to  the  piers  at  their 
inner  junction,  and  free  at  their  outer 
ends.  These  free  ends  rest  upon  rollers, 
and,  as  openings  are  left  between  each  set 
of  double  tubes,  the  expansion  and  con¬ 
traction  caused  by  the  extremes  of  Cana¬ 
dian  climate  are  amply  provided  for.  They 
are  of  the  uniform  breadth  of  16  feet,  and 
are  arranged  for  a  single  track  within. 
Their  heighth  varies  from  18  ft.  to  6  4n.  t 
the  terminal  tubes  to  22  feet  for  the  center 
tube.  The  center  tube  is  60  feet  above  the 
summer  level  of  the  river.  The  first  stone 
was  laid  on  July  20tb,  1854.  and  the  first 
passenger  train  crossed  December  19tb, 
1859.  The  following  data  are  from  Mr. 
Legge’s  book  about  the  bridge :  Cubic  feet 
of  masonry,  3,000,000;  tons  of  iron,  in  tubes 
8,250 ;  number  of  rivets,  2,500,000 ;  painting 
on  tubes,  30  acres,  four  coats— equal  to  120 
acres;  force  employed,  3,040  men,  142 
horses,  four  locomotives.  Total  cost,  $8,- 
300,000. 

I  During  the  night  stops  were  made  at  the 

I  cities  of  St.  Lambert,  St  Hyaointhe,  Rioh- 

I  mond  and  Sherbrooke.  At  6.15  a.  m.  when 
the  train  arrived  at  Island  Pond,  the  first 
town  over  the  line,  a  large  number  of  the 
passengers  were  up,  and  all  ready  to  take 
in  the  beauty  of  the  mountain  scenery 
through  which  they  would  soon  pass.  Gor¬ 
ham,  N.  H.,  the  gateway  to  the  White 
Mountains,  was  reached  shortly  before  9 
o’olock,  and  here  the  regular  train  from 
Montreal  which  arrives  in  Portland  at  12.15 
was  overtaken.  Both  trains  were  late  and 
the  vestibule  received  orders  to  go  ahead 
of  the  regular  and  after  leaving  one  or  two 
passengers  for  the  White  Mountainsistart- 
ed  for  Portland  about  30  minutes  late.  It 
was  a  splendid  run,  the  heavy  train  going 
at  a  rapid  rate  and  with  a  motion  so  slight 
that  it  could  hardly  be  felt.  At  times  the 
rate  of  over  60  miles  an  hour  was  attained, 
and  not  only  was  the  lateness  of  30  minutOg 
made  up,  but  the  train  arrived  in  Portland 
over  15  minutes  ahead  of  time,  which 
speaks  volumes  for  the  road-bed  and  effi¬ 
ciency  of  tbe  Grand  Trunk. 

The  views  as  the  oars  whirled  down  the 
Androscoggin  valley  were  superb;  the 
mountains  were  seen  at  their  best  and  tbe 
tourists  were  delighted  with  the  scenery. 

When  the  train  arrived  at  the  Grand 
Trunk  station  there  was  a  large  crowd 
waiting  to  weloome  them.  After  stopping 
long  enough  to  allow  a  few  through  pas-  I 
sengers  to  alight,  tbe  train  palled  out  into 
Commercial  street  to  the  head  of  Long  | 


wharf.  Here  thousands  of  people  were  I 
oongr^ated,  and  amid  the  booming  of 
cannons  the  passengers  alighted.  Anarch  | 
of  weloome,  bearing  the  words  “Chicago, 
Welcome,  Portland,"  was  erected  across 
the  head  of  tbe  wharf,  and  a  line  of  trees 
lined  the  sides.  The  First  Regiment  Band 
was  stationed  near  the  train,  and  to  its 
enlivening  strains  tbe  tourists  marched 
down  the  wharf  and  boarded  tbe  steamer 
S.  E.  Spring,  whore  the  Garden  band  was 
located,  and  which  played  a  welcoming 
selection.  The  members  of  the  committee 
of  the  Board  of  Trade  were  here,  there 
and  everywhere,  and  untiring  in  their 
efforts  to  make  the  weloome  a  success.  A 
large  number  of  leading  citizens  boarded 
the  steamer  E.  P.  Shaw  and  with  the  First 
Regiment  Band  aboard  acted  as  a  consort 
to  the  Spring  during  her  trip  to  the  islands. 
All  along  Commercial  street  flags  and 
bunting  were  profusely  displayed  and  the 
shipping  in  tbe  harbor  was  gaily  decorated. 
The  steamers  slowly  moved  down  the  har¬ 
bor  dnd  were  continually  saluted  by  the 
various  steamers  met.  The  ferry  boat 
Cornelia  H.  was  decked  from  end  to  end 
and  steamed  about  the  harbor  to  allow  the 
large  party  aboard  of  her  a  full  view  of 
tbe  proceedings. 

The  Shaw  accompanied  the  Spring  as  far 
as  Cushing’s  Island  and  turned  about 
and  returned  to  the  city,  while  the 
other  boat  steamed  out  and  around  the 
Uland,  returning  through  White  Head  pas¬ 
sage  thus  giving  tbe  tourists  an  excellent 
idea  of  the  island  which  is  to  beiheir  home 
for  some  weeks  to  come.  An  excellent 
lunch  was  served  aboard  tbe  Shaw. 

The  Chicago  party  were  very  much 
pleased  with  their  reception  and  were  en¬ 
thusiastic  in  their  praise  of  Portland  and 
the  islands.  Yesterday  they  were  all  com¬ 
fortably  settled  and  by  to-day  will  be  in 
full  enjoyment  of  their  outing. 

A  DAY  ON  THE  TRAIN. 

Probably  there  are  many  of  our  readers 
who  have  as  yet  never  had  the  opportun¬ 
ity  of  travelling  on  a  vestibule  train,  and 
doubtless  there  are  some  who  have  never 
spent  the  night  in  a  Pullman  sleeper,  and 
an  account  of  how  a  day  is  usually  spent 
on  a  vestibule  train  may  be  read  with  in¬ 
terest.  As  is  well  known  a  sleeping  oar  is 
used  daring  the  day  as  a  parlor  oar,  and  to 
the  uninitiated  entering  it  during  tbe  day 
there  is  nothing  to  indicate  that  at  night  it 
is  transformed  into  a  perfect  sleeping 
apartment.  Supposing  wo  board  a  train  at 
nigbt  when  th^  passengers  are  quietly 
sleeping.  Tbe  oar  presents  an  odd  appear¬ 
ance  and  looking  down  tbe  narrow  passage 
nothing  can  be  seen  but  the  draperies 
which  fall  in  loose  folds  about  the  berths. 
The  habits  of  through  passengers  vary. 
’Those  who  are  travelling  for  tbe  first  time 
or  those  who  are  interested  in  scenery  are 
likely  to  be  early  astir,  and  the  colored 
porter  quite  likely  has  an  order  to  call 
number  so  and  so  at  an  early  hour. 

The  ordinary  traveler  arrises  about  7 
o’clock  while  the  old  stager  sleeps  until  he 
bears  the  magic  words  (magic  in  the  sense 
of  getting  anyone  up)  “Last  call  for  break¬ 
fast,”  or  until  the  porter,  his  patience 
tired  beyond  endurance,  tolis  him  if  he 
don’t  get  up  he  will  shut  him  up  in  his 
berth.  There  is  a  humorous  side  to  life  in 
a  sleeping  oar  and  sometimes  embarrassing 
Mtuations.  Tbe  man  in  the  upper  berth 
who  has  dressed  morning  after  morning 
lying  upon  his  back  and  by  occasionally 
forgetting  himself,  bumps  his  bead  smartly 
upon  the  overtMad  finish,  knows  how  to 
appreciate  the  aituation.  A  .bashful  man 


ffn  an  upper  berth  is  one  tolbe'pitied.  He 
may  hava-fverslepir'bimself,  and  when  he 
awakes  bk  carefully  pulls  the  curtains 
asfljff  anM^yly  '.p^ps:^at.  He  may  be 
startled  tl^  thnttis  section  is  the  only 
one  not  mMe  up  ^Abe  oar  and  in  the  sec¬ 
tion  direct^  opp^b,  two  or  three  ladies 
an  gaily  chattinK  With  an  effort  be 
orambersover  the^ide  and  drops  to  the 
fioor  clad  inipants  and  shirt,  his  face  as  rad 
as  a  beet,  and  commences  to  hunt  for  bis 
shoes,  which  perchance  may  be  half  way 
under  the  lower  berth.  Securing  them,  he 
makes  a  break  for  the  wash  room  and  like¬ 
ly  enough  he  finds  it  occupied  and  is  ob 
liged  to  stand  and  wait  or  run  tbe  gaunt 
let  back  to  his  berth.  But  the  bashful  ma 
is  a  rare  bird  on  a  sleeping  car. 

Breakfast  is  tbe  first  thing  that  demands 
attention,  and  the  dining  oar  is  reached 
with  no  more  inconvenience  than  walking 
through  tbe  rooms  of  one’s  own  home.  An 
elegant  breakfast  is  served  on  all  the  Full' 
man  Company’s  cars.  After  breakfast  the 
:  gentlemen  retire  to  the  smoking  apart* 
i  ments  or  the  observation  oar,  and  an  hon 
I  or  two  is  passed  in  this  manner,  after 
I  which  they  settle  down  in  some  comforta¬ 
ble  seat  and  with  a  book  from  the  library, 
or  at  a  game  of  whist,  pass  away  the  time 
to  luncheon,  which  is  served  at  nooi 

A  luncheon  on  a  Pullman  car  is  n 
mean  meal,  the  menu  being  extensive  and 
wide  in  range.  It  must  be  remembered 
that  daring  all  this  time  the  train  is  run 
ning  at:a  speed  ranging  all  tbe  way  from 
30  to  60  miles  an  hour.  The  afternoon  is 
spent  in  about  tbe  same  way  as  tbe  morn 
ing  unless,  per  chance  the  train  may  stop 
for  some  time  and  an  opportunity  given  to 
inspect  some  place  of  interest.  Dinner  is 
served  from  5.30  to  8  and  is  a  good  one.  An 
idea  of  tbe  meal  may  be  obtained  from  tbe 
following  menu  which  was  served  on  the 
“Sea  Side  and  White  Mountain  Special: 


Boiled  Kennebeck  Salmon,  Sauce  HolIanualM. 

Potato  Croquettes. 

Sliced  Cucumbers.  Baw  Tomatoes. 

Boiled  Ox  Tongue,  Tomato  Sauce. 

Roast  Beef.  Spring  Lamb.  Mint  Sauo 

Roast  Spring  Chicken,  Stuffed. 

Saute  of  Sweetbreads  wltb  French  Peas. 

Spanish  Pritters,  Wine  Sana 
Shrimp  Salad.  Dressed  Lettua 

Gherkins.  Chili  Sauce.  Queen  Olives. 

Chow  Chow. 

Hashed  PoUtoes.  New  FoUtoes  with  Cream. 
New  Peas.  Summer  Squash. 

Asparagus  on  Toast. 

Apple  Pie. 

Cocoannt  Custard  Pudding,  lAmon  Sauce. 

Fruit. 

Ice  Cream.  Raspberries.  Freservei 

Assorted  Cake.  Marmalade. 

English.  Orambam  and  Oatmeal  Wafers. 
Edam  and  Roquefort  Cheese.  Water  Crackers. 

Coffee. 

Table  Water  from  Poland  Springs. 

A  fine  wine  list  is  always  found  on 
Pullman  car  bill  of  fare.  In  tbe  evening 
the  time  is  variously  spent.  Those  who 
desire  to  retire  early  can  do  so  and  by 
notifying  tbe  porter  can  have  their  berth 
or  drawing  room  ready  at  any  time. 

A  great  many  gentlemen  avaU  them 
selves  of  the  facilities  of  the  oonveeiteoa 
and  after  a  bath  in  a  full  sized  bath'  rooo 
undergo  tbe  operations  of  the  tonsorial 
artist  with  as  much  ease  and  safety  as  in 
any  barber  shop  in  a  large  city.  There  ari 
but  five  barbers  in  tbe  entire  Pnllman 
service  and  they  run  only  on  tbe  limited 
vestibule  trains. 

Tbe  arrangements  all  through  the  vestl 
bale  train  are  of  tbe  latest  and  most  im 
proved  pattern.  Instead  of  the  usua^ 
.  pump  in  the  wash  room  patent  faucets  ar( 
used  and  the  water  enters  tbe  bowls  jus 
,  under  the  edge.  Tbe  wglar  Is  oarrisAli 
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ten*  air  tight  taaki  un  der  eMh  car  and  ial 
anpplied  with  a  powerful  preaaure  from! 
the  ale  brakes,  the  air  entering  the  tanks 
from  the  brake  cylinders  instead  of  being 
exhausted  into  the  open  air  as  is  usnal  on 
common  oars.  The  train  is  provided  with 
a  brake  cord,  so  that  the  train  may  be 
stopped  from  any  car,  or  in  case  the  train 
breaks  apart  the  brakes  are  automatically 
set.  What  is  called  an  air  signal  is  also 
attached,  so  that  the  conductor  instead  of 
going  through  the  laborious  process  of 
pulling  the  bell  cord  of  the  entire  length 
of  the  train  and  ringing  the  gong  in  the 
engine,  merely  touches  a  cord  and  the 
locomotive’s  whistle  blows.  Take  it  all  in 
all,  life  in  a  vestibule  train  is  a  most  luxu¬ 
rious  mode  of  traveling. 

A  BESUMK  OF  THS  TBIP. 

While  the  Argus  readers  have  been  kept 
thoroughly  posted  from  day  to  day  on  the 
progress  of  the  first  trip  of  the  “Sea  Side 
and  White  Mountain  SpecUl"  from  Chi¬ 
cago  to  Portland  and  the  places  of  interest 
briefly  described,  there  are  a  few  things 
which  may  be  mentioned  that  owing  to 
the  hurry  in  sending  matter  en  route  were 
necessarily  omitted. 

From  Fort  Gratiot  to  Hamilton  the 
Grand  Trunk  road  passes  through  one  of 
the  most  fertile  parts  of  Canada,  and 
which  is  termed  the  “Garden  of  the  Do¬ 
minion.”  Fruits  of  all  kinds  are  raised  in 
abundance  and  they  are  early  on  the 
market. 

It  is  now  perfectly  safe  to  visit  Niagara 
Falls,  and  has  been  for  the  past  two  or 
three  years,  for  since  the  State  of  New  { 
York  and  Canadian  government  have  i 
taken  possession  of  the  land  about  Niagara 
the  danger  of  being  robbed,  so  to  speak,  by  i 
hackmen  and  others  has  been  done  away  j 
with.  This  season  there  is  a  firm  named 
Miller  &  Brundage,  who  furnish  carriages 
at  the  Ponce  de  Leon  Hotel  at  St.  Augus¬ 
tine,  Fla.,  who  have  made  an  arrangement 
byi  which  the  tourist  can  see  all 
the  points  of  interest.  They  issue  a 
series  of  tickets  which  are  good  for  a  ride 
from  the  depot  or  hotel  .to  all  the  attrac¬ 
tions  and  all  expenses  paid.  The  majority 
of  the  party  took  the  carriages  of  this  firm 
and  visited  the  following  places: 

The  old  whiHpool  where  the  water 
whirls  in  powerful  circles  to  the  Canadian 
shore  and  with  deep  suction  seeks  to  get 
out  of  the  narrow  gorge  which  is  the  cause 
of  the  whirl  itself.  From  the  whirlpool  to 
the  Canadian  side  over  the  driveway  of 
the  suspension  bridge  which  is  under  the 
railroad  track.  When  the  train  arrivedlat 
Niagara  is  passed  slowly  onto  this  bridge 
and  stopped  in  the  center  and  the  first 
view  of  the  falls  and  rapids  was  obtained. 
The  Cantilever  bridge  is  just  above  the 
suspension  bridge  and  above  that  is  a  new 
suspension  bridge  for  carriages.  After 
crossing  suspension  bridge  the  whirlpool 
rapids  were  visited  and  then  Table  Rook> 
where  some  made  a  trip  under  the  falls 
Mn^lied  in  oilskins;  to  Goat  Island  group, 
iOpping  at  Bath  Island,  Lunar  Island, 
Three  Sister  Islands,  Biddle  stairs  and 
Terrapin  Rooks  and  thence  to  the  depot. 
Eight  hours  were  spent  at  Niagara. 

On  Friday  morning  the  steamer  Algerian 
was  taken  for  the  sail  down  the  St.  Law¬ 
rence.  The  scenery  through  the  Thousand 
Islands  is  very  pretty,  but  we  have  its 
equal  If  not  better  in  Casco  Bay.  The 
rapids  were  interesting  and  exciting,  but 
space  forbids  farther  mention  than  has  al¬ 
ready  been  given  of  them.  The  steamer 
reached  Montreal  about  6  o'oioeki  and  as 


she  steamed  HBlHHimtjnjf 

the  Allan  and  Dominion  lines,  so  familiar 
to  Portland  people.  It  seemed  something 
like  home.  A  fine  view  of  the  Victoria 
bridge  was  obtained  while  passing  under  i^ 
before  landing  at  Montreal. 

THK  KAILBOAD  OFFICIALS. 

Much  interest  has  been  Uken  by  the 
Chicago  and  Grand  Trunk  and  Grand 
Trunk  railroads  in  the  success  of  this 
limited  vestibule  train,  and  without  doubt 
they  will  be  rewarded  by  seeing  their 
efforts  appreciated  by  a  liberal  patronage 
of  the  finest  train  in  the  world. 

At  the  Chicago  end  of  the  line  Messrs. 
George  B.  Reeve,  traffic  manager,  and  W. 
E.  Davis,  genet  al  passenger  agent  of  the  C. 

&  G.  T.,  have  been  untiring  in  their  efforts 
and  have  been  ably  seconded  by  all  the 
officials  of  the  road.  At  Montreal,  William 
Edgar,  general  ticket  agent  of  the  Grand 
Trunk ;  at  Portland,  Frederick  Smith,  gen¬ 
eral  agent,  and  John  Lawlor,  ticket  agent, 
have  done  much  to  make  the  train  a  sue. 
cess. 

Many  of  the  prominent  officials  of  the 
different  divisions  have  personally  accom¬ 
panied  the  train.  Mr.  Davis  rode  several 
hundred  miles  into  Michigan  until  he  be¬ 
came  satisfied  everything  was  running  per¬ 
fectly.  Mr.  W.  D.  Hannah  of  the  Grand 
Trunk,  accompanied  the  train  over  their 
entire  line.  Mr.  Robert  Hay  of  the  Mon- 
treal-Portland  division,  came  from  Mon¬ 
treal  to  Portland. 

The  Pullman  Company  was  also  well 
represented.  Mayor  Trout,  the  commissa¬ 
ry  general,  coming  the  whole  distance,  and 
Mr,  W.  A.  Ritchie  from  Montreal.  The 
railtoad  men  were  welcome  additions  to 
the  party  and  were  appreciated  by  the 
passengers. 

Conductors  Coffin  and  Myrick  and  Miss 
Sta^ofthe  Pullman  Company  were  at¬ 
tentive  and  courteous  and  much  liked  by 
the  entire  party,  and  Special  Agent  A.  L- 
Clarkwas  invaluable  in  his  information 
of  all  points  of  interest. 

Mr.  H.  W.  Kibbie  of  the  Grand  Trunk 
rendeied  great  aid  to  the  passengers  by 
his  explanations  of  the  scenery  down  the 
St.  Lawrence. 

NOTES. 

The  “Special”  left  for  Chicago  at  five 
o’clock  with  four  passengers.  A  number 
will  join  it  at  Montreal  and  other  places 
along  the  line.  It  arrives  at  Chicago  Tues¬ 
day  morning  at  11  o’clock. 

The  most  powerful  engines  in  the  Grand 
Trunk  service  were  used  on  the  train.  Six 
different  engines  were  used. 

The  Sunday  Telegram  issued  a  neat  card 
of  welcome  to  the  tourists,  accompanying 
which  were  coupons  for  a  ride  on  the  horse 
cars  and  a  glass  of  soda. 

Elegant  stationery  bearing  the  imprint 
“En  Route,  Pullman  Vestibuled  Train, 
Seaside  andr«  White  Mountain  Special” 
was  furnished  the  passengers  and  the  writ¬ 
ing  desks  in  the  libraap  oar  were  frequent¬ 
ly  occupied  by  the  ladies  writing  messages 
on  this  dainty  paper. 

Mr.  W.  E.  Davis,  tbe  G.  P.  and  T.  A.  of 
the  Chicago  and  Grand  Trunk  made  a  vis¬ 
it  to  Portland  last  March  ana  made  many 
warm  friends  among  our  citizens. 
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What  the  Chicago  Press  say  about  the  “SEASIDE  &  WHITE  MOUNTAINS  SPECIAL.” 


CHICAGOANS  HEARTILY  WELCOMED. 


THE  SKETCHING  PARTY. 


<  liioij;.)  tniTv  Woilm-Nilnj 
Chica.L;n  A  I  iriii  il' 'I'niiik  Rn:t,'l 
ns  llh'  Art  Iiisiitiiit.*  ]iarly  iiml  r.i 
iscd  niiy  sm.-|i  pnlntinl  nivuniiiicnln 


iMHk'ni;!.'  niiiipartnu'iil  nlsii  i-onlaiin-.l  tlii' 
eloflrii-  lit;lit  ajiiiaratiis,  alsn  a  Imrli.-r  s|.,,p 
ami  yinilli'ini'n's  linlh-niniii.  'I'hi.'  sia-oiiil  a.is 
the  dininy  ear,  and  f.dliiw  iiij;  this  three  shvi.- 
ins^  cars  nmtaiiiiiiK  inure  niodcrn  apidiaiices 
fur  liiMiry,  cuinfurt  ainl  lieaiity  than  lime 
e\er  lieen  known  in  ears  desi^nieil  fur  ]iuljlii 
service.  .Ainuny  the  other  cunv  ei.iences  in 
each  was  a  ladies'  hath-ruuin.  'I'he  last  car 
un  the  ir.iin  was  a  cuinliinatiun  sleepint;, 


■d  lheni  s.afely  on  t 'iisl 
of  all  of  the  lieantifnl 
Siiiiihiji.  Ill 


TO  THE  OCEAN  EVERY  WEDNESDAY. 


train,  cuiniiused  enlirelv  of 
U-ars,  consists  as  follow  s: 
i  estiinded  t'uiniiusite  Car, 
cinnpartment,  electric  lit;hl 


.oi't;  Wharf.  Here  the  e.xcursionists  dUein- 
arhed  and  niarchevl  to  the  steainhoat  land- 
i.i;,  over  the  entrance  of  w  hich  was  erected  a 
andsonie  arch  hearing  the  inscription  “<'!n- 
tgo,  Welcome  to  I'nrtland."  'I'lie  First 
egiment  l.and  was  stationed  at  tlie  wliarf, 
id  greeted  the  excursionists  witli  music  as 
ley  emtiarked  on  lioani  tlie  steamer  l  i. 
iring.  .A  committee  from  tlie  Hoard  of 
rade,  tlie  Mayor  aiul  aldermen  of  I’nrtland 
iiliarked  on  tile  steamer  I'i.  I’.  Shaw  with 


with  Knowlton’s  b.and  on  lioard  made  a 
tie  tri])  in  tile  harbor  lieyond  Cnsliing's 
land,  and  then  returned  to  tile  island,  dis- 
iibarked,  and  proceeiled  to  the  Ottawa 
inise  witliout  furtlier  ceremony.  On  the 
ssage  down  the  harlior  a  Innch  was  served 
1  the  I'i.  I’.  .Shaw  for  the  escort,  as  it  was 
cir  dinner  lionr.  'I'he  shipping  wasgayly 
eked  witli  flags,  tlie  Italia',  Fort  I’reble 
d  tile  yacht  fleet  firing  salutes.  .At  least 
,0110  jieople  greeted  the  excursionists  from 
licago  ,at  the  train,  the  streets  lieing  crowd- 
and  the  wharves  packed  with  tieoiile.  It 


CHICAGO  ARTISTS  DOWN  IN  YAINE. 


■  10,000  pe(>]ilc,  in  response  to  ii: 
nt  liy  Air.  Carpenter  and  the  C 
<oad,  ins|)ccted  it  on  tlie  dtty  prior 
re,  ami  all  along  the  route  a’great  i 
ssembled  to  witness  the  passage  o 


was  impossililo  to  estimate  the  number;  there 
might  have  been  live  thousand  people  and 
there  might  have  lieen  twenty  thousand  |)eo- 
ple.  On  late  into  the  night,  station  after 
station  was  [lassed  with  crowds  of  people 
assembled  at  the  depot.  It  was  just  mid- 
night  wlien  tlie  train  (lassed  through  I.ansing, 
the  capital  of  Michigan;  yet.  notw  ithstanding 
tile  lateness  of  the  hour,  there  w  as  a  throng 
of  iieoiile  on  hand.  The  interest  .attachcil 


The  cars  in  this  train  are  tinisheil  in  iiiahng. 
nnyithecarpets,  draperies,  ftirnisliiiigs,  lounges 
and  easy  chairs  present  an  ideal  jiictiire  of  eom. 
fort  and  Itixiiry  r/fwoZ/rAV//  uit/iont  un  eiiiial 
on  nn//  trnin  in  llir  iior/il. 

I’erliaps  one  of  the  most  interesting  features 
of  this  train  service  to  tlie  lavlies,  will  liefound 
‘  'a  lady  attendant,  "01  more  correctlv  si>eaking 
a  matronly  siiperintcndant  of  this  ral.ice  Hotel 
on  w  heels,  who  accompanies  this  train  and  w  ill 
in-ove  a  needful  help  to  bailies,  and  especially 
to  tliose  traveling  witli  children. 

.Aiiotlier  special  feature  is  the  Observation 


reach  nearly  to  the  floor.  The  sidi 
com]iosed  of  bow-window s,and  in  tiled 
tinnofthis  car  the  highest  nchieveim 


M'P-r  a  delightful  day  spent  at  the  falls, 
Iriviiig  and  view  ing  the  mimerous  points  of 
crest,  ihc  party  left  at  6:311  Thursday  after- 
in  on  time  -  all  arrangements  carrried  out 
llie  letter  and  everybodv  deligllted.  .Mioiit 
■  huiidreil  and  fifty  took  jiassage  on  tlie 
amer  .Algeria,  of  the  Richlieii  and  Onlario 
vigation  Company,  wliich  left  R  ingstoii 


en  dow  n  the  bay  for  a  sail.  They  later 
k  a  boat  for  Cushing's  Islands,  wdiere 
y  will  stay  for  a  month  sketching.— 
!/iiinp.  Si/nilit!/.  .him-  ■Ifith,  JUHU. 


was  particularly  delight- 
1  reception  which  awaited 
ival  at  I’ortland,  l.ongfel- 


party  composed  of  thesixtii  annual  sketching 
tour,  under  tlie  matiagement  of  .Mr.  N.  11? 
Carpenter,  of  tlie  Chicago  Art  Institute. 
The  fame  of  this  magnilicent  trnin  has  pie- 
ceeded  its  de|iarture.  It  was  on  exhibition 
the  day  before  its  departure  from  Chicago, 
and  fully  to, 000  people,  in  response  to  invi- 
t.itioiis,  inspected  it  at  Dearliorn  .Station. 

The  success  of  this  popular  train  is  so  far 
insured  that  applications  for  s]iace  tliree  and 
four  weeks  in  advance  aie  rapidly  coming  in. 
( >itr  readers,  who  ex]iect  to  take  passage  on 
this  train  fur  the  least,  would  do  well  to 
secure  their  accommodations  early  .—/Aw/r/, 
Siindiij/,  June  .iOth.  JSSH. 


EXTRACTS 

FROM  THE 

Daily  Eastern  Argus, 

PORTLAND.  MAINE. 

DESCRIPTIVE  OF  THE  FIRST  TRIP  OF  THE 
•*SEA  SIDE  AND  WHITE  MOUNTAINS  SPF-- 
CIAL,”  FROM  THE  PEN  OF  GEORGE  L. 
BARROWS,  SPECIAL  REPRESENTATIVE  OF 
THE  PAPER,  WHO  ACCOMPANIED  THE 
TRAIN,  CHICAGO  TO  PORTLAND. 


VESTIBULED  TRAIN  EN  ROUTE 


Filled  with  Excursionists  Bound  for  Portland. 

A  LARGE  CROWD  WITNESS  THE 
START  FROM  CHICAGO. 

Many  Who  Would  Come  Cannot  Secure 
Passage. 

OVER  100  GUESTS  TO  BE  ENTER- 
TAINED  NEXT  SATURDAY. 

Description  of  the  Magnificent  Hotel 
on  Wheels. 

(special  dispatch  to  the  akgcs.J 

Chicago,  June  26. 

“  All  aboard.  ” 

It  is  nearly  5  o’clock,  and  the  finest  train 
in  the  world,  the  “Sea- Side  and  White 
Mountains  Special,”  stands  upon  the  tracks 
of  the  Chicago  &  Grand  Trunk  Railway 
at  the  Dearborn  Union  station,  all  ready  to 
start  upon  its  first  trip  to  the  Pine  Tree 
State. 

Its  destination  is  Portland,  the  metropolis 
of  Maine,  and  a  city  which  is  fast  becoming 
recognized  ail  over  the  American  continent 
as  offering  to  summer  tourists  unequaled  ad¬ 
vantages  for  the  spending  of  the  warm  sea- 

As  the  train  stands  there  with  its  large 
locomotive  blowing  clouds  of  steam  as  if 
anxious  to  be  off  and  away,  let  us  examine 
this  luxurious  conveyance  during  the  few 
moments  that  elapse  before  the  conductor 
will  give  the  final  signal  for  the  start. 

The  Chicago  &  Grand  Trunk  and  Grand 
Trunk  Railways  have  long  realized  the  need 
•of  a  through  train  from  Chicago  to  Maine, 
and  in  connection  with  the  Pullman  Company 
have,  after  much  effort,  placed  before  the 
public  this  magnificent  train  which  stands  be¬ 
lt  is  a  solid  vestibuled  train  built  expressly 
by  the  Pullman  Company  for  this  route,  and 
far  surpasses  any  of  their  former  productions, 
and  when  this  is  said,  it  conveys  a  startling 
impression  to  those  who  have  traveled  in 
their  luxurious  coaches  which  travel  over  the 
leading  roads  of  the  country.  It  is  literally  a 
moving  palace,  with  all  the  comforts  and  con¬ 
veniences  of  the  finest  hotels,  with  numerous 
attendants  to  minister  to  the  wants  of  the 

The  train  arrived  from  the  Pullman  Com¬ 
pany's  shops  on  Monday,  and  yesterday  was 


_ SJ[uxX(lL_ 


A  PULLMAN  VESTIBULED  TRAIN. 

CHICA(if)  .te  GTtAlSD  TTtVyiC  KAITAVAV. 
aRAXD  TRtrSK  RAllAVAY. 

PULLMAX  PAUACn  CAR  COMPANY. 

THE  FINEST  TRAIN  IN  THE  WORLD. 


Leaves  CHICAGO  Wednesdays, 

June  26,  July  3,  July  10,  July  17,  July  24,  July  31,  Aug.  7  and  Aug.  14, 


(rlaced  on  exhibition  in  the  Dearborn  station 
from  3  to  9  p.  m.  A  large  number  of  invita-  ; 
tions  had  been  sent  out  and  thousands  of  the 
leading  citizens  of  Chicago  inspected  this 
moving  palace.  In  the  evening  it  was  bril-  [ 
liantly  lighted  by  electricity,  and  the  praise  of  I 
those  who  saw  it  was  unstintingly  given. 

The  exterior  of  the  train  is  strikingly  hand¬ 
some  and  will  attract  attention  wherever  seen,  j 
The  polished  brass  and  the  gilt  and  black  ; 
painting  form  a  pleasing  picture,  and  on  the 
forward  car  the  words,  "The  Sea-Side  and  j 
White  Mountains  Special,”  quickly  tell  the 
spectator  its  destination.  The  train  is  made 
up  of  six  cars  as  follows: —  1 
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All  the  cars  are  finished  in  mahogany. 
The  carpets,  draperies,  furnishings,  lounges 
and  easy  chairs,  present  an  ideal  picture  of 
comfort  and  luxury  absolutely  without  an 
equal  on  any  train  in  the  world. 

One  of  the  most  interesting  features  of  the 
train  service  to  the  ladies  will  be  found  in  a 
“lady  attendant,”  or  more  correctly  speak¬ 
ing,  a  matronly  superintendent  of  this  hotel 
on  wheels,  who  accompanies  the  train  and 
will  prove  a  needful  help  to  ladies  and  cspec- 
ialW  to  those  traveling  with  children. 

The  train  is  crowded,  every  berth  being 
taken,  and  several  who  desired  passage  could 
not  be  accommodated.  There  are  over  115 
passengers,  a  large  majority  being  ladies, 
mostly  members  of  the  Chicago  Art  Institute 
on  their  way  to  Cushing’s  Island,  and  who 
are  in  charge  of  Mr.  N.  H.  Carpenter,  the 
secretary  of  the  institute.  Representatives 
of  the  Chicago and  the  Portland 
Argus  accompany  the  party.  There  is  a 
large  crowd  in  the  station  to  see  the  train  | 
off.  The  train  officials  who  go  through  to  j 
Portland  are :  Special  Agent  of  Passenger  | 
Department,  A.  L.  Clark;  Pullman  Con¬ 
ductor,  V.  H.  Coffin  :  Pullman  Dining  Car 
Conductor,  R.  H.  Myrick  ;  I.ady  Attendant, 
Miss  Kate  State  ;  Electric  Light  Engineer, 

B.  J.  Jones.  Also  numerous  porters,  wait¬ 
ers,  and  other  attendants.  The  final  call  is 
given  and  the  fine.st  train  in  the  world  starts 
on  its  trip  of  neirly  1,200  miles  to  the  Atlan¬ 
tic  coast. 


ARRIVE  AT  NIAGARA. 

PORTLAND’S  VISITORS  VIEW  THE 
MAMHOTH  FALLS. 

The  ArgiH  Man’s  Description  of  the 
Delifchtful  Journey. 


ALL  ARE  IN  THE  BEST  OF  SPIRITS 
AND  ENJOYINH  THEMSELVES. 

Thirty-Two  from  Cleveland  Join  the 
Excursionists. 


Niagara  Falls,  June  27. 

For  seventeen  hours  this  morning  the 
“Seaside  and  White  Mountain  Special”  has 
been  rapidly  journeying  to  the  eastward,  un¬ 
til  at  10  o’clock  this  morning  the  greatest  nat¬ 
ural  wonder  of  the  world,  Niagara  Falls,  was 
reached,  and  for  eight  hours  the  happy  pleas¬ 
ure  seekers  have  viewed  this  mighty  volume 
of  water  and  adjacent  scenery. 

On  leaving  Chicago  the  passengers  settled 
themselves  comfortably  in  their  luxurious 
apartments  to  enjoy  the  scenery  during  the 
few  remaining  hours  of  daylight,  with  a  feel¬ 


ing  of  intense  satisfaction  and  with  the  firm 
impression  that  this  journey  was  to  be  one  of 
the  memorable  events  of  their  lives.  The 
first  meal  was  a  most  enjoyable  one,  and  the 
thoughts  that  the  same  dining  car  and  the 
same  attentive  and  courteous  attendants  were 
to  accompany  the  train  to  its  destination 
were  most  pleasing. 

The  scenes  on  the  train  during  the  even¬ 
ing  were  most  brilliant.  The  electric  lights 
rendered  the  entire  train  as  light  as  day,  and 
the  bright  costumes  of  the  ladies  formed  a 
pleasing  contrast  with  the  elegant  furnishings 
of  the  cars.  At  every  station  crowds  of  peo¬ 
ple  who  had  heard  of  the  coining  of  the 
finest  train  in  the  world  gathered  to  witness 
its  passage  through  their  town. 

At  about  3  o’clock  this  morning  Port 
Huron,  the  border  town  of  the  United  States, 
was  reached  and  the  entire  train  was  loaded 
on  to  a  massive  ferry  boat  and  taken  across 
the  St.  Clair  river  to  the  Canadian  shores. 
Here  everyone  found  their  watches  an  hour 
slow,  the  time  changing  from  central  to 
eastern  standard  at  that  point. 

Everyone  was  early  astir  in  the  morning 
and  the  fine  scenery  in  the  vicinity  of  Dun- 
das  and  Hamilton  came  in  for  a  great  deal 
of  attention.  By  the  time  the  tardy  ones  had 
finished  breakfast  Niagara  Falls  was  reached 
and  a  day  of  pleasure  commenced. 

Niagara  Falls  is  admitted  to  be  the  great¬ 
est  natural  wonder  in  the  world.  Here  the 
mighty  volume  of  waters,  clear  and  spark¬ 
ling,  which  forms  the  outlet  of  the  great 
lakes,  Superior,  Michigan,  Huron,  St.  Clair 
and  Erie,  is  precipitated  in  one  mighty  fall 
over  a  precipice  of  160  feet.  Some  idea  of 
this  rush  of  water  may  possibly  be  had  by 
remembering  that  the  total  area  of  the  great 
lakes,  of  which  Niagara  is  the  outlet,  com¬ 
prises  over  86,oco  square  miles. 

Anthony  Trollope  wrote:  “Of  all  the 
sights  on  this  earth  of  ours  which  tourists 
travel  to  see  I  am  inclined  to  give  the  palm 
to  Niagara.  I  know  of  no  other  thing  so 
beautiful,  so  glorious  and  so  powerful.” 

“Niagara  cannot  be  described;  it  cannot 
be  pictured  ;  it  can  hardly  be  understood  ;  it 
can  only  be  studied.  Seen  once,  the  mind 
may  take  away  the  idea  of  having  familiar¬ 
ized  itself  with  the  great  cataract,  but  each 
recurring  visit  impresses  more  and  more  the 
idea  of  the  grandeur,  majesty  and  mystery  of 
the  infinite  as  here  expressed.” 

Niagara  Falls  is  517  miles  eastward  from 
Chicago  and  is  the  terminus  of  the  Great 
Western  Division  of  the  Grand  Trunk  Rail¬ 
way.  The  Niagara  river  below  the  falls  is 
spanned  by  the  Suspension  bridge,  justly 
ranked  as  one  of  the  great  bridges  of  the 
world.  The  height  of  the  railroad  tracks 
above  the  water  is  258  feet.  The  length  of 
the  bridge  between  towers,  822  feet. 

Goat  Island  parts  the  water  of  the  river 
into  two  mighty  streams,  one,  the  smaller, 
falling  over  a  straight-lined  mass  of  lime¬ 
stone  rock,  and  the  other,  sweeping  with  a 
thunderous  noise  over  a  hollow-curved  ledge 
into  the  great  chasm  below.  The  former  is 
the  American  Falls  and  the  other  the  Horse 
Shoe  or  Canadian  Falls.  The  view  from  the 
Canadian  side  is  thought  to  be  the  most 


grand  and  comprehensive,  while  that  from 
the  American  side  gives  a  more  vivid  and 
lasting  impression.  The  scenery  is  grand 
bejfond  description,  and  will  be  later  de¬ 
scribed  more  in  detail. 

At  6:30  all  are  aboard  and  the  train  is 
about  to  start  for  Kingston,  where  a  steamer 
will  be  taken  for  a  trip  through  the  wonder¬ 
ful  rapids  of  the  St.  Lawrence. 

At  Niagara  Falls  the  party  were  joined  by 
another  party  of  thirty-two  from  Cleveland, 
Ohio,  and  vicinity,  who  were  provided  with 
another  car,  the  “China,”  an  exact  counter¬ 
part  of  the  other  cars,  and  which  was  sent 
out  from  Chicago  for  their  use.  They  will 
accompany  the  Chicago  vestibule  party  to 
Cushing’s  Island.  Every  one  is  in  the  best 
of  spirits  and  are  enjoying  themselves  hugely. 

Major  Traut,  the  commissary  for  the  en¬ 
tire  Pullman  service,  accompanies  the  train 
and  is  looking  after  his  department  in  great 

James  Lightford,  well-known  to  Portland 
people,  who  is  now  in  the  employ  of  the  Sew- 
all  Car  Heating  Company,  is  on  the  train 
in  charge  of  the  electrical  light  apparatus  and 
steam  heating. 


WILL  BE  WJTH  US  TO-DAY. 

PORTLAND’S  WESTERN  VISITORS 
TO  ARRIVE  AT  12.30. 


AH  Anxious  to  See  the  Heaiitirnl  City 
by  the  Sea. 

THE  ELEGANT  TRAIN  MUCH  AD- 
MIRED  AT  MONTREAL. 

Further  Description  of  tlie  Journey  by 
the  Argus  Representative. 

[special  dispatch  to  the  AKOl'.S.] 

Montreal,  June  28. 

After  another  day  of  unalloyed  pleasure 
the  party  on  the  Limited  Vestibule  for  Port¬ 
land  find  themselves  at  Montreal  in  the 
early  evening,  with  several  hours  in  which  to 
take  in  the  metropolis  of  British  North 
America. 

After  leaving  Niagara  Falls  most  of  the 
tourists  retired  early  after  partaking  of  an¬ 
other  bounteous  supper  in  the  dining  car. 
During  the  night  the  cities  of  Toronto,  Co- 
bourg  and  Point  Hope  were  passed,  and  at  a 
tittle  before  5  o’clock  this  morning  Kingston 
wharf  was  reached,  and  at  5  : 30  the  steamer 
started  on  its  course  over  Lake  Ontario,  a 
large  majority  of  the  passengers  being  on 
board.  The  train  proceeded  to  Montreal 
where  it  was  found  waiting  when  the  boat  ar- 

The  day  has  been  one  of  intense  interest 
and  excitement,  and  the  passage  down  the 
tortuous  St.  Lawrence  and  the  fierce  rapids 
have  formed  a  memory  that  never  will  be 
forgotten . 

On  leaving  Kingston  the  first  stopping 
place  on  the  American  shore  was  Clayton,  a 
place  of  considerable  importance  as  a  lum¬ 
bering  port,  and  during  the  trip  Alexandria 
Bay,  Brockville,  Prescott  and  other  towns 
were  touched. 

About  five  miles  below  Prescott  is  Chimney 
Island,  on  which  the  remains  of  an  old 
French  fortification  are  to  be  seen.  The 
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first  rapid  of  the  St.  Lawrence  is  at  this 
island,  called  the  Galop  Rapid.  It  is  not  so 
extensive  as  the  succeeding  rapids  or  half  so 
exciting,  but  it  prepares  the  traveler  from 
its  less  turbulent  waters  to  pass  the  increas¬ 
ing  swiftness  of  those  following.  The  next  is 
the  Long  Sault,  a  continuous  rapid  of  nine 
miles,  divided  in  the  center  by  an  island. 

The  usual  passage  for  steamers  was  on  the 
south  side ;  the  channel  on  the  north  side 
was  formerly  considered  unsafe  and  danger¬ 
ous;,  but  examinations  have  been  m.ade,  and 
it  is  now  descended  with  safety.  The 
steamer,  after  fully  entering  this  rapid,  rushes 
along  at  the  rate  of  something  like  twenty 
miles  an  hour,  the  steam  is  shut  off  and  she  is 
carried  along  by  the  force  of  the  current 
alone.  The  surging  waters  present  all  the 
appearance  of  the  ocean  in  a  storm,  but  un¬ 
like  the  ordinary  pitching  and  tossing  at  sea, 
this  going  down  hill  by  water  produces  a 
highly  novel  sensation. 

Lake  St.  Francis  is  the  name  of  that  ex¬ 
pansion  of  the  St.  Lawrence  which  begins 
near  Cornwall  and  extends  toCoteau  du  Lao 
a  distance  of  forty  miles.  After  leaving  this 
town  we  get  into  the  Coteau  Rapids,  a  very 
fine  rapid  about  two  miles  in  length;  in  some 
portions  the  current  is  very  swift.  Seven 
miles  lower  down  we  enter  the  Cedar  Rapids. 
At  first  sight  this  rapid  has  the  appearance  of 
the  ordinary  rapids,  but  once  the  steamer  has 
entered  it  the  turbulent  waters  and  pitching 
about  renders  the  passage  very  exciting. 
There  is  also  a  peculiar  motion  of  the  vessel, 
which  seems  like  settling  down,  as  she  glides 
from  one  ledge  to  another.  A  short  distance 
below  this  we  enter  the  Split  Rock,  .so  called 
from  its  enormous  boulders  at  the  entrance. 
A  person  unacquainted  with  the  navigation  of 
these  rapids  will  almost  involuntarily  hold  his 
breath  until  this  ledge,  which  is  distinctly 
seen  from  the  deck  of  the  steamer,  is  passed. 
At  one  time  the  vessel  seems  to  be  running 
directly  upon  it,  and  you  almost  feel  certain 
that  she  will  strike,  but  a  skilled  hand  is  at 
the  helm,  and  in  an  instant  more  it  is  passed 
in  safety.  We  now  come  to  the  last  of  this 
series  of  rapid.s,  called  the  C.iscade  Rapids. 
This  is  a  very  fine  rapid.  It  is  remarkable 
on  account  of  its  numerous  white  crests  foam¬ 
ing  on  top  of  its  darkish  waters,  through 
which  the  vessel  passes,  and  as  the  shortness 
of  the  waves  has  the  effect  of  pitching  the 
steamer  as  if  at  sea,  the  sensation  is  very  en¬ 
joyable.  After  passing  the  Cascades  the  river 
again  widens  into  a  lake  called  lake  St.  Louis, 
where  the  dark  waters  of  the  Ottawa  by  one 
of  its  branches  joins  the  St.  Lawrence.  This 
series  of  four  rapids  are  eleven  miles  in  extent, 
and  have  a  descent  of  eighty-two  and  one  half 
feet.  On  this  lake  the  tourist  from  the  deck 
of  the  steamer  has  a  magnificent  view  of  the 
Montreal  Mountain,  about  thirty  miles  distant. 

After  passing  through  this  lake,  Lachine  is 
reached.  It  is  nine  miles  from  Montreal,  with 
which  it  is  connected  by  railroad.  It  derives 
its  name  from  the  first  settlers,  who  when  they 
reached  this  point  thought  they  had  discov¬ 
ered  the  passage  which  would  lead  them  to 
China.  The  Lachine  Rapids  begin  just  be¬ 
low  the  village.  On  the  opposite  side  stands 
Caughnawaga,  an  Indian  village  lying  on  the 


I  south  bank  of  the  river  near  the  entrance  of 
the  Lachine  Rapids,  and  derives  its  name 
from  the  converted  Indians,  who  were 
I  called  “Caughnawagas,”or  praying  Indians. 
Shortly  after  leaving  this  Indian  village  the 
tourist  can  contemplate  the  new,  magnificent 
bridge  recently  constructed  by  the  Canadian 
j  Pacific  Railway,  and  spanning  for  the  second 
I  time  the  mighty  St.  Lawrence.  It  is  built 
j  on  the  most  recent  scientific  principles  and 
(  resembles  the  great  International  Railway 
bridge  at  Niagara.  The  steamer  now  glides 
down  the  rapid  stream  with  increasing  swift¬ 
ness,  which  clearly  denotes  that  a  formidable 
rapid  is  ahead.  Stillness  reigns  on  board  ; 
away  goes  the  steamer,  driven  by  an  irresisti¬ 
ble  current,  which  soon  carries  her  to  the  first 
pitch  of  the  Lachine  Rapids,  the  most  formid¬ 
able  of  them  all,  the  most  difficult  of  naviga¬ 
tion,  and  the  last  of  the  rapids.  The  steamer 
after  emerging  from  its  first  pitch  rises  firmly 
on  the  surging  billows,  flanked  by  rocks  on 
each  side,  steers  straight  in  the  swift  current, 
guided  by  the  steady  eye  and  sure  piloting  of 
the  man  at  the  helm.  Conversation  is  almost 
impossible,  the  grandeur  and  magnitude  of 
the  scenes  around  on  all  sides  inspires  silence, 
and  no  wonder  that  tourists  annually  make 
the  “  running  of  the  rapids  ”  a  worthy  link  in 
the  chain  of  their  traveling  tour  through  the 
Dominion.  The  steamer  now  comes  in  full 
view  of  one  of  the  greatest  wonders  of  the 
present  age,  the  Victoria  Bridge,  spanning 
the  noble  St.  Lawrence,  two  miles  long,  the 
longest,  the  largest,  and  most  costly  bridge 
in  the  world.  The  scene  whilst  passing  un¬ 
der,  looking  up  from  the  deck  of  the  steamer, 
is  magnificent.  After  passing  this  beautiful 
work  of  engineering  skill  the  tourist  has  the 
splendid  panorama  of  the  fine  city  of  Montreal 
before  him,  the  most  prominent  object  being 
the  two  towers  of  the  church  of  Notre  Dame. 

The  city  of  Montreal  is  the  largest  and 
most  populous  city  in  British  North  America. 
It  was  founded  by  M.  de  Maisonneuve  in  1643, 
on  the  site  of  an  Indian  village  named  Hoch- 
elaga,  and  dedicated  to  the  Virgin  Mary  as 
its  patroness  and  its  protectress,  and  for  a 
long  time  bore  the  name  of  Ville  Marie.  It 
is  laid  in  the  form  of  a  parallelogram,  and 
contains  some  300  streets,  with  a  population 
of  about  210,030.  The  traveler,  in  approach¬ 
ing  the  city  from  the  river,  is  struck  with  the 
peculiar  beauty  of  the  large  cut-stone  build¬ 
ings  which  front  the  majestic  river,  resembling 
in  their  solid  masonry  and  elegance  the  build¬ 
ings  of  European  cities.  It  would  be  useless 
to  undertake  an  enumeration  of  all  the  places 
of  interest  in  and  about  Montreal,  for  we  be¬ 
lieve  that  there  are  but  few  places  on  the 
American  continent  where  can  be  found  so 
much  of  interest  to  the  traveler,  whether  in 
pursuit  of  health  or  pleasure,  as  in  this  city. 

The  Thousand  Islands  extend  along  the 
St.  Lawrence  river  from  Kingston,  near  the 
outlet  of  Lake  Ontario,  to  Brockville  a  dis 
tance  of  some  40  miles.  This  wonderful  ar¬ 
chipelago,  known  collectively  as  “  The  Thous¬ 
and  Islands’’  (but  which,  in  reality,  numbers 
a  trifle  over  1,700),  embraces  every  form,  va¬ 
riety  and  size  imaginable,  from  a  tiny  mass 
of  rock,  its  bosky  crest  just  peeping  above  the 
clear  blue  of  the  deep  waters,  to  extensive 
islands,  many  acres  in  area,  ever  varying  in 
formation  and  picturesque  beauty. 

Large  numbers  visited  the  train  here  this 
evening.  It  was  brilliantly  illuminated,  and 
the  usual  expressions  of  wonder  and  of  delight  1 
were  manifested.  Among  the  visitors  were 
Sir  John  McDonald,  Premier,  and  other  lead-  ( 
ing  Canadian  officials.  1 

The  train  will  arrive  in  Portland  at  about 
1 2.30  to  morrow,  and  the  members  of  the  party 
are  all  anxious  to  get  their  first  view  of  old  | 
ocean.  The  train  leaves  here  at  I  o’clock  to¬ 
morrow  morning. 


CHIMO  TO  PORTUND. 


ARRIVAL  OF  THE  SEA-SIDE  AND 
WHITE  MOUNTAINS  SPECIAL. 

A  Hearty  Reception  by  Portland  Citi¬ 
zens  to  the  Western  Visitors. 

HOW  THE  PASSENGERS  LIVE  ON 
THIS  MOVING  PALACE. 

A  Resume  of  the  Trip  and  Other  Inter¬ 
esting  Matter. 

“Portland.” 

Never  did  a  word  sound  sweeter  than  did 
the  name  of  the  beautiful  Forest  City  to  the 
tourists  on  the  vestibule  special  as  the  magni¬ 
ficent  train  rolled  into  the  Grand  Trunk  depot 
Saturday  noon.  Not  but  what  they  had  had 
a  delightful  trip  and  thoroughly  enjoyed  the 
varied  scenery  and  wonders  unfolded  on  their 
journey,  but  they  had  arrived  at  Portland, 
the  mecca  of  their  pilgrimage ;  they  had 
reached  the  sea  and  were  anxious  after  a  short 
rest  to  enter  upon  the  enjoyment  of  the  won¬ 
ders  and  revelations  of  old  ocean  and  its  ad¬ 
jacent  scenery. 

Friday  evening  after  the  arrival  of  the  boat 
at  Montreal  at  6  o’clock,  a  majority  of  the 
party  secured  carriages  and  drove  about,  ol>- 
taining  a  general  idea  of  the  city,  which,  like 
Brooklyn,  is  called  the  City  of  Churches,  and 
it  has  some  magnificent  structures  in  that 
line.  By  far  the  greater  number  of  passen¬ 
gers  were  asleep  in  their  comfortable  berths 
when  at  I  a.  m.  the  train  pulled  out  of  Bona- 
venture,  the  Grand  Trunk  depot,  a  new  and 
magnificent  building,  and  started  on  the  last 
part  of  the  journey.  In  a  few  moments  Vic¬ 
toria  bridge  was  reached,  and  the  train 
dashed  into  the  Egyptian  darkness  of  what 
is  said  to  be  the  longest,  largest  and  most 
costly  bridge  in  the  world.  A  word  in  regard 
to  this  bridge  may  not  come  amiss. 

The  Victoria  bridge  which  spans  the  St. 
Lawrence  at  Montreal  was  completed  in  1859 
from  the  designs  of  Robert  Stephenson  and 
A.  M.  Ross.  It  is  9,184  feet,  or  nearly  two 
miles  in  length.  It  consists  of  25  tubes,  sup¬ 
ported  by  24  piers  and  two  terminal  abut¬ 
ments.  The  center  tube  is  detached  at  both 
ends,  and  the  double  tubes  are  bolted  together, 
and  to  the  piers  at  their  inner  junction,  and 
free  at  their  outer  ends.  These  free  ends 
rest  upon  rollers,  and,  as  openings  are  left 
between  each  set  of  double  tubes,  the  expan¬ 
sion  and  contraction  caused  by  the  extremes 
of  Canadian  climate  are  amply  provided  for. 
They  are  of  the  uniform  breadth  of  16  feet, 
and  are  arranged  for  a  single  track  within. 
Their  height  varies  from  18  feet  6  inches  at 
the  terminal  tubes  to  22  feet  for  the  center 
tube.  The  center  tub?  is  60  feet  above  the 
summer  level  of  the  river.  The  first  stone 
was  laid  on  July  20th,  1854,  and  the  first  pas¬ 
senger  train  crossed  December  19th,  1859. 
The  following  data  are  from  Mr.  Legge’s  book 
about  the  bridge  :  Cubic  feet  of  masonry, 
3,000,000;  tonsofiron,  in  tubes,  8,250  ;  num¬ 
ber  of  rivets,  2,500,000;  painting  on  tubes, 
30  acres,  four  coats— equal  to  120  acres; 
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force  employed,  3,040  men,  142  horses,  four 
locomotives.  Total  cost,  $6,300,000. 

During  the  night  slops  were  made  at  the 
cities  of  St.  Lambert,  St.  llyaciiithe,  Rich¬ 
mond  and  Sherbrooke.  At  6.15  a.  m.  when 
the  train  arrived  at  Island  Pond,  the  first  town 
over  the  line,  a  large  number  of  the  passengers 
were  up,  and  all  ready  to  take  in  the  beauty 
of  the  mountain  scenery  through  which  they 
would  soon  i>ass.  Gorham,  N.  H.,  the  gate¬ 
way  to  the  White  Mountains,  was  reached 
shortly  before  9  o’clock,  ami  here  the  regular 
train  from  Montreal  which  arrives  in  Portland 
at  12.15  was  overtaken.  Both  trains  were 
late  and  the  vestibule  special  received  orders 
to  go  ahead  of  the  regular,  and  after  leaving 
one  or  two  passengers  for  the  White  Moun¬ 
tains  started  for  Portland  about  30  minutes 
late.  It  was  a  splendid  run,  the  heavy  train 
going  at  a  rapid  rate  and  with  a  motion  so 
slight  that  it  could  hardly  be  felt.  At  limes 
the  rate  of  over  60  miles  an  hour  was  attained, 
and  not  only  was  the  lateness  of  30  minutes 
made  up,  but  the  train  arrived  in  Portland 
over  15  minutes  ahead  of  time,  which  speaks 
volumes  for  the  road-bed  and  efficiency  of  the 
Grand  Trunk. 

The  views  as  the  cars  whirled  down  the 
Androscoggin  valley  were  superb  ;  the  moun¬ 
tains  were  seen  at  their  best  and  the  tourists 
were  delighted  with  the  scenery. 

When  the  train  arrived  at  the  Grand  Trunk 
station  there  was  a  large  crowd  wailing  to 
welcome  it.  After  stopping  long  enough  to 
allow  a  few  through  passengers  to  alight,  the 
train  pulled  out  into  Commercial  street  to  the 
head  of  Long  wharf.  Here  thousands  of  peo¬ 
ple  were  congregated,  and  amid  the  booming 
of  cannon  the  passengers  alighted.  An  arch 
of  welcome,  bearing  the  words,  “Chicago, 
Welcome,  Portland,”  was  erected  across  the 
head  of  the  wharf,  and  a  line  of  trees  lined  the 
sides.  The  First  Regiment  Band  was  sta¬ 
tioned  near  the  train,  an.l  to  its  enlivening 
strains  the  tourists  marched  down  the  wharf 
and  boarded  the  steamer  S.  K.  Spring,  where 
the  Garden  band  was  located,  and  which 
played  a  welcoming  selection.  The  members 
of  the  committee  of  the  Board  of  Trade  were 
here,  there  and  everywhere,  and  untiring  in 
their  efforts  to  make  the  welcome  a  success. 
A  large  number  of  leading  citizens  boarded 
the  steamer,  E.  P.  Shaw,  and  with  the  First 
Regiment  Band  aboard  acted  as  a  consort  to 
the  Spring  during  her  trip  to  the  islands.  All 
along  Commercial  street  flags  and  bunting 
were  profusely  displayed  and  the  shipping  in 
the  harbor  was  gayly  decorated.  The  steam¬ 
ers  slowly  moved  down  the  harbor  and  were 
continually  saluted  by  the  various  steamers 
met.  The  ferry  boat  Cornelia  H.  was  decked 
from  end  to  end  and  steamed  about  the  har¬ 
bor  to  allow  the  large  party  aboard  of  her  a 
full  view  of  the  proceedings. 

The  Shaw  accompanied  the  Spring  as  far  as 
Cushing’s  Island  and  turned  about  and  re¬ 
turned  to  the  city,  while  the  other  boat 
steamed  out  and  around  the  island,  returning 
through  White  Head  passage,  thus  giving  the 
tourists  an  excellent  idea  of  the  island  which 
is  to  be  their  home  for  some  weeks  to  come. 
An  excellent  lunch  was  served  aboard  the 
Shaw.  I  1 

The  Chicago  party  were  very  much  pleased 
with  their  reception  and  were  enthusia.stic  in 
their  prai.se  of  Portland  and  the  islands.  Yes¬ 
terday  they  were  all  comfortably  .settled  and 
by  to-day  will  be  in  full  enjoyment  of  their 
outing, 

A  DAY  ON  THF.  TRAIN. 

The  habits  of  through  passengers  vary. 
Those  who  arc  traveling  for  the  first  lime  or 
those  who  are  interested  in  scenery  are  likely 
to  be  early  astir,  and  the  colored  porter  quite 
likely  has  an  order  to  call  number  so  and  so 
at  an  early  hour. 

The  ordinary  traveler  arises  about  7  o’clock 
while  the  old  stager  sleeps  until  he  hears  the 
magic  words  (magic  in  the  sense  of  getting 
anyone  up)  “  Last  call  for  breakfast.” 

Breakfast  is  the  first  thing  that  demands 
attention,  and  the  dining  car  is  reached  with 


I  no  more  inconvenience  than  walking  through 
the  rooms  of  one’s  own  home.  An  elegant 
breakfast  is  served  on  all  the  Pullman  Com¬ 
pany’s  cars.  After  breakfast  the  gentlemen 
retire  to  the  smoking  apartments  or  the  ob¬ 
servation  car,  and  an  hour  or  two  is  passed  in 
this  manner,  after  which  they  settle  down  in 
some  comfortable  seat  and  with  a  book  from 
the  library,  or  at  a  game  of  whist,  pass  away 
the  time  to  luncheon,  which  is  served  at 

A  luncheon  on  a  Pullman  car  is  no  mean 
meal,  the  menu  being  extensive  and  wide  in 
range.  It  must  be  remembered  that  during 
all  this  time  the  train  is  running  at  a  speed 
ranging  all  the  way  from  30  to  60  miles  an 
hour.  The  afternoon  is  spent  in  about  the 
same  way  as  the  morning  unless,  perchance, 
the  train  may  stop  for  some  time  and  an  op¬ 
portunity  given  to  inspect  some  place  of  in¬ 
terest.  Dinner  is  served  from  5.30  to  8  and 
;  is  a  good  one.  An  idea  of  the  meal  may  be 
obtained  from  the  following  menu  which  was 
served  on  the  “Sea  Side  and  White  Mountains 


A  fine  wine  list  is  always  found  on  a  Pull¬ 
man  car  bill  of  fare.  In  the  evening  the  time 
is  variously  spent.  Those  who  desire  to  retire 
early  can  do  so,  and  by  notifying  the  porter 
can  have  their  berth  or  drawing  room  ready 
at  any  time. 

A  great  many  gentlemen  avail  themselves 
of  the  facilities  of  the  composite  car  and  after 
a  bath  in  a  full  sized  bath  room  undergo  the 
operations  of  the  tonsorial  artist  with  as  much 
ease  and  safety  as  in  any  barber  shop  in  a 
large  city.  There  are  but  five  barbers  in  the 
entire  Pullman  service  and  they  run  only  on 
the  limited  vestibuled  trains. 

The  arrangements  all  through  the  vesti¬ 
bule  train  are  of  the  latest  and  most  im¬ 
proved  pattern.  Instead  of  the  usual  pump 
in  the  wash  room  patent  faucets  are  used  and 
the  water  enters  the  bowls  just  under  the 
edge.  The  water  is  carried  in  large  air  tight 
tanks  under  each  car  and  is  supplied  with  a 
I  powerful  pressure  from  the  air  brakes,  the 
air  entering  the  tanks  from  the  brake  cylin¬ 
ders  instead  of  being  exhausted  into  the  open 
air  as  is  usual  on  common  cars.  The  train  is 
provided  with  a  brake  cord,  so  that  the  train 
may  be  stopped  from  any  car,  or  in  case  the 
train  breaks  apart  the  brakes  are  automat¬ 
ically  set.  What  is  called  an  air  signal  is  also 
attached,  so  that  the  conductor  instead  of  go¬ 
ing  through  the  laborious  process  of  pulling 
the  bell  cord  of  the  entire  length  of  the 
train  and  ringing  the  gong  in  the  engine, 
merely  touches  a  cord  and  the  locomotive’s 
whistle  blows.  Take  it  all  in  all,  life  in  a 
vestibule  train  is  a  most  luxurious  mode  of 
traveling. 

A  RESUME  OK  THE  TRIP. 

While  the  Argus  readers  have  been  kept 
thoroughly  posted  from  day  to  day  on  the 
progress  of  the  first  trip  of  the  “Sea  Side 
and  White  .Mountains  Special”  from  Chicago 
to  Portland  and  the  places  of  interest  briefly 
described,  there  are  a  few  things  which  may 
be  mentioned  that  owing  to  the  hurry  in 
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sending  matter  en  route  were  necessarily 
omitted. 

From  Fort  Gratiot  to  Hamilton  the  Grand 
Trunk  road  passes  through  one  of  the  most 
fertile  parts  of  Canada,  and  which  is  termed 
the  “Garden  of  the  Dominion.’’  Fruits  of 
all  kinds  are  raised  in  abundance,  and  they 
are  early  on  the  market. 

It  is  now  perfectly  safe  to  visit  Niagara 
Falls,  and  has  been  for  the  past  two  or  three 
years,  for  since  the  State  of  New  York  and 
Canadian  Government  have  taken  possession 
of  the  land  about  Niagara  the  danger  of  be¬ 
ing  robbed,  so  to  speak,  by  hackmen  and 
others  has  been  done  away  with.  This  sea¬ 
son  there  is  a  firm  named  Miller  &  Brundage, 
who  furnish  carriages  at  the  Ponce  de  Leon 
Hotel  at  St.  Augustine,  Fla.,  who  have  made 
an  arrangement  by  which  the  tourist  can  see 
all  the  points  of  interest.  They  issue  a 
series  of  tickets  which  are  good  for  a  ride 
from  the  depot  or  hotel  to  all  the  attractions 
and  all  expenses  paid.  The  majority  of  the 
party  took  the  carriages  of  this  firm  and  vis¬ 
ited  the  following  places  :  — 

The  old  whirlpool  where  the  water  whirls 
in  powerful  circles  to  the  Canadian  shore  and 
with  deep  suction  seeks  to  get  out  of  the 
narrow  gorge  which  is  the  cause  of  the  whirl 
itself,  h'rom  the  whirlpool  to  the  Canadian 
side,  over  the  driveway  of  the  suspension 
bridge,  which  is  under  the  railroad  track. 
When  the  train  arrived  at  Niagara  it  passed 
slowly  onto  this  bridge  and  stopped  in  the 
center,  and  the  first  view  of  the  falls  and  rap¬ 
ids  was  obtained.  The  cantilever  bridge  is 
just  above  the  suspension  bridge  and  above 
that  is  a  new  suspension  bridge  for  carriages. 
After  crossing  suspension  bridge  the  whirl¬ 
pool  rapids  were  visited,  and  then  Table 
Rock,  where  some  made  a  trip  under  the 
falls  clothed  in  oilskins ;  to  Goat  Island 
group,  stopping  at  Bath  Island,  Lunar  Island, 
Three  Sister  Islands,  Biddle  Stairs  and  Ter¬ 
rapin  Rocks,  and  thence  to  the  depot.  Eight 
hours  were  spent  at  Niagara. 

On  Friday  morning  the  steamer  Algerian 
was  taken  for  the  sail  down  the  St.  Lawrence. 
The  scenery  through  the  Thousand  Islands  is 
very  pretty.  The  rapids  were  interesting  and 
exciting,  but  space  forbids  further  mention 
than  has  already  been  given  of  them.  The 
steamer  reached  Montreal  about  6  o’clock, 
and  as  she  steamed  in  through  the  steam¬ 
ships  of  the  Allan  and  Dominion  lines,  so 
familiar  to  Portland  people,  it  seemed  some¬ 
thing  like  home.  A  fine  view  of  the  Victoria 
bridge  was  obtained  while  passing  under  it 
before  landing  at  Montreal. 

THE  RAILROAD  OFFICIALS. 

Much  interest  has  been  taken  b)r  the 
Chicago  &  Grand  Trunk  and  Grand  Trunk 
railroads  in  the  success  of  this  limited  vesti¬ 
bule  train,  and  without  doubt  they  will  be 
rewarded  by  seeing  their  efforts  appreciated 
by  a  liberal  patronage  of  the  finest  train  in 
the  world. 

Conductors  Coffin  and  Myrick  and  Miss 
State  of  the  Pullman  Company  were  atten¬ 
tive  and  courteous  and  much  liked  by  the 
entire  party,  and  Special  Agent  A.  L.  Clark 
was  invalu.able  in  his  information  of  all  points 
of  interest. 

Mr.  H.  W.  Kibbie  of  the  Grand  Trunk 
rendered  great  aid  to  the  passengers  by  his 
explanations  of  the  scenery  down  the  St. 
Lawrence.  notes 

The  “Special”  left  for  Chicago  at  five 
o’clock  to-day.  A  number  of  passengers 
will  join  it  at  Montreal  and  other  places  along 
the  line.  It  arrives  at  Chicago  Tuesday 
morning  at  II  o’clock. 

The  most  powerful  engines  in  the  Grand 
Trunk  service  were  used  on  the  train. 

Elegant  stationery  bearing  the  imprint 
“  En  Route,  Pullman  Vestibuled  Train,  Sea¬ 
side  and  White  Mountains  Special”  was  fur¬ 
nished  the  pa.ssengers,  and  the  writing  desks 
in  the  library  car  were  frequently  occupied 
by  the  ladies  writing  messages  on  this  dainty 
paper. 
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ALWAYS  AHEAU. 

The  Peunsylrania  Limited  Beats  the 
Record  Again. 

The  famous  Pullman  Vestibule  train  is  now 
composed  of  sleeping,  dining,  smoking  and  library 
cars,  and  a  new  observation  parlor  car  for  the  use 
of  ladies  and  men  who  do  not  smoke,  and  state 
rooms  may  be  secured  en  suite.  The  train  is 
lighted  by  electricity,  heated  by  steam  and  all  wash 
rooms  are  securely  enclosed.  For  reservations 
apply  to  Mr.  C.  W.  Adams,  Assistant  General 
Passenger  Agent,  No.  66  Clark  Street,  Chicago,  Ill. 
The  Pennsylvania  Limited  leaves  Chicago  at  5  p.m. 
every  day,  for  Pittsburgh,  Baltimore,  Washington, 
Philadelphia  and  New  York. 


The  cars  of  this  splendid  train  are  now  uphol¬ 
stered  in  rich  white  mohair  and  decorated  with  cool 
tints  behtting  the  summer.  splendidly  equipped 
ladies’  observation  car  has  been  added  to  the  train, 
.  with  state  rooms  that  may  be  obtained  singly  or  en- 
suite.  The  Pullman  Perfected  Vestibules  secure 
steadiness  and  safety  and  deaden  noise.  The 
train  leaves  Chicago  at  6  p.  m.  every  day,  for 
Pittsburgh,  Baltimore,  Washington,  Philadelphia 
and  New  York,  and  reservations  may  be  secured 
upon  application  to  Mr.  C.  W.  Adams, 
Assistant  General  Passenger  Agent,  No.  65  Clark 
street,  Chicago,  111. 


WOMEN’S  IMOHTS. 


A  luxuriously  furnished  observation  car  has 
been  added  to  the  I’ennsylvania  Limited  for  the 
use  of  ladies,  and  men  who  do  not  smoke.  And 
a  completely  appointed  batli  room  has  been  provid¬ 
ed  for  ladies.  New  sleeping  cars  have  been 
added  with  state  rooms  that  may  be  .secured 
singly  or  en  suite,  and  an  electric  light  has 
been  placed  in  each  section  which  may  ire  used  to 
read  by  after  the  occupant  has  retired  for  the  night. 
This  Pullman  V’estibule  train  leaves  Chicago  at  5 
p.  m.  daily.  For  reservations  apply  to  Mr.  C. 
W.  Adams,  Assistant  General  Passenger  Agent, 
No.  65  Clark  street,  Chicago,  Ill. 


The  Pennsylvania  Limited,  leaving  Chicago 
every  day  at  5  p.  m.,  for  Pittsburgh,  Baltimore, 
Washington,  Philadelphia  and  New  York,  now 
comprises  a  ladies’  parlor  observation  car,  with  . 
Ixiok  cases  and  writing  desk,  smoking  car, 
steeping  cars,  with  single  state  rooms  and  state 
rooms  en  suite,  and  dining  car,  library,  and  barber 
shop,  made  by  the  firmly  connecting  vestibules  into 
a  series  of  apartments,  all  most  luxuriously  fur- 
ni.shed.  For  reservations  apply  to  Mr.  C.  W. 
.\dams,  .'\ssistant  General  Passenger  Agent,  at  No. 
65  Clark  Street,  Chicago,  Ill. 


HIS  WONDER  GREW. 

A  Letter  Regarding  the  New  PeiiiuylTania 
Limits  that  U  SVorth  Reading. 

The  following  letter  was  shown_  by  the  lady  to 
whom  it  was  addressed  and  who  lives  in  Colum¬ 
bus,  Ohio,  to  an  official  of  the  Pennsylvania  Sys¬ 
tem  of  Railways,  who  secured  her  consent  td  the 
publication  of  the  extracts  given.  That  its  praise 
of  the  famous  train  is  sincere  and  disinterested 
there  is  no  question,  and  its  writer,  who  is  widely 
known  in  many  of  the  cities  of  the  Union,  is  rec- 
ogniz^  as  a  gentleman  of  excellent  taste  and 
moderate  expression : 

“August  12th,  1889. 

My  Dear  Sister  : — 

Your  letter  came  to  me  at  Minneapolis  more 
than  two  weeks  ago  and  I  take  this  opportunity  to 
place  you  in  my  debt  again.  *  *  *  » 

As  you  will  see  from  the  legend  at  the  head  of 
this  sheet,  I  am  writing  to  you  on  the  Pennsylva¬ 
nia  Limited.  You  will  remember  That  you  and 
Frank  went  with  me  to  New  T'ork  on  the  Limited 
two  years  ago,  just  after  the  vestibules  were 
adopted,  and  we  were  astonished  at  the  beauty  and 
splendor  of  the  train.  It  happens  that  the  train  on 
which  I  am  riding  is  a  NEW  LIMITED  making 
its  first  trip,  and  in  luxury  and  convenience  it  sur- 
j  '  .  passes  the  train  of  two  years  ago  as  much  as  that 
train  suipassed  its  predecessors.  As  you  are  a 
woman  it  will  please  you  to  know  that  the  last 
apartment  of  the  train  is  an  observation  room, 
which  is  practically  a  ladies’  parlor.  On  the  en¬ 
closed  platform  at  the  rear  is  room  for  three  or  four 
chairs  and  as  many  camp  stools,  and  in  the  room 
itself  are  eighteen  or  twenty  large  easy  arm  chairs 
upholstered  in  olive  velvet.  The  ceiling  is  deli¬ 
cately  lined  and  inlaid  with  wood  in  geometrical 
designs.  Below  the  finely  chased  glass  of  the 
ventilators  is  a  band  of  exciuisitely  carved  mahog¬ 
any.  Under  it  are  electric  jets  from  which  the 
side  ceiling  slopes  to  a  carved  mahogany  frieze. 
Besides  the  electric  jets  are  lacquer  lamps  to  be 
used  in  case  the  electricity  should  fail.  There  are 
book  cases  and  writing  desks  and  tables  in  this 
car  and  it  is  for  the  exclusive  use  of  ladies,  and 
men  who  do  not  .smoke.  We  smokers  have  to  go 
to  the  other  end  of  the  train  where  are  also  easy 
chairs,  books  and  a  writing  desk  and  a  cabinet  on 
which  stand  Turkish  narghilis  and  vases  of  Doul- 
ton  and  Sevres.  But  the  ladies’  car  is  preferable, 
as  the  windows  are  large  and  cut  lower  than 
ordinarily,  the  two  at  the  end  coming  to  within 
fifteen  inches  of  the  floor.  The  central  windows 
are  placed  at  a  slight  angle  with  .the  car,  com¬ 
manding  a  view  forward  and  back,  as  well  as 
I  directly  outward.  The  names  “China,’’  “Japan,” 
“Australia”  suggest  what  is  in  all  reality  the  Ori¬ 
ental  magnificence  of  the  cars  to  which  they  are 
applied.  The  vestibule  opens  into  a  semi-circular 
hallway,  lined  with  mahogany  and  adorned  with 
plate  glass  arranged  in  a  way  that  reminds  one  of 
a  miniature  cathedral.  To  one  side  of  the  hallway 
I  and  the  aisle  through  which  it  leads  to  the  main 

I  jrart  of  the  car,  is  a  suite  of  a  drawing  room  and  a 

state  room,  deliciously  finished  in  white  glossed 
I  wood  as  hard  as  marble,  with  gold  tracery.  On 

I  the  floor  a  Wilton  carpet  is  overlaid  with  rugs. 

'  from  .Smyrna  ’ITiese  rooms,  by  means  of  folding 

doors  whose  existence  you  would  never  suspect, 
can  be  used  singlv  or  en  suite.  Connected  with 
the  state  room  is  a  toilet  room  with  hot  and  cold 
water.  .So  on  this  train,  as  at  a  hotel,  you  can  have 
a  suite  of  drawing  room,  Ired  room  and  bath  room, 
and  meals  will  be  served  therein  in  case  of  sickne.ss. 

ffther  state  rooms  have  sofas  or  movable  chairs 
and  the  improvement  in  decoration  and  upholstery 

(is  conspicuously  noticeable  in  the  main  body  of 
the  cars.  The  seats  in  one  are  covered  with  blue 
brocaded  velvet,  of  another  with  white  mohair 
j  that  looks  rich  and  cool.  One  car  is  finished  in 

I  cheerful  bird's  eye  maple,  another  with  the  reddish 

brown  mahogany  from  Bombay  and  another  with 
rich,  dark  wood  that  is  akso  a  species  of  mahogany 
I  I  but  unlike  any  I  ever  saw  liefore.  The  conductor 

!  I  tells  me  it  was  floated  down  the  Goatzacoltas  River 

— I’  ^  from  'I'ehuantepec. 


In  all  the  cars  are  drajjery  and  curtains  of  vel¬ 
vet  and  silk,  of  maroon  or  pleasing  hues  Of  green 
and  blue  that  harmonize  with  the  tone  of  the  sur¬ 
roundings.  The  ceilings  are  all  inlaid  or  of  Fresco. 
Electric  lights  are  in  every  car  and  an  electric  jet 
hangs  in  each  section,  adjus’able  to  any  position 
and  it  may  be  kept  ablaze  to  light  the  pages  of  a 
book  after  the  Irerth  has  been  made  up  and  the 
occupant  retired  for  the  night.  Another  improve¬ 
ment  which  will  be  appreciated  by  men  and  women 
alike,  is  that  the  wash  rooms  are  completely  en¬ 
closed,  thereby  permitting  a  man  to  take  a  sixmgc 
bath  in  the  morning  and  saving  ladies  on  their  way 
to  breakfast  the  annoyance  of  .seeing  men  in  vari¬ 
ous  stages  of  deshabille  at  their  toilet.  The  train 
contains  a  barber  .shop  and  bath  room  for  men 
and  a  bath  room  for  ladie-,  equipped  with  Imwls 
of  Tennessee  marble,  appliances  for  a  shower  bath, 
a  dainty  dressing  table,  racks  and  mirrors 

It  is  seven  o’clock  and  the  porter  has  just  made 
the  last  call  for  dinner.  I  will  write  nHire“anon.” 

Pardon  me,  my  sister,  for  referring  to  dinner  but 
the  lobster  salad  tasted  fresh  as  at  .Nantucket,  the 
watermelon  was  banked  in  ice  and  with  me  is  the 
perfume  given  by  rose  leaves  strewn  in  the  finger 
bowl.  The  more  I  think  of  this  train  the  more  I 
wonder.  The  conductors  in  appearance  and  action 
are  perfect  gentlemen  and  a  touch  of  the  electric 
bell  brings  an  obliging  servitor  instantly  to  my  side. 
The  six  cars  with  the  locomotive  cost  at  least  one 
hundred  and  fifty  thousand  dollars  and  for  that  a 
palatial  residence  can  be  built  and  furnished. 
There  are  four  such  trains  running  between  Chi¬ 
cago  and  New  York  over  the  Penn.sylvania  Lines 
every  day,  to  say  nothing  of  the  hundreds  of  other 
trains  constantly  running  over  the  different  portions 
of  the  Pennsylvania  System. 

I  intended  to  write  of  other  matters,  but  when  I' 
started  upon  this  train  my  pen  fairly  ran  away  with 
— e,  and  it  has  covered  so  many  pages  that  I  will 


leaving  Chicago.  When  you  are  reading  it  in  the 
morning  I  shall  be  sitting  on  the  rear  platform  of 
the  observation  car  looking  at  the  scenery  of  the 
-Allegheny  Mountains,  and  to-morrow  evening  at 
six  o’clock  by  our  time  I  shall  be  in  New  York. 
With  warmest  regards  to  F'rank,  and  my  love  to 
yourself  and  my  nephew,  I  am 
Fondly  yours. 


W  PEEFECTION  IN  RAILROADING. 

The  PeunsylTanlu  Has  the  Best  Appoloted 
Train  In  the  World. 

The  Chicago  limited,  leaving  Broad  Street 
Station  at  4.50  yesterday  anernoon  for  New  York, 
had  attached  two  new  Pullman  cars,  the  Aus¬ 
tralia  and  the  Vacuua,  the  one  a  sleeping 
and  the  other  an  observation  car,  these  bring  the 
standard  of  the  great  vestibule  train  to  the  point 
of  Ideal  perfection.  The  Australia  la  sub-divided 
Into  twelve  sections  ff  two  double  berths  each. 
The  upholstering  of  the  seats  Is  a  very  striking, 
figured  blue  plush,  while  the  finishing  of  the  In¬ 
terior  la  of  mahogany  of  a  peculiar  beauty  and 
richness.  At  the  forward  end  of  the  car  are  the 
ladles’  toilet  room  and  lavatory,  separated  by  a 
substantial  partition  from  each  other  and  the 
main  body  of  the  car.  In  the  lavatory  arc  station¬ 
ary  wash-bowls  of  Tennessee  marble.  Into  which 
hot  and  cold  water  flows  by  pressure  ;  towel  racks, 
clothes  hooks,  cuff  racks  and  every  iwsslble  little 
receptacle  that  the  feminine  heart  could  ask. 

Ai^olnlng  this  is  a  most  unique  compartment. 

As  the  men  are  provided  with  a  barber  shop  and 
bath  room  in  the  forward  portion  of  the  smoking 
car,  so  a  complete  bath  room  is  arranged  In  the 
"Australia”  for  the  irtdlos.  There  la  hot  and 
cold  water,  a  hose  and  attachments  for  a  shower 
bath,  and  plenty  of  room  for  dressing.  The  dress¬ 
ing  table  Is  a  chest  of  cute  little  drawers,  sur¬ 
mounted  by  a  plate  glass  mirror,  with  little 
brackets  and  racks  for  toilet  articles  disposed  on 
each  side. 

Tbe^car  Is  also  provided  with  a  state-room,  fin¬ 
ished  in  white  and  gold  and  hung  with  rich 
drapery.  It  contains  an  upper  aud  a  lower  doable 
berth  and  a  sofa.  The  finishing  is  exquisite  lu 
taste,  and  the  appointments  of  the  room  render  it 
a  dainty  boudoir.  Connected  with  the  state-room 
and  opening  Into  It  Is  a  lavatory  and  a  private 
toilet-room.  The  further  end  of  the  car  presents  a 
large  drawing-room  of  similar  style  and  finish. 
There  Is  the  same  rare  blending  of  ivory  and  gold 
and  hangings  suggestive  of  the  Orient,  but  the 
room  is  more  spacious  than  Its  counterpart  at  the 
other  end.  In  fhet,  it  Is  a  double  room,  and  by  an 
ingenious  employment  of  folding  doors  a  very 
complete  state-room  may  bo  cut  off  from  the  main 
body  of  the  drawing-room.  The  drawing-room  I 
will  accommodate  five  and  the  state-room  four 
people,  and  the  two  compartments  may  be  used 

*The  obse^atfoin'oar  Is  novel  and  original  In 
oonstructlon.  The  forward  end  Is  devoted  to 
sleeping  berths,  there  being  six  sections.  Imme- 
dlatelyln  the  centre  there  Is  a  toilet  room  flanked 
by  a  buffet,  while  the  entire  rear  half  of  the  car 
forms  an  open  sitting  room.  The  Interior  is  fin¬ 
ished  in  brown  hard  wood,  and  the  curtains  are  of 
an  appropriate  shade.  The  luxurious  rattan  arm- 
ebairs,  upholstered  In  seal-brown  plush,  afford 
seating  capacity  for  twenty  people.  The  orna¬ 
mental  carving  is  superb.  This  car  is  designed 
for  the  use  of  the  general  passengers  and  will  be 
open  to  all  but  tne  smokers,  who  are  provided 
with  their  own  compartment  of  a  similar  nature. 


Models  of  Convenionce  and  Couifort— One 
Fitted  Up  as  a  I-adies’  Boudoir. 
tPPECIAI.  TO  THE  I’tTBI.CO  I,EDOBR.  I 

New  Youk,  Aug.  IS.— The  Fennsylvania 
Railroad  has  added  several  new  and  ex¬ 
tremely  handsome  cars  to  the  equipment  of 
the  Chicago  Limited  train,  the  first  train 
arriving  In  New  York  this  eveiilog.  The 
new  cars  were  built  by  the  Full  man  Palace 
Car  Company,  aud  are  models  of  conveni¬ 
ence  and  comlort.  The  sleeping  oars  nre 
fhrulshed  with  a  ladles’  tollot  room  and 
Invalorg,  in  addition  to  a  bath  room  fitted 
with  all  the  conveniences  necessary. 

Beyond  the  bath  room  is  a  private  state 
room  furnished  In  white  and  gold  and  a 
private  toilet  room.  Another  car  is  fitted 
us  a  ladies’  boudoir,  and  the  rear  portion  is 
fitted  up  as  an  observation  car.  The  end 
windows  open  to  within  fifteen  Inches  of 
the  floor,  and  the  central  windows  are  largo 
bays,  furnishing  an  excellent  outlook  In 
both  directions.  This  car  la  said  to  be  the 
handsomest  In  the  world.  Is  elaborately 
decorated  with  carving,  and  is  Illuminated 
with  Incandescent  electric  lights.  These 
cars  are  Intended  principally,  but  not  ex¬ 
clusively.  lor  ladies. 


THE  “LADIES’  LIMITED”  TEAIN. 

A  UKaguifieeut  Combination  of  Cars  on 
the  Eennoylvanla  Boad. 

The  Vacuna,  Australia,  Franco,  Germany, 
Lafayette  and  La  Premiere  were  the  names 
,.of  the  new  cars  that  f^ned  the  0.15  tvain  on 
^^he  Pennsylvania  road  from  Jersey  City  yestor- 
^y  morning.  The  cars  arc  inodols  and  contain 
1^1  the  appointments  of  a  modern  home.  The 
Wacuna  is  especially  dcsignod  for  the  accom¬ 
modation  of  ladies.  At  the  forward  end  are 
j^olve  sleeping  berths.  In  the  center  is  the 
ntlet  and  a  buffet.  The  rear  halt  of  the  car 
Torms  an  open  sitting  room.  The  interior  is 
finished  In  dark  wood  The  twenty  chairs  are  j 
%  rattan,  upholstered  in  seal  brown  plush.  . 
windows  are  extra  large  and  the  central  | 
^  oil  both  sid")'  arc  Imgc  bay  windotvs  and  | 
■  .1  view  to  the  front  and  rear. 

'  '  vestibule  sleeping  cars  Germany,  A-.is-  ' 
,  d  Kratice  are  palaces  o6  wheels,  j 

Thi  '  Ive  sections  of  twodoublo  berths  I 

eneli.  olsterlhg  is  in  figured  111110 

■^eb  aiid  Uu  I  work  is  muhogany.  The 
■is  are  lightefi  ictriolty.  Lavatories  ane 

^Mther  end  and  .  '  proviUeu  for  ladies. 

Latajelte  is.  -.car  and  La  Pre- 
jRtero  a  composite  ■  tiai«  will  be 

■mi  I  Tim  "  "  Mfil  -LstliiiiH 


PALACES  ON  WHEELS.  || 

A  New  Perfected  Train  Which  Is  a  Model 

The  New  York^sra  Obicatto  Limited  Express 
of  the  rcnusWagtaload,  widch  left  Jorvfiy' 
City  at  2.15  o’dndj;^  this  morning,  bad  attached 
to  the  regular  £^n  two  now  vestibule  drawing 
and  Htatorooctf^jilseping  oars,  recently  built  by 
the  Pullman  Company. 

They  are  models  of  elegance,  comfort  and 
perfection.  They  present  from  the  outside  the 
appearance  of  the  ordinary  sleopor. 

Inside  the  main>body  of  the  Australia,  one 
of  the  new  cars,  is' divided  into  twelve  sections.  ! 
two  double  berths  each.  The  seats  are  np 
holsterod  in  figured  blue  plush,  and  oil  the  wood  * 
work  IB  of  hignir  polished  mahogany.  Electric 
lights  are  flited  throughont  and  so  arranged 
that  one  can  lie  in  bis  berth  and  read  with  per¬ 
fect  cose. 

The  forward  end  of  the  cars  containHhe  ladles’ 
lavatory,  complete  in  ever.v  respect.  There  is 
also  a  bathroom,  with  hot  and  cold  water.  This 
end  of  the  car  is  as  completely  furnishej  as  a 
ladies’ private  chamber.  Then  there  is  a.state- 
room,  in  white  and  gold,  containing  an  upper 
and  lower  berth. 

’The  yacuna,  as  the  new  observation  car  is 
^lled,  is  divided  in  the  centre  by  a  toilet  room. 
In  the  forward  end  there  are  six  sleeping  berths, 
and  the  other  is  made  into  one  large  louncing 
room,  with  luxurious  chairs  and  settees.  The 
end  windows  of  the  oar  are  low  and  wide,  so  that 
an  nnobstruoted  view  can  lie  had  from  the  rear 
of  the  tvam.  All  the  wopdwork  iaMqiiisitoIy 
carved  and  the  upholstering  is  (VfentM  in  its 
richness. 

The  gentleman’s  observation  car  is  made  np  in 
the  same  way  except  t  hat  i  t  has  a  suioVln.g-room 

Tlien  there  are  barbershops,  bnthrooms  and 
ali  HorkB  of  couveiiioijcc*  throughont  the  per- 
feeteil  train,  it  was  intended  to  have  new 
Bleeping  cars  Japan,  China  ana  New  Zealand 
and  the  observation  car  8»aris  go  ont  t».dar,_ 
blit  they  were  not  ready.  The  France  has  heat 
reniodellhd  and  is  as  good  as  new.  The  SB 
f^v^ttn^.  Oennany  and  rremier  made  np  the 


CONVENIENCES  FOB  TBAVELEBS 

Novel  Pnriop  Car  Attacliments  UtH- 
Ixed  by  the  Penns.vlvanla. 

The  Pennsylvania  Railroad  Company  yes¬ 
terday  made  a  further  Improvement  In  their 
famous  Chicago  Limited  by  placing  on  It  an 
entire  sot  of  new  and  handsomely-appointed 
vestibule  Pullman  sleeping  care.  They  pre¬ 
sent  from  the  outside  the  usual  massive  and 
substantial  appearance  of  the  ordinary  Pull¬ 
man  sleeper,  but  the  interior  commands  un¬ 
qualified  admiration.  At  the  forward  end  of 
the  car  is  the  ladles’  tollot  room,  which  is  a 
new  and  unique  Improvement,  having  all 
bath^tKnn***^**  of  the  best  appointed  city 

The  roost  conspicuous  features  of  the  new 
equipment  are  tb  o  two  composite  observation 
ears  ’  Vacuna”  and  "Sybarls."  The  forward 
end  of  each  Is  devoted  to  sleeping  berths.  Im¬ 
mediately  in  the  centre  there  is  a  tollot  room, 
flanked  by  a  buffet,  while  the  entire  rear  half 
of  thocar  forma  an  open  sitting  room.  Tho 
luxurious  rattan  arm-ohalre.  upholstered  in 
seal-brown  plush,  afford  seating  capacity  for 
twenty  people.  The  windows  are  uiiusuallv 
large,  and  the  central  ones  are  bay-windowA 
prese^lng  an  excellent  outlook  in  each  direc¬ 
tion.  The  end  windows  and  the  door  are  open 
,  to  within  fifteen  Inches  of  the  floor,  so  as  to 
afford  a  wide  and  unobstructed  view  from  the 
rear  of  tho  train.  The  rear  platform,  which 
Is  not  vostibuled,  but  Inclosed  by  a  handsome 
nickel  railing,  is  wider  than  usual,  and  do- 
I  “ffh™  to  be  used  as  an  open-air  observatory 


TRAVEL  AS  A  LVXVBI.  I 


The  Pennsvlvanta  Railroad  Company,  deter¬ 
mined  to  diatlngaltb  Itself  in  furnlshtug  means 
for  laxurioua  travel,  made  a  new  departure  yes¬ 
terday  Id  the  character  of  Us  trains.  The  New- 
York  and  Chicago  Limited  Express,  otherwise 
koowi(  as  the  "  Ladles’  Limited,”  wbloh  left  the 
Pennsylvania  Railway’s  Jersey  City  etstlon  at  J 
9  A.  M.  yesterday  Use  some  reason  to  claim  the  | 
distinction  ot  being  the  most  olegantly-appolni-  ' 
ed  railway  train  In  use.  ' 

It  was  made  np  entirely  o{  Faliman  oars,  ! 
comprising  the  new  observation  car  Vacuna,  the  I 
vestibule,  library,  and  smoking  car  Premier, 
and  the  vestibule  drawing-room  and  stateroom 
Bleeping  ears  Australia,  France,  Germany,  and 
Lalayettu  The  lost  oar  was  flited  np  os  a 
dining  saloon.  In  which  there  was  as  well  a 
veritable  conservatory.  Everything  possible  to 
make  railway  travel  euloyable  hart  been  added 
to  this  train.  In  the  Premier,  which  occnpled 
the  last  place  lu  the  train,  were  a  barber's  shop, 
batbreome.  lavatories,  a  smoking  room,  hnllot, 
and  a  well-filled  library  of  carefully-selootcd 
books,  iDoludlng  dlreotorles  of  all  the  cities  at 
wblob  the  train  stopped.  The  veetlbula  observa¬ 
tion  car  Vaonna,  which  led  the  tram,  was  I 
reserved  entirely  lor  ladine'  use,  and  was  also 
supplied  with  all  the  oonvoniohoes  of  the  oar 
Premier,  wbloh  Is  reserved  for  gentlemen. 

On  eaeh  oar  a  clever  oontrlvanoe  In  the  shape 
of  a  tbermometrlcal  olook  has  been  pluoert, 
wbloh  nut  only  shows  the  time,  but  regis¬ 
ters  the  temperature  of  the  oar  every  half  hour. 

'  Every  oonvenlence  formerly  possessed  by 
1  trains  ot  drawlng-roum  oars  has  been  so  largely 
added  to  and  Improved  that  the  traveler's  de- 
^  sires  must  be  more  than  fastidious  not  to  oom- 
I  piste  his  aatUfaotloD. 

'  Before  the  train  started  Baperlntendeht  J.  H. 
Sims  ot  the  Pullmao  Company,  Samuel  Car- 

Cter,  General  Eastern  Passenger  Agent,  and 
assistant.  B.  M.  Haines  of  the  Pennsylvama 
Ballroad,  entartalDad  a  number  of  newspaper 
men  aboard  the  Premier.  Mr.  Oarpeater  pre- 
dlote  a  great  tntnre  for  the  new  tHto,  hnd  from  , 

1  ^‘ireS'tr'h^^^hY  fr”aIS‘“w*kWS?SS?a 

lUilB  otty  mm4  Obloogo.  iMvlng  Jersey  City  at  ^ 
fA-  M.  dolly  until  further  nojfioe.  _ _  ]| 


nTEEIIET"PALACES  ON  WHEELS. 

The  PennsTlTanla  Adde  Some  Wonderftil 
Care  to  Its  « IJmIted." 

There  has  lone  been  a  friendly  rivalry  between 
the  Nw  York  Central  and  the  Pennsylvania 
railroads  as  to  which  company  had  the  finest 
appointed  ‘‘Chioaeo  Limited.”  The  Central’s 
"Limited”  leaves  the  Grand  Central  at 8. 30 
every  momlng,  while  the  one  on  the  Pennsyl¬ 
vania  starts  from  Jersey  City  half  an  hour 
earlier.  The  travel  over  each  road  on  these 
partionlar  trains  has  always  been  large,  never¬ 
theless  the  desire  of  the  offloers  hasbeenandis 
to  ontdo  the  otoer  road  in  the  matter  of  appoint- 
m^snt  and  equipment  of  the  train.  The  Penn¬ 
sylvania  Itailroad  yesterday  put  into  effect  a 
StS-K*”  .fton^oction  with  their  "LiSited” 
which  will  open  the  eyes  of  the  Cen- 
ral  people  and  cause  them  to  hustle 

Lafayette.  06raian>r  Premil^rV^na  and 
SybwU.  The  Vacuua  and  Bybaris  ars  knovm  as 
composite  ob8er\'ation  cars,  the  Company  boinff 
the  first  to  a^opt  the  plan,  though  the  idea  is  an 
Old  one  Jn^  the^  far  West,  where,  however,  the 
a  scale  of  elesrau 


- wj*e  not  built  upon  such  a  ow«io  ui  wibk 

SS  tlie.Pepnsvlvania’B  Limited 
The  forward  end  of  each  of  these  obst.,,- 
tion  cars  is  devoted  to  sleeping-berths,  there 
Ming  SIX  sections.  Immediately  in  the  centre 
there  is  a  toilet-room  flanked  by  a  buffet,  while 
the  entire  rear  half  of  the  car  foims  an  open 
room  with  seats  for  twenty  persons.  The  win¬ 
dows  are  nnusnally  largo,  and  the  central  ones 
are  of  even  greater  size  and  bowed,  affording  a 
Am  ontlook  in  each  direction. 

The  train  was  so  arranged  yesterday  that  the 
AustraUa  was  placed  in  the  centre  of  the 


Tennessee  marble,  in  which  hoT  and'ocld’  _ 
flow  by  pressure.  As  the  men  are  supplied 
with  a  barber-shop  and  bathroom  in  the 
»>noking-oar,  the  ladies 
have  been  provided  with  a  bathroom,  with  all 
Australia.  Beyond  the 
la^es  bath  is  a  stateroom,  finished  in  white  and 
gold  and  hnng  with  rich  drapery.  It  contains 
an  npoer  and  a  lower  double  berth  and  a  sofa.  The 
finishing  is  exquisite  in  taste,  and  the  appoint- 
ments  o7  the  room  have  the  erfect  of  makmg  it  a 
dainty  boudoir.  Many  people  visited  the  denot 
yesterday  morning  to  inspect  the  wonders  of 
‘Oiese  palaces  on  wheels,  and.  it  is  safe  to  say. 
duly  envied  the  fortunate  tEavellers  booked  to 
make  the  jonmey  in  such  luxury. 


’  PALACES  SPEEDING  ON  RAILS.  ^ 

HANDSOME  NEW  VESTIBULE  OARS  ON  THE 
PENNSYLVANIA  LINE— HOW  THEY 
ARE  PITTED  UP. 

The  Pennsylvania  Railroad  Company  has  Just  taken 
a  big  stride  in  the  direction  of  railway  reform  and 
offers  another  Instance  of  unceasing  oaio  for  the 
comfort  of  the  travelling  pubUo  by  the  Introduction  of 
several  now,  beautifully  appointed  vestibule  sleeping 
and  drawlng-i-oom  cars,  which  will  In  future  com¬ 
pose  the  New- York  and  Chicago  limited  express.  The 
I  new  cars,  numbering  six,  are  the  vestibule  drawlng- 
ivom  and  sleeping  cais  Vacuna,  Sybnrls,  Japan 
China,  Australia,  and  New-Zealand,  while  some  of  the 
older  cars,  such  as  the  England,  BVance  and  America, 
have  been  remodelled  on  the  new  designs. 

The  vestibule  sloeplng-oars  are  each  subdivided  Into 
twelve  compartments  of  ttvo  double  berths  each  and 
im-o  upholstered  In  figured  bine  plu.sh,  the  furnishing 
being  In  the  best  mahogany.  The  cars  aro  fitter! 
with  electric  and  gas  lighting,  ladles’  bath  rooms, 
a  barber  shop  and  bath  room  for  the  men,  and  a  special 
state  i-oom  in  white  and  gold  to  which  is  attachorl 
a  lavatory  and  private  toilet  room.  At  the  further 
end  of  the  car  Is  a  largo  drawing-room  In  Ivoiy  and 
gold,  wlih  draperies  to  harmonize.  The  two  new 
composite  observation  cars,  tho  Vacuna  and  Sybarls 
have  sleeping  berths  In  six  sections  at  the  forward 
hnffet  a  toilet  room,  fianked  by  a 

buffet,  whil©  the  rear  portion  form,?  an  onoii  sittinv. 
room.  There  ai*G  large  bay  windows  at  tho  sklo  of 
'  an  Windows  atfoKl 

I  the  rear  if  treto.  ®“‘-'-ounding  scenery  from 
Yesterday  the  new  express,  which  was  oomnosed 
of  the  now  Vacuna  and  Australia  and  the  remodflli™! 
France,  Germany,  Lafayette  and  Premier  the  last 
named  containing  a  library  and  smoking  room,  started 
on  Its  first  trip  westward.  The  passengers  w^o 
I  generous  In  their  expressions  of  delight  at  the  sunerb 
,  accommodation  provided  for  them..  supciu 


each  car  is  a  home. 

'Now  Luxuries  of  Travel  o« 


^ow  Luxuries  of  Travel  ou  the  New  York  and 
Chicago  Limited  Express. 

The  New  York  and  Chiongo  limited  express,  on 
the  Pennsylvania  road,  which  left  Jersey  pity  at 
9:30  yesterday  morning,  had  two  new  ve'atlbulo 
drawing  and  stateroom  cars  attached  to  the  reg¬ 
ular  train. 

The  new  oars, which  were  built  by  the  Pullman 
Company,  bear  tlio  names  of  the  Australia 
and  tho  \  nouua.  The  former  is  divided  Into 
twelve  sertlona,  two  douule  berths  each.  The 
scats  are  finely  upholstered  In  figured  blue  plush 
and  the  woodwork  is  of  highly  polished  maboc- 
totPkrd  eud^of  each  car  contains  me 


lies’  lavatory,  as  well  as  a  bathrodmT'wlth  hot 
lud  cold  water.  Electric  lights  are  fitted 
BO  arranged  that  tho  tired 
I  In  Lis  berth  and  read  with 


tbroughoi 
passenger 
lierfeet  ease. 

The  gemlcraau's  observatl  <n  car  contains  a 
....  'n  white  and  gold,  exquisitely  carved 


and  decorated  with  Oriental’  drapliigs.''  iT’aiou 
drawi'ifern*  ®'*®P’  bathroom,  library  and 

d  wide. 


drawingroom. 

The  end  windows  of  the  oar  are  low  ai 
so  that  an  unobstrncteu  view  can  be  h 
the  rear  of  ihe  train.  In  a  few  daye  the  Penn- 
Hylvania  Road  will  add  tht- uew  sleeping  cara 
Japan,  Ckina.  New  Zealand,  Lafayette,  Ger* 
munj*  and  Premier,  and  tbo  observation  car  By¬ 
baris  to  the  Chicago  limited.  ^ 


CANADIAN  CONSTRUCTION 


Canadian  railroading  is  by  no  means  con- 
finid  to  rale  cuttings,  running  cheap  excur- 
sions  and  fast  trains.  Our  large  roads  have 
nttached  to  them  at  various  points  extensive 
workshops  where  some  of  the  most  skiHSL 
mechanics  are  employed  in  the  construcKsn* 
of  engines  and  rolling  stock.  The  Grand 
Trunk  shops  at  Point  St.  Charles  have  given 
several  samples  in  the  last  few  months  of 
what  can  be  tuined  out  by  the  hands  em¬ 
ployed  there.  If  no  other  purpose  than 
mere  curiosity  would  take  one  down  to  the 
G.T.R.  depot  just  now,  he  would  be  well  re* 
paid  for  his  trouble  by  the  sight  of  two  mag¬ 
nificent  Pullman  cars  which  stand  there. 
They  are  sister  cars,  named  ”  Adelaide”  and 
“  Acantba,”  and  are  two  out  of  four  of  the 
same  class.  The  exterior  is  richly  finished, 
with  heavy  plate  glass  windows  surmounted 
I  y  embossed  silver.  The  cars,  seventy. five 
feet  in  length,  are  mounted  on  one  of  the 
latest  improved  Pullman  trucks,  made  of 
steel  bolts  and  plates  thronghout,  which  run 
on  forty-three  inch  German  disc  wheels  with 
the  w^lLknown  Kmpp  tires.  Tho  interior 


is  a  perfect  palace.  The  smoker,  finished 
In  embossed  lealher  and  bevelled  glass  mir¬ 
rors  on  the  sides,  is  a  beautifully,  cosv 
I  arnrtment.  It  is  richly  upholstered  with 
favorably  with 
light  English  oak  of  which  it  is  built. 
The  carving  here  is  something  exquisite. 
Adjoining  this  snug  retreat  for  smokers  is 
with  considerable  taste 
in  English  oak.  The  silverware  is  extreme- 
sign  crockery  ch.H3te  in  de- 

Thecar  proper  is  a  sight  to  make  one 
wish  to  travel  always  if  such  comfort  and 
luxury  can  be  had.  Like  the  smoker.  U  is 
heavily  upholstered,  but  It  is  in  old  gold  or 

nf  comfortable,  and  at  either 

end  of  the  car  is  a  rattan  settee.  Lugo 
windows  giving  a  cheerful  light  are  ar 

^  carpet  and  the  sides 

an*  elceWr^b*l'l”^‘  °***‘'' 

luffef  41*^  ”  cemmunicating  with  the 

fiom  the  snn  by  means  of  ,  delicate  bron* 
silk  curtains  that  drape  the  wiadowj.  ^’1 


!  There  is  a  library  attached  to  the  car  con- 
taining  about  one  hundred  and  fifty  volumes 
ifor  the  free  use  of  the  passengers. 

A  compartment  deserving  particular 
notice  IS  the  ladles’  toi'af,  r  pretty  little 
plaio,  Init  much  largerfhan  in  the  usual  i>iill> 
man,  and  in  addition  to  the  oitUijary  ioiiw.s 
glaqs,  with  a  large  bevelled  mirror  of  Rng- 
lish^plate,  fully  seven  feet  in  height.  The 
wash-stand  is  covered  with  Tennesseean 
marble,  and  is  supplied  with  water  from  a 
large  tank  above.  The  whole  is  lighted 
throughout  by  electricity  and  on  the  most 
approved  plan. 

The  cost  of  constructing  these  magnificent 
each  *  ^**‘^*“  modest  figure  of  $30,000 

snHP*®  41*^2  between  Montreal 

others,  whose  names 
will  be  Honora”  and  “Levina”  will  run  on 
the  line  between  Montreal  and  Toronto. 
The  latter  two  will  reach  Bonaventure  from 
the  shops  in  atout  a  fortnight,  and  will  be 
open  to  the  public  to  visit  In  paying  these 

mind  that  they  are  entirely  0  .adian  work- 
manship  a^  were  made  m  My  here  in 
Montreal.  The  Point  haa  aco  ed  a  point  in 
building  cars.  A 


zs 


THE  MOST  COMPLETELY  APPOINTED 
TEAIN  IN  THE  WOBLD. 

New  Cars  for  the  New  York  and  Chicago 
lilintted  of  the  Pennsylvania  Railroad. 


io  the  point 


The  “Ladies’  Limited.” 

The  progressive  spirit  of  the  Pennsylvaiiiii 
Railroad  Company  in  ever  anticipating  the  wants 
and  demands  of  the  traveling  public  in  its  regu¬ 
lar  service  is  couspicuously  illustrated  by  the 
new  Vestibule  Pullman  Cars  which  will  hereafter 
compose  the  equipment  of  the  New  York  and 
Chicago  Limited  Kxpress.  The  equipment  of 
this  train  and  the  appointment  of  its  cars  liaye 
since  its  first  inauguration  ehalleiiged  and  main¬ 
tained  the  admiration  of  the  world.  Yet  its  oper¬ 
ators  and  constnictofs  were  not  satisfied  of  its 
entire  completeness.  Experience  revealed  imjwr- 
fectious,  skill  pointed  out  the  way  to  overcome 
them,  and  the  new  cars  are  designed  to  sup¬ 
ply  everything  that  was  lacking  in  the  old,  “• 
to  bring  up  the  standard  of  the  ‘ 
of  ideal  perfection. 

The  new  cars,  which  will  be  placed  in  service 
on  August  12th,  are  the  Vestibule  Drawing  and 
State  Room  Sleeping  Cars  “Japan,”  “China,” 
“Australia,”  and  “  Jfew  Zealand,”  and  the  Ves¬ 
tibule  Observation  Cars  “Vaenna”  and  “Sy* 
baris,”  while  the  “  England,”  “  France,”  and 
“America”  have  been  remodeled  after  the  new 
style. 

The  Vestibule  Sleeping  Cars  present  from  the 
outside  the  usual  massive  and  substantial  appear¬ 
ance  of  the  ordinary  Pullman  Sleeper.  Within 
they  attract  at  once  the  notice  of  the  passenger, 
and  upon  a  close  examination  command  his  un¬ 
qualified  admiration.  The  main  body  of  the  cars 
is  subdivided  into  twelve  sections  of  two  double 
berths  each.  The  upholstering  of  the  seats  is  a 
very  striking,  figured  blue  plush,  while  the  finish¬ 
ing’ of  the  interior  is  of  mahogany  of  a  peculiar 
beauty  and  richness.  The  carpets  and  drapery 
harmonize  with  the  other  decorations,  and  the 
splendid  nickel  chandeliers  lend  a  singular 
brightness  to  the  ornamented  roof  and  the  glis¬ 
tening  surface  of  the  folded  berths.  The  chan¬ 
deliers  are  fittetl  for  electric  light,  but  with  gas- 
burners  as  well,  in  case  ill-luck  should  befall  the 
electric-lighting  plant.  In  addition  to  the  chan¬ 
deliers  there  are  a  pair  of  innocent  and  modest 
looking  punctures  on  each  window-post,  in  which 
an  insulated  electric  wire  ending  in  a  lighting-bulb 
may  be  fixed.  This  light  may  be  disposed  at 
will  in  any  desired  position,  so  that  one  may  sit 
or  lie  in  one’s  berth  and  read  with  [lerfect  ease. 

At  the  forward  end  of  the  cor  is  the  ladies’ 
toilet-room  and  lavatory,  separated  by  a  substan¬ 
tial  partition  from  each  other  and  the  main  body 
of  the  car.  In  the  lavatory  are  stationary  wash¬ 
bowls  of  Tennessee  marble,  into  which  hot  and 
cold  water  Hows  by  pressure ;  towel-racks,  clothes- 
hooks,  cufi-racks,  and  every  possible  little  recep¬ 
tacle  that  the  feminine  heart  could  ask.  Ad¬ 
joining  this  is  a  most  unique  compartment.  As 
the  men  are  provided  with  a  barber-shop  and 
bath-room  in  the  forward  portion  of  the  smoking 
oar,  so  here  a  complete  bath-room  is  arranged  for 
the  ladies.  There  is  hot  and  cold  water,  a  hose 
and  attachments  for  a  shower  bath,  and  plenty 
of  room  for  dressing.  The  dressing-table  is  a 
chest  of  cute  little  drawers,  surmounted  by  a 
plate-glass  mirror,  with  little  brackets  anil  racks 
for  toilet  articles  disposed  on  each  side.  The 
perfection  of  detail  and  the  absolute  satisfaction 
of  every  want  could  not  be  more  completely  sup- 
plieil  in  a  ladies’  private  chamber. 

Beyond  the  ladies’  bath  is  a  state-room  finished 
in  white  and  gold,  and  hung  with  rich  drapery. 

It  contains  an  upper  and  a  lower  double  berth 
and  a  sofa.  The  fiiii-shing  is  ex(|uisite  in  taste, 
and  the  appointments  of  the  room  render  it  a 
dainty  iKmdoir.  Connected  with  the  state  room 
and  oiiening  into  it  is  a  lavatory  and  a  private 
toilet-room.  The  section  nearest  the  state-room 
is  fitted  with  handsome  velour  curtains,  which, 
when  hung  in  position,  form  an  improvised  com¬ 
partment  for  the  use  of  invalida_or  othem  , 


desiring  a  certain  degree  of  seclusion.  The 
further  end  of  the  car  presents  a  large  draw¬ 
ing-room  of  similar  style  and  finish.  There 
is  the  same  rare  blemliug  of  ivory  and  gold 
and  hangings  suggestive  of  the  Orient,  but  the 
room  is  more  spacious  than  its  counterpart  at 
the  other  end.  In  fact,  it  is  a  double  room,  and 
by  an  ingenious  employment  of  folding  doors  a 
very  complete  state-room  may  be  cut  off  from  the 
mam  body  of  the  drawing-room.  The  folding 
doors  are  cleverly  concealed,  so  that  one  would 
never  suspect  their  existence  until  they  were 
brought  into  requisition.  The  drawing-room  will 
accommodate  five  and  the  state-room  four  people, 
and  the  two  compartments  may  be  used  m  mitt 
or  as  separate  rooms.  The  larger  has  a  lavatory 
annexra,  and  the  smaller  has  concealed  in  the 
side  of  the  partition  a  nickel  wash-bowl,  which, 
upon  the  pressure  of  a  spring,  falls  into  position. 
There  never  was  in  any  car  other  than  a  private  car 
such  a  perfect  arrangement  for  privacy  and  lux¬ 
urious  comfort  as  these  compartments  afford,  and 
they  cannot  fail  to  greatly  enhance  the  pleasure 
and  ease  of  travel  on  long  journeys. 

All  the  sleeping  cars  are  appointed  in  the  same 
manner,  with  the  exception  of  the  ladles’  bath¬ 
room,  which  is  onlyprovideil  in  one  car  of  agiven 
train.  In  all  these  cars  the  toilet-room  for  men 
is  entirely  inclosed,  so  that  absolute  privacy  is 
secured  for  the  gentlemen  in  making  their  toilets. 

The  most  conspicuous  features  of  the  new 
equipment  are  the  two  Composite  Observation  Cars 
“  Vacuua  ”  and  “  Sybaris.”  These  cars,  novel 
and  original  in  construction,  arrangement,  and 
appointment,  will  till  a  want  before  unsupplied 
to  the  traveling  public,  esiiecially  the  female  por¬ 
tion  of  it. 

The  forward  end  is  devoted  to  sleeping  berths, 
there  being  six  sections.  Immediately  in  the 
centre  there  is  a  toilet  room  flanked  by  a  buffet, 
while  the  entire  rear  half  of  the  car  forms  an 
open  sitting-room.  The  interior  is  finished  in 
brown  hard  wood,  and  the  curtains  are  of  an  ap- 
pnipriate  shade.  The  luxurious  rattan  arm¬ 
chairs,  upholstered  in  seal-brown  ]>lush,  ntlbrd 
seating  capacity  for  twenty  iieople.  The  win¬ 
dows  arc  unusually  large,  and  the  central  ones 
are  large  bay-windows,  presenting  an  excellent 
outlook  in  each  direction.  The  end  windows 
and  the  door  are  open  to  witbln  fifteen  inches 
of  the  floor,  so  as  to  afford  a  wide  and  un¬ 
obstructed  view  from  the  rear  of  the  train.  The 
rear  platform,  which  is  not  vestibuled,  but  in¬ 
closed  by  a  handsome  nickel  railing,  is  wider 
than  usual,  and  designed  to  be  used  as  an  open- 
air  observatory  in  tine  weather.  The  ornamental 
carving  of  these  cars  is  superb  work.  Every  bit 
of  exposed  surface  has  been  utilized  by  the  carver 
for  an  exhibition  of  his  art,  and  the  result  is  a 
most  exquisite  style  of  decoration. 

Another  novel  and  most  striking  characteristic 
of  the  observation  cars  as  well  as  the  sleeiiing 
cars  is  the  total  absence  of  square  corners.  There 
is  not  an  abrupt  turn  in  any  one  of  them,  but 
every  corner,  every  partition,  is  rounded  off  in  the 
artist’s  lines  of  beauty  and  ornamented  with  some 
quaint  conceit  in  carving. 

Incandescent-light  bulbs  seem  to  grow  out  of 
the  hard-wood  posts  in  the  must  suggestive  places, 
and  at  night  the  entire  interior  is  a  blaze  of  iri¬ 
descent  brightness. 

The  observation  cars  are  designed  for  the  use  of 
the  general  jiasseugers,  and  will  be  open  to  all 
but  the  smokers,  who  are  jirovided  with  their 
own  compartment  of  a  similar  nature.  They 
will  prove  the  most  charming  section  of  the  train 
to  the  Indies,  who,  seated  in  the  ca-se-giving  chairs, 
can  gaze  contentedly  on  the  magnificent  scenery 
for  wliich  the  Pennsylvania  Railroad  is  so  deser¬ 
vedly  famous. 

For  the  summer  season  the  seats  of  several  of 
the  new  cars  are  being  upholstered  in  a  white 
hair  fabric,  that  imparts  to  them  not  only  a  bright 
and  cleanly  appearance,  but  renders  them  far 
cooler  than  the  plush  now  used  for  this  pnrixisc. 
The  material  is  an  Italian  product,  and  its  im¬ 
portation  to  this  country  is  entirely  original  with 
the  Pullman  Company. 

The  Pullman  Pertieted  Safely  Vestibules  are 
employed  on  the  Limited.  This  vestibule  is  un¬ 
doubtedly  one  of  the  must  notable  additions  of 
modern  times  to  the  list  of  safety-securing  ap¬ 
pliances,  while  its  effectiveness  in  providing 
perfect  communication  between  all  the  cars  and 
Us  influence  in  steadying  the  motion  of  long 
trains  and  deadening  the  noise  of  the  wheels  is 
an  inestimable  boon  t(>  travelers. 

With  these  new  cars  added  to  the  already  cele¬ 
brate  dining-car  service,  the  New  York  and 
Chicago  Limited  of  the  Pennsylvania  Railroad, 
becomes  at  once  the  most  perfectly  e(|nip]icd, 
m  ost  magnificently  appointed,  and  the  swest 
ir  train  that  ever  ran  on  the  rails. 


The  Handsomest  and  Rest-appointed 
Train  in  the  AVorld. 

The  new  equipment  of  the  Pennsylvania 
Railroad’s  New  York  and  Chicago  Lim¬ 
ited  Express  makes  this  train  the  most  per¬ 
fectly  appointed  passenger  train  in  the  world. 
The,  new  slecpiug  cars  are  fitted  with  drawing¬ 
rooms  and  state-rooms  finished  in  the  most  artist¬ 
ic  taste,  a  ladies’  bath-room,  and  other  new  and 
original  features.  The  observation  car  has  an 

Tm  sitting-room  at  the  rear  of  the  train  fiirnish- 
with  easy  chairs  for  the  use  of  the  general  pas¬ 
sengers.  These_  new  and  entirely  original  charac¬ 
teristics,  in  addition  to  the  well-known  aud  great- 
ly-aijprecintcd  dining-car  service,  place  the  Lim¬ 
ited  at  the  head  of  all  the  passenger  trains  of 
America  or  Europe.  The  Limited  leaves  New 
York,  foot  of  Cortlandt  and  Desbrosses  Streets, 
every  day  at  9.00  A.  M.,  for  Chicago  and  Cincin¬ 
nati. 

“The  Ladies’  Limited.” 

No  train  in  regular  service  was  ever  so  com¬ 
pletely  appointed  for  the  use  of  ladies  as  the 
Pennsylvania  Railroad’s  New  York  and 
Chicago  Limited  Express.  Its  drawing  and 
state  rooms  are  dainty  boudoirs;  there  is  a  private 
bath-room  for  ladies’;  and  the  observation  car, 
which  forms  the  rear  of  every  train,  is  an  open 
sitting-room,  where  they  may  sit  in  luxuriously- 
upholstered  chairs  aud  enjoy  the  grand  scenery 
for  which  the  route  is  famous.  This  room  is  a 
new  departure  in  railway-car  building  which  can¬ 
not  fail  to  win  immediate  popularity  with  all 
travelers,  especially  the  ladies.  The  complete 
connection  of  all  the  cars  by  the  Pullman  per¬ 
fected  safety  vestibule  renders  communication  be¬ 
tween  all  the  coaches  absolutely  safe  and  easy. 

'  The  Limited  leaves  New  York,  foot  of  Cortlandt 
and  Desbrosses  Streets,  every  day  at  9.00  A.  JL, 

I  for  Chicago  and  Cincinnati. 

Rrawiiig'  and.  State  Room  in  Ivory  and 
Gold. 

The  drawing  aud  state  rooms  in  the  new  cars  of 
the  Pennsylvania  Railroad’s  New  York 
AND  Chicago  Limited  Express,  finished  in 
wliite  and  gold,  are  the  most  artistic  and  luxuri¬ 
ous  apartments  ever  constructed  in  a  passenger 
car  for  general  service.  One  can  enjoy  all  the 
privacy  of  one’s  own  home  in  the  raid,st  of  the 
most  tasteful  surrounding.  These  compartments 
vary  both  in  size  and  price.  Each  compartment 
has  its  private  lavatory  aud  toilet-room  annexed. 
The  New  York  and  Chicago  Limited  leaves  New 
York,  foot  of  Cortlandt  and  Desbrosses  Streets, 
every  day  at  9.00  A.  M.,  for  Chicago  and  Cincin- 


'ICENT  TRAIN.  I  ' 


IrA^NIPlCBNT  TRAIN. 

The  PeuneylTwii*  eyetem  leads  aU  American 
lines  in  the  matter  of  oonetant  Improrement  It 
keeps  apace  with  this  literal  afta  of  progress  in 
every  sense  and  makes  use  of  every  invention 
that  can  make  its  roadway,  its  equipment  or  its 
sasvice  Yesterday  it  brought  into  service  be¬ 
tween  Chicago  and  Now  York  its  new  ‘•limited 
vestibuied”  train,  which  eclipses  the  former 
“limited”  as  that  overshadowed  all  former  pas¬ 
senger  traina  The  new  train  is  a  thing  of 
beauty,  whion  has  just  emerged  from  the  Pull¬ 
man  shops  with  all  its  brightness  nndimmed  by 
use.  The  cars  are  named  Bultan,  Victoria, 
France,  Australia  and  Vaenna,  the  last  being 
an  observation  oar.  There  is  the  usual 
smoking-car,  with  bath-room,  barber-shop,  and  ' 
library  next  to  the  engine,  while  the  observa. 
tion  oar  at  the  end  is  also  provided  with  two 
library  oases  and  writing  deska  The  observa¬ 
tion  oar  contains  six  sections,  and  a  large  par¬ 
lor  with  bay  windows  and  glass  doors  that  per¬ 
mit  full  views  of  the  scenery  from  any  part  of 
the  oar.  The  mahogany  carvings  in  this  oar 
are  exceedingly  fine  and  artistia  This  car  cost 
about  !tS20,00a  AU  the  cars  are  about  seventy- 
six  feet  in  length.  The  interior  woodwork  is 
iJf  mahogany,  while  some  of  the  up¬ 
holstering  IS  covered  either  with  rare  plush 
or  white  Italian  hair-clotb,  something  new  for 
summer.  There  is  also  a  diuing-oar,  and  this 
was  esoeciaUy  well  patronized  yesterday  noon, 
when  a  party  of  gentlemen  accept^  the  com¬ 
pany’s  hospitality  and .  i»  ent  on  the  tri.,1  trip  to 
Valp:traiBO,  Ind.,  forty-four  miles  awar.  The 
party  loft  here  at  noon  and  returned  a't  about 
a:  15  o’clock,  in  the  party  were  Uessra  E.  A. 
Ford,  Ihtteburg;  Louis  Wahl,  J.  J.  Byrne,  P  s, 
Eustis,  J.  B.  Elwood.W.  J.  Davis,  L  L  Ubarpo 
E.  W.  ICorrow,  C  W.  Adams,  L  G.  aePherson’ 

J.  H.  Luce,  W.  K.  ISullivan,  A.  L.  Suesman  J, 
Irving  Pearce,  W.  H.  Johnson,  J.  L.  Archer 
U  E.  Gilman,  E.  A.  Batchelor,  F.  G  Brown’ 
Frank  G.  Whiting,  F.  B.  Northup,  Steven  Little' 

E.  Earpowsky,  C.  H.  Walton,  Joseph  Chenet  b’ 

B.  Auft,  E.  W.  Eldridge,  L.  D.  Ooudee,  J.  C. 
Paul,  William  Bedell,  and  G.  G.  Beltzhoover. 

A  generons  luncheon  was  served  on  the  din¬ 
ing  car,  and  when  the  smoke  of  the  cigars  first 
began  to  ascend  the  party  was  called  to  order 
and  Rr.  W.  J.  Davis  chosen  chairman.  On  mo- 
Bdu  tho  ohairmaa  appointed  Messra  Louis 
Wahl,  L  D.  Condee,  and  J.  Irving  Pearce  a 
committee  on  resolutiona  These  were  prepared 
and  read  and  then  adopted.  They  are  as  follows : 

Eight  years  ago  the  Pennsylvania  Bailroad  and 
the  Pennsylvania  Company  inaugurated  a 
tion  in  the  railway  world.  It  was  a  “I 


startling  and  stupendous  in  every  way.  It  re 
lutionized  travel  at  the  rate  of  a  mile  a  minute, 
and  enabled  a  man  to  escape  from  bis  mother-in- 
law  in  Chicago  and  greet  his  wife  in  New  York 
ere  twenty-five  hours  had  passed.  The  Pennsyl¬ 
vania  led  the  American  system  of  raU- 
ways  iu  making  slurtling  time,  in .  of¬ 
fering  marvelous  accommodations  to  its  patrous 
ou  the  rail,  as  li  did  In  sdoptlng 

every  mode  of  comfort,  every  form  of  improve¬ 
ment  that  would  benefit  mankind  in  Its  race  of 
clvillzatiou,  its  strides  in  commerce,  its  progress 
in  railway  pleasures.  The  Pennsylvania  has  kept 
one  eye  upon  its  "limited"  train  and  another  upon 
tnyentions  that  wonld  improve  It, 

’ . . ’“r  of  Chicago’s  representatlvea 

'  -rt  have  enjoyed  the 

a  by  the  Pennsylvania 
•**-  Pullman* 


e,  traffic,  and  s 
conjunction 


'rhe__  improvea 


upon  its  predecessors.  The  gnestaot  the  Penn- 
sylvsnla  herewith  offer  their  appreciation  of  the 
company's  progress  at  a  mile  a  minute,  and  return 
thanks  for  the  courtesies  received,  which  have  en¬ 
abled  them,  as  a  committee  representlngthe  world 
of  commerce  and  of  pleasure,  to  judge  the  com¬ 
pany's  efforts  in  leading  the  world  In  railways,  as 

passenger  may  desire  or  the  traveler  hope  for. 

Bpecisl  thanks  are  returned  personally  to 
Messrs.  E.  A.  Ford,  general  passenger  agent,  and 
C.  W.  Adams,  assistant  general  passenger  agent, 
•—  .1—1.  >»~ud  making  this  trip  a  aouiai 


Whiting,  and  L  L.  Sharpe.  Bomo  exoeptioaally 
good  time  was  made  upon  the  return  trip.  At 
one  time  twenty-seven  and  eight-tantbe  miles 
were  made  in  twenty-eight  mlnutee,  at  another 
nineteen  and  eeveu-tentha  miles  were  made  in 
nineteen  and  one-half  miontea  The  ride  from 
Valparaiso  to  Whitings,  thirty  milos,  was  made 
iu  thirty  minutea  Valparaiso  is  forty-four 
miles  from  here,  and  alow  time  has  to  be  made 
within  the  city  limits,  yet  the  forty-four  miles 
ware  covered  iu  Just  one  hoar. 

The  new  train  left  for  New  York  at  5  o'olook, 
and  wUl  run  regularly  hereafter,  alternating 
with  others  eimilar  to  li 


'  A  -NEW  STYLE  OF  CAES. 

Tho  Snpsrlor  Arrangomenti  of  tho  Horthsrn 
Pacific. 

The  Northfern  Pacific  lias  just  received 
t^wenty  new  colonist  sleepers  from  Barney, 
bantu  &  Co.,  that  are  models  of  heauly 
convenience  and  comfort,  and  contain  many 
imiiroveraeuts  over  tho  ordiuury  colonist 
sleeper,  or  so-called  tourist  ^ar  generally  in 

Kach  car  has  fourteen  sections,  with 
pntlemen’s  toilet  room  in  one  end.  and  the 
ladiOT  room,  supplied  with  marble-topped 
wash  .stand  and  force  pump  in  the  other.  In 
one  end  of  the  car  is  a  Baker  fire-proof 
Uieans  of  hot 

a  large  tank  bolding  seventy 
gallons  of  water  for  general  use.  “  ^ 

«mI.  fij'‘‘‘*>ed  ill  natural  wood— 

fslfed  «n  I  “."‘I  {’"“«''“n‘-l>eautifully  pol¬ 
ished  aud  at  night  are  lighted  up  with  eight 
acme  lamps  exactly  similar  to  those  In  Le 
2 'i  sections  are  di¬ 

vided  by  sliding  head-boards,  effecting  a 
privacy  not  possible  in  Ihe  present'style  of 
cars,  where  the  sections  are  separated 
by  a  wire  netting.  An  ingenious  ar¬ 
rangement  of  the  seats  cnabTe  them  to 
he  extended  flat  or  with  head  rests 
when  prepared  for  bedding,  and  under  each 
seat  IS  a  box  in  which  can  be  stored  bedding 
or  small  baggage.  In  each  section  there-  !s 
also  provided  a  movable  table  simitar  to 
those  in  use  in  Pullman  cArs,  which  is  ex¬ 
tremely  convenient  for  ‘many  purposes.  All 
cars  are  provided  with  curtain  rods. 

1^  "Withstanding  the  fact  that  the  North- 
fn!J.«“i  ®  employs  a  porter  to  look  after  ' 
M^tan'r^d  ■  Pao.fl“c“l"s’t 

leads  all  its  competitors. 

It  IS,  Important  also  for  travelers  tn  /.k. 

“'®  No“&Pac?fi^ 
change. .  /his  it  Wght‘’aS‘utMi“rough  ?ho‘ 
connexion  with  the  Wiscon'y^n  CenSIl  and 


z7 


/  t,  Alii  KB’  LIUlTED."  JT 

The  of  KtegaT^e  and  Comf^lu 

-rk  Travel  About  Keachc(f 

people  are  noth- 

Llmited.t^'  Thlsl“are«ular^nii^n..^®i  Ladies' 
on  thel’enn»vI?ttiilaR?i®rold  lnd  ‘“‘*'■''1“ 

and  the  pWrvatiJn  ^Jl  which 


It  forms  the  roar  oi 

SSas  ;ss 

fampua  Tills  room  ii  r  n  ,  route  ia 

lutoly  Mfe  aoU  easy  cSh«r®).«r^2f 
rtgnaoresooa  <Je- 

VeBtiTomB  day  w  /  A*' 

oago  aud  O^cloo&ti.  ^  ®  Af-  for  Clii-  i 


9^^- - The  Pennsylvania 

Kailroad  Comijany  has  just  taken  a  big  stride  in  the 
direction  of  railway  reform  and  offers  another  in¬ 
stance  of  its  uncoMing  care  for  the  comfort  of  the 
traveling  public  by  the  introduction  of  several  new 
beautifully  appointed  vestibule  sleeping  and  draw- 
iBg-rwm  cars,  which  will  in  future  compose  the 
New  York  and  Chicago  limited  express.  The  new 
cars,  numbering  six,  are  the  vestibule  drawing-room 
and  sleeping  cars,  Vacuna,  Sybarls,  Japan,  China, 
Australia  and  New  Zealand,  while  some  of  the  older 
cars,  such  M  the  England  France  and  America,  have 
been  remodelled  on  the  new  designs. 

The  vestibule  sleeping-cars  are  each  subdivided 
into  twelve  compartments  of  two  double  berths 
each  and  are  upholstered  in  figured  blue  plush,  the 
I  malio&any.  The  cars  ! 

jiEe  fiUed  with  electric  and  gas  lighting,  ladies’  bath  I 
rooms,  a  barber  shop  and  bath  room  for  the  men,  and 
a  special  state  room  in  white  and  gold  to  which  is 
attached  a  lavatory  and  private  toilet  room.  At  the 
further  end  of  the  car  is  a  largo  drawing-room  in 
ivory  and  gold,  with  draperies  to  harmonize.  The- 
two  new  composite  observation  cars,  the  Vacuna  and 
oybaris,  have  sleeping  berths  in  six  sections  at  the 
forward  end.  In  the  center  is  a  toilet  room,  fianked 
by  a  buffet,  while  the  rear  platform  forms  an  open 
sitting-room.  There  are  largo  bay  windows  at  the 
side  of  each  of  these  cars,  while  the  end  windows  af¬ 
ford  an  unobstructed  view  of  the  surrounding 
scenery  from  the  rear  of  each  train. 

Ou  the  14th  instant  the  new  express,  which  was 
composed  of  the  new  Vacuna  and  Australia  and  the 
remodelled  France,  Germany,  Lafayette  and  Pre¬ 
mier,  the  last-named  containing  a  library  and 
I  smoking  room,  started  on  its  first  trip  westward. 

tA  V®’®?*^***^®*'**  ffenerous  in  their  expressions 
I  of  delight  at  the  superb  accommodation  provided  for 
them.— [N.  Y.  Tribune. 


SHOP  NOTES. 


Uu^s 


Th»  robber  who  held  up  the  train  on  the 
Wisoonain  Central,  in  Minnesota,  yeetorday, 
know  his  business.  He  secured  all  of  the 
money  in  one  of  the  sleeping  cars  by  the 
simple  operation  of  holding  up  the  porter. 


At  the  Pullman  Works. 

The  Pullman  works  at  Chicago  are  at  iiresent 
working  on  a  large  ordoi-  of  freight  cars  for  the 
Georgia  Pacilic  Railroad,  and  have  rocontly  re¬ 
ceived  other  orders  which  aggregate  about  1,000 
cars.  The  cars  at  present  under  construction  for 
the  Georgia  I’acilic  are  box  cars  of  (10,000  lbs.  ca¬ 
pacity.  The  trucks  have  swing  bolsters  with  chan¬ 
nel  iron  transoms,  and  pre.sont  a  very  substantial  ap¬ 
pearance.  The  axle  has  a  4  in.  x  «  in.  journal.  Tlie 
body  of  the  car  is  strongly  built  and  is  sheathed  up 
to  the  roof  on  the  inside.  Wagner  doors  are  used 
and  200  of  the  cars  are  also  provided  with  small  ad¬ 
ditional  side  doors  near  the  ends  of  the  car  and 
above  the  grain  lines,  through  which  coal  can  bo 
run.  The  cars  are  designed  to  carry  coal  in  one  di¬ 
rection  and  grain  or  general  merchandise  in  the 
other.  They  are  quite  heavy,  weighing  about  31,- 
800  lbs.  They  are  fitted  with  .lanney  couplers,  and 
dead  blocks  are  conspicuous  by  their  absence. 
The  latter  feature  is  one  which  cannot  bo  recom¬ 
mended  for  adoption.  Of  course,  if  the  automatic 
couplers  always  worked  together  there  would  bo  no 
necessity  for  men  to  go  between  the  cars,  but  as  | 
they  will  bo  used  in  conjunction  with  common  draw- 
heads,  much  of  the  time,  it  would  seem  a  necessity 
to  provide  dead  blocks. 

The  works  will  soon  start  on  an  order  of  2(HI 
Armour  refrigerator  cars  and  200  Wickes  refrigei’- 
ator  cars  for  the  Merchants'  Oispatch.  Among  other 
orders  may  be  mentioned  .500  box  cars  for  the  Penn¬ 
sylvania  Co. 

The  passenger  car  shops  are  bu8y,there  being  quite 
a  number  of  cars  under  construction  for  the  Norfol'a 
&  Carolina  Railroad,  the  Georgia  Pacific,  Richmond 
&  Danville,  Oregon  Railway  &  Navigation  Co.,  and 
others.  The  trussing  of  the  Richmond  &  Danville 
cars  is  different  from  that  usually  seen  on  passenger 
cars.  There  are  the  usual  heavy  rods  under  the  side 
sills  terminating  at  the  truss  rod  irons  fastened 
under  the  side  sills  at  the  ends  of  the 
body  bolsters.  in  addition  to  these  there 
are  two  other  truss  rods  somewhat  smaller 
in  diameter  which  extend  from  the  queen 
posts  over  the  body  bolsters  and  through  the  end 
sills  of  the  cars,  the  nuts  bearing  on  largo  washers 
on  the  outer  face  of  the  end  sills.  This  arrange¬ 
ment  of  rods  causes  the  two  sets  to  assume  different 
angles,  as  viewed  in  the  side  elevation.  Phore  are 
2a  new  sleeping  cars  under  construction  and  several 
cars  of  special  design  are  under  way,  the  plan  of 
which  we  exiwct  to  illustrate  in  the  near  future. 

The  repair  department  has  been  very  busy  prepar¬ 
ing  extra  Pullman  cars  to  meet  the  demands  of  the 
enlarged  passenger  traffic  which  the  encampment  of 
the  G.  A.  R.  at  Milwaukee  will  occasion.  Thirty- 
two  Pullman  cars  left  the  repair  sliops  during  the 
first  half  of  this  week. 

The  Westinghouse  design  of  brake  for  six  wheel 
trucks  is  being  applied  to  a  number  of  Pullman  cars 
at  present  in  the  shops  for  repairs.  This  arrange¬ 
ment  was  illustrated  in  The  Review  of  .Tune  8, 
1888.  To  get  the  necessary  ]>owei'  for  ajiplying  the 
brakes  to  all  the  wheels  with  a  pre.ssure  of  (HI  jajr 
cent,  of  the  weight  upon  them,  the  air  cylinder  has 
been  enlarged  10  in.  to  14  in.  in  diameter,  the  stroke 
remaining  the  same.  The  reservoirs  have  also  boon 
enlarged  from  10  in.  to  14  in.  in  diameter,  their 
length  remaining  the  same.  Nino  Pullman  cars 
running  in  the  New  York  &  Chicago  limited  over  the 
Pennsylvania  lino  are  now  equipped  in  this  manner 
and  six  cai-s  are  at  present  being  altered. 


THEY  EXCHANGED  PISTOL  SHOTS' 


A  DlfflouUr  on  •  FennuylraoiB  Train  for 
Which  Toto  nzplaiiailoiis  Are  Given. 

Lakcasteb,  Fa.,  Aue.  85. — Charles  I).  Cham¬ 
bers,  just  released  from  the  eastern  penlten- 
tlar.r,  came  to  this  city  last  eveninR,  and 
when  the  Pacific  express  on  the  Pennsyl- ’ 
vania  railroad  pulled  out  of  the  station  early 
this  morniuif  boarded  a  Pullman  car,  and,  as 
one  story  goes,  endeavored  to  rob  the  passen¬ 
gers.  Charles  D.  Stark,  the  porter,  of  Jerse.v 
City,  struggled  with  him,  and  was  shot  twice. 
In  the  groin  and  leg,  and  another  shot  failed 
to  take  effect.  Chambers  was  then  over¬ 
powered  oy  the  trainmen.  Chambers  was 
carried  through  to  Harrisburg,  but  will  be  re¬ 
turned  to  this  city  for  triah 

The  stories  of  the  porter  and  Chambers, 
who  is  in  jail,  are  somewhat  contlicling. 
Chambers  savs  he  was  stealing  a  ride  and 
that  the  ptrter  began  firing  at  bim.  He 
grasped  tne  pistol  and  it  went  ofC.  I'he  por¬ 
ter  says  Chambers  was  in  his  berth,  and 
when  discovered  drew  the  revolver  and  com¬ 
menced  firing.  The  wounds  are  not  danger- 


The  Orand  Trunk  road  has  recently  completed  at  its 
shops  at  Point  Charles  two  handsome  Pnllman  palace 
cars.  The  ears,  which  are  76  feet  long,  are  mounted  on 
the  latest  improved  Pullman  trucks.  The  interior  is 
richly  upholstered  in  old  gold  and  the  chairs  are  large  and 
comfortable.  Near  each  chair  is  an  electric  button  com¬ 
municating  with  the  buffet.  The  smoking  department  is 
finished  in  embossed  leather,  and  the  upholstery  is  of 
blue  plush,  the  woodwork  being  handsomely  carved. 
There  is  a  library  in  each  car  containing  about  160  volumes 
for  the  free  use  of  the  passengers.  The  oars  are  lighted 
by  electricity  throughout  and  have  all  the  latest  improve¬ 
ments  for  the  comfort  and  convenience  of  passengers. 
They  will  run  between  Montreal  and  Portland.  Two 
other  oars  of  a  similar  pattern  are  nearing  completion  at 
the  shops  and  wi  11  be  ready  for  the  road  in  a  week  or  ten 


LUXURY  I\  RAILROAD  TRAVEL. 


^ould  have  cea.sed  to  hemoan  his  fate  if  liut  one 
day  of  his  everlasting  migration  had  been  spent 
on  the  Pennsylvania  Limited,  liy  the  addition  of 
the  Observation  car  and  enclosed  wash  roonts  this 
marvelous  hotel  on  wheels  is  better  adapted  than 
ever  to  meet  the  reiimremenis  of  the  most  exacting 
patron.  Mr.  C.  \V.  Adams,  .A.ssistant  General 
I’assenger  Agent,  No.  65  Clark  .street,  Chicago, 
will  be  glad  to  attend  to  reipiests  for  reservations. 
The  train  leaves  Chicago  at  5.00  p.  m.  every  day 
for  l’itt.sburgh,  Haltimore,  Washington,  Philadel¬ 
phia  and  New  York. 


BATHS. 

As  a  mark  of  a  race’s  advancement  is  the  num¬ 
ber  and  luxury  of  its  baths,  so  a  proof  of  the  high 
standard  attained  by  the  Pennsylvania  Limited  is 
the  elegance  and  va-iety  of  the  facilities  offered  its 
patrons  for  bathing.  On  this  famous  train  the 
wash  rooms  for  men  are  spacious  and  completely 
enclosed  and  there  are  toilet  rooms  for  ladies  equip- 
ped  with  bowls  of  Tennessee  marble,  comb  racks, 
drawers  and  all  the  dainty  apimrtenances  gratifying 
to  the  feminine  taste.  On  the  Limited  one  may 
take  a  sponge  bath,  a  shower  or  a  plunge  bath 
with  choice  of  hot  or  cold  water.  It  is  reported 
that  a  car  is  being  built  for  the  Limited  at  the 
Pullman  shops  which  will  be  arranged  for  Turkish 
and  Russian  baths  but  it  is  believed  that  the  rumor 
is  without  foundation.  _Ai'iT.muii.ii,Tili<iiii»  .un  thia- 


•AtUuiis,  Assistant  Cietieral  Passenger  Agent,  No; 
_ 65- Clark  slreetr-Chicago,  111. 


■  '  A  BRIBE’S  VERDICT. 

It  was  one  of  the  “  At  Home”  days  in  the  new 
house  on  Michigan  Avenue  a  few  weeks  after  the 
wedding.  When  a  clas.smate  asked  what  portion 
of  the  wedding  trip  had  left  the  pleasantest  lecol- 
lectionsher  hostess  said;  ‘-  There  was  positively 
iioth-ng  .so  enjoyable  as  our  ride  from  I  hictigo  to 
the  Las.  on  the  Pennsylvania  I  .imited  We  had 
a  suite  of  .  ooms  with  sofas  and  chairs  upholstered 
in  white,  the  vails  were  white  and  gold,  the  floor 
Iwdecked  with  Wilton  carpets  and  Smyrna  rugs. 

1  he  meals  were  delicious  and  the  entire  tram  as 
nice  as  could  be.” 


FOR  THE  LADIES. 

The  Pullman  Vestibule  train  known  as  the 
Pennsylvania  Limited  which  leaves  the  IJnitm 
Passenger  Station  at  5.00  p.  m.  every  day  for  the 
East  now  carries  a  handsomely  furnished  observa¬ 
tion  car  at  the  rear  of  the  train  for  the  use  of 
ladies,  and  men  who  do  not  smoke.  'The  sleeping 
cars  have  been  newly  upholstered  ;  in  the  dining 
car  are  served  the  delicacies  of  the  season ;  the 
men’s  smoking  car,  barber  shoj)  and  bath  room 
continue  to  please  For  reservations  at)ply  to  Mr, 
C.  W.  Adams,  .Assistant  General  Passenger  Agent. 
65  Clark  street,  Chicago,  111. 


[Lewiston  Journal,  Aug.  21*1,  1889.) 
A  ROLLING  PALACE. 


Tbe  l.iixnr.v  Hint  Pnitsed  Ibronith  I.vwIn- 
Ion  Jnuftioii  Wedueodny  —  .4  Keniark- 
ablo  nun  of  Kailroad  I'oacbett. 


“  Here  she  comes  1  ” 

The  crowd  at  Lewiston  Junction  atlO  A.M., 
Wednesday,  all  advanced  to  the  platform  as 
“  Number  Four  ” — the  through  train  from 
Portland  to  Montreal  and  the  West  via  the 
Grand  Trunk  was  seen  in  the  distance,  a 
putf  of  smoke  at  first  and  then  a  great,  steam¬ 
ing,  hissing  locomotive,  whose  sparks  were 
those  of  friction  from  the  steel-rimmed 
wheels. 

At  the  rear  of  this  train  was  the  object  of 
the  general  display  of  interest  and  eager¬ 
ness.  sihe  was  the  attraction  that  had 
drawn  quite  a  little  party  of  Lewiston  people 
thence  excursion-ward  to  see.  It  was  the 
new  and  novel  Pullman  Parlor  Bullet  car  on 
its  first  trip  to  Montreal  on  the  day  ex¬ 
press.  rhis  onewas  the  ”  Acantba.”  Oppo¬ 
site,  runs  its  twin  sister  the  Adelaide— the 
lovely  pair  making  the  most  exquisite  of 
conveyances  and  in  certain  respects,  making 
the  farthest  bound  in  railroad  luxuriance. 

Externally  the  cars  are  of  the  conventional 
type,  except  tbe  heavy  brass  mountings  and 
the  swelling  bay  windows  along  the  sides 
after  the  fashion’of  the  vestibuled  cars.  In¬ 
side,  you  perceive  at  once  the  rich  decoration, 
the  nicety  of  refined  taste  that  has  enabled 
the  Pullman  Car  Co.  at  Montreal  to  expend 
$20,000  on  this  car  or  $-10,000  on  the  twin 

The  car  is  63  ft.  long  and  of  the  regular 
width.  In  internal  arrangement,  it  is  of  the 
general  pattern  of  bufl'et  cars.  It  was  built 
at  Montreal  by  the  Pullman  Car  Co.,  under 
direction  and  to  the  taste  of  the  Grand 
Trunk  Railway.  Entering  the  car  from  the 
rear,  a  small  ante-room  confronts  you  with 
a  massive  pier-glass.  This  room'  betrays 
the  general  style  of  the  interior,  especially 
as  regards  the  carving  and  fret  work. 

The  decorations  and  finish  are  of  mahog¬ 
any,  as  indeed  is  the  entire  interior  excepting 
the  smoking  room,  which  is  finished  in 
antique  (juartered  oak.  Pas-'ing  on,  the 
next  feature  is  the  ladies’  room,  which  from 
being  a  mere  toilet,  has  advanced  to  being  a 
perfect  boudoir,  a  retreat  to  the  weary  and 
travelworn  ladies.  Next  along,  is  a  library. 
This  library  contains  200  volumes.  Every 
style  and  range  of  fiction,  travel,  biography 
and  history  is  touched  upon. 

The  library  is  a  Mrfect  gem.  The  bind¬ 
ings  are  nearly  all  suiierb.  Above  the 
library  is  a  fret-work  of  tangential  circles, 
whose  inside  ^egment8  bear  traces  of  the 
fine  handiwork  ol  the  carver.  The  library 
is  shut  ott  by  satin  velours  curtains  and 
damask  draperies.  The  car  proper  has  the 
usual  number  of  seals.  The  bay  windows 
are,  as  usual,  delightful.  The  chairs  are  of 
modern  pattern  in  bronze  plush.  The  carpet 
is  a  rich  velvet  moquette. 

The  carving  is  in  graceful  designs  and 
worth  studying  by  the  hour.  Above  is  a 
harmonious  tint  of  ceiling  and  on  either 
side  are  rich  designs  in  inlaid  mahogany. 
In  the  other  extreme  of  the  car.  the  bufl’et 
is  shut  ofl’  by  latticed  panels,  in  each  of 
which  is  affixed  a  plate  mirror.  The  smok¬ 
ing  room  is  in  green  plush  with  such  elab¬ 
orate  designs  in  stamijed  leather  panels  and 
carved  oak  that  it  is  a  luxury  to  sit  and 
gaze  upon  it.  Pier  glasses  are  everywhere. 
The  car  runs  with  perfect  smoothness  and 
the  officials  declare  it  is  the  ideal  parlor  car 
of  America. 

Note.  — These  cars  leave  Montreal  for 
Portland  at  8  am-,  and  Portland  for  Mont¬ 
real  at  9  a.m.  daily,  except  Sunday. 


The  Pennsylvania’s  New  York  and  Chl- 
t-agu  LInilied  Express. 

[miorial  in  Nnw  York  World,  September  Xth,  7**9.] 

Ill  tlio.se  iinprovemeiits  which  make  railroad 
travel  n  Iii.xury  the  Pennsylvania  Railroad  t’om- 
pany  has  always  been  u  pioneer.  The  handsome 
finish  and  comfort  of  its  ordinary  cars  almost  ren¬ 
der  the  old  drawing-room  cur  superfluous.  Prob¬ 
ably  that  is  the  reason  the  corporation  has  added 
new  accommodations  and  attractions  to  its  palnee- 
carsyteni  such  as  have  never  before  been  dreamed 
of  in  the  philosophy  of  the  rail.  Rath-rooms  have 
been  ailded  to  the  sleeping-cars,  with  female  at¬ 
tendants  for  lady  passengers.  A  drawing-room  car, 
handsomely  fitteu  with  rockers  and  other  easy 
chairs,  has  b  -en  placed  in  the  rear  of  the  sleep¬ 
ers,  in  which  persons  taking  berths  can  ride  while 
their  beds  are  being  jirepared.  Riirher-shops  are 
provided  for  men,  and  arrangements  have  been 
made  to  receive  stock  quotations  on  the  day  trains. 
So  a  traveler  can  now  have  ns  many  conveniences 
and  luxuries  on  a  Pennsylvania  train  as  he  can 
obtain  in  his  own  home  or  hotel. 


ornsado.  She  want*  the  smoking  oom- 
paitmenta  of  Pnllman  oar*  abolished  and 
special  oar*  provided  for  the  lover*  of 
the  weed,  on  the  ground  that  when  the 
trains  are  in  motion  the  smoke  is  blown 
the  body  of  tbe  car*  to  the  disgust 
and  discomfort  of  the  female  occupants. 
Miss  Willard  had  quite  a  lengthy  oon- 
ferenoe  on  tbe  subject  with  Hon.  George 
Pnfimsn,  a  few  day*  ago,  in  the  course 
of  which  she  made  an  exhaustive  argu¬ 
ment  in  favor  of  her  idea  and  Mr.  Pnll- 
man  said  that  he  wonld  see  what  could  be 
done  about  it. 


Dining  Cars  on  Trains  Nos.  20  and  1. 

Beginning  with  Wednesday,  October  16th,  the 
Pennsylvania  .Special,  train  No.  20,  leaving  St. 
Louis  at  8.10  a.  m.,  will  carry  a  Pullman  Dining 
Car  from  St.  l-ouis  to  Columbus.  Breakfast  will 
be  ready  at  7.30  a.  m.  and  be  served  until  9  o’clock, 
inclusive.  Dinner  will  be  served  between  12.30  p. 
m.  and  2.30  p.  m.  Supper  between  6  p.  m.  and  8 
p.  m. 

Beginning  with  Thursday,  October  17th,  the 
Fast  Line,  train  No,  1,  leaving  Columbus  at  5.40 
a.  m  ,  will  carry  a  I’ullman  Dining  Car  from  Colum¬ 
bus  to  .St.  Louis.  Breakfast  will  be  served  from  7 
a.  m.  to  9  a.  m.  Dinner  will  be  served  between 
12.30  p.  m.  and  2  30  p.  m.  and  Supper  at  6  o’clock. 
The  uniform  price  for  these  meals  will  be  seventy- 
five  cents  each. 


PULLMAN’S  PALACE  CAR  CO. 


THE  PULUttiN’S  ANNUAL.,,S.r. 


A  Bnrplnii  of  ■S.aSl.SSO— Pullm 


The  populniton  of  Pullmao,  as  shoirn.  by  the 
census  of  July  ST,  I88D,  was  10,610  persons— a  gain 
of  629  compared  with  the  previous  year.  The 
population  Immediately  surrounding  Pullman 


■  The  number  of  depositors  has  Increased  during 
the  year  fibm  1,160  to  1,900,  and  the  average  for 
each  depositor  has  also  Increased  from  6297.96  to 
-  1286.89. 

,  The  entire  enrollment  of  pupils  in  the  public 


Tho  annual  meetms  of  the  Pullman  Palace- 
Car  company  was  held  in  the  Pullman  Build¬ 
ing  yostorday,  over  617,800,000  of  capital  stock 
being  represented.  The  following  directors 
were  reelected:  George  Al.  Pullman,  John 
Crerar,  Marshall  Field,  J.  W.  Doane,  Nor-  , 
man  Williams,  and  0.13.  A.  Bpraguo  of  Chi-  ' 
cago,  and  Henry  O.  Uulhert  of  New  York.  : 
Tho  annual  report  for  the  fiscal  year  ending  ; 
Jul.V  81  shows  an  income  from  earnings,  pa¬ 
tents,  etc.,  o{  *.8,303,293.50;  disburaemonts 
(operating  cxnen.ses,  interest,  dividends, 
etc.)  of  *6,051,703.31— leaving  a  surplus  for 
the  year,  earned  to  the  credit  of  the  income 
account,  of  *2,251,630.19.  The  assets  of  the 
company  are  estimated  at  *40,782,691.95,  and 
the  liabilities  at  *26,261,370.49. 

President  Pullman  supplemented  bis  an¬ 
nual  report  with  the  following  general  infor¬ 
mation  : 

The  contract  with  the  Union  Paolflc  Railway 
comuany  and  its  controlled  lines  for  sleeping 
and  parlor  cars  .has  been  extonued  for  a  Ilka 
period  of  time,  am’  the  Richmond  &  Danville, 
East  Tonuessec,  Virginia  &  Georgia.  Philaoel- 
phis  &  Readme,  CoulriU  Railroad  of  New  Jersey, 
San  Anioiilo  &  Aransas  Pass,  Atlantic  &  Dan¬ 
ville,  and  Jacksonville,  Tampa  &  Key  West 
Railway  companies  have  made  with  this  com¬ 
pany  similar  contracts  for  sleeping  and  parlor 
cars  for  the  same  period. 

The  tourist  or  secund-olass  sleeping-cars  hare 
also  been  made  a  feature  of  this  company's  busi- 
ntiss  during  the  year,  uontraois  for  ineir  opera¬ 
tion  for  n  period  of  twenty-live  years  having  been 
executed  with  tho  Union  Pucilic.  Atchison,  To¬ 
peka  &  Santa  Fd.  and  Atlantic  &  Paoiflc  Railroad 


ing  10,142  miles  of  railroad. 

The  joint  interest  of  the  . 
Santa  Fd  railroad  company 


sobooU  for  the  school  year  was  1,962—627  boys 
and  886  girls— with  a  regular  staff  of  twenty-thres 
teachers.  Evening  schools  have  also  beau  es¬ 
tablished  for  the  bene  at  of  those  employed  dur¬ 
ing  the  day,  where  English  studies.  Including 
malbematloal  drawing  and  geometry,  are  being 

BuDsequentl.v  the  Board  of  Dtreotora  met 
and  declared  tne  usual  quarterly  dividend  of 
*2  per  share  from  net  earnings,  pa.vable  Nov. 
13  to  stockholders  of  record  at  close  of  busi¬ 
ness  Nov.  1,  1889.  Transfer  books  close  Nov. 
1  and  reopen  Nov.  1889. 


There  has  been  expended  dun 
for  additions  to  the  company's 
the  sum  of  168,098.20. 


18,062,746.89,  and  of  other  Industries  at  Pullman, 
Including  rentals,  11,785.417.6-1,  making  a  total  of 
*10,888,164.53.  against  *10,828, 926. ISfor  the  previous 
year.  The  reduction  Is  duo  to  a  temporary  lull 
in  the  demand  for  freight  cars  in  the  spring  of 


The  average  number  of  tii 
at  Pullman  for  the  year  wi 
paid  *8,699,531.78,  making  a 


departments  Is  11,068.  Wages  paid  during  the 
y ear *6,77D,34.V26.  The  number  of  employes  lor 
Ue  previous  year  was  10,680,  and  the  wages  paid 
16^6,201.66. 

^e  number  of  oars  employed  In  the  service  Is 
J,W  standard  and  889  tourist  or  second  class. 

The  number  of  persons  carried  diirhig  the  year 
was  Tho  number  of  mUes  run  by  oan 


'J.’lie  relig^ioiis  sentiment  ot  the  comnuini 
ty  is  indicated  bv  its  entenirise  in  cliurel! 
construction,  in  addition  to  the  Presiiy 
teriaii  and  other  cliurches  already  estah 
lislied,  the  Swedish-Lutlierans  are  makinj 
satisfactory  progress  with  tlieir  new  churc 
edirtce,  and  expect  to  have  it  ready  for  ot 
cupaney  during  the  late  Autumn.  Thecoi 
gregation  of  the  Holy  Rosary  Catholi 
Church  has  completed  a  handsome  parser 
age,  and  expects  to  iinish  its  church  editic 
tlie  coming  Spring.  i 

Tlie  entire  eimollinent  of  pupils  in  th( 
public  schools  for  tlie  school  year  was  1,322 
of  this  number  652  were  boys  and  (>70  wert 
girls.  Twenty-two  teachers  were  en 
gaged  in  tlie  regular  school  work  and  twe 
special  teachers,  one  for  drawing  and  oni 
for  music,  were  also  employed.  The  schoolt 
have  opened  this  Autumn  with  every  avail 
able  seat  occupied.  • 

In  connection  with  the  subject  of  educa 
tion,  I  am  especially  pleased  with  the  prac 
tical  industrial  training  in  operation  ai 
Pullman,  wliich  has  already  produced  ex 
celleut  results.  When  a  son  ot  any  of  th( 
operatives  expresses  a  desire  to  learn  ( 
trade,  he  is  taken  into  the  works  and  give 
an  opportunity  to  do  so.  As  soon  as  hi 
services  are  of  any  value  to  the  Compau 
Ills  name  is  placed  upon  the  rolls  and  he  i 
paid  by  the  piece,  so  that  he  has  every  in 
ducement  to  improve.  There  are  now  3 
boys  ill  the  carving  depai'tment,  some  ol 
M'hom  show  imusiim  ajptitude  in  that  line 
A  considerable  number  of  young  mei 
chanics  are  now  employed  who  learned  theii 
trade  in  the  shop  in  which  tliey  work 
Tliat  the  advantages  of  the  Public  Libra 
ry  continue  to  be  appreciated  is  evident 
from  the  fact  that  the  number  of  book! 
issued  to  the  members  has  steadily  increas¬ 
ed  from  year  to  year.  With  about  6,()(X 
volumes  in  the  library,  the  number  taker 
out  during  the  year  was  12,0(17.  Froii 
this  it  will  be  seen  that  the  whole  iiuin- . 
her  of  books  was  used  twice  by  tlie  com¬ 
munity,  or  that  the  entire  library  is  used 
practically  every  six  montlis.  As  only  31 
per  cent,  of  the  hooks  are  classed  as  fiction 
and  juvenile  hooks,  wliile  works  upon 
science,  travels,  liistory  and  poetry  make 
up  about  40  ])er  cent.,  it  will  he  seen  that 
a  desire  exists  for  substantial  reading 
ratlier  tlian  for  mere  amusement.  The  66 
papers  and  periodicals  supplied  are  extens¬ 
ively  used,  and  the  reading  room  of  tlie 
Library  is  never  without  occupants  in  tlie 
evenings. 


ANNUAL  MEETING. 

Chicago,  Thursday,  October  ITth,  1889. 

I*resident  Pullman  supplemented  his 
annual  report  witli  the  following  general 
infonnation: 

During  tlie  fiscal  year  the  sleeping  car 
plant  and  franchises  of  the  I'nion  Palace 
Car  Company  have  been  purchased,  also 
the  outstanding  bonds,  and  substantial¬ 
ly  all  the  stock  of  the  Mann  and  AVood- 
riilT  companies.  This  has  resulted  in  an 
addition  to  this  company’s  equipment  of 
235  cars,  wliicli  are  operated  under  con¬ 
tracts  covering  10,142  miles  of  railroad. 

The  joint  interest  of  tlie  Atchison, 
Topeka  &  Santa  Fe  Railroad  Company,  in 
the  sleeping  car  plant  of  its  system,  has 
also  been  purchased  by  this  company,  in¬ 
cluding  a  contract  with  it,  and  its  con¬ 
trolled  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  period  of  26  years. 

The  contract  witli  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines, 
for  sleeping  and  parlor  cars,  has  been  ex¬ 
tended  for  a  like  period  of  time,  and  tlie 
Richmond  &  Danville,  East  Tennessee, 
Virginia  &  Georgia,  Philadelpliia  &  Read¬ 
ing,  Central  Railroad  of  New  .Jersey,  San 
Antonio  &  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  Tampa  &  Key 
AVest  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep¬ 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  this  com¬ 
pany's  business  during  the  year,  contracts 
for  tlieir  operation  for  a  period  of  25  years, 
having  been  executed  with  the  tJnion 
Pacific,  Atchison,  Topeka  &  Santa  F6  and 
Atlantic  &  Pacific  railroad  companies,  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com- 

^Te  liave  also  assumed  the  operation  and 
management  of  this  class  of  cars  upon  the 
Southern  Pacific,  Denver  &  Rio  Grande, 
and  Ghicago,  Rock  Island  &  I’adfic  systems. 

Tliere  liave  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  $17,812.73 
each,  or  an  aggregate  of  .«2,611.5S»6.17. 

There  are  now  under  construction,  at 
the  company’s  works,  64  cars,  the  estimated 
cost  of  whicli  is  $«85,0CO.(X).  These  cam, 
when  completed,  will,  with  the  57  Mann, 
127  AA'oodruff,  61  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  cars,  besides  which  there  are 
now  being  operated  23H  tourist  cars. 

There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  tlie  company’s 
shops  and  plant,  tlie  sum  of  $63,098.20. 

The  value  of  manufactured  product  of 
all  tlie  car  works  of  the  company  for  the 
year  was  $8,652,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
$1,735,417.64,  making  a  total  of  $10,388,- 
164.53,  against  $10,823,226.18  for  the  pre¬ 
vious  year.  Tlie  reduction  is  due  to  a 
temporary  lull  in  tlie  demand  for  ii^gni 
cars  in  the  spring  of  tlie  present  year. 

Tlie  average  number  of  names  on  the 
_^^jajj;olls_a^ullman  for  theyear  was  4,541 ; 
sons,  ligainsnS^JSli^^lie  previous"  y’ear. 
On  September  16tli,  26  additional  families 
had  been  added,  increasing  it  to  10,710. 
Ihe  community  continues  to  he  distin¬ 
guished  for  its  intelligence  and  orderly 
character.  It  is  self  reliant  and  self  sus¬ 
taining  in  every  way.  Tliere  are  no  idlers. 
Visitors  readily  notice  the  absence  of 
people  from  the  streets  during  working 

The  Pullman  Rank  stattnneiit  shows  sav- 
tiigs  deposits  at  the  end  of  the  fiscal  vear 
of  $262,157.00;  an  increas-e  of  $38,2(‘)5.00 
from  the  same  date  of  previous  year.  Tho 
miiuber  of  depositors  lias  increased  during 
(the  year  from  !I70  to  1,150. 


THE  PULLMAN’S  ANNUAL. 


A  Bnrpln*  of  •3,351.330— Pull m»n-UBr  Serv¬ 
ice  Extended  Over  a  Number  of  New 
Idueii— Imporcanl  Statleclc— The  Tan- 
derbllts  Uave  a  Consolidatiou  Scheme 
of  Their  Own— Newmuo  to  lie  Vlce-Pre>- 
Ident  of  the  Northwetteru— Other  Rail¬ 
way  Nowe. 

Tho  annual  meeting  of  the  Pullman  Palace- 
Car  company  was  held  in  the  Pullman  Build¬ 
ing  yesterday,  over  $17,800,(X)0  of  capital  stock 
being  represented.  The  following  directors 
were  reoleoied:  George  M.  Pullman,  John 
Crerar,  Marshall  Field,  J.  W.  Doane,  Nor- 
njun  Williams,  and  O.iB.  A.  Sprague  of  Chi¬ 
cago,  and  Henry  C.  Uulbert  of  Now  York. 
The  annual  report  for  the  fiscal  year  ending 
July  31  shows  an  income  from  earnings,  pa¬ 
tents,  etc.,  of  fS.803,2y5.a0;  disbursements 
(operating  expenses,  interest,  dividends, 
etc.)  of  t6, 0.01,785.31 — leaving  a  surplus  for 
tbe  year,  carried  to  the  credit  of  the  income 
account,  of  $2,251,530.19.  The  assets  of  the 
company  arc  estimated  at  $40,732,691.93,  and 
tho  liabilities  at  $26,261,370.49. 

President  Puilman  supplemented  bis  an¬ 
nual  report  with  the  following  general  infor¬ 
mation  : 

The  contract  with  the  Union  Paolflo  Railway 
eomuauy  niut  Its  controlled  lines  for  sleeping 
and  parlor  cars  has  been  extended  for  a  like 
period  of  time,  anC  the  Kictamond  &  Danville, 
Bast  Tonnesseo,  Virginia  &  Georgia.  Philadel¬ 
phia  &  Keudinc,  Couiral  Railroad  of  New  Jersey, 
Sun  Antonio  &  Aransas  Pass,  Atlantic  &  Dan- 
vlllo,  and  Jacksonville,  Tampa  &  Key  West 
Railway  companies  have  made  with  this  com- 
paiiy  similar  contracts  for  sleeping  and  parlor 
oars  for  the  same  period. 

The  tourist  or  second-olass  sleeping-ears  have 
also  been  made  a  feature  of  this  company's  busi¬ 
ness  during  the  year,  contracts  for  their  opera¬ 
tion  for  a  period  of  twenly-Uve  years  having  been 
executed  with  tho  Union  Paclflo.  Atchison,  To¬ 
peka  &  Santa  F6.  and  Atlantic  &  Pacitle  Railroad 
companies,  by  which  tbe  entire  tourist  sleeping- 
car  business  of  these  systems  has  been  trans¬ 
ferred  to  the  control  and  management  of  this 
company. 

^  During  the  flsoal  year  the'  sleeping-car  plant 
and  franchises  of  tbe  Union  Palace  Car  company 
buve  been  purchased,  also  the  outstanding  bonds, 
and  substantially  all  tbe  stock  of  the  Mann  and 
Woodruff  oomnanies.  This  has  resulted  In  an 
addition  to  this  company’s  equipment  of  235 
oars,  which  are  operated  under  contracts  cover¬ 
ing  10,1-12  miles  of  railroad. 

The  joint  interest  of  the  Atchison,  Topeka  & 
Santa  F8  railroad  company  In  tbe  sleeping-car 
plant  of  Its  system  has  also  been  purchused  by 
this  company,  inoluding  a  oontraet  with  it  and  Its 
controlled  lines  for  tho  operation  of  sleeping  and 
parlor  oars  for  a  period  of  twenty-flve  years. 
■This  oomnany  has  also  assumed  the  operation 
and  management  of  this  class  of  oars  upon  the 
Souihern  Puciao,  Denver  &  Rio  Grande,  and 
Ctaieago,  Rook  Island  &.  Faoittc  systems. 

There  have  been  built  and  placed  In  service 
during  the  year  141  sleeping,  parlor,  dining,  and 
special  oars,  costing  $17,312.73  each,  or  an  aggre¬ 
gate  of  $2,511,596.17. 

There  are  now  under  construction  at  the  com¬ 
pany's  works  64  cars,  the  estimated  cost  of 
which  Is  $985,(XK).  These  cars  when  completed 
will,  with  tbe  57  Mann.  127  Woodruff,  51  Unloo 
Palace,  and  a  miscellaneous  oars  purchused, 
make  a  total  of  44.3  standard  oars,  besides  which 
there  are  now  being  operated  289  tourist  cars. 

There  has  been  expended  during  the  fiscal  year 
for  additions  to  tbe  company's  shops  and  plant 
the  sum  of  $6».098.20. 

The  value  of  manufactured  product  of  all  the 
car  works  of  the  company  for  the  year  was 
$8,662,746.89,  and  of  other  industries  at  Pullman, 
Including  rentals,  $1,733,417.64,  making  a  total  of 
$10,.mi64.5a.  against  $10,328, 225.18for  tbe  previous 
year.  The  reduction  is  due  to  a  temporary  lull 
in  the  demand  for  freight  cars  In  the  spring  of 
the  present  year. 

The  average  number  of  names  on  tho  pay-rolls 
at  Pullman  lor  the  year  was  4,541 ;  tho  wages 
paid  $2,629,531.78.  making  an  average  for  euch 
persoD  employed  of  $679.06,  against  $004  tne 
previous  year;  but  still  u  high  rate  per  capita 
nompared  with  the  average  of  other  manutactur- 
iDg  establlahineots  of  a  similar  character. 

The  total  number  of  persons  In  the  employ  of 
tho  company  in  iu  manufacturing  and  operating 
departments  Is  11,068.  Wages  paid  during  the 
year $5,770,343.20.  The  number  of  empluyiTa  for 
tha  previous  year  was  10,680,  and  the  wages  paid 
$6^516,201.55, 

The  number  of  cars  employed  Id  tbe  service  Is 
l.TAO  standard  and  239  tourist  or  second  class 
Tbe  number  of  persons  carried  during  the  yeM>| 


Tbe  total  mileage  of  railways  covered  by  con¬ 
tracts  for  the  operation  of  the  oars  of  this  com¬ 
pany  Is  now  11T.854,  an  increase  of  11,7'J3  miles 
over  the  previous  yenr. 

The  population  of  Pullman,  as  shown,  by  the 
census  of  July  31,  1889,  was  10,610  persons— a  gain 
of  529  compared  with  the  previous  year.  The 
population  tmmedlatoly  surrounding  Pullman 
has  considerably  increased  during  tbe  year. 

..  The  Pullman  Loan  and  Savings  Bank  shows 
savings  deposits  at  tbe  end  of  the  flsoal  year  of 
$282,994,  a  ^In  of  $20.8.87  over  the  previous  year. 
The  number  of  depositors  bas  Increased  during 
tho  year  fmm  1,150  to  1.200,  and  the  average  tor 
each  depositor  baa  also  Increased  from  $127.90  to 
$235.8-2. 

The  entire  enrollment  of  pupils  In  the  public 
sohools  for  the  school  year  was  1,262—827  boys 
and  635  girls- with  a  regular staD  of  twenty-three 


tsblished  tor  the  benefit  of  those  employed  dur¬ 
ing  the  day,  where  Bnglleb  studies.  Including 
malbematical  drawing  and  geomotiy,  are  being 

BubBequentl.v  the  Board  of  Uireotora  met 
and  declared  me  usuul  quarterly  dividend  of 
$2  per  share  from  net  oarnings,  payable  Nov. 
15  to  stockholders  of  record  at  close  of  busi¬ 
ness  Nov.  1,  1889.  Transfer  books  close  Nov. 
1  and  reopen  Nov.  16,  1889. 


The  religious  sentiment  of  the  eomnmni- 
ty  is  indicated  by  its  entei’iirise  in  cliurch 
construction,  in  addition  to  tlie  I’rtsliv- 
terian  and  otlier  dmrehes  already  e.stalj- 
lished,  the  Swedisli-Lutlierans  are'making 
satisfactory  progress  witli  tlieir  new  clnu'ch 
editice,  and  exiiect  to  liave  it  ready  for  oc¬ 
cupancy  during  tlie  late  Autumn.  Tlieeou- 
m-egation  of  tlie  Holy  Rosary  Catliolic 
Churcli  has  completed  a  handsome  pai-son- 
age,  and  expects  to  tinisli  its  churcli  edifice 
the  coming  Spring. 

The  entire  enrollment  of  pupils  in  the 
public  schools  for  tlie  seliool  year  was  1,322; 
of  tliis  number  652  were  boys  and  670  were 
girls.  Twenty-two  teacliers  were  en¬ 
gaged  in  the  regular  school  work  and  two 
special  teachers,  one  for  drawing  and  one 
for  music,  were  also  employed.  The  schools 
have  opened  this  Autumn  witli  every  avail¬ 
able  seat  occupied,  • 

In  connection  with  tlie  subject  of  educa¬ 
tion,  I  am  esijecially  pleased  witli  the  prac¬ 
tical  industrial  training  in  operation  at 
Pullman,  which  has  already  produced  ex¬ 
cellent  results.  Wlien  a  sou  of  any  of  the 
operatives  expresses  a  desire  to  learn  a 
trade,  lie  is  taken  into  tlie  works  and  given 
an  oiipoi’tuiiity  to  do  so.  As  soon  as  his 
services  are  of  any  value  to  the  Company 
his  name  is  placed  upon  the  rolls  and  he  is 
paid  by  the  piece,  so  that  lie  has  every  iii- 
ducemeiit  to  improve.  There  are  now  36 
boys  ill  the  caning  department,  some  of 
whom  sliow  unusual  aptitude  in  tliat  line. 
A  considerable  number  of  young  me¬ 
chanics  are  now  employed  wlio  learned  their 
trade  in  the  shop  in  which  tliey  work. 

Tliat  the  advantages  of  the  I’ublic  Libra¬ 
ry  continue  to  be  appreciated  is  evident 
from  the  fact  that  the  number  of  books 
issued  to  the  members  has  steadily  increas¬ 
ed  from  year  to  year.  With  about  6,(i00 
volumes  iu  the  library,  tlie  number  taken 
out  during  the  year  was  12,01  »7.  From 
this  it  will  be  seen  that  the  wliole  num¬ 
ber  of  books  was  used  twice  by  the  com¬ 
munity,  or  tliat  the  entire  library  is  used 
practically  every  six  moiitlis.  As  only  31 
per  cent,  of  the  books  are  classecl  as  lief  ion 
and  juvenile  books,  wliile  works  upon 
science,  travels,  iiistory  and  poetry  make 
up  about  40  per  cent.,  it  will  be  seen  tliat 
a  desire  exists  for  substantial  reading 
ratlier  tlian  for  mere  amusement.  Tlie  65 
papers  and  periodicals  supplied  are  extens¬ 
ively  used,  and  the  reading  room  of  the 
Library  is  never  without  occupants  in  the 
evenings. 


The  numbsr  of  miles  run  by  oi 


PULLMAN’S  PALACE  CAR  CO. 


ANNUAL  MEETING. 


Chicago.  Tharsday,  Ootohar  11th,  1888. 

Tresideut  Pullman  supplemented  his 
annual  rejiort  with  the  following  general 
information: 

During  tlie  fiscal  year  tlie  Baltimore  & 
Ohio  sleeping  and  parlor  car  plant  has  been 
purcluised,  including  a  contract  for  the 
operation  of  the  cars  of  tliis  company  upon 
that  system  of  railways  for  a  period  of 
twenty-five  years.  Tliejoint  interest  of  the 
Xew  York,  Lake  Erie  &  Western  Railway 
Comiiaiiy  in  the  sleeping  and  parlor  car 
plant  of  its  system  has  also  been  purchased 
by  thi.s  company,  iiicluduig  a  contract 
covering  the  entire  Erie  Railway  and  con¬ 
trolled  lines  for  a  period  of  twenty-five 
years.  The  Ohio  &  Mississippi,  Ciiiciimati, 
Wasliington  &  Raltimore,  and  the  Cliicago 
&  Atlantic  Railways  liave  made  witli  this 
company  similar  contracts  for  tlie  same 
period.  A  contract  for  fifteen  years  witli 
tlie  'i'cxas  Panliandle  system,  wliich  forms 
an  important  part  of  tlie  line  between 
Denver  and  Xew  Orleans,  lias  been  added 
to  our  list  of  contracts;  also  tlie  Sl'abash 
Western,  Canada  A  Atlantic  and  Mexican 
National  Railway  (Companies. 

tVe  liave  built  and  jilaced  in  service  dur¬ 
ing  the  year  147  sleeping,  parlor  and  din¬ 
ing  cars,  costing  !i?16,382.43  each,  or  an 
aggregate  of  .'i?2, 408,217. 21.  Tliere  are  now 
under  construction  SKJ  cars,  tlie  estimated 
cost  being  aliout  iSH  7,000  each,  or  an  ag- 
grerate  of  «1,5;XJ,(K)0.(X).  These  cars, 
witli  tlie  85  purcliased  of  the  Baltimore  & 
Ohio,  and  the  147  built  during  tlie  year, 
will  make  a  total  of  322,  an  addition  of 
about  25  per  cent,  to  tlie  total  eeiuipment 
in  service  .Inly  31, 1887. 

Tliere  lias  been  exjiended  tor  new  dwell¬ 
ings  and  additions  to  simps  and  iilant  at 
rullman  during  tlie  fiscal  year,  $253,866.63. 

Tlie  value  of  tlie  manufactured  product 
of  all  the  ear  works  of  the  company,  for 
the  year  was  $8,704,94!t.08:  other  industries 
at  Pullman,  belonging  to  the  comiianv,  in¬ 
cluding  rentals.  $2,118,276.10;  making  a 
grand  total  of  $10,823,225.18. 

The  average  number  of  names  on  the 
pay-rolls  at  Pullman  for  the  year  was  4,598; 
the  wages  paid,  .$2,778,428.56;  making  an 
average  for  each  person  employed  of  .$604. 

'riiis  is  believed  to  be  a  much  higher  aver¬ 
age  per  person  than  exists  in  any  com¬ 
munity  where  similar  work  is  performed. 

Tlie  total  number  of  persons  in  tlie  em¬ 
ploy  of  the  Company  in  its  manufacturing 
and  operating  departments  is  10,530;  wages 
paid  during  tlie  year,  $5,51  (>,201 .55. 

Tlie  number  of  cars  employed  iu  tlie  ser¬ 
vice  is  1,420;  tile  number  of  passengers  car¬ 
ried  during  the  year,  3,482,906;  the  mileage 
of  cars.  120,801,807. 

The  total  mileage  of  railway  covered  by 
contracts  for  the  operation  of  the  cars  of 
thus  Company  is  106,131. 

Tlie  poimlation  of  Pullman  as  shown  by 
the  census  .July  1,  1888,  was  10,560  per¬ 
sons,  against  10,081  tlie  previous  year. 

Oil  .September  15th,  26  additional  families 
had  been  added,  increasing  it  to  10,710. 

Tlie  community  coutinnes  to  be  distiii- 
guislied  for  its  intelligence  and  orderly 
clmraeter.  It  is  sell  reliant  and  self  sus¬ 
tain  iiig  in  every  way.  Tliere  ai-e  no  idlers. 
Visitors  readily  notice  tlie  absence  of 
people  from  tlie  streets  during  working 
hours. 

_  The  Pullman  Bank  statement  shows  sav¬ 
ings  deiiosits  at  tlie  end  of  tlie  liscal  year 
of  $262,157.1X1;  an  increase  of  $38,‘2ii5.ii0 
from  the  same  date  of  previous  year.  Tlie 
Dumber  of  tiepositors  has  increased  during  % 
the  year  from  970  to  1,150. 


the  wages 

average  for  each  person  employed  of 
S579.06,  against  $604.00  the  previous  year; 
but  still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  $6,770,345.26. 
The  number  of  employes  for  the  previ¬ 
ous  year  was  10,530,  and  the  wages  paid 
$5,616,201.55. 

The  number  of  cars  employed  in  the 
service  is  1,760  standard  and  239  tourist 
or  second  class. 

The  number  of  persons  carried  during 
the  year  was  4,242,542.  The  number  of 
miles  run  by  cars  was  144,842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  117,854,  an  increase  of 
11,723  miles  over  the  previous  year. 

The  population  of  Pullman,  as  shown  by 
the  census  of  July  3Ist,  1889,  was  10,610 
persons— a  gain  of  529,  compared  with  the 
previous  year.  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  increased  during  the  year. 

The  Pullman  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  end  of  the 
fiscal  year,  of  $282,994.00  —  a  gain  of 
$20,837.00  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1150  to  1200  and  the  average 
for  each  depositor  has  also  increased  from 
$227.96  to  $235.82. 

The  entire  enrollment  of  pupils  in  the 
public  schools  for  the  school  year  was 
1262 — 627  boys  and  635  girls— with  a  regular 
staff  of  23  teachers.  Evening  schools  have 
also  been  established  for  the  benefit  of 
those  employed  during  the  day,  where 
English  studies,  including  mathematical 
drawing  and  geometry  are  being  taught. 

The  character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de¬ 
mand  for  substantial  literature,  the  works 
of  fiction,  including  juveniles,  being  only 
27  per  cent,  of  the  whole,  as  against  31  per 
cent,  last  year.  This  fact  is  suggestive,  in 
view  of  the  returns  made  in  ten  English 
cities  for  the  year  1888,  which  places  the 
number  of  books  of  fiction  and  juveniles  at 
80  per  cent.,  while  twenty-two  large  Eng¬ 
lish  cities  report  an  issue  of  62  per  cent,  of 
works  of  fiction  from  their  public  libra¬ 
ries,  exclusive  of  juveniles,  for  the  same 
year. 
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car  and  in  the  dining;  car  are  so  placed  that  the  light  falls  directly  from  above  and  over 
the  shoulder  of  the  tourist,  while  fans  revolved  by  electric  motors  may  be  furnished  when 
desired  by  invalids  or  others,  the  motor  being  connected  in  the  same  manner  as  the 
portable  lamp. 

The  toilet  rooms  are  very  complete,  being  fitted  with  hoppers  and  wash  basin  with  hot 
and  cold  ‘  water,  the  water  tanks  being  under  air  pressure,  so  that  no  pumping  is 
required  very  large  mirrors  are  also  in  each,  and  every  convenience  possible  is  supplied. 

fhe  interior  finish  is  very  beautiful.  Three  drawing  rooms  forming  one-half  of 
the  car  are  finished  in  the  natural  colors  of  mahogany  and  satin  wood.  In  the  other 
three  the  wood  is  painted  a  delicate,  light  colored  tint  upon  which,  as  a  back  ground, 
fine  particles  of  gold  leaf  are  sifted.  Each  drawing  room  so  finished  has  a  different 
ground  color,  no  two  being  alike.  The  effect  is  a  little  peculiar,  but  it  is  expected 
that  when  lit  up  it  will  be  very  pleasing.  The  ceilings  throughout  the  car  are  finished 
in  much  the  same  manner.  The  insides  of  all  drawingroom  doors  are  fitted  with  large 
plate  mirrors  with  beveled  edges  and  the  outsides  of  the  swie  doors  have  mirrors  whose 
surface  is  divided  into  squares  with  slightly  beveled  edges.  The  partition  between  the 
side  aisle  and  each  drawing  room  has  three  panels  above  the  sofa.  The  middle  panel 
is  occupied  by  a  mirror  and  the  other  two  by  plate  glass,  both  surfaces  of  which  are 
beveled  into  small  squares.  The  effect  produced  by  this  glass  used  in  the  places  we 
have  mentioned,  and  as  panels  in  several  other  places  in  the  aisles,  is  very  pleasing. 
Above  the  doors  in  the  end  partition  of  the  drawing  rooms  and  above  the  beveled 
plate  glass  in  the  side  partitions  are  panels  occupied  by  glass  arranged  in  geometrical 
figures.  This  glass  has  beveled  edges  and  its  plain  surface  is  etched,  or  frosted  in 
some  such  manner,  the  edges  remaining  clear.  The  glass  in  the  monitor  roof  is  also 
finished  in  the  same  style. 

The  upholstery  is  very  rich  and  tasteful  and  the  workmanship  perfect.  The  seats 
and  sofas  are  all  fitted  with  Hale  &  Kilburn's  spring  edged  cushions.  The  backs  are 
each  formed  in  two  cushions,  the  lower  one  of  which  is  about  the  usual  height  and  has 
a  plain  surface,  while  the  second,  about  ten  inches  deep,  is  placed  above  the  other  and 
is  tufted.  Addeep  fringe  extends  from  the  edge  of  the  sofa  down  to  within  a  short 
distance  of  the  floor.  Each  room  has  upholstery  of  a  color  suitable  to  its  interior  finish. 
One  set  of  upholstery  is  rose-pink,  figured,  another  canary  color,  a  third  pea  green,  a 
fourth  maroon,  a  fifth  blue,  and  the  sixth  gold,  while  the  seats  in  the  passage  way  are 
slate  color.  The  curtains  and  window  shades  are  all  of  the  best  Holland  finely  em¬ 
broidered  down  the  sides  and  across  the  bottom. 


[From  The  Railway  Review,  November  q,  1889.] 


The  “  Montezuma  Special.” 

Some  New  Ideate  ’  in  Passenger  Cars. 

The  Pullman  Palace  Car  Company  have,  during  the  past  few  months,  been  build¬ 
ing  two  vestibule  cars  which  possess  many  new  and  interesting  features.  These  cars 
are  now  complete,  and  the  “  Superb,"  with  three  other  cars,  left  for  the  south  on 
the  6th  of  this  month,  to  run  between  New  Orleans  and  the  City  of  Mc.\ico  as  the 
'■  Montezuma  Special.”  Plans  of  the  four  cars  which  will  comprise  this  train  are  shown 
in  the  accompanying  hgures  :  In  Fig.  I  we  give  a  plan  of  the  “Superb,  in  Hg.  2 
a  plan  of  the  sleeping  car.  Fig.  3  is  the;  plan  of  the  dining  car  and  Fig.  4  that  of  the 
combination  car. 

As  will  be  seen  from  plan.  Fig.  1,  the  "  Superb"  is  a  compartment  car,  there  be¬ 
ing  six  compartments  or  drawing  rooms.  As  one  steps  into  the  car  at  the  end  to  the 
left  in  the  plan  he  finds  on  one  side  two  single  seats  facing  each  other,  in  the  same 
manner  as  in  a  regular  sleeping  car  section.  On  the  other  side  is  a  door  to  the  men's 
toilet  room,  and  in  front  a  door  communicating  with  drawing  room.  The  passage  way 
curves  to  the  side  of  the  car,  and  at  the  middle  of  the  car  crosses  over  to  the  other  side. 
Fach  drawing  room  contains  two  double  seats  and  a  sofa,  the  double  seats  having  an 
upper  berth  above  them.  Each  room  has  an  adjacent  toilet  for  the  exclusive  use  of  the 
occupants  of  that  drawing  room.  Between  the  rooms  A  and  S  there  is  a  short  cross 
aisle  which  communicates  with  the  side  a’sle  and  affords  a  means  of  entrance  to  the  ad¬ 
jacent  ends  of  those  rooms.  This  trans'-erse  aisle  is  closed  at  the  side  aisle  by  portieres. 
This  will  allow  A  and  Btohc  made  into  a  suite  of  rooms  and  the  required  seclusion 
still  be  obtained.  B  and  C  can  be  thrown  open  to  each  other  by  means  of  the  sliding 
door  in  the  partition  between  the  two.  Drawing  rooms  B>,  E  and  F  are  arranged  in 
the  same  manner  as  the  first  three  room.,  which  we  have  described.  In  the  cross  over 
passage  a  certain  amount  of  space  is  ingeniously  utilized  by  two  seats.  Above  one  is  a 
locker  and  above  the  other  a  small  library.  At  the  right  hand  end  of  the  car  are  sev¬ 
eral  lockers  and  the  heater.  It  will  be  seen  that  the  general  arrangement  admits  of  : 
party  occupying  one,  two  or  three  rooms  with  eiiual  convenience  and  seclusion.  An 
other  feature  of  the  general  arrangement  which  produces  a  very  pleasant  effect  is  th< 
position  of  the  doors  affording  communication  between  the  various  drawing  rooms 
From  the  plan  it  will  be  seen  that  if  these  are  all  open  an  uninterrupted  view  for  thi 
whole  length  of  the  car  can  be  obtained.  The  effect  of  this  is  wonderful,  as  one  car 
see  so  much  of  the  interior  at  a  glance  that  the  richness  and  elegance  of  the  car  is 
comprehended  much  more  fully  than  when  a  section  at  a  time  is  seen.  . 

The  car  is  lighted  by  nine  chan  ieliers  supplemented  by  six  single  lights.  Th' 
chandeliers  are  silver  plated,  and  so  designed  that  either  oil  or  electricity  can  be  used 
'I'he  “  Montezuma  Special  ”  will  be  lighted  by  electricity  throughout.  The  positions  o 
the  chandeliers  are  shown  on  the  plan.  In  the  side  passages  are  four  single  electric 
lights,  two  in  each,  and  there  is  also  a  single  light  in  each  vestibule  and  in  the  trans 
verse  passages  between  A  and  B  and  between  E  and  F.  The  lights  throughout  the 
car  are  arranged  on  two  distinct  circuits  termed  the  “  end  circuit”  and  the  “  body  cir¬ 
cuit,”  running  directly  from  the  cells  to  a  switch  and  cut-out  case  placed  within  a  conven 
ient  locker  and  holding  the  four  safely  strips.  This  arrangement  permits  of  easy  am 
economical  handling  of  the  all-night  lights  in  the  vestibule  and  toilet  rooms.  Each  lanq 
is  also  supplied  with  a  key  socket,  so  that  a  particular  light  can  be  turned  down  by  thi 
occupant  of  a  berth,  while  in  the  corner  of  each  section  silvered  thimbles  have  bee 
placed  in  which  may  be  inserted  a  portable  lamp  with  frosted  bulb  connected  to  th 
br.inch  wires  by  means  of  a  flexible  silk  cord,  the  terminals  of  which  are  inserted  int 
sockets  placed  in  a  rosette  above  the  section  mirror,  thus  affording  any  desired  angle  o 
light  should  the  occupant  prefer  to  read  while  reclining.  The  lamps  in  the  coniposit 


new  YORK  HERALD,  FRIDAY,  OCTOBER  4,  1889.- 


A  SLEEPING-CAR  INCIDENT. 

I  have  seen  quite  a  n amber  of  stories 
in  print  as  to  the  adveu tores  of  old- 
fasbiuned  individnals  riding  in  sleeping- 
'  oars  for  tbe  first  time,  says  a  Pallman 
oondnotor  in  the  St.  Lonis  Globe,  and  I 
expect  every  conductor  on  tbe  road  could 
narrate  at  least  one,  if  not  more.  Tbe 
most  comical  experience  of  the  bind  that 
I  remember  happened  in  1880.  I 
rnnning  on  the  Frisco  road,  and  at  Peirce 
City  a  eentleman  put  his  father  on  tbs 
car,  and  telling  me  it  was  the  old  fellow’s 
.first  railroad  trip,  as  well  as  his  first  ex¬ 
perience  in  a  sleeper,  asked  mo  to  take 
good  care  of  him  and  see  him  safely  in 
St.  Lonis.  The  old  gentleman  was  very 
talkative,  told  me  ho  lived  away 
od  the  road  and  hadn’t  left  home  any 
distance  in  his  life.  His  son  was  well 
fixed,  and  had  insisted  on  sending  him  fo 
St.  Lonis  to  sea  some  relatives  there. 
Every  time  we  stopped  he  hunted  me  up 
and  asked  whether  ho  had  to  get  off,  and 
when  he  left  Springfield  I  persuaded  him 
to  go  to  bed.  He  had  a  lower  berth,  and 
settled  down  very  comfortably  after  ex¬ 
tracting  from  myself  and  tbe  porter 
solemn  promises  that  ha  should  not  be 
allowed  to  oversleep  himself.  At  about 
midnight  a  drummer,  who  had  engaged 
the  upper  above  tbe  old  Missourian,  de¬ 
cided  to  turn  in.  By  some  mischance  he 
woke  tbe  latter,  and  then  the  fun  began. 
The  old  man  caught  the  young  one  by 
the  leg,  and  shouting  “murder,"  com¬ 
menced  to  struggle.  Both  rolled  on  the 
floor,  tbe  drummer  coming  down  heavily, 
with  his  assailant  on  top.  There  was 
onaoB  and  pandemonium  in  no  tjme. 
The  old  fellow  was  grand  wrestler  and 
it  took  throe  of  us  to  liberate  the  bewil- 
'  dered  drummer,  who  fortunately  had  too 

>  much  sense  to  insist  on  having  revenge. 

I  But  nothing  we  could  say  could  convince 

the  infuriated  farmer  that  there  bad  been 
I  no  improper  designs  on  his  pocket-book. 

;  At  last  under  threats  of  arrest  be  prom- 

>  ised  to  let  tbe  “  assassin’’  alone,  but  he 
icsistad  on  dressing,  and  at  the  next  stop 
he  disappeared  in  the  darkness.  1  learnt 

^tqrwarcls  that  he  took  the  train  home 
“the  next  day,  and  I  doubt  whether  he  will 
ever  try  to  reach  St.  Louis  again. 


PflN-AMERICIl’S  EXCURSION. 

Our  Foreign  Guests  Visit  the  Acad¬ 
emy  at  West  Point 


DRILL  OF  THE  CADETS 


Presentation  of  the  Portraits  of  Grant,  Sher¬ 
man  and  Sheridan. 


GIFT  OF  MR.  G.  W.  CHILDS. 


[HI  TELEGltAPH  TO  THE  HERALD.] 

«  ...  HEBALD  IlUBXAU,  ) 

COBNEB  riETEENTH  AND  O  SlBEErS,  N.  W..  ! 

Washington,  Oct.  3. 1889.  1 
The  delegates  to  the  International  Congresa  left 
Washington  this  morning  for  a  six  weeks'  tour 
through  the  United  States.  The  present  intention 
IS  not  to  extend  tho  trip  west  of  Omaha,  hut  It  is  not 
improbable  that  tho  dclogates  may  yield  to  the 
solicitations  of  the  jieoplo  of  the  Pacific  slope  and 
visit  that  locality  also.  The  hour  fixed  for  the  de¬ 
parture  of  the  train  was  a  quarter  past  eight.  Some 

e^y^s  tTfTsV  s'^ev'^m 

them"^*'^*’  l™T«hlng  accommodations  tendered  to 


AT  WEST  POINT. 

DBILL  BY  THE  CADETS  AND  PBESENTATION  OP 
ME.  CHILDS'  PORTEAITS. 

[by  tei.egbaph  to  the  herald.] 

West  Point,  N.  Y..  Oct.  3.  lS89.-Tho  train  con¬ 
taining  tho  members  of  the  International  American 
Congress  arrived  here  an  hour  and  a  half  iate- 
This  was  duo  to  a  hot  journal  and  tho 
necessity  for  taking  off  one  of  the  coaches. 
Seven  heavy  cars  proved  too  much  for  the  engine 
and  one  had  to  be  dropped  shortly  after  leaving 
Washington  between  the  latter  place  and  Baltimore. 
The  party  was  due  at  .lersoy  City  at  a  quarter  to  one 
P.  M.,  but  did  not  got  in  until  a  quarter  past  three. 

Quito  a  crowd  gathered  along  tho  platform  to 
see  one  of  tho  handsomest  trains  ever 
run  over  a  railroad.  On  tho  baggage  car, 
which  followed  the  engine,  was  inscribed 
"International  American  Congress,"  and  at 
this  the  Jorseymon.  who  had  got  into  tho 
depot  stared  with  all  their  might  and  then  thought 
of  that  old  aphorism  about  Now  Jersey  being  out  of 
tho  Union.  There  were  waiting  to  board  tho  train 
at  Jersey  City  Judge  Horace  Ilnssell,  Oe'noral  D.  H. 
Hastings,  of  PennsyiTanIa;  .loel  B.  Erhardt  and  M. 
vltod  guests'^'’  Appraiser  of  tho  Port,  all  in- 


3:2- 


of  Peru;  Uasttdlann. *’al«on. 

.J.  A.  Bosse  of  Salva  lor  ?  i  '  *>dWieso  aii<i 
Dauber,  of  Uruguay;  F.  A.myZ  n“  B  ‘*ParaM’'a“‘ 

and  Secretaries*’ E.”*  0 '^lal/oa**’ 
donca*snd'seir?tsries  j“a''f'  J Men- 
S«n«r'’ci,vo; 

ana  Secretary  D.  Estrada  and  AttaXo*! 

tot',?.”"’  Attaches,  Captain’  J.  a.'  BouJke"‘'p.’«;  I 

“'nn»“;i7ani^^:oaa  ^h'l’re^^^ 

PoIhemu“"“’^  Ttosc^LFc"’  ‘’‘® 


rifad  ®“P®''''*e“‘lent 


'•.Sr 

>mething 


wheels  grated  “thTs^eel  r 
around.  ' 

"•'e  day  was  a  magnificent 


is  a*?‘t'f;y 


posed  to  be.  Many 
for  the  first  time 
the  Hudson,  with 
of  lofty  hills,  smiling 
"ssed  with  con- 
-ugramme  at 


THE  PITTSBURG  DISPATCH, 
SATURDAY,  NOVEMBER  2,  1889. 


the  commercial  gazette.  ' 

PUBWSHbd  BVERVfMORNlNO 

BY  THR 

COMMERCIAL  GAZETTE  COMPANY. 

and  Race  StreelT. 


MOiNjjAy,  NOVEMBER  4,  ihbq~ 


the  PAN-AMERICANS. 


Arrival  of  the  Distinguished  Visitors  in 
Oinoinnati  To-Day. 


At  the  BUrtlot  I . . . . . .  ... 

^  tendered  the  distlnguUhed.  visitors,  and  . 

evening  they  will  b|fl 
dined  at  thotiueenCII* 
ulub  by  the  CommeiU 
-'•jl  Club  of  this  city.  J 

- - ...  wljf 


To-Morrow  They  Will  Be  Afforded  the 
Opportunity  of  Wltneeelnff  s 
Typical  American  Election. 

The  Citizens’  Committee  to  welcome  and  ri 
oelve  the  delegates  to  the  International  Amerl^ 


1  Informal  reception  will  t 


To-morrow  they  w 


o  Clhcf^Sl 


- ipllsh 

of  their  vlsii 
natl  by  a 
number  of  polllna 
places  in  various  parts' 
of  the  city,  and  In  tbai' 
evening,  at  the  roon# 
of  the  Board  of  Ele*. 
tion,  will  observe  tbaf 
manner  In  which  tlif 
returns  are  received 
and  the  results  fui^ 
iilshod  to  the  pabllc, 
tbiongh  the  medium  of 
the  press,  thus  belnrf 
allorcled  an  opportu- 
American  election  Is  car;, 
ballot  is  surronndew 


can  Conference  leave oiV 

a  special  car  at  8  o’clock  J^x-Senator  Davit, 
this  morning,  and  wl\  nlMr  of  seeing 

m^et  the  delegation  ay  rled  on  In  a  city  where _ _ - 

Lagrange,  Ky.  Returi/  by  all  the  safeguards  which  a  wise  ai. - - 

ina  the  entire  law  can  afford.  In  order  that  the  Pan-Araerl- 

ing  the  entire  party  wlA  cans  may  have  every  facility  afforded  them  for. 

t  4  their  observations,  the  following  has  been  laf 

uy  •“e'i:  S 

“To  the  Election  and  the  Police  Oflicers: 

“The  delegates  from  the  Central  and  the  Soutlf' 
American  States  to  the  Congress  soon  to  be  hel« 
In  Was.Wngton  expect  to  vlalTtne  city  of  Cincin¬ 
nati  on  the  5ih  ol  November,  for  the  purpose  of 
witnessing  and  observing  the  election  to  be  hold, 
on  that  day. 


arrive  In  the  city 
P.M.,  standard  time,  au^ 
will  be  escorted  froia 
the  depot  to  the  Biirnen 
House  by  the  Commiy 
tee,  two  companies  m 
police  and  the  I'rst  Be^ 

ComeUua  IV.  BlUi.  clal‘traln‘‘conveylng\‘hy  ,  Sae»l8.  In  company  with’ 

Conference  Is  coiaposef|rhf/«?f?*^ViT®“i°.^.  the  Gliamber  of  Commerce  of 
of  the  fbllowlng  equipment.  I  dun P°' “b*  P‘»be* 

Pennsylvania  Railroad  engine  No.  lOil,  Clasll  f  “®  ‘al'Ine  «nd  the  collating  of  the  bal- 

?ngSl"n®JMiS  Board  would  request  that  the.v 

train  throughout  the  tour;  covering  a  distaui 


of  miles. 

^^ullman  VjestlbmeJLlbrary  and  Smoking  Car 

- - - smoking  parlor.’wlth 

barber  and  bath  saloon,  buRet  and 
Is  located  a  d.vnamo,  ‘ 


within  the  polls,  c 


i  that  they  lie  courteously 


uipped  as  a  library  ai 


.  faciilty  for  observation^  conslstenu 
with  your  duty.  Each  delegation  of  visitors  wlIP 
receive  from  the  Board,  aud  exhibit  to  you  alet- 
ter  of  introduction.  Respectfully, 

“Wii.mAM  J.  0*NEir„ 
“CHABI.K8  B.  RUS.8KI.I~ 
“CHABLKB  A.  MiI,I,KB, 

_ _ _ _  _ _  _  _ ,  ,,  .  “BKN.IAMIN  K.  EltBMAN, 

larged,  of  rnnning  the  light  forten  hours  wlth-l  ’Members  of  the  Board  of  Plleotlons.” 

„  .it  the  use  of  dynamo,  p’rom  this  dvuamo  are  The  Citizens’ Committee  Is  desirous  that  every 

lighted  the  signal  lights  on  rear  of 'train;  aud  I  "bb  should  Ring  the  stars  and  strlnes  to  the 
from  it,  also.  Is  established  the  current  from]  breeze  to-day  aud  to-morrow,  so  that  the  city. 


escritoire.  In  .. 

means  of  which  the  train  of  six  ___ 

Dated  with  electric  lights, and  which  charges  slor- 
- batteries  under  the  cars,  capable,  ' 


lighted,  at  pleasure.  In  each  si 
—  JIRorent  oars,  portable  Iip’-  — 
it-candle  power  each,  for  iudlvidual  ui 


... - ....  ,  ,ui.ui  ua.3.  :r-  ■,  - ‘they  Can  do  to  uphold  the  good  name 

.’ullmau  Vestibule  Dining  Car  “Windsor.”  fin-  ‘beelty  has  made  for  herself  In  the  days  that  a 
ishod  In  oak  and  ojlve  green,  with  a  capacity  ofl  P"**  "'hen  distinguished  strangers  have  been 
serving  simultaneously  f  her  midst. 

forty  persons.  - 

Pullman  Vestibule 
Bleeping  Cars  “Wash¬ 
ington”  and  “Coliira- 
bns,”  finished  In  satin- 
wood,  mahogany  aud 
Imperial  purple,  with 
maroon  hangings. 

Pullman  Vestibule 
Sleeping  Cars  “India” 
and  “Japan,”  finished  In 
satin-wood,  mahogany 
and  turquoise  blue,  with 
garnet,  nurple  and  ma¬ 
roon  hangings,  and  with 
drawing-rooms  finished 
In  ivory,  gold  and  ma- 


Batbs  are  connected 
wlthtne  toilet-rooms  In 
these  cars,  In  which,  as  In  the 

out  the  train,  hot  and  cold  w _ 

air  pressure  from  tanks  beneath  _ _  . 

pressure  is  oblatiied  from  an  improved  s 


N  Superintendent  Appointed. 

[/  Columbus,  O.,  November  .8.-1 

dent  Watte  hr - - - -  -- 

Chicago,  Bupi 
Toledo  and  Plo.,. 

B.  Carr,  resigned. 


November  S.— Presl- 
appolnted  C.  II.  Rockwell,  of 
.  intendeut  of  the  Columbus, 
ockiug  Valley  Rsdlrodd,  vice  Geo! 


IjlE  Hnquif.f.r 

JOjflN  R.  MoX.HiA.N. 

MO.VD.vyt... . MlVKMBliU  I,  ISa9 

I  The  Special  Train  Carrying  the  Fan- Ameri¬ 
can  Viiitore— Notes  and  News  From 
Way  Stations  Along  the  Lins. 


The  special  train  conveying  the  Interna- 
.^oiuil  American  Conference  is  composed  of 
following  equipment: 

/  Pennsylvnnia  Ilailroad  engine  No.  1063. 
fclnss  O.  This  engine,  with  a  Pennsylvania 
Aailroad  engineer  and  fireman  in  charge,  | 
fpulls  the  train  llironghout  the  tour,  covering  ’ 
a  distance  of  5.825  miles. 

t  Futlman  vestibule  library  and  smokingcar 
jEsperanza.  finished  in  bronze  and  gold,  anu 
I  equipped  as  a  library  and  smoking  parlor, 

1  card  room,  barber  and  bath  saloon, 

I  buffet  and  escritoire.  In  this  car  is  located  a 
dynamo,  by  means  of  which  the  train  of  six 
cars  is  illuminated  with  electric  lights,  and 
which  charges  storage  batteries  under  the 
tears,  capable,  fvben  charged,  of  running  the 
light  for  ton  hours  without  the  use  of 
dynamo.  From  this  dynamo  are  lighted  tiie 
signal  lights  on  rear  of  train,  and  from  it  also 
IS  esiabtishedthe  current  from  which  juay, 
be  lighted,  atpleasiire.  in  each  section  of  the  I 
diflersnlcars,  portable  lights,  of  cigbt-candie 
power  each,  for  individual  use. 

i  Pullman  vestibule  (fining  car  Windsor, 
nished  in  oak  and  giive  green,  with  a  cap.ac- 
ty  of,  serving  simultaneou.sly  forty  per«on.s. 
Pullman  vestibule  sleeping  cars  washing- 
on  ai'.d  Columbus,  tinistied  in  satinwood, 
lahpganv  and  imperial  purple,  with  maroon 

1’ifllnmn  vestibule  sleeping  cars  India  and 
apan.  tiiiishedin  satinwooil.  mahocauy  and 
urqiioise  blue,  with  garnet,  purnle  and  nio- 
rSioii  hangings,  and  with  drawing  rooms  tin- 
ished.iii  ivory,  gold  and  maroon. 

Baths  are  connected  with  the  toilet  rooms 
in  these  cars,  in  which,  as  in  the  lavatories 
tiirongliout  the  tram,  hot  and  cold  water  is 
supplied  b^'|air  pressure  .from  tanks  JhSi^aJh 

Esporan.,„. 
d  by  steam  fron 
I  uiining  gear  is  of  the  mos.t  a: 
rn.  aud  is  a  model  of  strength  ai 

iiirist  agent  and  baggage-master  of  the , 
sylvania  Kailruad,  and  a  Pullman,' 

1  car  superiniendcnt  find  eloctricianf 
ipany  tlie  tram;  the  balance  of  th^ 
- if  slcpping-eur  conductors. 


PenusylVaiua  Limitei 


tern,  and  isa  model  of  strength  and  durability.^ 
I  A  tourist  agent  and  boggage-mastor  of  thej 
Poonsylvanla  Railroad,  and  a  Pullman  dlotuawi 
oar  superintendent  and  electrician  nceompHuAi 
tbe  train;  the  balance  of  the  crew  Is  composed  oM 
I  slMDjng-^r  conductors  ana  porters  who  are  de-J 
—  *‘■3  Pennsy^ 
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THE  COMMERCIAL  GAZETTE. 


COMMERCIAL  GAZETTE  COMPANY. 

Offlce-Potter’.  ButldlDg,  Fourtli  and  Race 
^  TUESDAY,  NQ-^MBERsTi^.  ‘ 


Receive  a  Cordial  Welcome  to  Cin¬ 
cinnati. 


After 


Informal  Reception  at  the 
Burnet  House 


tThey  Are  Brilliantly  Banqueted  by  the 
Commercial  Club. 


A.,  I.leiiten- 
SuiKeon;  H.  C. 
iniy  McCrea,  T. 
A.  Trescolt,  T. 


Eloquent  Addresses  in  Engrllsh  and  Span¬ 
ish— Our  Election  Law  Elucidated 
and  Free  Institutions  Generally 
Eulogrized. 


The  Pullmans’  “Montezuma  Special’ 
,  Said  to  Be  the  Finest  Equipped 
Traiu  Ever  Sent  Out. 


the  I’an-American  excursion  party  was 
given  a  right  heany  welcome  yesterday. 
Although  they  have  been  dined  and  beset  with 
sipcech-making  and  sight-seeing  lor  the  past  six 
weeks,  so  generous  and  sincere  vras  the  welcome 
e.rtended  them  that  they  entered  into  the  spirit 
of  the  reception  with  renewed  Interest. 

It  was  thirty-Bve  minutes  after  3  by  the  clock 
ill  the  Pennsylvania  Station' when  the  first  gun 
of  the  salute  boomed  out,  and  a  cheer  went  up 
from  the  crowd  pressing  against  the  fence  in  the 
station.  Piesenlly  a  long,  brilliantly-lighted 
vestibule  train  sped  along  the  elevated  track  at 
the  side  of  the  station  and  a  few  moments  after¬ 
ward  backed  Into  the  station. 

There  were  four  magnificent  sleepcrs-tbe 

Washington,”  the -(.olumbus,”  the  ‘‘Florida”. 
*n<l  the  **.»npan.”  There  was  the  diulug  car 
••Windsor,”  in  cliarge  of  I{.  M.  Jlyilek,  and  the 
•■Ksperiiiiza.”  with  its  baths.  Its  smoking  com- ! 
l.artmonts,  iia  library  and  writing  room  ana  its  I 
compartment  tor  baggage,  where  the .  electric  . 
dynamo  for  the  entire  train  is  situated.  The  i 
conduetor  for  the  ti-alii,  .Mr.  George  F.  Kge, 
Jumped  to  tlie  ground.  Jlr.  \V.  Ihincan,  the 
Superintendent  of  the  Central  nivlslon  of  the 
JTillmiin  syslcjn,  haetoned  forward  and  then  the 
dolegntcs  and  committee  began  to  descend.  The 
eomiiilttce  of  Clnciunatiaus  was  J.  J.  Hooker, 

aS'ff ‘iip-  S'V:  rS5..SV,"J 

•N  fonowH-**^*  ^  attests  wore 


Report  That  a  Conference  of  Railroad 
Magnates  Had  Been  Held  In 
New  York  Not  True. 


suma  Special.”  the  finest 
iver  put  together  at  the  Pull- 
is  been  announced  to  leave 
p.  m.  November  3,  over  the 
Albany  A  Chicago  line,  ar- 
oity  the  following  morning, 
of  special  order,  made  by 
I  and  City  of  Mexico  syndi- 
rnn  belween  the  two  cities 
named  for  the  purpose  of  carrying  dignita¬ 
ries  and  high  officials  and  men  of  mien.  The 
train  will  be  in  Louisville  all  of  November 
•  at  Seventh-street  depot,  and  will  bo  sent 
South  over  the  Louisville  Southern  at  7:30 
O'clock  on  the  ovening  of  that  day. 

The  train  will  oonsist  of  a  baggage  car  an 
•bservatory  oar,  tbe  sides  of  which  are  made 
of  plate  glass  with  extended  platforms,  a 
dining  oar  and  four  sleepers,  and  ' 
aupplied  with  eleotrio  lights  and  hea 
steam.  Arrangements  have  been  n 
the  Monon  railroad  offioials  that  all 
orn  tourists  who  desire  can  take  the 
on  the  day  named  instead  of  the 
train  South.  The  train  w"' 
minutes  before  tbe  departure 


Cbieligo  at  8:30 
•LoiAvillo,  Now 


Mr.  C.  H.  RookwelPs  Appointment. 

-Piea»ur©  overywnere  by  hU  Cinoir 
hive la’ln  “mbHlons  aid  t 

^partmenb  anVl^wX^babl^^^^ 


---  regular 
stops  only  for  fuel 


ITINERARY. 


THURSDAY,  OCTOBER  3d. 

Leave  Washington  (via  Pennsylvania  R.  R.) . 8.15  A.  M. 

Arrive  Jersey  City . 1.45  P  M 

Leave  Jersey  City  (via  West  Shore  R.  R.) . ,’,.50  “ 

Arrive  West  Point . .  .< 

Luncheon  on  train.  4.00  P.  M.,  military  salute  and  battalion 
review.  5.30  P.  ItL,  unveiling  of  portraits  of  Generals  Grant, 
Sherman,  and  Sheridan.  Presentation  addre.s.s  on  behalf  of  .Mr. 
George  W.  Childs  of  Philadelphia  by  Gen.  Horace  Porter.  Re¬ 
sponse  on  behalf  of  officers  and  cadets  of  Military  Academy  by 
Col.  John  M.  Wilson,  Commandant.  Dinner  at  hotel.  9.00  P.  M., 
reception  at  residence  of  Col.  John  .M.  Wilson. 


FRIDAY,  OCTOBER  4th. 

Breakfast  at  hotel.  West  Point.  9.00  A.  M.,  inspection  of  Mili¬ 
tary  Academy.  10.30,  cavalry  drill. 

Leave  West  Point  (by  U.  S.  crui.ser  “  Yorktown”)  .  11.30  A.  M.._ 

Arrive  New  York . . ^  p  yj 

Luncheon  on  the  “  Yorktown.” 

Leave  New  York  (via  Fall  River  Line) . 5.00 

Dinner  on  steamer  ”  Puritan.” 


SATURDAY,  OCTOBER  5th. 

Breakfast  on  steamer  “  Puritan.” 

I,eave  Fall  River  (via  Old  Colony  R.  R.) . 7.30  A.  M. 

Arrive  Boston . 9.05  “ 


Reception  by  Hon.  Thomas  N.  Hart,  Mayor,  and  prominent 
citizens.  Visit  boys’  high  school.  11.30  A.  M.  visit  Waltham 
W.atch  Factory.  Luncheon  tendered  by  Mr.  Royal  E.  Robbins 
of  Waltham  Watch  Factory.  2.30  P.  .M.,  visit  Para  Rubber  Works 
and  shoe  factory  of  Messrs.  Houghton  &  Coolidge  at  .South  Fram¬ 
ingham.  7.00  P.  M.,  baiKiuet  tendered  by  Commercial  Club. 
Lodging  at  Hotel  Vendtime. 

SUNDAY,  OCTOBER  6th. 

At  Hotel  Vendome,  Boston.  10.00  A.  M.,  visit  city  institutions, 
escorted  by  the  Mayor.  Luncheon  at  Hotel  V^endome.  3.00 
P.  M.,  visit  Harvard  College,  and  drive  through  city  and  suburbs. 


MONDAY,  OCTOBER  7th. 

Breakfast  at  Hotel  Vendome,  Boston.  ^ 

Leave  Boston  (via  Boston  and  Maine  R.  R.) . 9«4g  A.  M. 

Arrive  Lawrence . 10.45  -  " 

Visit  Pacific  Print  Mills  and  Mr.  W.  A.  Russell’s  paper  mill. 
Luncheon  tendered  by  Mr.  Henry  Saltonstall. 

Leave  Lawrence . 1.45  P.  M. 

Arrive  Lowell .  2.15 

Visit  carpet,  hosiery,  and  woolen  mills. 

Leave  Lowell . 5.30  ‘‘ 

Arrive  Boston . 6.15 

Dinner  at  Hotel  Vendome.  Theatre  in  evening. 

TUESDAY,  OCTOBER  8th. 

Leave  Boston  (via  Boston  and  Maine  R.  R.) . 2.00  A.  M. 

Train  to  be  open  for  members  of  the  party  (October 

7th)  at . ii.oo  P.  M. 

Arrive  Manchester . 7.00  A.  M. 


Usu ) 


8.30  A.  M.,  visit  Ainoskea.y;  Cotton  Mills.  10.20  A.  .M.,  breakfast 
tendered  by  citizens  of  Manchester. 

Leave  Manchester  (via  Concord  R.  R.,  Boston  and 
Maine  R.  R.,  and  Portland  and  Rochester  R.  R.)  .  .  12.00  Noon 

Arrive  Portland . 4,00  P.  M. 

Luncheon  on  train.  Drive  about  the  city.  7.00  P.  M.,  banquet 
at  Falmouth  Hotel  tendered  by  citizens  of  Portland. 

Leave  Portland  (via  Portland  and  Rochester  R.  R. 
and  Boston  and  Maine  R.  R.t . ii.oo  P.  M. 

WEDNESDAY,  OCTOBER  gth. 

Arrive  W  orcester . 7.30  A.  M. 

Breakfast  on  train. 

Leave  Worcester  (via  New  York  and  New  ICngland 

R.  R.) . 10.00  A.  M. 

Arrive  Williniantic . 11.45  “ 

\’isit  Thread  W'orks. 

Leave  Williniantic,  (via  New  York  and  New  Enj^land 
R.  R.) . 12.30  P.  M. 

Luncheon  on  train. 

Arrive  .South  Manchester . 1.20  “ 

Visit  Cheney  .Silk  Mills. 

Leave  South  Manchester . 2.45  “ 

Arrive  Hartford . 3.15  “ 

Drive  about  the  city.  Visit  various  manufactories.  6.00  P.  M., 
dinner  tendered  by  citizens.  8.00  P.  M.,  reception  by  Governor 
M.  G.  Bulkeley  at  capitol.  Lodging  on  train. 

THURSDAY,  OCTOBER  loth. 

Leave  Hartford  (via  Central  New  England  and  West¬ 
ern  R,R.) . 7.30  A.M. 

Breakfast  on  train. 

Arrive  Collinsville . 8.30 

Visit  edge  tool  works. 


•3Sc) 


Leave  Collinsville  (via  Central  New  England  and 
Western  R.  R.  and  New  York,  New  Haven  and 

Hartford  R.  R.) . lo.oo  A.  M. 

Luncheon  on  train. 

Arrive  Meriden  (via  Hartford) . 11.30  “ 

Leave  Meriden  (via  New  York,  New  Haven  and  Hart¬ 
ford  R.  R.)  1.30  1>.  -M. 

Arrive  New  Haven . 2.00 

Yisit  manufactories  and  Yale  University.  Drive  about  city. 
6.00  P.  M..  dinner  tendered  by  citizens.  8.30  P.  M.,  reception  by 
Hon.  H.  P'.  Peck,  Mayor,  and  University  authorities.  Lodging  on 
train.  Run  during  night  to  .Springfield  (via  New  York,  New 
Haven  and  Hartford  R.  R.i 

FRIDAY,  OCTOBER  nth. 

Breakfast  on  train.  Party  w  ill  be  met  at  station  by  Hon.  Edward 
.S.  Bradford,  .Mayor  of  Springfield,  and  Col.  A.  R.  Buffington, 
commanding  the  National  Armory.  Drive  through  the  city  ;  visit 
the  National  Armory,  the  tlovernment  Envek)pe  Works,  and 
various  manufacturing  establishments.  Leave  Springfield  (via 
Connecticut  River  Railroad)  1.30  P.  M.  Luncheon  on  train. 
Arrive  Holyoke  2.00  P.  M.  Yisit  paper  mills.  Leave  Holyoke 
3.15  P.  M..  arrive  Springfield  3.45  P.  M.  Leave  .Springfield  (via 
Boston  and  .-\lbany  Railroad)  4.00  P.  .M.,  arrive  Albany  7.30  P.  M. 
Dinner  on  train.  9.00  P.  M.,  illumination  of  the  capitol.  Lodging 
at  Delavan  House,  Albany. 

SATURDAY,  OCTOBER  12th. 

Breakfast  at  Delavan  House,  Albany.  9.00  A.  .M.,  carriage  ride 
about  the  city. 

Leave  Albany  ivia  New  York  Central  and  Hudson 

River  R.  R.) . ii.oo  A.  M. 

Arrive  Niagara  Falls . 8.00  P.  M. 

Luncheon  and  dinner  on  train.  Lodging  at  Cataract  House, 
Niagara  Falls. 
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SUNDAY,  OCTOBER  13th. 

At  Cataract  House,  Nias;ara  I'.ills.  Visit  the  falls,  the  rapids, 
and  other  points  of  interest. 

MONDAY,  OCTOBER  14th. 

Kreakfastat  Cataract  House,  Niagara  Falls. 

Leave  Niagara  Falls  (via  New  ^'ork  Central  and  Hud¬ 
son  River  R.  R.) . S.30A.  M. 

Arrive  Buffalo . g,  10  “ 

9.30  A.  M.,  reception  at  City  Hall  by  Hon.  Philip  Becker,  Mayor, 
and  other  officials.  10.00  A.  M.,  drive  to  different  points  of  inter¬ 
est.  12  M.,  luncheon  at  the  Iroquois  Hotel.  1.30  P.  M.,  those 
who  wish  to  see  the  elevators  and  docks  will  be  taken  aboard 
steam  yacht  at  foot  of  Main  Street ;  those  who  prefer  to  visit  the 
Jewett  Horse  F'arm  will  be  taken  by  special  train  to  Willink  : 
those  who  prefer  to  visit  factories  and  particular  institutions  will 
be  escorted  in  carriages  by  a  committee.  7.00  P.  M.,  banquet  at 
Niagara  House,  followed  by  a  public  reception.  Lodging  at  Ni¬ 
agara  House. 

TUESDAY,  OCTOBER  15th. 

Breakfast  at  Niagara  Hou.se.  Leave  Buffalo  (via  Lake  .Shore  and 
Michigan  Southern  Ry.)  at  8.00  A.  M.  Arrive  Frie  10.13  A.  H- 
Leave  Erie  11.30  A.M.  Luncheon  on  train.  Arrive  Cleveland 
1.45  P.  M.  Arrive  Newburgh  (suburb  of  Cleveland)  2.20  P.  M. 
\’isit  rolling  mills,  wire  and  nail  works,  Bessemer  steel  works,  and 
Northern  Ohio  Hospital  for  the  Insane.  7.00  P.  M.,  banquet  at 
•Stillman  House,  Cleveland,  followed  by  a  public  reception. 
Lodging  at  .Stillman  House. 

WEDNESDAY,  OCTOBER  i6th. 

Breakfast  at  .Stillman  House.  Visit  public  works  and  manufac¬ 
turing  establishments.  1.30  P.  M.,  luncheon  at  Stillman  House. 
In  the  afternoon  drive  through  Euclid  Avenue  to  Wade  and  Jordon 
Parks,  LakeX'iew  Cemetery,  and  Garfield  Monument.  7.00  P.  M., 
dinner  at  .Stillman  House.  8.30  P.  M.,  reception  at  .Stillman  House 
by  business  men.  Leave  Cleveland  (via  Lake  Shore  and  Michigan 
Southern  Ry.)  10.00  P.  M. 


( 


THURSDAY.  OCTOBER  17th. 


Arrive  Detroit . 7.00  A.  M. 

Rreakfast  on  train.  Drive  about  the  city.  Visit  various  mauu- 
factories.  Luncheon  at  the  residence  of  Hon.  James  McMillan. 
United  .States  Senator. 

Leave  Detroit  (via  Michigan  Central  R.  R.l . 3.00  P.  M. 

Arrive  Ann  Arbor . 4-oo 

Dinner  at  Ann  Arbor.  Visit  Michigan  University.  Reception 
in  evening  by  University  autliorities. 

Leave  Ann  Arbor . 10.00  P.  M. 

Arrive  Grand  Rapids . Next  morning. 

FRIDAY.  OCTOBER  i8th. 

Reception  at  station  by  Mayor  and  other  municipal  authorities. 
9.00  A.  M.,  breakfast  at  Morton  House,  tendered  by  citizens. 
10.00  A.  M.,  drive  through  city,  visiting  various  manufacturing 
establishments.  12.30  P.  .M.,  review  Military  Companies,  Fire 
Department,  and  Bicycle  Chib,  i.oo  P.  .M.,  luncheon  at  Morton 
House.  2.00  P.  ,M.,  trotting  races  at  P'air  grounds.  5.30  P.  M.. 
reception  by  Mayor  at  City  Hall.  7.00  P.  M.,  banquet  tendered 
by  citizens. 

Leave  Grand  Rapids  (via  Grand  Rapids  and  Indiana 

R.  R.  and  Michigan  Central  R.  R.) . 10.00  P.  M. 

Arrive  South  Bend . Next  morning. 

SATURDAY,  OCTOBER  19th. 

Breakfast  on  train.  8.30  A.  M.,  visit  wagon  manufactory  of  the 
Messrs.  .Studebaker  Brothers;  10.00  A.  M.,  Wilson  Brothers’ 
shirt  factory,  Oliver  Plow  Works  ;  11.30  A.  M,,  sewing-machine 
case  factory  ;  12.30  P.  M.,  lunchetm  at  the  residence  of  Hon.  Clem¬ 
ent  Studebaker  ;  2.00  P.  M..  drive  to  Notre  Dame  University. 
Leave  South  Bend  (via  Michigan  Central  R.  R.)  .  .  .  5.00  P.  M. 
Dinner  on  train. 

Arrive  Chicago .  . S.30  P.  M. 

Lodging  at  Hotel. 


(3^f1 


SUNDAY,  OCTOBER  20th. 


Chicago.  10.00  A.  M.,  attend  cluirch.  Luncheon  1.30  P.  M., 
drive  through  the  parks  and  principai  residence  streets. 

MONDAY,  OCTOBER  21st. 

Chicago.  10.00  A.  M.,  visit  Board  of  Trade  ;  10.30  A.  M.,  speciai 
train  to  stockyards  ;  i.oo  P.  M.,  ieave  for  Puiiman.  Luncheon  on 
train.  Tiieatre  in  tiie  evening,  at  Chicago. 

TUESDAY,  OCTOBER  22d. 

Chicago.  10.00  A.  M.,  visit  the  Armour  Kindergarten  and  othA 
institutions  ;  tiie  Auditorium,  and  manufacturing  estaidisiiments  ; 
7.00  P.  M.,  banquet  tendered  by  tiie  citizens. 

WEDNESDAY,  OCTOBER  23d. 

Breakfast  at  Hotei,  Ciiicago. 

Leave  Chicago  (via  Chioago,  Miiwaukee  and  ,St.  Paid 

Ry.) . 8.00  A.  .M. 

Arrive  Miiwaukee . 10.30 

Party  wiii  be  met  at  Racine  Junction  by  Committee  from  Mii¬ 
waukee.  On  arrivai  at  Miiwaukee  tiiey  wiii  take  carriages  and  be 
driven  to  the  Art  Gaiiery,  the  Water- Works,  and  througii  the 
business  and  residence  portion  of  the  East  .Side  ;  tiience  to  tiie 
Northern  part  of  the  city,  wliere  iuncheon  wiii  be  served.  Car¬ 
riage  ride  wiii  be  continued  througii  tiie  West  Side,  visiting  some 
of  the  iarger  manufacturing  institutions  ;  tiience  aiong  Grand 
Avenue  to  Soidiers’  Home  ;  thence  east  through  tiie  Soutii  Side, 
stopping  if  time  wiii  permit  at  tiie  Aiiis  Iron  Works  and  otiier  im¬ 
portant  piaces;  thence  to  the  Piankinton  House  for  dinner. 
Alter  dinner  a  reception  wiii  be  given  at  the  residence  of  Hon. 
Joiin  L.  Mitcheli.  Leave  Miiwaukee  12  midnight  ;  scheduie  to  be 
arranged  so  as  to  leave  La  Crosse  about  6.00  A.  M.  Tiiursday,  Oc¬ 
tober  24tii,  and  arrive  St.  Paid  about  10.00  A.  M. 
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THURSDAY,  OCTOBER  24th. 

Arrive  .St.  Paul . 10.00  A.  M. 

Breakfast  on  train.  Drive  through  the  city  ;  visit  public  build¬ 
ings.  12.00  M.,  reception  by  State,  county,  and  city  officials  ;  i.oo 
P.  M.,  luncheon  ;  2.00  P.  M,,  drive  to  Fort  .Snelling,  reception  by 
military  officers  ;  7.00  P.  M.,  banquet  tendered  by  citizens.  Lodg¬ 
ing  at  Hotel  Ryan. 


FRIDAY,  OCTOBER  25th. 

The  Minneapolis  Reception  Committee  will  meet  party  at  ,St. 
Paul  and  escort  them  to  Minneapolis.  Visit  the  flour  mills  and 
other  points  of  interest.  Ri'ception  at  Chamber  of  Commerce. 
Luncheon.  West  Hotel.  Drive  through  the  city.  Banquet  in 
evening  at  West  Hotel. 

Leave  Minneapolis  (via  Chicago,  St.  Paul,  .Minneapolis 


and  Omaha  Ry.) . ir.oo  P.  M. 

SATURDAY,  OCTOBER  26th. 

Arrive  Siou.x  City . 8.00  A.  M. 

Breakfast  on  train.  Visit  Corn  Palace  and  drive  about  city. 

Leave  Siou.x  City  .  ■ . ii.oo  A.  M. 

Lunchecjii  on  train. 

Arrive  Omaha . 2.30  P.  M. 


Committee  will  meet  party  at  Sioux  City.  Visit  to  .South 
Omaha  stock  yards  and  packing  houses,  and  Grant  .Smelting 
Works  at  Omaha.  Dinner  and  lodging  at  hotel,  Omaha.  Ban¬ 
quet  or  .attend  the  opera  in  the  evening. 

SUNDAY,  OCTOBER  27th. 

Breakfast  at  hotel,  Omaha.  2.00  P.  M.,  visit  P'ort  Omaha  ;  re¬ 
ception  tendered  by  officers  of  i)ost.  Lodging  on  train. 
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MONDAY,  OCTOBER  28th. 


Leave  Omaha  (via  Union  Pacific  Ry.,  Chicago,  Rock 
Island  and  Pacific  Ry.,  and  St.  Louis,  Keokuk  aud  * 

Nortli  Western  R.  R.) . 3  00  A  -M. 

Arrive  Des  Moines . 8.00  A.  M. 

Breakfast  on  train.  Carriage  ride,  Des  Moines. 

Leave  Des'  Moines . 10.00  A.  M. 

Luncheon  and  dinner  on  train. 

Arrive  St.  Louis . 9-°°  P- 

Party  will  be  met  on  arrival  by  Gov.  David  R.  P'rancis,  Hon. 
E.  A.  Noonan,  Mayor,  and  Mr.  Charles  A.  Cox,  President  of  the 
Merchants’  Exchange.  Lodging  at  Southern  Hotel. 


TUESDAY,  OCTOBER  29th,  and  WEDNESDAY, 
OCTOBER  30th. 

At  Southern  Hotel,  St.  Louis.  Tuesday,  9.30  A.  M.,  drive 
through  city  parks  and  fair  grounds  to  the  water-works.  Steani- 
Ixjat  ride  on  river,  viewing  bridges,  elevators,  and  shipping. 
Dinner  at  Southern  Hotel.  Reception  in  the  evening  by  Mar¬ 
quette  Club.  Wednesday,  9.30  A.  M.,  visit  to  different  manu¬ 
facturing  establishments.  8.00  P.  M.,  reception  aud  promenade 
concert  in  hall  of  Merchants’  Exchange. 


'  THURSDAY,  OCTOBER  31st. 

Leave  St.  Louis  (via  Chicago  and  Alton  R.  R.)  .  .  .  8.00  A.  M. 
Breakfast  on  train. 

Arrive  Springfield . ' . 11.30  A.  M. 

Luncheon  and  dinner  at  Leland  Hotel. 

Visit  to  Capitol  Building  and  Lincoln’s  Tomb. 

Run  to  Indianapolis  during  the  night  (via  Wabash  Railroad  and 
Indianapolis,  Decatur  and  Western  Ry.). 
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FRIDAY,  NOVEMBER  ist. 


Arrive  Indianapolis . 7.30  A.  M. 

Rreakfast  on  train.  10.00  A.  M.,  drive  to  various  manufactur¬ 
ing  establishments  and  Capitol.  I^uncheon  and  dinner  at  Denni¬ 
son  Hotel,  tendered  by  citizens. 

Leave  Indianapolis  ( via  Jeflersonville,  Madison  and  Iji- 
dianapolis  R.  R.  Pennsylvania  Co.’s  lines)  ....  7.30  P.  M. 

Arrive  Louisville . 10.30  P.  M. 

Party  will  be  met  at  the  station  by  a  committee  of  citizens  and 
escorted  In  carriages  to  the  Halt  House.  Streets  traversed  to  be 
illuminated  by  arches.  Lodging  at  Halt  House. 

SATURDAY,  NOVEMBER  2d. 

Breakfast  at  Galt  House.  Carriage  drive  to  the  tobacco  breaks 
and  market ;  through  the  city,  and  thence  to  ( denview  Stock 
Farm.  Exhibition  of  Kentu.  ky-bred  blooded  horses.  Luncheon 
at  Fenca.st!e  Club,  near  Glenview.  Return  to  city  in  time  to  take 
train  for  Mammoth  Cave. 

Leave  Louisville  tvia  Louisville  and  Nashville  R.  R.)  11.00  P.  M. 
Arrive  Mammoth  Cave . Next  morning. 

SUNDAY,  NOVEMBER  3d. 

At  Mammoth  Cave.  Breakfast,  luncheon,  and  dinner  on  train. 
Leave  at  night  for  Lexington,  Kv.  (vfa  I.otiisville  and  Nashville 
R.  R.  i 

MONDAY,  NOVEMBER  4th. 

.\rrive  Lexington  7.00  A.  M.  Breakfast  on  train.  Leave  Lex¬ 
ington,  via  La  Grange  ( Louisville  and  Na.shville  R.  R.),  ii.oo  A.  M. 
Luncheon  on  train.  Arrive  Cincinnati  4.00  P.  M.  Dinner  and 
lodging  at  New  Burnet  House. 

TUESDAY,  NOVEMBER  5th. 

Breakfast,  luncheon,  and  dinner  at  New  Burnet  House,  Cincin¬ 
nati.  Lodging  on  train. 


WEDNESDAY,  NOVEMBER  6th. 


Leave  Cincinnati  (via  Pennsylvania  Co.’s  Lines;  Pan 

Handle  Station) . . 4.00  A.M. 

Train  to  be  open  for  members  of  the  party  (November  5th) 
ii.oo  P.  M. 

.\rrive  Mansfield,  Pa . 5-oo  P.  M. 

Leave  Mansfield,  Pa . 5- 10 

.Arrive  Washington,  Pa . 6.00 

Leave  Washington,  Pa . 7-3o 

.Arrive  Pittsburg .  8.30 

Breakfast,  luncheon,  dinner,  and  lodging  on  train. 
THURSDAY,  NOVEMBER  7th. 

■At  Pittsburg.  Breakfast,  luncheon,  dinner,  and  lotlging  (Ui  train. 
FRIDAY,  NOVEMBER  8th. 

At  Pittslnirg.  Breakfast,  luncheon,  dinner,  and  lodging  on  train. 
SATURDAY,  NOVEMBER  9th. 


Breakfast  on  train. 

Leave  Pittsburg  (via  Pennsylvania  R.  K.) . 7.20  A.  .M. 

.Arrive  Altoona . ii.oo 

N'isit  to  Altoona  shops.  Luncbe(tn  on  train. 

Leave  Altoona . 3-3o  !’•  -'I- 

Dinner  on  train. 

■Arrive  Philadelphia  .  .  .  .  i . 9-4o  “ 


Lodging  at  Stratford  Hotel,  Philadelphia. 

SUNDAY,  NOVEMBER  loth,  MONDAY,  NOVEMBER  nth, 
TUESDAY,  NOVEMBER  12th. 

At  Stratford  Hotel,  Philadelphia. 
WEDNESDAY,  NOVEMBER  13th. 
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I  THE  PAN-AMERICANS. 


Arrival  in  tlie  City  of  tha  Eartnent 
Quests. 


It  was  a  bad  bou. 
the  southern  end  of  ou» 
in  this  great  and  grand  city. .. 
and  the  preparations  for  their  svt. 
accordingly  lost  its  heartiness. 

Nevertheless,  as  the  special  train  at  last 
hundered  on  to  the  big  L.  and  N.  bridge  it 
tras  greeted  with  exploding  cannons,  whose 
yoClferpiis  intonations  were  maintained  un¬ 
til  awaiting  carnages  were  taken. 

As  the  riiagnitleent  Pullman  vestibule  train 
backed  into  the  depot  it  was  ,  j 

OKEETKD  WITH  THCNDIKOUB  THBEBS  ‘  ' 

From  the  hundreds  gathered  in  and  about 
the  depot. 

The  cars  were  rapidly  emptied,  and  a  line 
was  as  rapidly  formed,  and"  as  {t  marched 
out  of  the  depot,  the  First  Regiment  Band 
played  a  thoroughly  repijblican  air. 

dr&g'^Jl’l.^n  »nn??fva^n?^ 

SSlfLa  roo._ _ „ 

all  beautifully  and  most  luxun 
nisbed. 

G.  F.  Kge  was  the  Ppllman  conductor  of 
Uie.sleepers:  R.  H.  Myrick.  conductor  of  the 
diiiiiig-rooin  car.  W.  Uiiiican.„superintend- 
entqf  the  dining  oars  of  the  Pullman  system, 
was  in  general  charge,  while  Division  Hiipcr- 
intendent  O.  P.  Channer.  with  great  activity, 
achieWd  successfully 

Once  in'  the  carriages,  the  horses  to  which 
--e  decorated  with  plumes, 

THE  PBOCBSSION  STARTED. 

'•unted  policy,  patrol  wagons,  a 
•I  men— the  whole  under 
-onal  Bupervielon.  Then 
'  Hand  and  than  the 
-'iagei. 

'  portion  of 
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A  PALACE  ON  WHEELS. 


fhs  MsrTclooi  Trsla  Which  Whirls  ths  Dels- 
gstei  From  City  to  City. 

The  special  train  conveying  the  Interna¬ 
tional  American  conference  is  composed  of 
the  following  equipment; 

Pennsylvaul.  railroad  engine  No.  1,063, 
class  O.  This  engine,  with  a  Pennsylvania 
railroad  engineer  and  fireman  in  charge,  will 
dr.w  the  tram  throughout  the  tour,  cover¬ 
ing  «  distance  of  6,825  miles. 

Pullman  vestibule  library  and  smoking 
“peranz  ,  finished  in  bronze  and  I 
gold,  and  equipped  as  a  libr.iry  and  smoking 
parlor,  mtii  c.ird  room,  barber  i  nd  bath  su- 
loon,  buffet  and  escritoire.  In  Ibis  c  r  is  lo¬ 
cated  a  dynamo,  bjr  means  of  wliicli  the  train 
of  SIX  cars  w  illuminated  with  electric  lights, 
and  which  cha^  storage  batteries  under 
the  cars,  capaoie,  when  charged,  of  running 
the  light  for  ten  hours  without  the  use  of 
d^ynamo.  From  this  dynamo  are  lightid  the 
signal  lights  on  rear  of  train;  and  from  it, 
also,  18  established  tbs  current  from  which 
may  be  lighted,  at  pleasure,  in  each  section 
of  the  ditferentoiirs,  portable  lights  of  eight- 
candle  power  each,  for  individual  use. 

Pullman  vestibule  dining  car  Windsor,  fin¬ 
ished  In  oak  and  olive  green,  with  a  capa¬ 
city  of  serving  simultaneously  40  persons. 

Pullman  vestibule  sleeping  o.>rs  Washing¬ 
ton  and  Columbus,  finished  in  satin  wood, 
mahogany  and  imperial  purple,  with 
maroon  bangings. 

Pullman  vestibule  sleeping  cars  India  and 
Japan,  finished  in  satin  wood,  mahogany 
and  turquoise  blue,  with  garnet,  purple  and 
mahoon  hangings,  and  with  drawing  rooms 
finished  in  ivory,  gold  and  maroon. 

Baths  are  connected  with  the  toilet  rooms 
in  these  cars,  in  which,  as  in  the  lavatories 
throughout  the  train,  hot  and  cold  water  is 
supplied  by  air  pressure  from  tanks  beneath 
the  cars.  This  pressure  is  obtained  from  an 
improved  air  pump,  located  in  the  combina¬ 
tion  car,  “Esperanza."  The  train  through¬ 
out  is  heated  by  steam  from  the  engine. 

The  running  gear  is  of  the  most  improved 
pattern  and  is  a  model  of  strength  ana  dura¬ 
bility. 

A  tourist  agent  and  baggage  master  of  the 
Peiinsylvaiiia  railroad,  and  a  Pullman  din¬ 
ing  car  Biiperiiitendent  and  electrician  ac¬ 
companied  Che  train;  tha  balance  of  the 
crew  is  composed  of  sleeping  car  conductors, 
and  porters  who  are  detailed  from  tha  regu¬ 
lar  force  of  the  Pennsylvania  limited  ex¬ 
press.  _ 
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THE  PAN-AMERICAN  TRAIN. 


The  traio  the  delegates  travel  in  is  the 
most  gorgeously  turnished  and  the  most 

the  1  ullinau  Pa  ace  Company’s  shops. 

The  tram  consists  ot  the  librarv-smoklng 
car  Esperanza,’  finished  in  bronze  and 
gold,  with  card-room,  barber-shop,  bath- 
buffet,  esoretoire;  the  dining  car 
Windsor,”  furnished  in  oak  and  olive 
grMn,  in  which  forty  persons  can  dine  com¬ 
fortably  at  ^y  time;  sleeping  and  drawing¬ 
room  cars  Washington”  and  “Columbus  ” 
finished  in  satin  wood  and  mahogaay  and 
upholstered  with  imperial  purple  plush 
with  maroon  hangings;  two  others,^  the 
Japan  and  ‘Tudia,’*^liui8hed  ia  the  same 
woods  and  upholstered  in  turquoise  blue 
with  garnet,  purple  and  maroon  hangings' 
with  dining-rooms  finished  in  ivory*  gold 
and  maroon  The  train  is  vestibiiled 
tfve  ®ad  IS  heated  trom  the  locoino- 

The  eugine.  No.  1053,  is  a  class  O,  and  Ig 
manned  by  a  Pennsylvania  railroad  engineer 
and  fireman.  The  train  is  illuminated  with 
electric  lights,  even  to  signals,  trom  a 
dynamo  stationed  in  the  forward  car  The 
train  is  run  by  a  crew  of  Ponnsvlvania  rail¬ 
road  employes  and  a  Pullman  condnetor 
tinn  personal  direc- 

ttonof  8  W.  P.  Draper.  Manager  ol  the 
personally-direoted”  excursion  department 
of  the  Pennsylvania  railroad.  Mr.  Draper 
01  the  train,  and  Mr.  W.  S.  Lord 
Jr.,  Traveling  Passenger  Agent  of  the 
pany,  goes  ahead  and  makes  all  a 
meats  for  hotel  accommodations  and 
with  local  Reception  Committees  in  turn 
communicating  to  Mr.  W.  E.  Cu’rtis,  the 
‘  IJei'ortmont  of  the 

de”egate^'*^**’  t'>e 

Philadelphia  division.  The  mechaul- 
cal  engineer  i,  Mr.  Booth,  ot 
AUoona,  and  the  baggage  agent  isMr  Dnl* 
The  guests  have  no  cares  ooneeraing  baggage 
or  accommodation  whatever.  Since  the 
train  starldd  at  Washington,  October  3,  nn- 
ain!  f yesterday  no 
nt  b«Te  ecourred.  although  a  dlstauo. 

Ot  5,207  miles  Imf  been  corered.  The  entwine 
i«  in  a  con^IitioQ  as  when  the  start 

ade.  All  klnd.s  of  coal  And  uU  kinds 
VI  «-»ter,  fresh,  stale,  muddy  and  clear,  have 
been  used.  Seventy  miles  an  hour  has  been 
traversed  in  some  places,  and  three  cows 
were  killed  by  the  train  between  Indian¬ 
apolis  and  St.  Louis,  going  at  that  rate, 
without  dsmage  to  the  engine.  The  waiters ' 
car  sefv^ce'^*  Peuusylyanio  railroad  dining- 

Ail  the  atlachee  ol  the  train  express 
weariness  with  the  trip.  It  would  be  pleas¬ 
ant  if  they  had  rests  at  interyals  of  two  or 
iniee  days  they  say,  but  a  coutinuoue 
journey  ot  forty  days  has  no  charms  for  them 
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:the  train  and  crew. 

T** 

OoMlp  BegardiBg  the  node  of  Travel— Rfprtseita- 

tlTCi  Wbo  Hare  Dropped  Uut  of  the  Dtstla- 

gilsked  Party. 

A  word  in  referenco  to  the  train  that, 
before  it  finiahee  the  present  trip,  will 
have  traveled  over  6800  milu.s.  The  cars 
wore  in  use  on  the  limited  before  being 
adapted  to  the  present  purpose.  Kach,  it 
was  noticed,  was  finished  in  different 
material.  The  entire  crew,  conductor, 
brakemen,  porters,  engineer  and  flremau, 
oommenoed  the  trip  from  New  York,  and 
have  not  been  changed  since.  The  visitor 
'and  trainmen  are  well  acquainted,  and 
have  formed  a  mutual  admiration  society. 

“You  like  the  gentlemen,  do  you?”  in¬ 
quired  one  of  the  Pittsburghers  of  a  lusty 
porter  who  was  looking  awfully  bored 
while  holding  down  an  easy  chair  in  the 
smoker. 

“Deed  we  do,  sah,”  was  the  reply. 
"Mighty  nice  gemmen,  every  one  o’  them. 
Never  seed  such  plesan’  people;  bos’  we 
ever  traveled  with.” 

•jhe  fact  that  this  good  feeling  is  recip- 
Toimted  by  the  guests  is  an  indication  that 
the  foreigners  appreciate  the  efforts  made 
to  entertain  and  transport  them  properly. 
The  trip  is  made  under  the  personally  con¬ 
ducted  tourist  svstem  of  the  Pennsylvania 
Eailroad.  Mr.  William  W.  Lord,  Jr.,  the 
traveling  passenger  agent  of  the  railroad 
company,  has  traveled  in  advance  of  the 
congress  ever  since  the  trip  began,  and 
paved  the  way  for  it  in  the  cities  in  whlcli' 
it  stops.  Mr.  S.  F.  W.  Draper 
accompanies  the  congress  and  looks 
to  its  comfort  continually.  For 
the  government,  Mr.  William  E.  Curtis, 
Special  Agent  of  the  Department  of  State, 
takes  charge.  The  entire  congress  began 
the  trip,  but  members  dropped  out  from' 
time .  to  time.  Yesterday  every  Central 
and  South  American  country,  except 
Brasil,  Patagonia,  Uruguay  and  Para¬ 
guay,  was  represented  on  the  train,  either 
by  the  delegate  or  his  secretary.  Of  course 
Patagonia  was  not  represented  at  any 
|%me,  but  Uruguay  and  Brazil  were.  Now] 
"Uruguay  has  no  representative  with  tJ>o| : 
■  congress  and  Brazil  but  one  and  ho  an  "'at-,'' 
tache.  Why  is  not  known.  Brazil’s' 
quota  of  representatives  was  nine — three 
d<degate8,two  secretarie.s,  throe  attaches  and 
one  valet.  It  was  stated  that  the  minister 
from  Brazil  would  probably  arrive  in 
Pittsburgh  last  night  in  company  with 
SValker  Blaine,  Assistant  Secretary  of 
State,  Ex-Senator  Davis,  Slinister 
Bomero,  of  Mexico;  Minister  Man¬ 
uel  Quintana.  of  the  Argentine 
Kepnblio,  and  Emilio  C.  Var^s,  Minister 
for  Chili.  The  party  yesterday  was 
comxtosed  of  the  following;  Adalfo  O. 
Cal  VO,  consul  general;  Ernesto  Borch,  sec¬ 
retary;  and  .luan  S.  Atwell,  attache,  all  of 
the  Argentine  Republic;  Attache  Carlos 
Silveira  Martins,  of  Brazil;  Delegate  .luan 
Velarde,  Secretary  Melchor  Obarrio, 
IlHid  Attaches  Acihiades  and  Mariano 
tyelarde,  of  Bolivia;  Delegate  Jose  Alfonso 
Mtnd  Secretory  Paulino  Alfonso,  of  Chili; 
f  CoiiHul  General  Climaco  Calderon,  of  Col- 
'  ombia;  Secretary  .luaquin  Bernardo  Calvo, 
M  Costa  Rica;  Delegate  Jose  Maria Piacido 
■oamano,  secretary  C.  K.  Gill,  and  Attache 
Khtonio  Ecliarerria,  of  Ecuador;  Secretary 
Domingo  EsDrada,  and  AtOiche  Javier 
A.  Arroyo,  of  Guatamala;  Delegate  Jero- 
Uuo  Zelaya,  and  Secretaries  E.  Constan¬ 
tino  Fiallas  and  .Richard  Vlllafranca,  of 
Bondiiras;  Delegate  and  Minister  Huracio 


Guzman,  of  Nicaragua;  Delegate  and 
Jlinister  F.  C.  C.  Zegarra;  of  Peru;  Dele¬ 
gate  Jacinto  Castellanos,  and  Attache 
Joaquin  Arrieta  Rossi,  of  Salvador; 
Delegate  Nicanqr  Bolet  Peraza,  and 
Secretaries  N.  Bolet  Monagiis  and  J.  G. 
Peali,  of  Venezuela  Delegates  .lohn  B. 
Henderson,  Andrew  Carnegie,  Morris  M. 
Estee,  and  Clem  Studebaker,  of  the  United 
States.  The  attauhes  of  the  dclegittes  from 
this  country  are  Captain  John  G.  Bourke; 
Lieutenant  Henry  tt.  Loml.v,  and  Surgeon 
H.  C.  Yarrow,  of  the  Unitwl  States  Army; 
Lieutenant  Henry  JIcCrea,  United  States 
Nav.y;  Edward  A.  Trescott,  and  T.  Jeffer¬ 
son  Coolidge,  Jr.  The  Spanish- American 
Commercial  Union  is  represented  by  F.  G. 
Pierra,  whose  secretary  is  Nelson  Polha- 
mus.  The  newspaper  correspondents  ac¬ 
companying  the  congress  are  Frank  W. 
Nack  and  E.  M.  Hood,  of  the  Associated 
Press;  R.  L.  Farnham,  United  Press; 
Frank  H.  Taylor,  Philadelphia  Ledger; 
James  Clancy,  New  York  Herald;  M.  G. 
Seckendorfer,  New  York  Tribune;  M.  D. 
Mitohell,  Boston  Herald;  Samuel  Boyd, 
Panama  Star  and  Herald. 

These  gentlemen  liave  been  living  most 
of  the  time  on  the  special  train,  which  is 
flttc;d  up  with  every  convenience.  The 
library  and  smoking  car  is  finished  in 
bronze  and  gold,  and  equipped  with  card 
room,  barber  and  bath  saloon,  buffet  and. 
escretoire.  In  this  car  a  dynamo  is  located 
by  which  the  train  of  six  cars  is  illumin¬ 
ated  with  electric  lights.  The  dynamo 
also  charges  storage  batteries  under  the 
cars  whicli  are  capable  of  keeping  up  the 
lights  10  hours  after  the  dynamo  has 
ceased.  The  latter  also  runs  the  signal 
lights  at  the  rear  of  the  train  and  furnishes 
the  current  for  portable  lights  of  eight- 
candle  power  each  for  use  in  the  sections. 
The  dining  car  is  finished  in  oak  and  olive 
green.  Two  of  the  sleepers  are  finished  in 
satlnwood,  mahogany  and  imperial  pur¬ 
ple,  with  maroon  hangings.  The  other 
two  are  flni.shed  in  turquoise  blue,  with 
garnet,  purple  and  maroon  hangings. 
The  drawing  rooms  are  finished  in  ivory 
and  gold.  Baths  arc  connected  adth  the 
toilet  room  in  each  car,  and  hot  and  cold 
water  is  supplied  by  air  pressure  from 
tanks  under  the  car.  An  electrician  and 
dining  room  superintendent  accompany 
the  party. 


THE  PITTSBURG  DISPATCH,' 
THURSDAY,  NOVEMBER  7.  1880. 


HOW  THEY  TRAVELED. 

All  Ibe  ArraDsrmenia  Itlnilo  by  Ibe  Fennsyl. 
vanIa  Road— Drawn  by  One  Enatne  and 
Manned  by  One  Crow. 

The  tour  now  drawing  to  a  close  is,  in 
many  respects,  the  most  celebrated  railroad 
journey  ever  made  in  the  world.  To  begin 
with  the  train  is  a  remiirkable  one.  It  con¬ 
sists  of  six  Pullman  vestibule  cars,  drawn 
by  an  engine  of  the  Pennsylvania  Railroad 
Company,  No.  1063.  The  entire  crew  of  the 
train  are  Pennsylvania  Railroad  employes, 
most  of  them  having  been  engaged  on  the 
limited  express  of  that  line.  It  is  the  first 
instance  in  the  history  of  railroading  in  the 
United  States  where  a  complete  train  of  one 
company,  drawn  by  its  own  engine  and  run 
hr  its  own  crew,  has  been  allowed  to  pass 
over  the  lines  of  otherroads.  The  train  will 
return  to  Waahington  made  up  just  as  it 
left  there. 

The  first  car  is  the  Esperanza,  a  Pullman 
library  and  smoking  car.  It  is  finished  in 
bronze  and  gold,  and  has  a  card  room, barber 
and  bath  saloon,  buffet  and  escritoire. 

A  description  of  the  train  in  detail  fol¬ 
lows: 

In  the  Esperanza  car  is  located  a  dynamo,  by 
means  of  which  tbe  train  of  six  cars  fs  illumin¬ 
ated  with  electrio  lights,  and  which  charges 
storage  batteries  under  tbe  cars,  capable,  when 
charged,  of  runolng  tbe  light  for  ten  hours 
wlihuut  the  use  of  dynamo.  From  this  dynamo 
are  lighted  the  signal  lighta  on  tbe  rear  of  tbe 
tram;  and  from  it,  also.  Is  established  tbe  cur¬ 
rent  from  which  may  be  lighted,  at  pleasure,  In 
each  section  of  tbe  different  cars,  portable 
lights,  ot  eight-candle  power  each,  lor  iifdlvld- 

Noxt  comes  the  Pullman  vestibule  dining 
car,  Windsor,  finished  in  oak  and  olive  green, 
with  a  capacity  of  serviqg  siniultaneouely  40 
persons;  tbe  Pullman  vestibule  sleeping  oars, 
Washlngtuu  and  Uolumbus,  finished  in  satin- 
wood,  mahogany  and  imperial  purple,  with  ma¬ 
roon  hanglnga,aDd  lastly  the  Pullman  vestibule 
sleeping  cars,  India  and  Japan,  finisbed  in 
satin-wood,  mahogany  and  turquoise  blue,  with 
garnet,  purple  and  maroon  bangings,  and  with 
drawing  rooms  finisbed  m  Ivory,  gold  and  ma- 

Batbs  are  connected  wltb  tbe  toilet  rooms  in 
these  cars,  in  wbicb,  as  in  the  lavatories 
throughout  tbe  train,  hot  and  cold  water  is 
supplied  bv  air  pressure  from  tanks  beneath 
•  he  cars.  I'hls  pressure  is  obtained  from  an 
improved  air  pump,  located  in  tbe  uombinatiou 
car,  Esporanza.  The  tram  tbruugbont  is  heated 
by  steam  from  tbe  engine. 

The  tour  is  tendered  to  the  International 
Congress  by  the  Government  of  tbe  United 
Slates,  and  is  under  the  “Personally-Con- 
durted  Tourist  System”  of  tlie  Pennsylvania 
Railroad  Company.  This  system  was  es¬ 
tablished  about  two  years  ago  in  the  East. 
Tile  advance  arrangements  for  the  train  at 
all  places  are  made  by  Mr.  William  W. 
Lord,  Jr.,  traveling  passenger  agent  of  the 
Pennsylvania  Railroad  Company. 

GETTING  OVER  THE  GROUND. 

Tlie  entire  distance  traveled  bv  the  train 
is  6,406  miles,  going  over  the  lines  of  29 
railroad  companies.  Over  the  lines  of  the 
Pennsylvania  Company  and  the  Pennsylva¬ 
nia  Railroad  Company,  1,174  miles  will  have 
been  traveled.  Over  tbe  Chicago,  Milwaukee 


and  St  Paul 410  m 
the  Chicago,  St.  Paul,  Minneapolis  and 
Omaha,  377  miles;  over  the  Lake  Shore  and 
Michigan  Southern,  361  miles,  and  over  the 
New  York  Central  and  Hudson  River,  306 

'The  Congress  left  Washington  City  on  tbe 
morning  of  October  3,  and  will  return  to 
that  point  on  the  evening  of  next  Wednesday, 
November  13.  The  time  of  tbe  trip 
is  thus  just  six  weeks.  The  distance 
traveled  averages  nearly  129  miles  ner 
day.  The  places  visited  have  been 
West  Point,  Beston  and  ^lassachuaetts 
manufacturing  towns,  Manchester,  N. 
H.,  Porllaad,  Me.,  Albany,  Niagara 
Falls.  Buffalo,  Cleveland,  Toledo,  Detroit, 
Grand  Rapids,  Chicago,  Milwaukee,  St. 


Mammoth  Cave,  Lexington,  Ky.,  Cincin¬ 
nati  and  Pittsburg.  After  leaving  here 
Saturday  morning  tbe  Congress  will  visit 
Jeannette,  the  Grape ville  gas  fields  and  the 
steel  works  at  Latrobe,  and  will  then  spend 
4  hours  in  Altoona,  inspecting  the  loco¬ 
motive  and  car  shops.  Philadelphia  will 
be  reached  Saturdayr  night  and  the  party 
will  remain  there  until  Wednesday  morning. 
Tbe  following  is  a  complete  list  of  tbe 
members  of  the  International  American 
Congress; 

NAMES  HARD  TO  PRONODNOB. 

Argentine  Bepublio— Delegates  Roque  Saenz 
Pena  and  Manuel  Quintana,  Secretaries  Fed¬ 
erico  Pinedo,  Ernesto  Bosch  Attwell  and  Adolfo 
G.  Calvo. 

Bolivia— Delegate  Juan  F.  Velarde,  Secre¬ 
tary  Melchor  Obarrio,  Atteebes  'Alcibiades 
Velarue  and  Mariano  Velarde. 

Brazil— Delegates  Lafayette  Rodriguez  Per¬ 
eira,  J.  Q.  do  Amaral  Valente  and  Salvador  da 
Mendonca,  Secretaries  Jose  Agosto  Ferreira  da 
Costa  and  Joaquim  de  Frletas  Vasconoelles, 
Attaches  Alfredo  do  Morses  Gomez  Ferreira, 
Carlos  Silveira  Martini  and  Mario  de  Mendonoa- 

Chill— Delegates,  Emilio  C.  Varas.  Jose  Al. 


M.  Amador. 

Costa  Itioa— Delegate,  Manuel  Aragon;  Secre¬ 
tary,  Joaquin  Bernardo  Calvo. 

Ecuador- Delegate,  Jose  6Iarla  Placldo  Caa- 
mano;  Secretaries,  J.  R.  GUI,  Antonio  Eoberer- 

duatemala— Delate,  Fernando  Cruz;  Sec¬ 
retary,  Domingo  Estrada;  Attache,  Javier  A. 
Arrovo. 

Hayti— Delegate,  Arthur  Laforestrle. 

Honduras— Delegate,  Jeronimo  Zelaya;  Beo- 
retar.v,  E.  Constantino  flallos;  Attache,  R. 
Villafranca. 

Mexico- Delegates,  Matias  Romero.  J.  N. 
Navarro,  Jose  Yves  Limantour:  Secretary, 
Ailolto  Mujica  Y.  Sayago. 

Nic.aragua— Delegate,  Horatio  Guzman;  At¬ 
tache.  R.  Mayorga. 

Porn- Delegate,  F.  C.  C.  Zegarrn;  SecreUry, 
A.  Falcon. 

Salvador— Delegate,  Jacinto  Castellanos:  Sec- 
mury,  Samuel  Valdivieso;  Attache,  J.  Arrieta 

Uruguay- Delegate,  Alberto  Nlu;  Secretary, 
Henry  Dauber. 

Veneznulu— Delegates,  Nlcanor  Bolet  Peraza 
and  F.  A  Hilva;  STretary,  N.  B.  Monegas. 

United  States— Delegates,  Jiio.  B.  Hender- 
—  ''tmellus  N.  Bliss,  diaries  R.  Flint, 
■  ilebaker,  Andrew  Csrneglo,  Henry 


36 


The  LouisvillhTimf? 


©xritrijcr^gcrxtrttal 


Tlinrsday  Eveiiiiii?.  N( 


FRIDAY  MORNING,  NOV.  8.  1889. 


A  SPLENDID  SPECii 


On  u  Strike. 


ty  o(  Mexico,  ci 
)  yeKt^ay  and 
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down  from 
on  exhibi- 
nion  Depot. 
.\gpnb  Iteed, 

f  . . .  - . .  .ind  U  rigid  te 

Itt  ot  kbc  fittflK  Ua^n#  ^ec  liuilti 
at  the  Pullman  shoDs.  It  consistB  of 
four  coaohes.  the  “  Atzlan.”  the  “  Ponce 
de  Xicon.”  the  “  Asia.”  and  the  “  Superb,” 
and  in  these  are  to  be  found  a  barber 
shop,  a  baggage  apartment,  a  smoking 
room,  a  library  and  a  culinary  depart¬ 
ment,  all  el^:^atlr  furnished.  The 
train  pulled  out  for  Sew  Orleans  at  4 
o’clock^  going  over  the  Southern,  and 
.oil  the  Monon’s  passengers  in  that  direc¬ 
tion  hod  the  honor  of  making  the  first 
trip  down  in  it. 


A  great  many  people  \isited  thc\ev- 
enth-street  depot  this  morning  to  soe\he. 
magnificat  Muntcziima  special,  wldohVr- 
rived  from  Chicago  tliis  morning  It 
charge  of  F.  J.  Reed,  the  Monon’s  Cit\ 
Passenger  .Agent  at  Chicago.  It  is  salJ 
to  l>e  the  first  vestibuleU  train  the  Pull¬ 
man  works  have  ever  made.  It  con¬ 
sists  of  four  coaches.  The  first  is  the 
compartment  car  “  Atzlan,”  wherein  are 
the  baggage-room,  shaving  parlor  and  a 
third  apartment,  occupied  with  rcvolv- 
iug  chairs.  The  second  is  the  library 
and  dining  car,  “  Ponce  de  Ijeon.”  The 
third  the  sleeper,  “  Asia,”  iind  in  the  rear 
car,  "  Superb,”  is  the  drawing  room. 
The  train  will  depart  for  New  Orleans 
this  afternoon  at  4  o’clock,  occupied  by 


Electric  Light! 


RARE  TREAT  FOR  CHATTANOOG  ANS  AT 
THE  CENTRAL  DEPQr  TODAY. 


iption  to  the  light, 
es  is  carried  for  s 


A  Mugnlfluint  Testlbnle  Tr'.in  Kn 
R.n^'  Sm  nexleo  to  ue  on  Exbl- 
^llouTh.re  or  a  Few  Oun.s-Oeu. 
^rnl  Aioboilale  Ciiauges  to  Go  Into 
FITeot  Nov.  17-GeaeraI  Hews. 

A  rare  treat  is  offered  by  the  Qaeen  & 
Cretoent  Bisd  for  the  deleotation  of  tboee 
Chattanoogacs  who  are  fond  of  the  beandfol 
in  conetmotive  art  and  enjoy  comfort  in 
railroad  traveling.  At  6:30  o’clock  tbii 
moroing  the  great  and  only  Monteznma  ez- 
enrsion  train  will  arrive  at  the  Central 
Depot  over  the  Cinoinaa'i  Sonthera  Road, 
loaded  with  ezcariloniete  frr  la  the  North  en 
route  to  the  City  of  Mexico.  Thecaisare 
all  veitibnled  and  of  a  type  of  magnificeace 
aever  before  seen  in  this  section  of  the 
oonntry.  Each  is  in  reality  a  palace  on 
wheels,  and  they  will  donbtleas  be  inipected 
and  admired  by  a  large  gathering  of  citi¬ 
zens.  These  yestibnled  care  will  in  fntnrs 
he  pnt  on  the  fast  through  line  over  the 
Qaeen  &  Crescent  from  New  Orleans  to 
Mezioo  via  the  Sonthern  Pacific, 

The  train  today  will  be  held  here  until 
about  9:30  o’clock  in  order  that  Chattanoo- 
gani  may  be  permitted  to  see  them.  Those 
persons  contemplating  a  trip  to  the  snnny 
Month  should  not  fau  to  examine  for  them¬ 
selves  and  see  what  the  accommodations 
will  be  the  coming  winter  between  Cincin¬ 
nati,  Chattanoogs,  New  Orleans  and  the 
City  of  Mexico.  J  ust  think  of  it— aoW  one 
change  of  oars  from  Cincinnati  and  Chatta¬ 
nooga  to  Mexico!  _ 
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eoch  seotlon.  wl’h 
reading  at  night,  bofo 
comes  as  comfortable  i 
Ing  the  toilet  may  be  n 


CHATTANOOGA,  NOV  9,  1889. 


RAILWAY  READIUP. 

THE  MONrEZUNA  SPECIAL  PA88INB 
THRQVtlH  CHATTANOOGA. 

/  — —  ; 

DMCi^^lOB  Of  a  Terllablo  Falaaeoa 
1»fteI»-Ottaer  News  Itcma  Oatbered 
A  Kallroad  CIreles  Toatertfay  by 
Xxtuitu  Bcportera. 

'  A  drenehing  rain  storm  prerented  a  Urgtr 
I  crowd  than  was  present  at  the  Central  Sm- 
t'.on  yesterday  morning  Ironi  enfoyisg  the 
pleasaro  of  inepecting  the  new  Monttzama 
speoial  train  which  was  en  route  South  to 
begin  its  first  trip  between  New  Orleans  and 
the  City  of  Mexico.  Howe-eer,  notwith¬ 
standing  the  disagreeable  weather  there  was 
quite  a  Isrga  crowd,  including  many 
prominent  oiiizene,  anxious  to  admire  the 
betntilnl  in  architectural  art.  The  train  ar- 
riyed  at  a  very  early  hour  in  the  morning 
and  remained  until  aboct  9:30  o’clock. 

The  train  was  made  up  of  four  magnifi¬ 
cent  coaches.  To  give  anything  like  a  pen- 
picture  of  their  detailed  magnificence  would 
be  to  call  in  the  assistance  of  the  photo¬ 
grapher’s  art  or  the  brush  of  the  painter. 
The  first  of  the  four,  the  Astlan,  was  a  com¬ 
bined  baggage  and  smoking  oar.  In  the 
forward  part  of  the  car  is  located  the  dyna¬ 
mo  which  furnishes  the  electric  current  for 
the  countless  incandescent  lamps  which  il¬ 
luminate  the  interiors  of  all  the  oars  at 
night.  The  steam  tor  the  dynsm)  is  fur¬ 
nished  by  hose  connected  with  the  engine. 
The  rear  half  of  the  car  consists  of  an  ele- 
gant  and  oomlortable  smoking  apartment,  a  ] 
barber  shop,  gentlemen’s  bath-rooro,  a  libra¬ 
ry  and  writing  tables  with  the  usual  auxilia¬ 
ries.  Next  comes 

THB  DINING  CAB. 


kitchen,  as  thorongbly  equipped,  in  propor¬ 
tion  to  ita  eize,  as  any  hotel  m  the  country. 
Here  the  chef  de  cuisine,  with  seyeral  oooki 
and  pantrymen,  prepare  the  substantials 
and  deUoaoies  which  do  not  find  their  way 
into  the  bills  of  fsre  at  wayside  eating  sta¬ 
tions,  from  blue  pointe  and  chicken  soup 
aux  oratoDs,  down  to  Hoqnefort  cheese  end 
black  coffee.  The  dining-room  apartment  is 
spacious  and  elcgaat,  and  iU  snrronadings 
are  fiaiehed  in  harmonious  keeping  sKth  the 
ebaracter  of  the  apartment— tasteful,  refined 
and  elrgant.  ,  . 

The  third^car  of  the  fenr,  the  Afia,  ts  i 
which,  stiiotly  speaking,  is 

TIIK  BLBBPiHO  CAB, 

although  the  last  osr  is  nsed  for  ths  ii 
purpose.  The  sleeping  oar  is  luxurioiislr 
larniabed,  from  the  spotlns  linen  and  dainty 
qnil'a  to  the  rioh-looking  portieres  and  the 
handsome  npholetery.  At  one  end  of  the 
oar  is  the  ladies’  batb-room,  quite  a  spacious 
apartment,  and  proyided  with  the  latest  lit¬ 
tle  batb-room  accessories,  both  nseiol  and 
ornamental.  The  last  oar,  and  the 
capli  rating  of  all,  is 

THB  DBAWING-BOOM  CIB. 

In  referring  to  this  car,  which  is  appro¬ 
priately  nsmed  “The  Superb,”  It  is  difficult 
to  imagine  that  the  wealthiest  and  most  ex¬ 
acting  railway  magnate  in  the  world  could 
haye  hie  priyate  oar  more  magnificently  or 
more  completely  furnished.  And  not  only 
is  it  magnificent  in  the  exquisite  and  artistic 
farnishlngs,  but  in  the  wonderfully  clever 
skill  in  which  the  ingenious  and  oommodi- 
ons  arrangement  of  the  interior,  linked  with 
innoyatiiig  aooessoriei  delightful  to  the  eye, 
has  been  moulded  into  a  perfect  and  har¬ 
monious  whole.  In  other  words,  it  is  the 
tout  ensemble  which  oaptiyatee  the  beholder, 
rather  then  the  partioulsritles,  bewildering 


in  number  though  they  are.  It  was  built 
expressly  after  the  idea  snggaated  by  tt  e 
President  of  the  Mexican  International  itsi;- 
road,  and  is  the  only  car  of  the  kind  in  ex- 
■■'tenoe. 

The  oar  is  divided  into  sleeping  sections, 
or,  more  accurately  speaking,  into  sleeping 
apartments.  For  escu  of  the  eight  compart, 
ments  is,  in  reality,  a  room  by  itself,  with  a 
ospacity  for  either  font  or  eight  persons 
each,  according  as  to  whether  there  be  o — 
or  two  in  a  berth.  In  a  corner  of  each  of 
these  apartments  is  a  toilet  room,  with  an 
exquisite  onyx-top  wesb  basin,  and  a  water- 
closet.  The  oonyenieaoe  of  this  is  epparant, 
as  it  relieves  ladies  of  the  necessity  of  leav- 
their  apsrtmeat  and  going  way  to  the 

_ r  and  of  the  oar  whenever  they  desire  to 

go  to  the  toilet  room. 

Slidiog  doors  are  at  the  end  of  each  apart¬ 
ment  in  the  drawing-room  car,  so  that,  if 
necessary,  a  clear  passege  way  can  be  mafie 
straight  throngh  the  center  of  the  oar;  other¬ 
wise  the  pissage  way  is  on  the  side.  At 
either  end  of  the  oar  is  a  oommodioos 
little  sitting-room,  where  the  occupants  oi 
the  osr  sit  and  chat  and  get  acquainted  with 
each  other,  if  they  so  desire.  These  sitting- 
rooms  are  like  those  on  the  vestibnie 
sleepers  running  between  New  York  and 
Meniphle,  whiob,  by  the  by,  the  Mont-zuma 
speoial  oars  very  much  resemble  as  to  their  ] 
exterior.  The  drawing-room  oar  alone 
$36,000. 

All  the  esrs  are  famished  throughout 
with  iuoandesoent  eleclrio  lights,  as  well  as 
lamps,  arranged  in  candelabra  and  other 
shapes,  and  in  their  arrangoment  are  happi¬ 
ly  adapted  to  the  comfort  of  the  traveler, 

AN  ABMY  OF  BMPX.OYHS. 

No  fewer  than  fifteefi  persons  are  em- 
ployed  by  the  company  to  provide  for  ttte 
comfort  of  the  travelers  on  these  four  cars. 
Among  the  number  is  a  careful  aud  intelli¬ 
gent  white  woman,  neatly  attired  in  a  dark 
dress,  with  a  white  osp  and  white  apron. 
Bbia  is  engaged  exclusively  to  attend  the 
wants  of  the  ladies  and  children,  Thii  in 
itself  is  a  considerate  innovation,  and  one 
over  whiob  the  ladies  will  laise  their  hinds 
in  prayeiful  giat'tids. 

THB  PASSBNGBBS. 

There  were  thirteen  psssengers  on  the 
train.  Among  the  number  were  George  M, 
Gray,  General  Ticket  Asent  of  the  Pailmau 
Palaoe  Car  Comnanj;  I).  H.  Maityu,  Divis¬ 
ion  Superintendent  of  the  Pullman  Car 
Company  at  St.  Louie,  end  two  electricians 
to  watch  the  woi  kings  of  the  dynamos.  The 
train  was  in  charge  of  Conductor  Cofiia. 

Ed  Donaldson,  agent  of  the  Pailmau 
Pilace  Car  Company;  Capt.  Barrett  of  the 
Queen  &  Crescent,  and  other  local  offioials 
assisted  in  extending  courtesies  to  thoie 
who  oalled  to  inspect  the  cars. 

CHATTANOOGA  TO  MEXICO. 

A  Times  reporter  and  a  Queen  A  Cresoent 
time  tsble  yesterday  figured  out  some  inter¬ 
esting  statiatios  in  regard  to  a  trip  from 
Chattanooga  to  the  far-famed  City  of  Mex¬ 
ico,  and  they  both  agfeed  to  reproduce  them 
for  the  edification  of  those  readers  who  may 
possibly  be  meditating  so  charming  a  trip. 
The  Montezuma  special  above  described 
runs  from  New  Orleens  to  the  City  of  Mex¬ 
ico,  the  entire  distance  of  2,836  mil  s,  withoat 
change.  The  distance  from  Chittinooga 
wonld  therefore  be  just  3,428  miles.  The 
fare  from  Chattanooga  to  New  Mexioe  is 
$64,  bnt  a  ronnd-trip  ticket  may 
be  obtaioed  for  $81.  The  sleep- 
ing  oar  fare  on  the  msgaificent 
Montezuma  speoial  is  onlr  $12,  and  the 
prioe  ot  meals  on  board  is  76  cents  each. 
The  route  taken  is  via  the  Queen  &  Crescent 
and  Southern  Pacific,  via  Houston  to  Spofiford 
Junction,  thenos  across  the  Bio  Grande 
Biver  to  Eagle  Pass,  thence  down  along  the 
Mexican  Intomaiional  road  to  Torreon,  and 
down  the  Mexican  Central  to  the  City  of 
Mexico.  _ 
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TbbCentbai,  and  Sodth  Ambbh;an  Viai- 
TOBS  Spendtbe  Mounino  IK  Prbpaba- 
TIONS  FOE  THBIR  TBIP  TO  WASHINGTON 

—The  Famous  Vbstibudb  Train  Bolls 
Cut  ok  THB  Station  at  11-30. 

At  11*30  this  morning  the  Pan-American 
delegate.^  took  their  last  look  at  Philadel¬ 
phia.  The  magnificent  vestibule  train  ef  six 
Pullman  coaches  palled  out  of  the  Broad 
Street  Station  at  that  hour.  It  was  .just 
seven  seconds  late  In  starting,  as  announced 
by  the  railroad  men,  so  that  it  was 
more  punctual  than  some  other  trains  are. 
The  route  taken  on  the  journey  to  Wash¬ 
ington  was  by  way  of  Harrisburg,  in  order 
to  sfibrd  the  tourist  delegates  a  view  of  the 
picturesque  Shenandoah  Valley.  Owing  to 
the  unusual  weight  of  the  train,  two  locomo¬ 
tives  were  attached  to  It  as  It  left  the  station. 
The  front  engine.  No.  393,  was  put  on  to 
assist  in  pulling  the  train  as  far  as  Paoli, 
because  the  road  from  here  to  that  point  is 
all  up  grade.  Beyond  Paoii  the  regular 
locomotive  No,  10^  was  scheduled  to  draw 
the  famous  train  the  rest  of  its  homeward 
^uraey.  It  is  due  in  Washlngtoa  at  6-16 

As  the  train  stood  in  the  station,  waiting 
for  the  arrival  of  its  select  load  of  passengers, 
it  was  inpected  by  a  number  of  people,  in¬ 
cluding  several  Pennsylvania  Bailroad 
oflicials  and  representatives  of  the  Pullman 
Palace  Car  Company. 

The  train  in  all  its  appointments  was  su¬ 
perb.  The  first  car  was  a  combination  car, 
with  a  compartment  front  for  baggage  and 
the  rest  of  it  fitted  up  as  a  library  and  smok¬ 
ing-car.  On  the  side  it  bore  in  handsome 
gilt  letters:  "International  American  Con¬ 
gress.  Pennsylvania  Speoial.  ’’  The  name  of  the 
car  was  painted  under  the  windows,  "Vesti¬ 
bule  and  smoking-car  Esperanza."  In  the 
forward  baggage  compartment  a  dynamo  was 
running  to  supply  the  electric  lighting  appa¬ 
ratus  tbrougb  the  train.  The  library  com¬ 
partment  was  fitted  up  with  elegant  seats, 
checker-boards,  card  tables,  bookcase,  and  a 
separate  compartment  in  the  rear  bad  a 
barber’s  chair  and  all  the  equipments  of  a 
regular  barber-shop  la  a  building. 

The  next  car  was  the  vestibule  dining-car 
"Windsor.”  The  tables  within  were  all 
spread  with  neat  white  cloths,  and  set  with 
porcelain  dinner  sets  and  silverware.  At 
each  table  a  waiter  in  neat  white  Jacket  was 
stationed.  The  entire  car  was  festooned  with 
imllax  and  cut-flowers,  and  between  the 
windows  of  each  table  baskets  of  the  most 
beautiful  roses  were  hanging  over  each  table. 
The  floral  decoration  of  the  car  was  exqui¬ 
site,  and  it  was  a  tribute  from  the  officers  of 
the  Pennsylvania  Bailroad. 

A  select  few  who  gained  admission  to  the 
station  platform  were  allowed  to  go  throngh 
the  train  and  inspect  it.  The  other  oars  in 
addition  to  the  Esperanza  and  Windsor 
were  the  Washington,  Columbus,  India,  and 
Japan.  They  were  all  vestibule  sleep¬ 
ing  cars,  finished  in  mahogany  in¬ 
side,  and  upholstered  in  olive  plush. 
They  *were>  among  the  finest  sleeping  cars 
which  the  Pullman  Company  could  furnish 
for  the  occasion.  The  delegates’  last  day  In 
Philadelphia  was  not  marked  by  any  events 
•f  a  public  natnre.  They  spent  the  morning 
in  their  rooms  at  the  hotel  and  in 
Parlor  O  and  the  lobby  down  stairs, 
waiting  for  the  the  moment  to  start. 
The  Citizens’  Beception  Commitlee  was  rep¬ 
resented  by  Hamilton  Disston,  Alan  H. 
Beed,  and  others,  who  saw  the  delegates  off 
in  their  carriages  from  the  Ninth 
street  entrance.  In  Parlor  0  each 
of  the  ladies  in  the  party  was  presented 
with  a  solid  silver  thimble  as  a  eouvonir  of 
their  visit  by  the  jewelry  firm  of  Simons 
Bros.  &  Co.  Tb»  gift  was  received  with  the 
highest  appreciation  by  the  ladies,  as  each 
thimble  was  very  artistically  made. 

The  party  were  driven  to  Broad  Street 
Station  in  closed  carriages.  At  the  station 
there  were  no  manifestations  of  any  kind, 
and  the  departure  was  made  very  quietly. 
Each  carriage  load  as  it  arrived  pass^ 
'■"‘"I"  " —  -h  the  gates  to  the  train. 

Latta,  General  Manager 
Vloe-Prosldont  Patton, 
wlvania  Bailroad  men, 
’eparture  of  the  train, 
naaaed  off  so  quietly 
lid  have  told  the 
regular  veatibule  llm- 

i - V  Mylvanla  Bailroad,  if 

'mwd  that  stood  en 


quietly  . 
General  A 
Pugh,  Se. 
and  other 


that  no 
train  ftom  ai 
ited  trains  • 
“  dnet-^ 
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THE  “MONTEZUMA  SPECIAL”— SOME  NEW  IDEAS 

IN  PASSENGER  CARS. 

The  Pullman  Palace  Car  Company  have,  during 
the  past  few  months,  been  building  two  vestibule 
cars  which  possess  many  new  and  interesting 
features.  These  cars,  the  “Ideal”and  the  “Superb,” 
are  now  complete,  and  the  Superb,  with  thre^-*her 
cars,  left  for  the  south  on  the  6th  of  this  month,  to 
run  between  New  Orleans  and  the  City  of  Mexico  as 
the  “Montezuma  special.”  Plans  of  the  four  cars 
which  will  comprise  this  train  are  shown  in  the  ac¬ 
companying  figures:  In  Fig.  1  we  give  a  plan  of  the 
Ideal  and  Superb,  in  Pig.  2  a  plan  of  the  sleeping 
car.  Fig.  3  is  the  plan  of  the  dining  car  and  Fig.  4 
that  of  the  combination  car. 

As  will  be  seen  from  plan.  Pig.  1,  the  “Superb”  is 
a  compartment  car,  there  being  six  compartments  or 
drawing  rooms.  As  one  steps  into  the  car  at  the  end 
to  the  left  in  the  plan  he'finds  on  one  side  two  single 
seats  facing  each  other,  in  the  same  manner  as  in  a 
regular  sleeping  car  section.  On  the  other  side  is  a 
door  to  the  men’s  toilet  room,  and  in  front  a  door 


doors  affording  communication  between  the  various 
drawing  rooms.  Prom  the  plan  it  will  be  seen  that 
if  these  are  all  open  an  uninterrupted  view  for  the 
whole  length  of  the  car  can  be  obtained.  The  effect 
of  this  is  wonderful,  as  one  can  see  so  much  of  the 
interior  at  a  glance  that  the  richness  and  elegance 
of  the  car  is  comprehended  much  more  fully  than 
when  a  section  at  a  time  is  seen. 

The  car  is  lighted  by  nine  chandeliers  supple- 
tnen  ed  by  six  single  lights.  The  chandeliers  are 
silver  plated  and  so  designed  that  either  oil  or  elec¬ 
tricity  can  be  used.  The  “Montezuma  Special”  will 
be  lighted  by  electricity  throughout.  The  positions 
of  the  cha'  ’eliers  are  shown  on  the  plan.  In  the 
side  passages  are  four  single  electric  lights,  two  in 
each,  and  there  is  also  a  single  light  in  each  vesti¬ 
bule  and  in  the  transverse  passages  between  A  and  B 
and  between  E  and  F.  The  lights  throughout  the 
car  are  arranged  on  two\distinct  circuits  termed  the 
“end  circuit”  and  the  body  circuit,”  running  di¬ 
rectly  from  the  cells  to  »  switch  and  cut-out  case 
placed  within  a  convenient  locker  and  holding  the 
four  safety  strips.  This  aj^ttingement  permits  of  easy 
and  economical  handling  <  '  the  all-night  lights  in 
the  vestibule  and  toilet  rotiuas.  Each  lamp  is  also 
supplied  with  a  key  socket, «» that  a  particular  light 
can  be  turned  down  by  the  occupant  of  a  berth, 
while  in  the  corner  of  each^Sei’tion  silvered 


ceilings  throughout  the  car  are  finished  in  much  the 
same  manner.  The  insides  of  all  drawing  room  doors 
are  fitted  with  large  plate  mirrors  with  beveled 
edges  and  the  outsides  of  the  same  doors  have  mir¬ 
rors  whose  surface  is  divided  into  squares  with 
slightly  beveled  edges.  The  partition  between  the 
side  aisle  and  each  drawing  room  has  three  panels 
above  the  sofa.  The  middle  panel  is  occupied  by  a 
mirror  and  the  other  two  by  plate  glass,  both  sur¬ 
faces  of  which  are  beveled  into  small  squares.  The 
effect  produced  by  this  glass  used  in  the  places  we' 
have  mentioned,  and  as  panels  in  several  other 
places  in  the  aisles,  is  very  pleasing.  Above  the 
doors  in  the  end  partition  of  the  drawing  rooms  and 
above  the  beveled  plate  glass  in  the  side  partitions 
are  panels  occupied  by  glass  arranged  in  geometri¬ 
cal  figures.  This  glass  has  beveled  edges  and  its 
plain  surface  is  etched,  or  frosted  in  some  such  man¬ 
ner,  the  edges  remaining  clear.  The  glass  in  th 
monitor  root  is  also  finished  in  the  same  style. 

The  upholstery  is  very  rich  and  tasteful  and  the 
workmanship  perfect.  The  seats  and  sofas  are  all 
fitted  with  Hale  &  Kilburn's  spring  edged  cushions. 
The  backs  are  each  formed  in  two  cushions,  the  lower 
one  of  which  is  about  the  usual  height  and  has  a 
plain  surface,  while  the  second,  about  ten  inches 
deep,  is  placed  above  the  other  and  is  tufted.  A 
deep  fringe  extends  from  the  edge  ot  the  sofa  down 
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THE  “MONTEZUMA  SPEOIAI/ 


oommunioatinif  with  drawing  room.  The  passage 
way  curves  to  the  side  of  the  car,  and  at  the  middie 
of  the  car  crosses  over  to  the  other  side.  Each  draw¬ 
ing  room  contains  two  doubie  seats  and  a  sofa,  the 
double  seats  having  an  upper  berth  above  them. 
Each  room  has  an  adjacent  toilet  for  the  exclusive 
use  of  the  occupants  of  that  drawing  room.  Between 
the  rooms  A  and  £  there  is  a  short  cross  aisle  which 
communicates  with  the  side  aisle  and  affords  a  means 
of  entrance  to  the  adjacent  ends  of  those  rooms. 
This  transverse  aisle  is  closed  at  the  side  aisle  by 
'^rtieres.  This  will  allow  A  and  B  to  be  made  into 
a  suite  of  rooms  and  the  required  seclusion  still  be 
obtained.  B  and  C  can  be  thrown  open  to  each 
other  by  means  of  the  sliding  door  in  the  partition 
between  tbe  two.  Drawing  rooms  i>,  E  and  F  are 
arranged  in  the  same  manner  as  the  first  three 
rooms  which  we  have  described.  In  the  cross  over 
passage  a  certain  amount  of  space  has  been  ingeni¬ 
ously  utilized  by  two  seats.  Above  one  is  a  locker 
and  above  the  other  a  small  library.  At  the  right 
hand  end  of  the  car  are  several  lockers  and  the 
heater.  It  will  be  seen  that  the  general  arrange¬ 
ment  admits  of  a  party  occupying  one,  two  or  three 
rooms  with  equal  convenience  and  seclusion. 
Another  feature  of  the  general  arrangement  which 
produces  a  very  pleasant  effect  is  the  position  of  the 


thimbles  have  been  placed  in  which  may  be  in¬ 
serted  a  portable  lamp  with  frosted  bulb  connected  to 
the  branch  wires  by  means  of  a  flexible  silk  cord  the 
terminals  of  which  are  inserted  into  sockets  placed 
in  a  rosette  above  the  section  mirror,  thus  affording 
any  desired  angle  of  light  should  the  occupant  pre¬ 
fer  to  road  while  reclining.  The  lamps  in  the  com¬ 
posite  car  and  in  the  dining  car  are  so  placed  that 
the  light  falls  directly  from  above  and  over  the 
shoulder  of  the  tourist,  while  fans  revolved  by  elec¬ 
tric  motors  may  be  furnished  when  desired  by  in¬ 
valids  or  others,  the  motor  being  connected  in  the 
same  manner  as  the  portable  lamp. 

Tbe  toilet  rooms  are  very  complete,  being  fitted 
with  hoppers, and  wash  basin  with  hot  and  cold  water, 
the  water  tanks  being  under  air  pressure  so  that  no 
pumping  is  required;  very  large  mirrors  are  also  in 
each,  and  every  convenience  possible  is  supplied. 

The  interior  finish  is  very  beautiful.  Three  draw¬ 
ing  rooms  forming  one-half  of  the  car  are  finished  in 
the  natural  colors  of  mahogany  and  satin  wood.  In 
tbe  other  three  the  wood  is  painted  a  delicate,  light 
colored  tint  upon  which,  as  a  back  ground,  fine  par¬ 
ticles  of  gold  leaf  are  sifted.  Each  drawing  room  so 
finished  has  a  different  ground  color,  no  two  being 
alike.  The  effect  is  a  little  peculiar,  but  it  is  ex¬ 
pected  that  when  lit  up  it  will  be  very  pleasing.  The 


to  within  a  short  distance  of  the  floor.  Each  room 
has  upholstery  of  a  color  suitable  to  its  interior  finish . 
One  set  of  upholstery  is  rose-pink,  figured,  another 
canary  color,  a  third  pea  green,  a  fourth  maroon,  a 
fifth  blue  and  the  sixth  gold,  while  tbe  seats  in  tbe 
passage  way  are  slate  color.  The  curtains  and  win¬ 
dow  shades  are  all  of  the  best  Holland  finely  em¬ 
broidered  down  the  sides  and  across  tbe  bottom. 

The  sleeper,  the  plan  of  which  is  shown  in  Pig.  2, 
is  fitted  with  tbe  usual  sections,  but  tbe  saloons  and 
toilets  are  special.  There  is  one  drawing  room  with 
an  annexed  toilet,  being  almost  identical  in  plan 
with  those  in  the  car  just  described.  The  ladies’ 
toilet  is  large  and  supplied  with  two  basins.  Ad¬ 
jacent  to  this  room  on  the  one  side  and  communicat¬ 
ing  with  it  only  is  a  ladies’  saloon  and  on  the  other 
side  a  bath  room  elaborately  fitted  up.  Inside  of  the 
door  through  which  the  ladies'  toilet  is  entered  are 
portieres  to  prevent  the  interior  being  exposed  to 
view  when  the  door  is  opened.  Tbe  gentlemen’s 
toilet  is  also  a  separate  room  instead  of  being  open  as 
usual.  Tbe  entrance  to  this  is  only  closed  with  por¬ 
tieres.  The  saloon  for  gentlemen  can  only  be  entered 
through  the  toilet  room. 

The  dining  car  shown  in  Fig.  8  is  one  of  the  most 
modern  style  and  is  fully  equal  to  the  rest  of  the 
train  in  elegance  and  comfort.  The  combination  bag- 


The  Pennsylvania  Limited,  perforrainj;  a  daily 
service  between  New  York  and  Chicago,  iieedeil 
but  one  feature  to  complete  the  perfection  of  its! 
appointnient.  The  men  had  their  porter  and 
barber,  and  now  the  ladies  have  their  maid  and 
hair-dresser.  The  introduction  of  the  maids  is  as 
novel  as  it  is  a  uni(jue  feature.  It  exists  on  no 


ployed  on  each  train.  Tliey  are  especially 
charged  to  look  after  the  comfort  of  ladies,  chil¬ 
dren,  and  invalids.  They  are  to  assist  the  ladies 
in  making  their  toilets,  to  dress  their  hair,  and 
serve  as  a  hand-maid  to  them  in  the  fullest  sense 
of  the  term.  They  will  have  an  eye  to  the  chil¬ 
dren,  and  have  a  care  for  Invalids  and  ladies  who 
may  travel  without  a  male  escort.  The  conven¬ 
ience  and  corafort  of  having  an  attendant  of  one’s 
own  sex  will  be  cordially  appreciated  by  timid 
women  and  those  who  arc  inexperienced  in  travel. 
The  Pennsylvania  Hailroad  Company  and  the 
Pullman  Palace  Car  Company  deserve  great 
^credit  for  their  persistent  efforts  to  enhance  the 
comfort  and  pleasure  of  their  patrons. 


No  railroad  train  in  any  regular  service  ap¬ 
proaches  in  completeness  of  appointment  the 
Pennsylvania  Limited.  It  is  composed  of  the 
handsomest  cars  ever  built,  and  the  vestibule  at¬ 
tachment  renders  the  whole  train  practically  one 
car.  The  sleeping  cars  arc  spacious,  and  beside 
the  twenty-four  double  berths  in  each,  there  are 
drawing-rooms  and  state-rooms  in  which  absolute 
seclusion  can  be  enjoyed.  The  finish  and  furnish¬ 
ing  of  the  cars  is  matchless  in  beauty,  richness, 
and  appropriateness. 

A  special  feature,  which  ladies,  children,  and 
invalids  will  heartily  appreciate,  is  the  presence 
of  a  ladies’  maid.  I'he  maid  is  colored^  and  her 
iluties  are  confiinsl  solely  to  the  service  of  the 
Indies.  She  attends  at  their  bidding  and  performs 
any  service  which  one’s  own  handmaid  would 
do  in  one’s  own  house.  This  is  the  only  train  in 
the  world  that  has  such  an  attendant. 

The  Limited  leaves  Philadelphia  every  day  in 
the  year  at  12.20  in  the  afternoon,  for  Harrisburg, 
Altiions,  Pittsburg,  ('incinnali,  and  Chicago. 


Buffalo  pttffalo  CCourift. 


ACROSS  THE  CO.NTINENT. 


What  was  probably  the  handsomest  train 
aver  seen  on  the  Vanderbilt  system  went  West 
on  tbe  W eat  Shore  yesterday  moruiug,  carry¬ 
ing  a  party  of  l-TO  Raymond  &  Whitcomb  ex¬ 
cursionists  bound  for  Ualifornja.  It  was  made 
up  of  10  cars  altogether,  including  a  baggage 
car,  six  Pullman  sleepers,  a  Pullman  lilirae- 
car,  and  two  dining  cars,  all  vestibuled  and 
bcated  with  steam. 

Foin-  of  the  sleepers  embody  several  Impor¬ 
tant  novelties  in  construction.  The  Nantasket, 
L^,  Roxbury,  and  Sydenham  are  each  fur¬ 
nished  witli  four  drawing  rooms,  the  usual 
number  being  only  one,  or  two  at  the  most 
Th«  departure  from  the  ordinary  rules  of 
building  ia  made  in  response  to  the  great  pres¬ 
sure  on  Raymond  &  Whitcomb  for  exclusive 
ncccminodatlons  for  families  and  parties  of 
friends.  Two  drawing  rooms  are  placed  at 


~»-junong  those  opposing  the  rattncetion  oi 
tlie  agreement  between  the  Big  Pour  aud  the 
Chiotgo  &  Eastern  Illinois  is  George  M.  Pull¬ 
man.  He  was  about  to  conclude  a  contract 
with  the  latter  for  the  use  of  his  cars.  If  the 
consolidation  is  effected  it  will,  of  course, 
result  in  the  substitution  of  Wagner  cars  tor 
the  Pullman.  Mr.  Pullman  is  now  in  New 
York  endeavoring  to  prevent  the  amalgama¬ 
tion  of  the  two  roads,  or  at  least  conclude  his 
contract  before  it  takes  place. 


for  six  of  tbe  ordinaiy  sections.  The  drawing 
rooms  are  beautifully  upholstered  in  seal-brown 
plush,  and  a  novel  arrangement  of  the  doors 
provides  each  with  a  private  toilet  room. 

Some  of  the  best  designers  in  the  country 
are  employed  by  the  Pullman  Company,  aud, 
If  tbe  four-drawing-room  Idea  takes  os  well  as 
it  is  cx|iected  to,  sleepers  made  up  wholly  of 
drawing  rooms  will  probably  follow.  Even  as 
It  Is,  the  Pullman  Company  considers  this  ar¬ 
rangement  second  only  in  importance  to  the 


—It  has  been  the  practice  of  the  Fallmaii 
company  to  assign  its  condqotors  to  work 
wherever  it  saw  fit,  and  the  boys  have  been 
transferred  long  distances  without  regard  to 
where  they  maintained  their  families.  This 
has  been  one  of  the  greatest  hardshiiis  the 
oonduotors  have  Iwen  colled  upon  to  endure, 
and  has  also  been  a  soureexif  mneh  expense  to 
thorn.  It  is  reported  that  this  is  to  be  changed 
and  that  men  ajt» *e  kept  running  fiito 
towns  .where  they  make  their  homes,  ' . 
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-^(tBes^^ialds  o«  the  Pennsylvania  Iilmltad. 

:  be  promise  made  by  the  Pennsylvania  Mlrp^ 
ioiie* time  ago,  that  ladles’  maids  womd  be 
“need  on  thi  urolted.  {•«»»*«"  S'Sar’lv  em- 
Jk?y2d‘on  that  T^  duU«  wll^  th|»e  of 

™’!^JnlMiy“S«g<S^l^the  carrot  ^ 
flna  witb  children  End  Thli 

eaturewiftets  the  convenlenoes  afforded  uy  this 
wonderfol  train,  and  Stamm  It  as  the  ram- 

i)leteU'EPPol®t*?d  tnln  of  the  world.  TbePena 
?ylTanla  Ximtted  leaves  Philadelphia 
for  Cincinnati  and  Chicago  at  12.20  In  the  after- 


EASTJhiRN  ILLINOIS  nlKECTORS  TO  ACT 
ON  TUli:  nio  FUDB  DEAL. 


EETorls  Belne  Made  to  I'reTent  the  Batifl* 

cation  of  the  Deal  Between  Frealdente 

Porter  and  Ingalls  for  the  Consolidation 

&  Northern  and  Burlington  Sc  Quincy 

Miscnllanenus  Itallroad  Matters. 

It  is  now  generally  admitted  that  TneTBiB- 
tJNE’s  account  of  the  negotiations  between 
President  Porter  of  tho  Ubicago  &  Eastern 
Illinois  and  the  “liig  Pour”  rni(way  com¬ 
pany,  wtereby  the  latter  was  to  acquire  con¬ 
trol  of  the  former,  was  substantially  correct. 
Bo  far  as  the  F residents  of  the  two  roads  are 
concerned  ilie  negotiations  were  concluilod 
BOverul  (Inys  ago,  but  it  yet  required  tbe  con¬ 
firmation  of  the  Boards  of  Directors  of  me 
two  uompuaies  to  make  the  bargain  binding. 
Bo  fur  as  the  directors  of  the  “Big  Four’’ 
are  concerned  no  dcubt  is  expressed  that  the 
agreement  will  be  ratified.  It  is  by  no  means 
ceriain,  however,  that  the  directors  and 
stockholders  ot  tbe  Eastern  Illinois  will 
sanction  the  amalcamation  of  tlie  two  com¬ 
panies.  A  meeting  of  mo  directors  of  the 
latter  line  will  be  hold  in  Now  York  or  Bos¬ 
ton  today  to  act  on  the  proposition. 

Btrenuous  efforts  are  bemg  made  in  cer¬ 
tain  quarters  to  p.'cveot  the  ratiflcution  of 
tho  agreement.  'I'heso  parlies  olaiin  that  the 
arrangement  would  benefit  me  “Big  Four” 
mucli  more  than  the  Eastern  Illinois,  me  lat¬ 
ter  now  being  in  tbe  be.st  bnaneial  condition. 

Among  me  parties  ouposing  mo  ratiflca- 
llon  of  the  agreenjent  is  President  (Jeorge  M. 
PuUman  of  the  Pullman  Palace  Car  com¬ 
pany.  Mr.  Pullman  was  just  at  the  point  of 
concluding  a  con.ract  for  tbe  nsa  of  his  cars 
by  the  Chicago  &  Easteru  Illinois  when 
word  reui'tied  him  mat  negotiations  for  tbe 
absorption  of  that  roud  by  the  “  Big  Four  ” 
were  about  to  be  concluded,  the  consumma¬ 
tion  of  whioh  would  menu  that  Wagner  cars 
V'ere  to  be  substituted  for  mo  Pullmans. 
President  Pullman  immediately  left  for  New 
York,  where  he  is  now  onueavoring  to  pre¬ 
vent  me  amalgamation  of  the  two  companies, 
or  at  least  to  conclude  his  contract  with 
President  Porter  before  the  consolidation. 

Another  scheme  likely  to  be  perfected  be¬ 
fore  loug  Is  the  absorption  or  the  Burlington 
&  Normero  by  tho  Chicago,  Burlington  & 
Quincy  railroad  company.  The  belief  Is 
expressed  tn  roiuvay  circles  here  that 
the  recent  change  of  position  by  the  Burling¬ 
ton  ffc  Normero  us  regards  Northwestern 
rates  is  due  tn  the  completion  of  arrangements 
for  tho  amalgamation  of  tbe  two  companies. 
It  is  also  believed  that  as  soon  as  tbe  two 
companies  have  boen  united  a  traOlo  arrsnee- 
ment  similar  to  tna  one  recently  made  tie- 
twoen  me  Chicago  &  Nortbwostorn  and 
XJniun  Pacific  will  be  made  between  tbe  Chi¬ 
cago,  Burlington  &  Quiuo.v  and  the  St.  Paul, 
Minneapolis  &  Mttuiuibn,  or  rather  ilie  ureat 
Norinern  railway  company,  to  offset  the 
Northwestern-TJiiien  Pac  Ho  and  the  Wiecon- 
eln  Central-Norlhoni  Paciflo  combinations. 
Toe  belief  is  also  expressed  tlml  ihe  Penn¬ 
sylvania  Will  Join  the  Burlington-Mauiloba 
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liii|>i'ou'iiii-iils  ill  Elcctrir  Trniii  l.igliliiig. 


-'ll;  B-  Biiiirr.  iiiaimger 
■;  I’lilliiiun  ('iiiiipiiiiy,  har.ii 
. "Miinle/.iii'iii 


1  iiri'panitor.v  tii  la-ing  taken  over  t 
Louisville  iitiil  I'liaitiinooga,  lo  > 
1  'll.v  of  Jlexleo.  Fii  cry  modern  il 


s,  ..m  V'  "'■‘■I'™  uiirror.  thus  iiirording  any  desired  angle  of  lighf 
iioiild  the  oeeii, mill  prefer  to  rend  wliilo  reeliiiiiig.  Mr.  Bauer  lias 
s.!'  romiiosile  ear  and  in  tlie  dining  ear  tlmt 

iiirlif  . '‘’^  ‘'•'  i  tlin  shniilder  of  tlie 

..Mirist,  wink  fan.s  revolved  by  eleelrie  motors  arc  furnished  ivln  n 
doBiied  by  invalids  or  ol hers,  the  motor  being  eomieeted  in  the 
same  mamiepis  the  portable  lamp. 

..i.l.wlii  '•■ly'ilfk'  curreiil  is  .supplied  by  two  sets  of  sloriigc  batteries 

placed  mideriiciith  and  oil  eaeli  sideof  caeli  ear  in  the  train.  ’I'Ik 

M;  made  by  the  Klcolrical  Aeeuiiiiilator  Com' 
panj  of  New  Fork,  is  emplnved,  and  il  is  charged  with  eiirrent 
This  Tilnni '’•'’'“m  o  ilrivcn  by  a  Brotlierliood  engine, 
,  .  "  .‘f  Il'Ved  tn  one  corner  of  the  eomposilo  car  and  liie  liidc- 

an  nutomntle  lubricator  bolding  two  gallniis  of  oil,  steam  gauge-, 
fnil.'iii.ert’  '*'”Vi";i®'’’i'>“’i?  “  l^ehaetter  Biideuibcrg  taebomeler.  ii- 
^  *  L"  IV  ".’P.  V"ll'o«»  trains.  Speaking  ot  Ilie  excellent  ser- 

I  leqmred,  Mr.  Hauer  Rtatcil  that  the  niaehine.  now  in  service.  Imd 
been  rim  eoiilmuously  for  five  monllis  witli  an  overload,  and  vet 
there  Iiiid  not  been  the  slightest  sparking  at  Ibe  brushes  or  Iriuilile 

of  any  sort.  1  be  present  . . . ‘ . -  ’• 

e.xai'llv  X.!ll  revoliitiems  i 
sjieeial  oii  her  jiiaiden  _t 


IS  and  probably  I 


Iraki  oeeiipie-d  by  I  be  I’liii-.tmeriean  delcgatio'ii,  lie  referred  I'oViie 
questloii  asked  by  Mr.  A.  L.  Imiig  at  tlie  meeting  of  tlie  railwav 
l'.  '  ’o*ia''''"l‘'iideiil.s,  a  full  report  of  wliieb  appeared  in  TilK 

l‘.i.i',i  i  itic.iL  «  oHi.ii  of  Oet.  “6.  regarding  the  belting  of  Ibe  dviiiimo 
tollie  axle,  and  staleal  tlmt  a  lliorougb  experlenee  under  \Wioiis 
eoiidilioiis  bad  demonsl  rated  I  bo  impossibility  of  seeiiring  e  ven  fair 
le.siills  ill  trniii  ligliHng  where  Hie  power  was  siqjplied  bv  Ibe  axle- 
owing  to  Ibe  eonstaiit  ebange  in  speed  and  the  niimoruiis  eiirves 
loiiiid  oil  .\iimrleaii  railwHy.s,  around  wliieli  the  wheels  w  ill  often 
slide  witbont  tiiriiiiig  the  axle  a  single  re-voliition.  iliiis  playing  Hie 
miseldet  wlHi  Ih-II  and  armature.  Bid  Mr.  Bauer  said  Hial  sm  h  n 
mt-Hiod  was  employed  by  Mr.  II.  O.  Iloiigbloii  in  .seeuriiig  eiirr-iit 
U”  "Il  the  London  it  SoiiHiwesle-rii  llidlwav  in 

ol'ml'n'.'-  ’",‘.f'.“kaliil’."'er  Hmlliiie  Mr.  Hauer  was  impressed 
w  11  11  Hie  eondilioiis  tending  to  make  tbe  sysl  eiii  a  siieeess,  iiiiei  widen 
arc  w  idely  dim-rent  from  those  prevailing  in  this  emuitrv.  in  I  be  iil- 
mn.sl  i-iiHm  iibsence  of  e-urves  and  Hie  high  and  eoiis'tant  sni-ed 
mniiitaiiied.  mado  possible  by  Hie  fact  that  Hia  I  railway  iie\i-r 
a  eoiiiilry  road  at  grade,  being  c-itbe-r  below  or'iibovi- 

. . ■"  automatic  RWiteb  placed  near  Hu- 

,1,  ...... .....  disirihule-d  under  caeli 


\Vheii  Hie  spued  docs  vi 


ear  ns  In  the  Bauer  system,  but  nil  are  placed  in  the  baggage  van 
siieli  disposition  being  made  pn.ssible  by  Hie  fiirl  that  l-iiiglisbnas- 
liere'il  rnri"?  iV*!  ”  "l’^■"t'en  lip"  or  separated:  wbiie 


'.ii'.  '  'M'  neecssitnt  mg  the  eiiiploymeiif. 

of  .a  dUlnel  sef  of  eells  tiiidepaeli  cexieli  in  older  that  Uehl  tiiav.he 
fiirnisherl  rcgardl,  s,  of  wl-eHierthe  baggage  e-nr  contains  a  charg 


nrogressivo  aelinn.  coupled  with  a  generous  nllowanee  tor  experi¬ 
ments.  is  duo  the  remarkable  siiee-oss  atlnined  by  the  I’ullman  Com¬ 
pany  in  Iriilii  lighting.  F.  |)e  L. 


U! 


NOVEMBER  14, 1889. 


1‘ liKliliiik'  ileuaitnrnm  of 
>ini>irti‘(l  tho  cK'clrii'iil  oqtiiiniieiH 
I'fial,  a  train  of  ftnir  iinprovi'tl 
*  no\v  Oil  exhibition  in  t’hieuKo. 
-he  Junioiis  **  Motion  Route.*' via 
.  -  ..j  New  Orleans,  aiul  thenee  to  the 

... -  inortern  deviee  or  ininrovcnirnt  that  will 

•  llie  eoiiifort  of  Ilie  tourist  or  invalid  ean  be  found  in  tin* 
i  "I'b'b  aitpropriutely  named  the  "Su- 

pern.  Ii  eni. tains  six  eomplete  drawing  rooms,  eneh  provided 
I  with  separate  annex  for  toilet  purposes  and  separate  enirnnec  to 
the  side  passa+fc:  or  tlie  rooms  may  he  ii,sed  vn  sin'tr  for  hiv^o  par- 
^  aisle  from  end  to  end  Miron^h  eenlreof  ear 

over  ennsirneted,  and  the  rtnishiiuf 
and  fitting  are  of  tho  hiKhest  onler  of  cxeelicnee.  Tlie  drnnorv  and 
ileeoratlons  111  eaeh  drawinif  room  are  ditlerent,  while  all  are  in 
harmony  with  the  exquisite  taste  everywhere  displayed.  Mr.  Ihiuer 
has  placed  HU  sixteen-eandl.-  power  Filisoii  iniiip.s  in  Hie  ”, Superb." 

!  arranged  nil  two  disHm-t  e-ireiiits  termwi  Hie-  "e-iid  circuit"  and 

tlie  body  eireiiit.  riiniiing  diree-Hy  . . I  lie  eclis  to  a  sw  itch  iiml 

i  foilr'iefme  “  . . .  and  bolding  tbi- 

i.",.l  h  .f  ni  11“”,‘‘7’>'>Keim-iit  permits  of  easy  iiml  ee-oiioui- 

leal  Imiidliiig  of  Hie  all-niglil  lights  in  tlie  vestibule  mid  toilet 
rooms,  p.neii  lump  is  also  supplied  wiHi  a  kev  socket,  so  Hint  a 
pai-tie-uiar  Hglil  may  be  turned  dow ii  by  Hie- oeeuiiniit  of  a  lierlli 
while  in  Hic  corner  of  e-aeii  section  silvered  Hilmble-s  liave  been 
.’.rniw  -i'!' i"f  'Vi  ‘  »  I’orlabli-  lamp  witli  frosted  imlh 

eV-  mil  *■;  "i  f*.';  >""«"«  "f  «  fle-xible  silk  cord  Hie 

!.i''l'.  '."  "f  Whieli  are  inserted  into  snekets  placed  in  a  rosette 
. -elion  mirror.  Hills  11  iroi-diiig  a  - •  . 


The  Arcade  Advertiser. 


The  interior  wood  work  is  beau- 
FfRTISER.  tifully  carved.  The  ceilings  are 
finished  in  solid  wood  and  of  vari- 
^MBEB  16,  1889.  ous  designs.  The  drapery  is  the 
:  finest  yet  put  into  a  car.  A  book 
The  New  Car  “Superb.”  case  of  well  selected  books  is  plac- 

A  Pullman  car  named  the  “Su-  ed  near  the  center.  Boom  A  is 
perb,”  and  built  from  entirely  new  painted  in  antique  red,  brocaded, 
designs,  left  Chicago  last  week  for  and  gilded  in  antique  gold  with 
the  South,  where  it  will  form  part  Eoman  scroll  style  of  decoration, 
of  the  “Montezuma  Special,”  to  The  seat  covering  is  embossed 
I’un  between  New  Orleans  and  the  pink.  Boom  B  is  in  ivory  and 
city  of  Mexico.  In  outward  ap-  emerald,  brocaded,  and  relieved  in 
pearance  it  closely  resembles  the  antique  gold  with  Boman  scroll 
best  vestibule  cars  built  at  Pull-  style  of  ceiling  decoration,  and  the 
man;  but  its  interior  design,  con-  seats  are  upholstered  in  canary 
struction  and  finish  are  wholly  colored  plush.  Boom  C  is  painted 
new.  The  entire  length  of  the  car  in  red  and  olive  green,  brocaded, 
is  seventy-six  feet  and  six  inches,  i  and  finished  in  other  respects  like 
and  its  width  nine  feet  and  eight  room  B,  except  that  pea  green 
inches.  It  is  mounted  upon  im-  plush  is  used  for  seat  coverings, 
proved  six-wheel  trucks  with  for-  Boom  D  is  finished  in  prima  vera 
ty-two-inch  Allen  paper  car  wheels,  veneer,  and  the  decoration  of  the 
The  car  is  .supplied  with  the  West- ceiling  is  in  ivory  and  emerald, 
inghouse  automatic  air  brakes,  is  plush  of  maroon  color  covering 
lighted  with  electricity,  heated  by  the  seats.  Boom  E  is  finished  in 
steam  from  the  engine,  has  the  Mexican  mahogany  with  ceilings 
new  water  pressure  system,  and  is  of  light  tan  color,  old  gold 
fully  epuipped  with  electric  bells.|  plush  covering  the  seats.  Boom  P 
The  new  car  combines  all  the  ad-|  is  finished  in  San  Jago  mahogany 
vantages  of  the  compartment  plan  with  ceiling  the  same  as  in  room  E, 
with  those  of  the  standard  sleep-  the  seats  being  covered  in  blue 
ing  car.  The  interior  is  divided;  plush.  Carpets  of  different  but  ap- 
into  six  elegant  drawing  rooms;  propriate  colors  cover  the  floors  of  | 
at  one  end  these  rooms  are  painted  the  rooms.  The  toilet  rooms  are 


in  maroon  and  olive  colors,  and  ati 
the  other  end  they  are  finished  in 
light  Mexican  and  San  Jago 


models  in  every  way,  and  are  fit¬ 
ted  up  and  furnished  with  an  ele¬ 
gance  in  keeping  with  the  exqui- 


hogauy.  Two  adjoining  drawingjsite  work  in  the  drawingrooms, 
rooms  have  sliding  doors,  and  eve-  This  car  embodies  every  improve- 
ry  room  has  its  separate  toilet.  A  ment  in  modern  car  construction 
passage  way  runs  on  one  side  of  and  may  be  considered  “a  new  de- 
the  car  to  the  center,  where  it  parture”  in  palace  car  building.  It 
crosses  diagonally  and  runs  on  the  will  be  inspected  by  travellers  and 
opposite  side.  There  is  also  a  pas- railway  men  with  unusual  interest, 
sage  way  in  the  center  of  the  cai  A  car  named  the  “Ideal,”  and 
through  its  whole  length.  built  upon  the  same  plan  as  the 

“Superb,”  is  nearly  ready  for  ship¬ 
ment.  Duane  Doty. 


,THE  CONSTITUTION. 
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A  New  Palace  Car. 

On  the  “Montezuma  express’’  there  is  run  a 
Pullmnn  sleeper  that  l.i  beiug  much  talked  about  os 
being  a  new  departure  In  palace  car  construction. 
In  outward  appearance  and  flnisb  It  closely  re¬ 
sembles  tlie  best  vestibule  cars  built  at  Pull¬ 
man,  bnt  Its  interior  arrangement  and  finisli 
are  wholly  new.  It  combines  alt 
the  advantages  of  the  compartment  plan  wittf 
tboso  of  tile  best  Pullman  sleeping  car.  Its  entire 
length  Is  tecenty-slx  leet  and  six  incbes,  and  Its 
width  nine  feet  and  eight  luchos.  It  is  mounted 
upon  Improved  six- wheel  trucks  with  forty-two- 
Incli  Allen  paper  wheels,  and  supplied  « . 


le  ear  Is  lighted  by 
>m  li  e  engine,  he-  ' 
in,  electric  bells. 


quick- acting  automatic  air  b 


divided  into  six  elegant 
drawing  rooms,  eacli  room  comfortably  accommo¬ 
dating  four  or  Uve  piissengera  At  one  endtha.se 
rooms  are  painted  In  maroon  and  olive  colors;  at 
the  Ollier  end  they  are  llnlshod  In  light  Mexican 

, - u -  adjoining  ruoma 

convenience  of  parties 
rooms  into  one;  every 

teenier,  wliere  It  crosses 
■:  there  is 


The  ill 


1C  accom)«nyliig  gr 


ceilings  are  flulshod  li.  _  . 

designs.  The  trimmings  Ihroognoui  are  Sliver;  ms 
drapery  Is  tlie'ilHast  yet  put  Into  a  car.  Room  "A” 
Is  painted  In  aniiquo  red,  brocaded  and  gilded  la 
antique  gold,  with  liom'ah  scroll  style  of  decora¬ 
tion;  It  has  einbo.sscd  p  n!t  scat  cnverlnga  Room 
"B"  Is  In  Ivory  and  emerald,  brocaded,  and  relieved 
III  antique  gold  Willi  Roman  scroll  style 
of  ceiling  decoration;  the  room  Is  tip- 
colored- colored  plush,  - - 


’  is  palmed  i 

ept  that  the  furniture  coverings  a 
.h.  Room  “Ti"  i.s  finished  in  ^ 
in  of  the  cellii 


of  tm.i-grcon 

_ _ _ _ _ die  oelirng  la  in  ivory 

and  emerald,  the  fiirultnre  being  upholstered  in 
plash  of  maroon  color.  Room  "E’.  Is  bnished  In 
Mexican  mahogany  with  ceilings  of  light  tan 

old  'gold  plush.  Room  “F”  is  fliiisheS 
in  S«n  Jago  mahogany  with  collluga  the 
- . - ..i..,,  .....  ,a  uphoUtored 


ill  blue  plus 
ery  wo}',  in 
keeidng  witl 


,  The 


lected  books 


lore  appropriate 
1  t'lo  center  of  tin 
iksto  whieii  pass 
:  ptibllo  car  tins  been  b 
III  be  Inspected  with  n 
9  and  r.iilwny  men;  it  1 
5ar  eonstrucllon.  As 
e  plan  will  be  ready  fc 


Chicago  the  other  day  at  short  notice,  and  at  a  time  when  he  could 
accompany  her,  was  not  a  little  distressed  at  the  thought  of  her  taking  the 
'  journey  alone.  There  wjSrJiowever,  no  alternative,  and  with  cc.nsider- 
able  misgiving  as  to  hqw  she  would  get  through  the  journey,  he  crossed 
the  ferry  with  her  to  Jersey’  City  to  see  her  started,  his  idea  being,  that 
should  he  find  the  conductor  an  elderly,  fatherly-appearing  man,  he 
would  place  her  in  his  charge.  Under  such  circumstances,  it  is  not 
difficult  to  realize  how  overjoyed  both  himself  and  his  wife  were  to  dis¬ 
cover  that  a  new  feature  had  recently  been  added  to  the  Pennsylvania’s 
Chicago  limited,  in  the  person  of  a  ladies’  maid.  A  colored  woman,  as 
neat  as  a  paper  of  new  jiins,  and  possessed  not  only  of  a  knowledge  of 
all  feminine  requirements  but  of  a  thorough  familiarity  with  the  exigen- 
'  cies  of  railroad  travel  in  general,  and  of  the  points  of  interest  on  the 
Pennsylvania  line  between  New  York  and  Chicago  in  particular,  she 
indeed  afforded  a  most  thoroughly  appreciated  addition  to  the  train’s 
staff,  filling  a  place  in  the  service  that  a  half  dozen  male  porters — no 
matter  how  well  trained — could  not  pretend  to  do.  The  ladies’  maid 
is,  I  believe,  something  entirely  novel  as  an  adjunct  to  railroading,  the 
Pennsylvania  limited  being  the  first  and  only  train  in  the  world  to  em- 
'  ploy  such  an  attendant,  , 
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dtiittt  wTieiTthe  omne  w 

_ _ ^<1  here  in  18R1  bnt  six  care  were 

opersteil  from  this  point,  two  running  on 
the  Chicago,  St.  Patil.  Mii\neapoHs  & 
Omaha  between  the  Garden  and  Saintly  cit- 
Ip«,  two  on  the  Nortliem  Pacific  between 
■  3t.  Patd  and  Fargo,  and  two  between  Fargo 
and  Duluth. 

At  prMont  St  sleepers  arrive  and  depart 
over  the  various  roads  each  day,  making 


The  Pullman  Palace  rar.  .  elates  12  ears  between  Chicago  and  Portland 

in  evppv  dor,a  f  I.  ••  P*'®8*'®®8ive  via  Tacoma,  10  between  St.  Paul  and  Port- 

every  aepartment  of  its  operation.  The  latest  via  Wnllula,  0  between  St.  Paul  and 
innovation  is  a  passenger  check,  which  servoo  Helena,  2  between  St,  Paul  and  Fergus 
trn,roi,>,  o„  coupon  and  ccoP'*  Po"**.  2  between  St.  Paul  and  Fargo,  3be- 

^  constitutes  evidence  of  tween  St,  Paul  and  Winnipeg,  ,S  between 
Duluth  and  Fargo,  3  between  Spokane  Palls 


traveler  as 
title  to  his  berth. 


feature  in  the  presence  of  »  Isdies’  lutld  and  hair-' 
l  erj-eare  past  ladies  havel 
lelt  that  raUroad  coi,,i,anteB  should  provide  a  female 
attendant  on  their  trains,  huf  up  to  Ibe  present  such 


their  remilar  duties  a 
tbe  cbUdrtiD  od  board 
firm  or  lovalid  traTcl 


, _ lun . . 

PuIIiDAn  Palace  Car  Company 
he&^^atponir^^*  ®fforth  to  en- 
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and  Tacoma,  3  between  Portland  and  Seat¬ 
tle. 

On  the  Chicago,  St.  Panl,  Minneapolis  & 
Omaha  the  company  operates  four  cars  be¬ 
tween  St.  Paul  and  Kan.sa.s  City,  two  be¬ 
tween  St.  Paul  and  Omaha,  two  between  St. 
Paul  and  Tracy,  two  between  St.  Paul  and 
Sioux  Palls,  two  between  St.  Paul  and  Du¬ 
luth,  two  between  St.  Paul  and  Ashland, 
seven  between  St.  Paul  and  Salt  Lake  City 
over  the  Union  Pacilic.  The  Wagner  Car 
company  has  a  contract  with  the  North¬ 
western  road,  so  tliat  the 'service  is  divided 
■between  Chicago  and  St.  Paul,  a  train  one 
day  carrying  two  Wagners  and  one  Pull¬ 
man  and  the  numbers  being  reversed  the 
next  day. 

The  Chicago.  Milwaukee  *  St.  Paul  re- 
i  quires  for  its  service  four  cars  between  Chi¬ 
cago  and  St.  Paul,  two  between  St.  Paul 
and  Milwaukee  on  the  limited,  three  be¬ 
tween  St.  Paul  and  Chicago  on  the  express 
and  two  between  St.'Paul  and  Savannah. 

Over  the  Chicago,  St.  Paul  &  Kansas  City 
toad  four  cars  are  operated  between  Chi¬ 
cago  and  St.  Paul  and  three  between  St. 
Paul  and  St.  Joseph.  These  are  the  new 
pattern  boudoir  car  built  for  the  Mann 
company,  but  bought  by  the  Pullman  sys¬ 
tem.  I 

On  the  Wisconsin  Central  four  cars  are  I 
used  between  St.  Paul  and  Chicago  and  two 
between  St.  Paul  and  Milwaukee. 

The  outfit  for  the  Minneapolis  &St.  Louis  I 
road  consists  of  three  carsbetweetj  St.  Paul 
and  Chicago  and  tlireo  between  St.  Paul  and  | 
Bt.  Louis. 

The  immense  increase  in  cars  operated 
from  the  local  office  oalled  for  a  proportion¬ 
ate  increa.se  in  tlie  office  force,  and  the  dis¬ 
trict  superintendent  and  his  a.ssistant,  who 
together  attended  to  everything  in  1881, 
now  require  the  aid  of  a  cashier  and  five 
clerks.  Tlie  six  resident  porters  of  the  first 
year  of  the  decade  have  increased  ten-fold, 
and  twenty  Pullman  conductors  now  make 
their  homes  here.  During  the  tourist  sea- 
,  son,  beginning  with  May  and  ending  w'ith 
r  November,  cars  and  officials  are  largely  in- 


St.  Paul  as  the  Headquarters  of  the  North¬ 
west  Division  of  the  Pullman  Sleeping 
Car  Company. 


The  Life  of  a  Fnllman  Car  Conductor  When 
on  Duty,  and  Its  Elusive  De¬ 
tails. 


The  Unsenm  of  Articles  Forgotten  hy  Care¬ 
less  Travelers  That  Await  the  Claim 
of  Owners. 


In  no  department  of  service  outside  the 
regular  army  does  the  system  partake  more 
of  a  uiilitary  character  than  docs  the  opera¬ 
tion  of  railroads.  And  among  railroad  sj's- 
tcnis  none  is  more  rigid  than  tliat  of  the 
Pullman  Car  company.  Of  necessity,  too, 
on  account  of  the  immense  business,  since  a  , 
berth  for  the  traveler  obliged  to  trtfvel  at 
night  is  no  longer  considered  a  luxury. 
TItis  great  complement  to  railway  service 
is  consor|uently  oo-oxtonsive  with  the  coun¬ 
try  itself,  which  for  convenience  is  divided 
into  districts.  St.  Paul  is  the  headqaartei| 
ibr  one  of  these  districts,  and,  an  an  index  ); 
of  tlujtg^pwth  of  the  Northwest  andjte  traf-  ' 


eyes.  When  received  by  this  division 
transfer  card  accompanies  it,  stating  when 
the  car  was  built,  bow  long,  how  wide  and 
how  high  it  is,  the  number  of  berths,  the 
kind  of  wheels,  couplers  and  brakes  and  a 
hundred  little  things  wliich  would  identify 
it  anywhere.  All  these  items  are  copied 
Into  the  record  book,  and  the  times  when  It 
is  repainted  or  revamished  are  carefully 
noted  in  inks  of  difl'erent  colors,  so  that  its 
history  can  bo  obtained  as  quickly 
the  story  of  some  criminal  in  the  rouges’ 
gallery  of  Paris.  By  a  ciplier  arrangement 
everything  added  to  or  renewed  in  the  car 
can  be  concisely  recorded,  so  that  when  the 
time  arrives  for  it  to  bo  permanently  side¬ 
tracked  and  for  newer  coaches  to  take  its 
place  ail  it  ever  cost  the  company  will  be 
apparent  at  a  glance,  while  its  earnings  can 
ea.«ily  be  found  from  other  books.  Tims  by 
the  records  of  experience  it  is  determined 
whether  certain  styles  or  makes  are  more 
profitable  than  others. 

The  task  of  keeping  track  of  the  cars  on 
short  runs  is  not  very  difficult,  for  a  car  that 
leaves  a  terminal  one  night  will  probably 
leave  the  other  the  next  night.  When, 
however,  a  run  involves  a  week's  absence, 
as  it  does  on  the  main  line  of  the  Northern 
Pacific,  the  work  is  much  more  compli¬ 
cated.  A  very  ingenious  contrivance,  how- 
•ver,  makes  it  a  simple  matter.  A  schedule 
board  on  which  are  marked  in  order  the 


days  of  the  mohih  has  a  series  of  hol»  be¬ 
neath  eacli  while  the  names  of  the  stations 
are  at  cither  end  of  the  board.  Colored 
cords  are  strung  so  that  they  reach  each 
station  tlio  proper  number  of  days  after 
leaving  cither  end  of  the  line.  A  peg  with 
(  a  blank  for  the  names  of  the  car  and  con- 
I  doctor  is  jiroperly  marked  and  put  in  the 
hole  directly  beneath  the  day  of  the  month 
on  which  the  car  leaves  Bt.  Paul.  Thus,  by 
tracing  the  course  of  the  colored  cord  from 
this  point,  a  glance  suffices  to  show  its 
whereabouts  on  any  date  and  tlie  time  for 
its  return. 

Another  schedule  has  a  series  of  holes 
following  the  numbers  of  tlie  various  lines, 
and  such  captions  as  “sick,”  “suspended," 
“in  reserve.”  In  them  are  placeii  little 
plugs  niaffed  with  the  names  of  conductors 
and  porters  whoso  position  can  thereby  be 
learned  without  recourse  to  the  ponderous 
books. 

Wlicn  each  car  rolls  into  the  depot  at  the 
end  of  atrip,  all  the  soiled  linen  has  been 
bundled  up  and  is  at  once  removed  ami  a 
sujiply  of  clean  articles  substituted.  The 
draperies  have  been  taken  down  and  folded 
by  the  porter.  Ckimbs,  brushes  and  brooni.s 
have  been  put  away  in  tlie  lockers  and  the 
car  is  ready  for  tlie  deancre  to  whom  it  is 
turned  over  n.s  .soon  as  an  engine  has  taken  it 
to  tlie  yard.  Soon  alter  it  lias  readied  tlidr 
hands  it  is  ready  for  anotlier  trip.  i, 

Mi'Rinvliile  the  conductor  and  porter  hav« 
hastened  to  lieadqiiattors  to  report.  Here 
they  discard  tlieir  neat  uniforms  and  leave 
them  in  lockers  provided  for  tlieir  use  ot 
carry  them  home,  for  it  is  strictly  agaiiwt 
orders  to  wear  a  Pullman  uniform  on  the 
street  or  at  any  time  except  when  on  duty. 
The  conductor  liaiuis  to  the  receiving  cash¬ 
ier  tile  tickets  taken  up,  money  collected 
and  his  trip  report,  puts  in  a  receiitado 
provided  for  that  purpose  a  requi.sition  con¬ 
taining  a  list  ofthethings'neededforthe 
next  trip— soap,  broom,  or  any  of  the  niany- 
fctides  with  ■which  the  storeroom  i.s 
flocked,  hands  in  any  property  which  may 
have  been  left  by  cureless  passengers  and  is 
then  free  to  go  home. 

Tliese  forgotten  articles  form  a  wonderful 
-  monument  to  the  forgetfulness  of  people  as 
Veil  as  being  a  small  museum.  Night  robes 
accumulate  at  the  rate  of  about  one  hun¬ 
dred  in  three  months,  when  they  are  do¬ 
nated  to  the  Little  Sisters  of  the  Poor.  Aai 
occasional  bustle  lurnishes  variety.  The 
superintendent  furnishes  two  seta  of  false 
teeth,  one  of  which  some  lady  probably 
mourned.  The  other  is  a  double  set  of  all 
rounders,  and  judging  -from  tlieir  size  were 
probably  made  for  a  land  shark.  Hats, 
umbrellas,  overshoes  accumulate  without 
limit,  so  that  every  three  months  a  general 
cleaning  out  Is  required,  the  valuable  arti¬ 
cles  being  sent  to  tlie  main  office  in  Chi¬ 
cago,  wliere  some  of  them  may  be  claimed 
after  a  lapse  of  years.  To  each  package  a 
“lost  property”  tag  is  tied,  stating  on  what 
car  it  was  found,  the  date  and  tlie  conduc-  ! 
tor’s  name.  The  less  valuable  articles  are 
given  away  or  destroyed. 

Wlien  the  time  arrives  for  the  departure 
of  a  car  the  porter  appears  at  the  office, 
dons  his  neat  uniform,  takes  the  requisition 
list  to  the  storekeeper,  obtains  and  receipts 
for  the  articles,  glances  at  the  order  book  to 
see  whether  any  new  rules  for  tlie  govern¬ 
ment  of  employes  have  been  entered  tliere, 
signs  his  name  to  any  not  previously  seen 
Olid  proceeds  to  his  car.  Tlie  conductor 
makes  Ids  appearance  about  tlie  same  time, 
exchanges  liis  citizen’s  garb  for  official 
dres-s,  glances  at  the  order  book  and  at  an¬ 
other  volume  in  whlrh  samples  of  new 
tickets  are  posted,  so  that  he  may  recog¬ 
nize  them  when  presented.  He  enters  the 
names  of  the  car.  himself  and  porter, 
the  miniber  ot  the  lino  and 
the  hour  of  departure  on  the  register  which 
he  signed  in  a  similar  way  when  he  arrived. 
He  receives  a  diagram  of  the  car  with  the 
berths  marked  with  tlienainesof  the  persons 
to  whom  they  are  sold,  and  then,  If  it  is  a 
regular  run,  he  is  ready  for  leaving.  If  it 
is  a  special  trip  the  plan  of  the  cars  he  is 
assigned  to  may  differ  from  those  he  has 
been  in  charge  of,  in  which  case  ho  is  glv^n 
a  blank  diagram  on  which  lie  copies  the 
space  allotted  to  diffcrcnt'ticket  agents  from 
sample  cards  posted  where  he  may  consult 
them.  la  this  way  he  is  enabled  to  locate 
mistakes  which  may  occur  in  the  sale  of 
berths. 
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1  Good  for  one  section. 

2  Good  for  one  section  for  self  or  self  and  wife. 

3  Good  for  one  section  for  self  or  self  and  wife, 
also  an  additional  berth  for  each  adult  member  of  family. 

4  Good  for  one  berth,  also  an  additional  berth  for 

Mrs. - 
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for  lot 
robbei 
flcial  i 
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curtail 
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that  s<| 
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5  Good  for  one  berth  for  self  or  self  and  wife,  or  a 

berth  for  Mrs. - when  traveling  alone. 

6  Good  for  one  berth  or  two  seats  when  together,  or 
seat  or  berth  for  either  when  alone. 

7  Good  for  only  one  person  on  same  trip. 

8  Good  for  seat  or  berth  for  each. 
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ny  ana  State  Taxes, 
r  Company  has  been  sub- 
int  of  annoyance  in  de¬ 
illegal  taxation  in  vari- 
It  has  for  some  years 
slon  with  certain  county 
company  with  attempts 
a  Pullman  cars  operated 
lonwealths. 

s  a  citizen  of  the  State 
ixes  there  without  pro- 
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and  the  cars  arc  kept  supplied  with  all  the 
trifles  for  a  traveler’s  comfort. 

This  brief  sketch  will  show  the  multiplic¬ 
ity  of  details  which  must  be  recorded  at 
the  central  ofilce,  but  which  a  careful 
tern  reduces  to  a  minimum  of  labor.  The 
cars  are  subject  to  the  Pullman  company 
alone,  and  each  road  notifies  the  local 
superintendent  how  many  coaches  will  be 
be  needed  for  a  certain  train,  and’a  switch 


nily. 


Did  you  ask  where  is  this  nerve  center  of 
the  Pullman  Northwest  system  that  em¬ 
braces  the  territory  between  Chicago  and 
Portland?  It  is  in  the  northwest  comer  on 
the  second  floor  of  the  union  depot. 

In  a  llttla  building  in  the  depot  yard  is 
another  deeping  car  system’s  lieadqu'arters. 
It  is  the  Manitoba  complement,  owned  and 
controlled  by  the  Manitoba  road,  for  which 
the  cars  are  especially  built  on  plans  sup¬ 
plied  by  the  road.  The  cars  are  higher  and 
wider  than  those  of  the  Pullman  system, 
and  the  space  between  the  upper  and  lower 
berths  are  extensive  enough  to  allow  the 
lormer  to  be  made  up  without  disturbing 
the  occupant  of  the  seat  below.  Elegance 
durability  and  comfort  are  fulfilled  desid¬ 
erata  on  these  sleepers.  Twenty-three  cars 
are  needed  by  the  travel  over  this  road,  and 
their  arrival  and  departure  brings  the  daily 
total  of  sleepers  from  St.  Paiil  up  to  the  sur¬ 
prising  number  of  eighty-two.  The  indica-- 
tions  are  that  'ere  long  it  will  touch  tbe 
hundred  notch.  Cosde  Hammn. 


1  was  in  contravention 
.dopted  another  course, 
i  an  add  I  Georgia  Legislature 

upon  the  mileage  made 
ipon  any  Georgia  rail- 
compass  by  indirection 
mitted  to  do  directly; 
ihis  movement  will  not 
courts. 

Ige  Brewer,  sitting  as 
umtea  csnaces  uironlt  Judge,  restrained  seventy- 
five  County  Treasurers  from  collecting  taxes  lev 
ied  on  Pullman  drawing  room  and  parlor  cars 
operated  on  the  railways  of  that  State.  * 

The  Pullman  Company  has  extensive  exper¬ 
ience  of  this  kind,  and  thoroughly  understands 
its  rights  in  the  premises.  Nevertheless  it  ought 
not  to  be  necessary  for  the  company  to  defend 
itself  against  the  greed  of  State  and  county  offi¬ 
cials,  after  having  proven  its  right  of  exemption 
from  such  taxes  repeatedly  in  years  past. 

The  Pullman  Company  pays  its  taxes  promptly 
and  fully  to  those  authorized  to  make  such  levies, 
and  the  endeavor  of  every  municipality,  through 
which  its  cars  may  chance  to  run,  to  levy  tribute 
upon  its  revenues,  simply  because  the  corporation 
is  a  noted  and  prosperous  one,  amounts  to  little 
less  than  an  outrage. 

Some  of  these  cases  are  now  pending  before  the 
United  States  Supreme  Court,  and  the  decision  of 
that  tribunal,  when  it  shall  be  rendered,  will  put  a 
quietus  to  this  foreign  tax  annoyance. 


Stenographers  and  Typewriters  on  the 
Pennsylvania  Limited. 


Recognizing  the  increasing  popularity  of  the 
Limited  among  the  busines.s  and  professional 
men  of  the  country,  the  Pennsylvania  Railroad 
Company  has  decided  to  still  further  improve 
the  facilities  of  this  woiiderl'ul  train,  and  add  to 
its  conveniences  by  introducing  a  stenographer 
and  typewriter  for  the  service  of  the  passengers. 

A  bright,  young  man,  expert  in  both  branches 
of  his  profession,  will  be  placed  on  each  train  be¬ 
tween  New  York  and  Pittsburgh  to  take  tlie  dic¬ 
tation  and  transcribe  on  the  typewriter  the  cor¬ 
respondence  of  the  passengers  who  desire  to  avail 
themselves  of  his  services.  By  this  means,  a 
Imsiness  or  professional  man  can  attend  to  his 
correspondence  en  route,  and  thus  secure  a  great 
saving  of  time.  A  compartment  will  be  fitted 
up  on  each  train  for  this  purpose,  and  the  letters 
will  be  mailed  from  the  train  as  they  are  written. 
This  novel  and  convenient  arrangement  will  go 
into  effect  on  February  1st. 

The  business  men  already  have  the  advantage 
of  the  stock  and  weather  reports  on  the  Lim¬ 
ited,  the  ladies  have  their  maid,  their  private 
bath,  and  their  drawing-room  in  the  observation 
car,  and  the  introduction  of  an  amanuensis  will 
round  out  the  completeness  of  the  train’s  conven¬ 
iences  to  a  perfect  degree. 

No  other  railroad  train  in  the  world  offers  any 
one  of  the  four  advantages  that  are  provided  on 
the  Pennsylvania  Limited. 


*  HAD  TO  TAKE  Ul’PER  BEETHB; 

And  Used  finlphnroun  Lanannce  Beeania 
’Twnn  Kacronn  Crawded  Them. 
rSVECIAl.  TELEORAK  TO  THE  DtSEATCB.! 

Atlanta,  January  9.— Three  wall- 
known  business  men— -A.  W.  Boggs,  of 
Chicago,  E.  D.  Gilmore,  of  Plttaburg,  and 
P.  B?Br»<ly,  of  Tiffin,  O.— reached  Atlanta 
this  mornling  from  New  Orleana.  They 
were  sulphurous  in  their  language. 
They  took  the  Pullman  sleeper  in 
New  Orleans,  and  finding  the  lower 
berths  all  occupied,  were  hooked  for 
beds  above.  The  oocnpanU  of  the  lower 
berths  proved  to  be  (our  black  members  of 
the  Louisiana  Legislature,  who  were  on 
their  way  to  Washingtou.  Though  the  three 
white  men  were  Republicans,  and  bad  voted 
'  lor  Harrison  lor  President,  they  were  out¬ 
spoken  ill  their  denunciation  of  the  presence 
of  the  negroes,  y 


'  But  his  trials  have  just  begun  when  the 
train  pulls  out,  (ind  especially  is  tliis  true 
on  the  lines  to  the  coast.  He  must  please 
everyone,  right  blunders,  telegraph  ahead 
to  stations  how  many  berths  the  agent  jiiay 
sell  and  remember  a  hundred  other  clu.sive 
details.  He  is  expected  to  remain  up  until 
3  In  the  morning,  and  then  having  seen 
that  the  porter  is  awake  and  on  his  leet, 
may  sleep  until  8  o’clock.  The  porter, 
when  on  duty  at  night,  takes  his  position 
at  the  end  of  the  aisle  near  the  stateroom 
where  he  can  look  down  the  length  of  the 
car.  He  must  even  black  the  boots  and 
shoes  of  the  passengers  at  this  point  of  es¬ 
pionage.  To  secure  this  attention  to  duty 
ho  has  the  ever  present  fear  of  an  inspect¬ 
or’s  advent.  The  latter  dread  official  travels 
from  Cnicago  under  a  roving  commission, 
and  may  appear  on  a  train  anywhere  and 
at  any  time,  and  woe  to  the  luckless  Pull¬ 
man  train  officials  if  he  finds  aught  wrong 
and  reports  to  the  district  superintendent. 

In  this  way  the  company  escapes  liability 
for  losses,  for  if  a  passenger  who  has  been 
robbed  puts  his  head  out  and  finds  an  of¬ 
ficial  on  guard  the  company  has  taken  all 
due  precautions  and  is  blamel&ss.  If  a 
passenger  in  one  berth  reaches  under  the 
curtains  into  another  and  steals  a  watch 
the  company  is  as  innocent  as  the  railroad 
that  sold  the  thiefa  ticket  allowing  him  to 
ride.  Under  these  circumstances  for  a  Pull¬ 
man  official  to  bo  found  asleep  when  on 
duty  means  discharge. 

As  the  Pullman  cars  are  about  the  same 
all  over  the  country  the  only  way  in  which 
one  district  can  surpass  another  is  in  the 
condition  in  which  they  are  kept.  The  St. 
Paul  district,  according  to  the  te.stiniony  of  i 
railroad  officials  high  in  authority,  is  noted 
for  the  excellent  condition  of  its  service, 
including  both  officers  and  cars.  All  along 
the  lines  are  extra  wheels  and  heavy  cast¬ 
ings  which  may  be  unexpectedly  required 
by  a  breakdown,  and  which  will  prevent  a 
long  delay  by  their  convenient  nearness, 
and  the  curs  are  kept  supplied  with  all  the 
trifles  for  a  traveler’s  comfort. 

This  brief  sketch  will  show  the  multiplic¬ 
ity  of  details  which  must  be  recorded  at 
the  central  office,  but  which  a  careful  sys¬ 
tem  reduces  to  a  minimum  of  labor.  'The 
cars  are  subject  to  the  Pullman  company 
alone,  and  each  road  notifies  the  local 
■uperintendent  how  many  coaches  will  be 
be  needed  for  a  certain  train,  and'a  switch 
engine  is  sent  to  bring  them  from  the  group 
that  stands  in  readiness. 

Did  you  ask  where  is  this  nerve  center  of 
the  Pullman  Northwest  sy.stem  that  em¬ 
braces  the  territory  between  Chicago  and 
Portland?  It  is  in  the  northwest  corner  on 
the  second  floor  of  the  union  depot. 

In  a  little  building  in  the  depot  yard  is 
another  deeping  car  system’s  headquarters. 
It  is  the  Manitoba  complement,  owned  and 
controlled  by  the  Manitoba  road,  for  which 
the  cars  are  especially  built  on  plans  sup¬ 
plied  by  the  road.  The  cars  are  higher  and 
wider  than  those  of  the  Pullman  system, 
and  the  space  between  the  upper  and  lower 
berths  are  extensive  enough  to  allow  the 
tormer  to  be  made  up  without  disturbing 
the  occupant  of  tlie  seat  below.  Kiegance 
durability  and  comfort  are  fulfilled  desid¬ 
erata  on  these  sleepers.  Twenty-three  cars 
are  needed  by  the  travel  over  this  road,  ami 
their  arrival  and  depart'urc  brings  the  daily 
total  of  sleepers  from  St.  Paul  up  to  the  sur¬ 
prising  number  ol  eighty-two.  Tlie  indlca-  • 
lions  are  that  ’ere  long  it  will  touch  the 
'  hundred  notch.  Coxde  Hamlin. 


The  Railway  Register. 

ST.  LOUIS,  DECEMBER  28,1889. 

The  Pullman  Company  and  State  Taxes. 

The  Pullman  Palace  Car  Company  has  been  sub¬ 
jected  to  a  needless  amount  of  annoyance  in  de¬ 
fending  its  rights  against  illegal  taxation  in  vari¬ 
ous  States  in  the  Union.  It  has  for  some  years 
past  been  a  favorite  diversion  with  certain  county 
Treasurers  to  harass  the  company  with  attempts 
to  collect  State  taxes  upon  Pullman  cars  operated 
upon  roads  in  these  Commonwealths. 

The  Pullman  Company  is  a  citizen  of  the  State 
of  Illinois,  and  pays  its  taxes  there  without  pro¬ 
test.  The  fame  of  the  corporation  has  made  it  the 
target  for  many  petty  persecutions,  and  the  hope 
of  wresting  from  it  a  contribution  has  inspired  the 
breast  of  many  a  County  Treasurer. 

The  State  of  Georgia  undertook  to  tax  the  Pull¬ 
man  Company,  because  some  of  its  cars  passed 
over  the  lines  of  railroad  in  that  State.  Fail¬ 
ing  in  this,  because  the  act  was  in  contravention 
of  the  organic  law,  it  has  adopted  another  course. 

I  A  law  has  been  passed  by  the  Georgia  Legislature 
imposing  a  tax,  estimated  upon  the  mileage  made 
j  by  foreign  sleeping  cars  upon  any  Georgia  rail¬ 
road.  This  is  an  attempt  to  compass  by  indirection 
that  which  it  was  not  permitted  to  do  directly; 
but  it  is  very  certain  that  this  movement  will  not 
receive  the  sanction  of  the  courts. 

In  Kansas,  last  week.  Judge  Brewer,  sitting  as 
United  States  Circuit  Judge,  restrained  seventy- 
five  County  Treasurers  from  collecting  taxes  lev 
led  on  Pullman  drawing  room  and  parlor  cars 
operated  on  the  railways  of  that  State.  *■ 

The  Pullman  Company  has  extensive  exper¬ 
ience  of  this  kind,  and  thoroughly  understands 
its  rights  in  the  premises.  Nevertheless  it  ought 
not  to  be  necessary  for  the  company  to  defend 
itself  against  the  greed  of  State  and  county  offi¬ 
cials,  after  having  proven  its  right  of  exemption 
from  such  taxes  repeatedly  in  years  past. 

The  Pullman  Company  pays  its  taxes  promptly 
and  fully  to  those  authorized  to  make  such  levies, 
and  the  endeavor  of  every  municipality,  through 
which  its  cars  may  chance  to  run,  to  levy  tribute 
upon  its  revenues,  simply  because  the  corporation 
is  a  noted  and  prosperous  one,  amounts  to  little 
less  than  an  outrage. 

Some  of  these  cases  are  now  pending  before  the 
United  States  Supreme  Court,  and  the  decision  of 
that  tribunal,  when  it  shall  be  rendered,  will  put  a 
quietus  to  this  foreign  tax  annoyance. 


Stenographers  and  Typewriters  on  the 
Pennsylvania  I.linitcd. 


Recognizing  the  increasing  popularity  of  tlie 
Limited  among  tlie  business  and  profcs.sional 
men  of  the  country,  the  Pennsylvania  Railroad 
Company  has  decided  to  still  further  improve 
the  facilities  of  this  wonderful  train,  and  iidd  to 
its  conveniences  by  introducing  a  stenographer 
and  tyjiewriter  for  tlie  service  of  tlie  passengers. 

A  bright,  young  man,  expert  in  both  branches 
of  his  profession,  will  be  placed  on  each  train  be¬ 
tween  New  York  and  Pittsburgh  to  take  tlie  dic¬ 
tation  and  transcribe  on  tlie  typewriter  tlie  cor¬ 
respondence  of  the  piissengers  who  desire  to  avail 
themselves  of  his  services.  By  this  means,  a 
liusiness  or  professional  man  can  attend  to  his 
corre.spondenec  cn  roHtf,  and  thus  secure  a  great 
saving  of  time.  A  coiiipartiiient  will  be  fitted 
up  on  each  train  for  this  purpose,  and  the  letters 
will  be  mailed  from  the  train  as  they  are  written. 
This  novel  and  convenient  arrangement  will  go 
into  eflect  on  Februnrv  1st. 

The  business  men  already  liave  the  advantage 
of  tlie  stock  and  weutlier  reports  on  tlie  Lim¬ 
ited,  the  ladies  have  their  maid,  their  private 
batli,  and  tlieir  drawing-room  in  the  observation 
ear,  and  the  introduction  of  an  aninnnensis  will 
roiiud  out  tlie  completeness  of  the  train’s  conven¬ 
iences  to  a  jicrfeet  degree. 

No  other  railroad  train  in  the  world  offers  any 
one  of  the  four  advantages  that  are  provided  on 
the  Pennsylvania  Limited. 


HAD  TO  TAKE  Hl’PEll  BERTHS,  ^ 


And  Used  Bulplinronn  I.imanaae  Rceanse 
'Twan  Nesraea  Crowded  Tkrai. 
rsvECiAn  TaneoBAM  to  th«  m8rAT0B.t 
Atlanta,  January  9.— Three  well- 
known  business  men— A.  W.  Boggs,  of 
Chicago,  E.  D.  Gilmore,  of  Pittsburg,  and 
P.  EiBrady,  of  Tiffin,  O.— reached  Atlanta 
this  morning  from  New  Orleans.  They 
were  sulphurous  in  their  language. 
They  took  the  Pullman  sleeper  in 
New  Orleans,  and  finding  the  lower 
berths  all  occupied,  were  booked  for 
beds  above.  The  occupants  of  the  lower 
berths  proved  to  be  lour  black  members  of 
the  Louisiana  Legislature,  who  were  on 
their  way  to  Washington.  Though  the  three 
white  men  were  Republicans,  and  had  voted 
'  lor  Harrison  for  President,  they  were  out¬ 
spoken  in  their  denuuoiation  of  the  presence 
of  the  negroes, 


car  while  in  such  service.  The  reverse  of  this  rule  will 
apply  where  a  Pullman  car  is  used  temporarily  in  a 
Mann  or  Woodruff  line,  passes  of  the  latter  companies 
only  being  acceptable. 

Each  style  of  Annual  Passes  for  1890  will  have  a 
separate  series  of  consecutive  numbers. 

Annual  Passes  for  1889  will  be  good  until  January  15, 
1890,  inclusive. 

TRIP  PASSES. 

Trip  passes  will  be  honored  for  the  full  amount  of 
space  for  which  they  read — even  if  the  number  of  per¬ 
sons  mentioned  do  not  make  the  trip — for  example :  A 
trip  pass  reading  for  one  section  for  John  Smith  and 
wife,  would  entitle  Mr.  Smith  to  the  use  of  the  entire 
section  whether  accompanied  by  Mrs.  Smith  or  not. 

Pullman  trip  passes  will  be  accepted  in  all  cars, 
whether  Pullman,  Woodruff  or  Mann. 

Where  the  route  is  given  on  a  trip  pass  it  should  only 
be  honored  via  that  route,  Where  no  route  is  endorsed 
the  pass  will  be  good  via  any  line  between  the  points 
designated. 

Transfer  checks  issued  on  account  of  trip  passes 
should  be  plainly  endorsed  “  D.  H.,”  and  with  the  name 
of  the  passenger  and  the  date  of  the  expiration  of  the 

Superintendents  will  furnish  each  Receiving  Cashier 
and  Conductor  with  a  copy  of  these  rules,  and  the  latter 
should  fasten  that  given  him  inside  the  cover  of  his 
Regulation  Book. 


CAREFULLY. 


PULLMAN'S  PALACE  CAR  COMPANY. 

Second  Vice-President’s  Office. 

Chicago,  Janiiarv  i,  1890. 

CIRCULAR  No.  x. 

RULES 

GOVERNING  THE  USE  OF  ANNUAL  AND  TRIP  PASSES. 
Prepared  for  the  Information  and  Guidance  of  Superin¬ 
tendents,  Rrceiitng  Cashiers  and  Co.nductors. 


PRESIDENT’S  ANNUAL  PASSES. 

The  propier  interpretation  of  all  annual  passes  is  that 
each  person  named  thereon  is  entitled  to  one  double 
berth,  but  conductors  are  authorized  to  make  an  excep¬ 
tion  in  case  of  the  President's  annual  passes,  by  furnish¬ 
ing  the  person  named  thereon  with  a  section,  if  requested, 
providing  it  can  be  done  without  incommoding  other 
passengers. 

In  case  the  pass  reads  “and  wife,”  or  “and  family,” 
the  same  rule  will  apply  to  the  -aiife  of  the  person  named 
on  the  pass. 

SECOND  VICE-PRESIDENT’S  ANNUAL  PASSES. 

Conductors  will  note  that  a  letter  is  assigned  to  each 
form  of  pass,  by  which  the  different  styles  of  passes  are 
designated  for  convenience. 

Passes  endorsed  “  good  for  one  section  for  self  or  self 
and  wife,”  will  entitle  the  wife  to  use  the  pass  when 
traveling  alone,  and  to  occupy  a  section  when  called  for. 
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Passes  do  not  entitle  an_v  person  not  mentioned  tliereon 
to  occupy  accommodations  with  the  holder  free. 

I.  Form  A  will  be  known  as  the  “  Regular  Ex¬ 
change”  pass.  Attention  is  called  to  the  following 
points  : 

1st. — Ordinary  Use. — This  pass  is  good  in  the  Pullman 
cars  running  over  the  road  named  on  pass  to  the  desti¬ 
nation  of  said  cars ;  also  in  all  cars  running  over  other 
roads  forming  part  of  a  through  line  in  connection  with 
the  road  named,  between  any  points  etnbraced  by  said  line, 
but  on  no  portion  of  a  road  branching  oft'  from  said 
through  line  or  extending  beyond  its  (the  line’s)  terminal 
point.  To  illustrate :  The  Vandalia  road  forms  a  through 
line  with  the  Ill.  Cent.  R,  R.  between  St.  Louis  and 
Chicago,  via  Effingham.  An  “A”  pass  issued  on  account 
of  the  Vandalia  road  (T.  H.  &  I.  R.  R.)  would  be  good 
in  any  cars  between  such  points  on  the  Ill.  Cent.  R.  R. 
as  are  embraced  by  said  through  line,  which  are, 
Chicago  and  Effingham.  It  would  not  be  good  south 
of  Effingham  on  the  Ill.  Cent.  R.  R.  Similarly  an 
“  A  ”  pass  issued  on  account  of  the  Ill.  Cent.  R.  R. 
would  be  good  in  any  cars  between  such  points  on  the 
Vandalia  road  as  are  embraced  by  said  through  line 
which  are,  St.  Louis  and  Effingham.  It  would  not  be 
good  east  of  Effingham. 

2d. —  Withdrawal  of  all  Cars  from  Roads. — In  the  event 
of  the  withdrawal  of  all  the  cars  from  the  road  named,  at 
any  time  during  the  year,  or,  in  other  words,  when 
Pullman  cars  do  not  run  over  at  least  a  portion  of  the 
road,  if  not  the  whole,  then  the  pass  will  no  longer  be 
good  in  the  cars,  if  any,  running  over  roads  with  which 
it  (the  road  named)  may  have  formed  a  through  line  or 
lines. 

3d. —  Withdrawal  or  Shortening  op  Lines. — It,  by  any 
change  in  lines,  the  road  named  ceases  to  form  part  of  a 
through  line  with  another  road  or  roads,  the  pass  will 
no  longer  be  good  in  the  cars  running  over  such  other 
road  or  roads. 


II.  Form  B  will  be  known  as  the  “  Local  ”  pass.  It 
will  entitle  the  holder  to  the  use  of  cars  only  between 
points  on  the  road  or  roads  specified  thereon. 

III.  Form  C  will  be  good  on  all  the  lines  of  the 
Company. 

IV.  Form  “D”  will  be  known  as  the  “Term  ”  pass.  It 
will  entitle  the  holder  to  the  use  of  cars  only  on  tlie 
roads  named  on  the  back  of  pass,  and  is  not  good  after 
the  expiration  of  the  date  inserted  on  the  face  of  the 
pass. 

When  circumstances  require  it,  passes  will  be  made  to 

read  on  the  back  “ - R.  R.  and  controlled  roads." 

Conductors  should,  therefore,  be  required  to  post  them¬ 
selves  as  to  exactly  what  roads  are  controlled — by  lease 
or  otherwise — by  the  road  named  on  the  pass. 

For  the  guidance  of  Receiving  Cashiers,  when  receiv¬ 
ing  Conductors’  reports,  lists  of  the  names  of  all  holders 
of  annual  passes,  stating  the  style  issued,  will  be  fur¬ 
nished  them,  so  soon  after  the  passes  are  issued  as  may 
be  practicable. 

IIFor  the  proper  guidance  of  Conductors,  District 
Superintendents  will  notify  them  of  all  changes  in  lines 
as  they  occur. 

WOODRUFF  AND  MANN  ANNUAL  PASSES. 

There  will  be  but  one  style  each  of  Woodruff  and 
Mann  Annual  Passes  and  these  will  be  numbered  con¬ 
secutively,  the  number  being  prefixed  by  a  “W”  or 
“  M  ’’  as  the  case  may  be. 

These  passes  will  be  honored  only  in  Woodruff  and 
Mann  cars,  respectively,  when  running  over  roads  with 
which  those  Companies  may  have  contracts.  Where 
Mann  and  Pullman,  or  Woodruff  and  Pullman  cars 
form  a  joint  line,  passes  of  either  Company  will  be  good 
in  both  cars.  In  case  a  Woodruff  or  Mann  car  is  used 
temporarily  in  a  Pullman  line,  Pullman  passes  only  will 
be  honored  therein,  as  you  must  regard  it  as  a  Pullman 


Our  readers  will  remember  the  plans  and  descrip¬ 
tion  of  the  “  Montezuma  Special  ”  which  appeared 
in  our  issue  of  November  9.  Through  the  courtesy 
of  Mr.  T.  H.  Wickes,  Second  Vice  President  of  the 
Pullman  Company,  we  have  been  furnished  with  the 
drawings  of  the  interior  of  one  of  the  cars  and  from 
them  the  accompanying  illustrations  were  produced. 

This  car  is  of  special  design  throughout.  It  is  a 
cpmpartment  car  having  six  drawing-rooms,  each 
with  an  annexed  toilet  room.  The  interior  decora¬ 
tion  is  very  elegant,  as  can  be  seen  from  a  reference 
to  the  cuts.  As  a  person  enters  one  end  of  the  car 
the  two  single  seats  shown  in  Figs.  1  and  2  are  seen. 
'The  passage  then  goes  to  one  side  of  the  car  and  at 
the.centre  of  its  length  crosses  over  to  the  other 
side.  In  the  corners  of  the  cross-over  passage  two 
seats  are  located.  One  of  them  and  the  adjacent 
partitions  are  shown  in  Pig.  3.  The  surface  of  the 
beveled  glass  is  cut  in  regular  diamonds,  instead  of 
the  figures  shown.  The  interior  of  the  drawing¬ 
rooms  is  well  illustrated  in  Pigs.  4,  6  and  6.  Pig.  4 
is  a  view  of  the  transverse  partition  forming  the  end 
of  the  room.  The  panels  on  each  side  of  the  door 
are  beveled  plate  mirrors,  and  the  panel  in  the  door 
is  beveled  plate  glass  whose  surface  is  cut  diamond 
shape.  Over  the  door,  the  ornamental  work  in  the 
form  of  a  half  ellipse  is  set  with  bevel-edged  glass 
whose  surface  is  etched.  The  couch  and  one  of  the 
seats  is  shown.  In  Fig.  5  is  a  view  of  the  partition 
between  the  room  and  the  side  passage.  Here  a  side 
view  of  tihe  coucU  is  shown.  In  Fig.  6  is  seen  that 


side  of  the  room  which  corresponds  somewhat  to  the 
section  in  an  ordinary  sleeper.  The  ornamental 
work  on  the  seat  is  not  quite  correct,  but  is  shown  as 
actually  constructed  in  Pi(?.  7.  The  colors  of  the 
wood  work  and  upholstery  and  several  other  features 
of  this  car’s  interior  finish  were  described  at  some 


Fio.  3, 


SCENE  IN  A  SLEEPER, 


The  train  had  just  left  Grand  Island,  Neb., 
and.  the  curtain  of  darkness  was  being  drawn 
over  the  land  as  the  Denver  limited  sped  toward 
this  city,'  says  the  Bocku  Mountain  Newt. 


of  the  Nebraska  belle  of  the  sage  brush  society 
of  years  ago.  It  ugliness  was  a  crime  she 
would  go  to  Jail  for  life.  Evidently  she  was  a 
man-hater.  Cruel  fate  In  tlie  form  of  the  train 
newsboy  thrust  a  copy  of  “Looking  Backward" 
into  her  seat.  She  repulsed  the  novel  with 
horror,  as  it  recalled  too  many  birthdays.  This 
is  the  heroine  of  the  narrative.  The  hero  Is  a 
traveling  man,  who  got  on  at  Clinton,  Iowa. 
He  represented  a  wholesale  liquor  house  in 
Chicago,  but  only  remained  In  Clinton  long 
enough  to  find  out  that  It  was  a  prohibition 
town,  with  the  possible  exception  of  “The  Owl" 
and  the  drug  store. 

When  the  porter  made  up  "upper  five"  the 
Nebraska  belle  retired.  She  retired  early. 
Morpbens,  with  bis  usual  familiarity,  put  his 
arms  about  her  and  she  slept.  A  bevy  of 
traveling  men  remained  In  a  rear  seat.  Finally 
the  liquor  man  retired.  He  occupied  upper 
seven,  next  to  upper  five.  Suddenly  he  emerged 
and  proceeded  to  the  smoking  apartment,  as 
he  was  nervous  and  could  not  rest.  Before 
doing  so  he  pinned  a  piece  of  white  piper  on 
the  curtain  of  his  berth  to  guide  him  when  he 
returned.  His  comrades  played  a  cruel  prank  | 
upon  him.  One  of  their  number  removed  the 
I>aper  slip  and  pinned  It  on  upper  five’s  our- 
Uln,  behind  which  slept  the  budding  hyacinth  | 
of  Orand  Island.  i 

The  liquor  man  returned  In  about  ten  min-  ' 
ntes.  He  saw  the  paper  and  climbed  Into  the 
berth.  Was  there  a  scene?  Was  there  a  cy¬ 
clone  In  that  sleeper  when  the  Nebraska 
flower  awoke  to  find  a  man  at  the  curtains? 
The  reader  should  have  been  down  at  the  Kan- ' 
sas  line,  where  her  screams  were  plainly  heard. 

I  The  scene  baffles  pen  or  pencil.  Yon  should 

I  have  boon  there  to  see  the  traveling  man  fall  toi 


The  scene  baffles  pen  o 
I  have  been  there  to  see  th 
I  the  aisle,  wlille  the  oci 
^foamed  with  rags. 


;onpaat  of  “high  flv»H 


length  in  the  article  which  we  have  already  stated 
appeared  in  our  issue  of  November  9th. 
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Lansberg  Brake  Tests  at  Pullman.  \ 

Mr.  Dwight  Treadway,  of  St.  Louis,  who  fdt 
some  months  past  has  had  an  option  on  a  large^ 
block  of  the  stock  of  the  Lansberg  Brake  Com¬ 
pany,  of  this  city,  has  been  having  tests  made  of 
that  device  at  Pullman,  Ills.  Eleven  Pullman 
sleepers  have  been  equipped  in  whoie  or  part  with 
this  new  brake,  and  a  series  of  tests  was  made  in 
the  presence  of  Geo.  M.  Pullman,  Geo.  F.  Brown, 
T.  H.  Wickes,  H.  H.  Sessions,  W.  B.  Strong,  D.  L. 
Barnes,  Wm.  Forsyth  and  representatives  of  the 
Pennsylvania  Railroad,  and  other  brake  compa¬ 
nies. 

A  run  of  about  three  miles  was  made  ready  in 
the  Pullman  yards.  Engine  No.  3  of  the  Pullman 
Company  has  been  equipped  with  the  Lansberg 
air  devices  and  locomotive  driver  brake.  The 
Lansberg  people  state  that  runs  were  made  at  .30, 
36  and  40  miles  per  hour  and  the  brake  applied.  In 
j  the  40  mile  test  the  train  was  stopped  in  9  car 
'  lengths  or  about  540  feet.  The  35  mile  stops  were 
made  in  5  car  lengths  or  300  feet,  while  the  30  mile 
stops  were  made  in  about  180  feet. 

The  automatic  application  of  tlie  brake  was  test¬ 
ed  (while  standing)  by  parting  the  hose  between 
the  cars.  The  conductor’s  vaives  were  tested  by 
applying  the  brake  also.  The  air  pressure  was 
maintained  at  80  to  90  pounds  in  the  main  storage 
reservoir  and  about  70  ibs  on  the  train. 

The  Pullman  people  pronounce  the  brake  as  good, 
jalthough  they  have  not  given  any .  intimation  as 
lyet  of  a  desire  to  become  interested  in  it. 

At  the  shops  in  this  city  a  problematical  train 
of  60  care  has  been  erected  containing  over  1,000 
feet  of  pipe.  The  experiments  show  that  the  last 
brake  can  be  applied  with  40  lbs  of  air  pressure  in 
11, 12  and  13  seconds  of  time.  There  are  about  50 
return  eibow  joints  in  use  on  this  pipe  which  in¬ 
terfere  considerably  with  the  rapid  movement  of 
the  air. 

There  seems  to  be  quite  an  interest  manifested 
in  this  new  brake  among  railroad  people,  but  it  is 
very  certain  that  the  company  which  proposes  its 
introduction,  let  it  be  ever  so  well  fixed  finan¬ 
cially,  will  not  have  “a  bed  of  roses”  to  travel  -'n. 
Large  expenditures  of  money  and  a  certainty 
extensive  litigation  stares  it  in  the  face  from 
the  start.  In  fact  it  surely  buys  a  law  suit  with 
the  brake. 
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The  attempt  to  tax  Pullman  palace  cars  in 
Georgia  lias  proven  futile,  as  it  has  so  frequently 
in  other  States,  and  it  will  in  every  instance 
where  a  State  attempts  to  levy  a  tax  upon  cars 
engaged  in  interstate  business. 


Some  of  Hio  Laleat  Fujlnn*  Introdncril  In  I 
TOeir  Conalrucyon. 

S^eral  Pullniaa  oirs  ura  being  fitted  at  the 
Company’s  shops  with  a  recessed  end.  The  I 
oars  are  comGInatioa  pf.rlor  and  sleeping  cars, 
and  each  is  designed  to  bo  the  last  car  of  the 
tr  ain  in  which  it  runs.  One  end  is  vesd- 
buied,  and  the  other  has  an  open  platform 
wiiich  is  made  considerably  larger  than  usual 
by  setting  in  the  end  partition  about  four  i 
feet.  This  roluees  the  floor  area  of  the  parlor 
by  just  the  amount  which  it  enlarges  the 
platform.  The  parlor  occupies  about  one 
third  of  the  length  of  the  cor,  and  has  bay- 
windows  along  each  side.  The  end  parti¬ 
tion,  which  separates  the  parlor  from  the 
platform,  has  two  largo  windows  in  it,  so  that 
a  gooil  view  can  lie  obtained  from  this  room. 
The  sides  and  roof  of  the  end  of  the  car  are 
exactly  as  usual,  an3  there  is  room,  therefore, 

I  for  a  large  window  in  each  side  of  the  car  at 
I  the  platform.  The  steps  will  bo  covered, 

I  while  the  car  is  lu  motion,  with  drop  doors, 

'  and  side  gates  will  Le  fitted  in  the  same  man¬ 
ner  as  many  private  cars  are  equipped.  A 
perfectly  safe  platform,  the  full  width  of  the 
car,  and  about  seven  and  one  half  feet  long,  a 
large  portion  of  whioh  is  protected  from 
wind,  is  thus  provided  iu  connection  with  the 
parlor.  The  remainder  of  the  car  consists  of 
one  section  adjacent  to  the  parlor;  next  com.is 
the  buffet,  with  the  passage  going  to  one  side 
of  the  car  at  this  point;  then  the  gents'  lava¬ 
tories  an  1  toilet ;  then  come  threo  ordinary 
sections,  followed  by  the  ladies’  toilet,  linen 
closets,  beater,  <-loset,  etc.,  at  the  end  of  the 


oPJR^rtf, 


'•iJQmi^r’TfeaTB,'  ^’nyiTmstorY 
Colorsdo'^h’^giyita  Ee,  luj*,-  resiKiiBd  to  go  ii .. 
privatf.  Iiusiii.!si7 

— In  V:icji,d*irlug  theTpriW-  y*mL.;iy2,94.'>  rnic 
road  rc- 

csitits  of  iou.mw.  ^ 

— The  fullmnn  Palace  Car  annual  passes 
are  coiiiprelwuslve  affair!!.  They  are  '*  iruod 
on  any  of  the  company’s  limsiu  Aiiierica  or 
Europe.” 


A  HANDSOME  PRIVATE  CArT" 

cAt  of  Mr.  M.  E.  Ingalls,  president 
■"  turned  out  of  the  Wagner 
Wednesday  evening 


of  the  Big  Four.  . 

'  shops  at  East  Buffalo  ...  _ _ _ 

tileveland  in  charge  of  Kir. 
1  liilip  McGuiiiness,  returning  through  here  yes- 
with  Mr.  Ingalls,  who  is  on  his  way  to 
N'ew-York.  ,  ^ 

The  car  is  oho  of  the  liandsomest  pieces  of 
railroad  architecture  in  the  country  and  r»flecTs 
great  credit  on  the  tasic  of  the  builders.  It  is 
painted  the  standard  -Big  Four"  color  and  has 
large  observation  windows  at  both  ends.  The 
interior  is  ^finished  in  English  oak,  natural 
•Cherry,  and  black  walnut,  the  last  named  wood 
.being  used  in  the  kitchen  and  porter’s  room. 
Ihe  two  observation  rooms,  one  at  each  end  of 
the  car.  are  hiiished  in  English  oak  and  the  rest 
of  the  car  iii  cherry.  T  he  upholstery  throughout 
IS  of  electric-blue  embossed  plush  and  the 
windows  are  covered  with  raw  silk  curtains. 

I  he  headlmings  are  all  of  plaster  paris  with 
bronze  ornamentation,  the  floors  of  inlaid  wood 
covered  with  heavy  Turkish  rugs  and  the  trim¬ 
mings  throughout  of  polished  brass. 

On  one  end  of  the  car  Is  an  observation  room, 
which  serves  at  the  same  time  as  a  dining  room. 
Adjoining  it  is  the  kitchen,  porter's  room,  storo 
;  room,  and  linen  closets,  nested  together  at  the 
I  side  of  the  car.  Tlie  kitchen  is  a  marvel  of  con- 
,  venionce.  every  part  of  it  being  within  reach  of 
Ihe  arm  from  the  range.  At  the  side  of  the  pas¬ 
sageway  next  the  kitchen  is  a  recess  in  which 
the  cook  and  porter  have  their  berths.  Next  be- 
j  yond  is  a  handsome  parlor  facing  the  side  of  the 
tar,  with  bath  room  and  lavatory  connecting, 
/pretty  feMiire  qfilijs  room  is  a  handsonich- 
anfliEejirnce,  Irdm  Wkrefi  ti  gas  | 
,Jqg  will  ihrowTts  jvsIco.uiitIiBai.  The  room  can" 

I  easily  be  tiirnccl  into  a  sleeping  room  with  ac- 

Rnodations  for  four  persons. 

Kt  to  this  are  two  state  rooms  with  berths 
wo  persons  In  each,  and  bevond  this  the 
•al  observation  room,  in  which  there  ig 
y  of  spneo  to  move  about.  Under  the  can 
are  large  lockers  for  ihe  carriage  of  supi* 
and  tools  and  a  large  tank  for  Ihe  storage  ' 
B  gas  used  for  lighting  tlie  car.  ) 


New  Cars  for  iteE  Pullham  Service. 
The  iic-v  Pullman  parlor  car  “Stella”  went 
through 'tM  city  yesterday  on  Its  first  trip' 
on  tt^Roston-St.  'Joh^  '■cote.  The  car, 
whioh  is  fresh  from  the  Pullman  shops,  Is 
a  very  handsome  and  costly  one  and  ele¬ 
gantly  fitted  up.  It  is  seventy-two  feet  in 
length,  is  handsomely  painted,  a  great  deal 
of  gilt  being  used  upon  the  exterior,  runs 
upon  forty-two  Inch  steel  and  paper  wheels 
and  Is  constructed  on  the  bay  window  pat¬ 
tern,  It  has  a  smoking  room  and  buffet 
and  twenty-four  patent  easy  chairs,  which 
are  the  Invention  of  a  St.  Louis  man  and 
which  cost  960  apiece.  The  Pullman  Com¬ 
pany  has  purchased  the  exclusive  right  to 
the  chairs,  which  are  very  luxurious. 
The  upholstering  ig  in  old  gold  and  silk 
plush,  with  Bilk  draperies  to  match.  The 
car  is  heated  by  the  Sewall  beater  and  In 
addition  has  another  heater  for  use  in 
emergencies.  Supple  springs  make  the 
car  very  easy  to  ride  in  and  altogether  It 
is  as  elegant  a  specimen  of  railroad  vehicle 
as  could  be  wished  for.  It  Is  similar  to 
the  “Rosalie.”  the  new  car  which  has  been 
running  but  a  few  days.  Another  new  car 
for  this  Hue  is  nearly  completed  at  the 
Pnllman  shops  and  it  will  be  here  in  a 
short  time.  It  will  be  as  finely  fitted  up 
as  the  others  and  when  It  is  pot  in  use  will 
make  three  floe,  new  cars  to  run  during 
the  winter  between  Boston  and  St.  John 
through  this  city.  The  parlor  oars  are 
well  patronized  by  the  traveling  public 
and  (be  company  has  felt  encouraged  to 
put  these  handsome  cars  on  the  line. 
They  will  be  much  appreciated  by  those 
who  travel  on  the  route  on  which  thev 
\rnn. 


No.  2. 

THE  PENNSYLVANIA  LIMITED. 

A  List  of  the  Advaiilairp.s  Offered  by  the 
Fiinioii<i  'rraiii. 

Pullman  Perfected  .Safety  Ve.stibulcs. 

Sleeping  cars  with  .spotless  berths. 

Enclosed  wash  rooms ;  plunge  bath  for  men. 

Dextrous  barber  for  men ;  trained  maid  for 

Spacious  dining  ear,  good  cooks,  excellent 

Smoking  car,  a  lounging  place  for  men. 

Observation  car,  a  parlor  for  ladies  and  chil- 
dren. 

Libraries,  card  rooms  and  writing  desks. 

Free  service  of  a  stenographer  and  typewriter. 

Telegraphic  receipt  and  bulletin  of  stock  i|uota- 
tions  and  weather  reports. 

Meat  by  steam,  light  by  electricity. 

For  a  folder  containing  [a  series  of  beautifully 
engrnveil  pictures  of  the  Pennsylvani.i  I.imitcd  or 
accomiiKidatiims  i  hereon,  apply  tot,  W.  Adams, 
.\ssistanl  Oeneral  Pas-enger  Agent,  (i.")  ('lark 
Street,  Chicago.  This  train,  whose  substantial 
construction,  iimgnilicent  linisli  and  complete  ap 
(lointment  e.iii  only  be  appreciated  liy  a  trip  upon 
it,  leaves  Chicago  at  6.00  p.  in.  every  day  from  tlie 
Pennsylvania  Passenger  Station  on  Canal,  between 
Madison  and  .Xilams  -Streets,  making  quick  time  to 
Pittsburgh,  Baltimore,  Washington,  Philadelphia 
and  New  York. 


L 


RAILROAP  PECISION 


f^vpiiiR  C^arH -Attomoy-Geii- 


The  matter  is  one  of  jrreat  Importance.  It  in- 
rolves,  aside  from  tlic  revenue  Uiat  would  accrue 
lo  the  state  from  the  operation  of  such  a  law,  the 
Bcmititutlonality  of  the  law  and  the  disposal  of 
lon«  trouhlcsome  litiKatioii. 

The  decision  is  as  follows : 

.  Ai-ronsiiY-OBMCKAfs  Office,  Atlanta,  Oa., 
teaary  Itb,  IsUO.-Hon.  W.  A.  Wncht,  Comp- 
tlShSr-neiieml.-Iiear  Sir:  1  have  given  much 
|houghttotliein<iuir>'Tk’<>'^  iiav*  mmift  of  me.  viz. 


of  tlie  acts  passed  1 

"Btate  of^a  license  tt 
.'liose  <^^\'ne^8  have  n 
such  owners  (wheth 

as^  t^HvIdoTi  you  a  „ 
license  tax  imposed  on 


the  last  legislature  n 
nllroait  comiianlcs 
lor  pulling  sleeping 
^id  the  taxes  nnpos 

atate.  The  precise^!] 

SJlrfS  coinpanies  for'p^iing  sleeping  cs 
be  required  ■>!  those  companies  liefore  the  i 
ales  for  enforcing  the  collection  of  the  1 
exacted  by  l.aw  of  the  owners  of  sleeping 

*”me^nestfon"i8*not  free  from  dlfflcnltj; 
iter  tliorougli  consideration  and  relleoti 
- conchtslon  that  If  the  own 

'd  on'^'^provided  by  law,  thf 
1  Cannot  pull  the  cars  of 
delinquent  owners  Y**'*jjJ}*  construe* 

apported  Ipv  the  history  of  the  legislation  of  this 
Ke  relative  to  the  taxation  of  sleeping  car  eom- 
nanles.  The  first  section  of  that  act  provides 
“that  everv  railroad  company  that  pulls  over  its 
road  Bleeping  cars  '  -  '  "  . 

Xions^of  this  act,  - .  -  --- 

pay  a  license  for  pulling  such 
l8«'  — iio-vi'’ 


after  - - 

have  reached 
aJeeplug  cars 
them  when  ca 
>ad  compaii 


t8«)  andlSlK). 

If  the  k  ■  ■ 
the  remei 


under  the  ipro- 
company  shall 
for  the  years 


of  the  owners  of  sleeping  car 
exiiausted  before  demanding  a  licens 
railriKid  companies,  it  is  rc"-"—'*-'"  ‘ 


rt  only  used,  but  the  langtiage 
-  :•»  railroad 


cd  language  appropri- 
iou.  Such  language  is 
gtiage  employed  is,  in 


I  hy  tfw 
l^gallj 


_  jre  n<it  paid— that  Is,  not  paid  wl 
demanded— U  must  pay  a  license  ft  —  „ 
Ihe  railroad  company,  in  other  words,  must  de- 
cUne  to  pull  such  ears,  or  must  pay  a  license  for 
nailing  them.  Hitherto  all  efforts  to  collect  taxes 
Vom  sleeping  car  companies  have  been  practically 
Ifnitless,  because  the  acts  uassed  for  that 
purpose  have  lieen  adjudged  te  ,,  'olatlve  of  the 
“commerce  clause”  of  the  car,-.;tutlon  of  the 
TTuited  mates.  In  view  of  this  fact,  tlm  legisla¬ 
ture,  at  its  hast  session,  devised  a  new  scheme  of 
I  taxation  as  to  such  comtianies,  supposed  to  lie  free 
tnnu  constitutional,  objection,  ami  provided  that 
,  If  persons  or  corporations,  owning  and  operating 
such  cars,  should  refuse  to  pay  the  taxes  required 
of  them  under  this  new  method,  the  railroad  com- 
psnies  should  not  pull  such  cars  over  their  roads 
without  paying  a  license  tax  for  so  doing.  Cars 
thus  outlawed,  so  to  speak,  because  of  the  non- 
pavinent  of  the  taxes  due  hy  their  owners,  are  for- 
Mddcn  transportation  over  the  railroads  of  this 
>  state  unless  the  enfupanies  operating  the  railroads 
■  pay  a  biK'clal  licens*  tax  for  imUiiig  them.  Con¬ 
firmatory  of  this  construction  of  the  act  of  Ao- 
■vember  12th,  1S89,  is  tlie  fact,  that  the  second  sec¬ 
tion  requires  the  comiitroller-general  to  issue  ex¬ 
ecution  against  such  railroad  comiianies  as  fail  hy 
or  before  the  1st  day  of  October  in  each  year  to 
ray  the  license  tax  prescribed.  This  section 
would  be  nugatory  under  a  different  construction, 
if  tlie  legislature  intended  that  the  license 
-• — 'a demand  ■ 

siwping^^  < 
imptrolle.  _ _ 

against  the  railroad  companies  — - — 

offort  to  collect  the  taxes  imposed  on  the  owners 
of  slecjilng  cars  had  been  made  and  had  proven 
unsuccessful?  Why  reniiire  the  coiniitrollcr-gen- 
*ral  to  Issue  execution  Ir  the  railroad  companies 
foiled  to  iiay  for  the  license  by  the  1st  day  of  Oc¬ 
tober  in  each  vear,  if  the  license  tax  wis  not  due 
nntU  legal  remedies  had  been  nnsiiccessfnlly  em- 
■oved  against  the  owners  of  sleeping  cars  to  col- 
I  the  taxes  imposed  on  them?  Tlie  contitrnction 
■  ■  given  these  acts  makes  all  the  parts  con- 
ii  and  operative,  and  is,  in  itiy  opiuioii,  the 
only  c  nstrnctlon  which  can  give  full  effect  to  tlie 
latent  n  of  the  legislature  in  passing  the  act  of 
.  2>ocet  T  goth,  IMS,  as  amended  hy  theactapproy- 
na  si,,  t^r  ‘'.qh,  iSsO.  Itcertainly  could  not  haye 
ib'iitlon  of  the  legislature  to  await  a 
rici  I  with  the  sleeping  car  nompanies — 
I  .as  It  may  be  for  several  years  until  the 
x.^ed  can  be  siHiidlcated  by  the  su¬ 
re .  f  the  United  States— before  the  fi- 


A  HEAR'[;[_WELCOME.;| 

AllUlVAl.  or  TIIH  \  KSl  llfliMil) 

TIl.VIN  FKOAl  Ni:\V  VOIIK. 

It  Units  AInjcsticnIlv  imo  I’liioii  Ur- 

pot  Amia  Alttsif,  IliiiinliH  anil 

riipwoiks-A  Vast  trowel 
Welcomes  the  Kirsl  Train. 

The  brottdouing  of  the  giuigo  of  the 
Jiicksoiivlle,  St.  Augustine  and  Ilal- 
ifa.\,and  the  subseciuent  rohuiltUiig  of 
the  roadbed,  followed  by  the  building 
of  the  costly  aiul  uiagnilicerit  sled 
bridge  over  the  St.  Joliiis  liver,  have 
been  incidents  in  the  perfection  of 
railway  passenger  service  to  tins  cit.v. 
The  grand  con.suiiiinalion  of  the  end 
sought  for  was  attained  yesterday  as 
the  first  vestibnk'd  train  rolled  into 
Union  depot. 

A  crowd  of  cilizeiis  askinbled  to 
witness  the  arrival  of  the  train  wliich 
is  ilosliiied  to  play  such  an  impoitani 
p.irt  in  bringing  lourists  lo  St.  Aug¬ 
ustine.  Shortly  bolero  iis  arrival 
Brooks  full  mililary  band  ninrched  up 
to  the  depot  and  placed  themselves 
in  position.  A  detaehnienl  of  nnifonn- 
ed  altuclies  of  Mr.  Flagler’s  hotels 
provided  with  torche.s,  were  abo  in 
waiting  to  do  their  part  in  celebrating 
the  event  The  meiubors  of  tlio  Alca¬ 
zar  Bicycle  Club  were  «ul  with  their 
wheels  and  spun  gaily  around  the 
pretty  little  park  in  front  of  the  depot, 
ns  they  waited  the  approach  of  the 
train.  JnsI  at  dusk  the  whistle  of  the 
locomotive  was  licaril  and  as  the  train 
rolled  into  the  depot  the  scene  was 
illuminated  with  skyrocket.*,  bursting 
bombs,  and  roman  candles,  while  the 
park  blazed  with  red  tire.  The  horses 
attached  to  iho  long  rows  of  carringes 
in  waiting,  starllod  at  the  unusual 
sights  and  sounds  pranced  and  leHi  ed, 
their  feet  like  so  many  castanets  keep¬ 
ing  time  with  the  music  of  the  baud, 
which  mingled  with  the  cheers  of  the 
multitude. 

It  was  a  mnguificenl  ovation 
and  must  linvc  made  a  deep  impres¬ 
sion  on  the  passengers  wlio  were  for¬ 
tunate  enough  to  ho  on  board.  Tlie 
train  which  left,  New  York  at  0:45 
o’clock  Monday  morning  arrived  at 
its  destination  at  6;  15,  the  quickest 
time  ever  made  between  the  two 
cities.  From  the  Waycroiss  depot  in 
Jacksonville  the  run  was  made  in  an 
hour  and  ten  ininiileb  and  the  time 
can  b«?  siiortencd  to  florty-llve  min¬ 
utes  with  safely.  At  Jacksonville 
engine  No.  !1  with  C.  D.  Vnnnman , 
engineer  atfd  Luzeriio  Hoover  hooked 
on  to  tlie  the  train  and  brouglil  it  to 
(his  city.  Conductor  Frank  Stephens 
ind  fraintnan  Frank  Iaiwc  took 


charge  at  tlie  same  time.  The  fullow- 
ing  offlciiils  boarded  the  traiu  at  Jack¬ 
sonville  and  ucfioinpanied  the  passen¬ 
gers  lo  this  city;  D.  P.  Jack,  Gener¬ 
al  Manager;  G.  1) .  Ae.kerly,  General 
I’asseiiger  Agent;  J.  G.  Kennedy, 
Auditor  of  tlie  J.  T.  &  K.  W,  System; 
Superintendent  W.  L.  Crawford  of 
the  J.  St.  A.  &  II.  11.  II.;  Joseph 
Rieliiird.son,  Iiistrict  Superintendent 
of  the  Pullman  Palace  Car  Company 
andJ.  C.  Burro vvns.  Assistant  Super¬ 
intendent  of  the  Comml&vary  depart¬ 
ment.  The  train  is  composed  of  five 
Pullman  coaches,  the  baggage  car, 
dining  car,  two  sleepers  and  a  com¬ 
posite  ob.vervation  car.  On  each 
co:icli  is  inscribed  the  words,  “New 
York  and  Florida  Special”  whicli  of 
iiself  is  an  iidverlisemeni  of  tlie  stale. 

On  invitation  an  EvKNiNG  Nicws 
•eporlcr  accompanied  Siipt.  Richard- 
ion  and  Mr.  Burrowes  tlirougli  the 
train  beginning  iit  tlie  baggage  car. 

car  besides  being  u.sed  tor  bag¬ 
gage  contains  an  engine  and  dynamo 
for  lighting  the  coaches  with  electiid 

ty.  Storage  batteries  are  used  and  the 
enlire  train  can  be  perfectly  lighted  at 
all  times.  The  sleeping  quarters  of 
tlie  help  in  the  dining  car  are  also 
provided. 

Next  comes  the  dining  car.  On 
Iho  forward  end  is  a  complete  kitchen 
with  an  elegant  range,  di.sh  closet,  re¬ 
frigerators  and  store  room.  The 
greatest  economy  of  sp.ace  is  necessary 
yet  there  is  niuplc  loom  for  four  cooks 
[to  do  their  work  in  preparing  food  for 
the  passengers.  Three  cooks  arc  now 
employed,  but  wlien  the  season  ad¬ 
vances  a  fourth  will  be  added. 

Tlie  dining  room  takes  up  tlic  rest 
of  the  ear  and  is  handsomely  furiii.:.h- 
ed  with  every  convenience,  and  the 
passengers  can  dine  ns  comforlably 
while  running  at  the  vale  of  forty 
miles  an  liour  as  when  sitting  at  tlie 
table  of  the  hotel.  The  menus  com¬ 
prise  all  the  luxuries  and  substaiitials 
of  a  first  class  hotel,  and  the  waiters 
are  three  in  number,  and  will  soon  be 
increased  to  live.  By  means  of  speak¬ 
ing  tubes  communicating  to  the  kitcli- 
cii  the  necessity  of  shouting  out  the 
orders  of  the  guests  is  avoided. 

Pas::ing  into  Iho  next  car,  which  is 
a  sleeper, one  is  impressed  by  the  lux 
urioiis  taste  in  which  they  arc  flttod 

up.  A  noticeable  feature  which  elec¬ 
tricity  lias  made  possible  is  Ihe  ar- 
rangoment  of  bertli  lights  which  not 
only  furnish  the  occupant  witli  light 
before  retiring,  but  after  the  berllx 
are  mmlo  up  one  call  lie  at  their  ease 
and  read  if  they  feel  disposed.  To 

1  ladies,  and  esiiceially  tho.sc.  who  ore 
1  raveling  with  children,  this  is  a  gn  nt 
conveniep"' 


The  rear  coaeli  is  a  composite  ob¬ 
servation  car,  one  end  of  whicli  is 
used  fora  smoking  coinparlmrnt.  A 
library  containing  Ihe  works  nf  a 
popular  autl'ors  and  a  writing  t  I'  le 
are  at  the  service  of  a  Iraveilci*  I  ho 
roar  end  of  the  coach  is  ruiicd.  i  mid 
makes  a  safe  and  plcasanl  for  1 

observing  the  beauties  of  the  scenery  I 
along  tlie  lino  of  loiite.  The  entire  I 

train  is  connected  liy  vestibules,  and 
a  clilld  can  walk  from  one  end  to  the 
otlier  wilh  pcrfeei  safety.  A  poiqci*' 
is  provided  fsr  each  coaeli, and  jl  issen- 
gers  iveeivo  all  I  lie  atu  ntiou  that  a 
gin  fat  of  a  luiialial  liotcd  might  expect. 

K.vcry  coiilrivaiice  for  .safety  and 
eoml'ort  llial  ingenuity  can  suggest  in 
order  to  make  tlic  trip  a  plo.aaant  one 
lias  iicon  iirovidcil,  and  a  journoy  of  a 
tlioiisahd  miles  can  now  be  made 
witli  Ic.-s  fatigue  tliaii  was  formerly 
experienced  in  an  hoiii's  ride. 

The  I’lillniun  vcstibuled  ear  service 
is  simply  tlie  perfection  of  railway 
travel  and  a  trip  from  New  York  to 
Florida  is  as  simple  a  matter  as  a  run 
from  that  city  to  I’hiladclphia.  Mr. 
Burrowes  will  remain  at  this  end  of 
tlie  lino  until  the  commissary  service 
is  perfected,  and  cveiything  in  run¬ 
ning  order  when  he  will  return  to  Jer- 
Ssey  City.  Superintendent  Uichard- 
json’s  headquarters  are  at  Jacksonville 
‘Jur  the  scMson. 


Four  Striking  Features  of  the  Pennsyl¬ 
vania  Liiinited. 


Of  all  the  passenger  trains  of  the  world,  none 
presents  for  the  convenience  and  acciminiodation 
of  its  passengers  so  many  original  and  novel  feat¬ 
ures  ns  the  Pennsylvania  Limited.  This  train 
offers  four  great  features  unique  in  the  history  of 
passenger  travel.  As  it  speeds  acrotss  the  conti¬ 
nent  there  are  flashed  over  the  wires,  to  meet  or 
overtake  it,  the  fluctuations  of  the  New  York  and 
Philadelphia  stock  markets,  and  there  are  also 
posteil  on  its  bulletins  full  reports  of  the  doings 
in  the  foreign  and  domestic  financial  marts.  Thus 
the  wayfaring  man  reads  ns  he  rutis. 

In  onler  that  the  traveler  may  dispatch  any 
commission  which  tliese  reports  may  suggest,  or 
dispose  of  any  current  corresimndence,  a  stenogra¬ 
pher  anil  typewriter  is  provided  for  the  free  use  of 
the  train’s  patrons.  He  will  take  tlic  dictation  of 
letters  or  telegrams,  and  see  that  tliev  are  for¬ 
warded  from  the  train.  _  Thus  may  bus'iness  pro¬ 
ceed  though  the  counting-room  be  many  miles 

Bo  n  uch  for  the  men.  Ladies  could  never  be¬ 
fore  travel  in  such  comfort.  For  their  conven¬ 
ience  a  waiting-maid  is  assigned  to  each  train, 
whose  duty  it  is  to  serve  as  ladies’ maid  in  all  that 
the  term  implies.  Ladies  without  escort,  ladies 
witli  i  hildren,  and  invalids  are  the  particular  ob- 
iects  (  f  their  care.  So  thatone’s  own  maid  may  be 
left  St  home,  and  yet  the  fair  traveler  may  receive 
assistance  of  one  well  trained  in  the  duties  of  her 
vocation.  The  fourth  important  feature,  also  of 
interest  to  the  ladies,  is  the  observation  car.  This 
car  is  attached  to  the  rear  of  the  train.  Thelatter 
half  of  it  is  a  large  open  sitting-room  furnished 
with  easy  chairs.  Broad  plate  windows  admit  a 
wide  expanse  of  light,  and  the  broad  platform  at 
the  rear  makes  a  pleasant  open-air  observatory  in 
fair  weather.  This  car  isopen  to  all  passengers 
and  fortnsa  magnifinent  sitting-room  for  ladies. 

With  these  four  prominent  characteristics,  in 
addition  to  the  superior  sleeping  apartments, 
bath-rooms  for  both  sexes, adiningcarunexoeiled 
in  service  and  cuisine,  smoking  and  reading  apart¬ 
ments,  and  a  barber  saloon,  the  Pennsylvania 
Limited  sustains  its  claim  Of  being  the  most  com¬ 
plete  passenger  train  of  the  world. 


yeirit  linn. 


No.  1. 

RAILWAY  EVOLUTION. 

The  Wonderful  Iiiipetn.s  Given  the  Paggen- 
yer  Service  by  the  Invention 
of  Yegtibnleg. 

As  the  occupants  of  a  large  residence  with 
apartments  of  varied  uses  are  enabled  to  lend  a 
life  that  surpasses  in  refinement  that  of  a  numerous 
family  compelled  to  occupy  a  one  or  two  roomed 
cottage,  so  are  travelers  in  one  of  the  complete 
vestibule  trains  of  to-day  allowed  a  freer  use  of 
their  faculties  in  every  direction  than  were  the 
travelers  by  even  the  most  luxurious  train  of  ten 
years  ago,  and  the  principles  which  underlie  one 
case  will  be  readily  perceived  to  underlie  the 
other.  In  a  small  cottage  the  numerous  wants  of 


Travelers  in  previous  years  were  compelled  to 
compress  their  life  within  four  walls  of  a  pa.ssenger 
coach  during  the  time  of  a  journey,  often  to  the 
sad  neglect  of  their  personal  comfort  as  well  as 
personal  cleanliness.  The  invention  of  the  sleep¬ 
ing  car  was  a  great  advance  and  the  inauguration 
of  hotel  car  service  another  step  forward,  but  not¬ 
withstanding  their  surroundings  of  highly  polished 
and  expensive  wood,  luxurious  carpets  and  velvet 
curtains,  refined  travelers  could  never  reconcile 
themselves  to  sleeping,  performing  their  ablutions 
and  eating  in  what  was  practically  the  same  room 
It  was  felt  that  the  only  way  to  serve  meals  upon 
a  moving  train  was  in  a  separate  dining  car  where 
the  action  of  the  cooks  and  waiters  would  be  un¬ 
impeded  and  where  the  food  would  not  be  sub¬ 
jected  to  odors  that  might  convey  an  undesirable 
flavor.  To  go  from  an  ordinary  coach  or  a 
Pullman  car  to  a  separate  dining  car  on  a  moving 
train  was,  however,  a  disagreeable  and  oftentimes 
dangerous  proceeding,  especially  for  invalids) 
ladies  and  children.  The  times  were  ripe  for 
vestibules  and  vestibules  were  invented.  Transit 


different  uses.  this  possihility  ol  development 
was  quickly  perceived  and  carried  to  the  highest 
degree  that  has  yet  l)een  attained  by  the  pro¬ 
gressive  management  of  the  Pennsylvania  System 
of  Railways  in  connection  with  the  officers  of  the 
Pullman  Company,  and  finds  its  most  striking 
exemplification  in  the  service  of  the  Pennsylvania 
Limited,  which  runs  daily  from  Chicago  to  New 
\'ork  and  the  principal  cities  of  the  east.  Instead 
of  being  circumscribed  in  action,  the  greatest 
freedom  is  permitted  passengers  on  this  train,  and 
it  is  safe  to  say  that  they  miss  none  of  the  comforts 
afforded  by  the  best  metropolitan  hotels. 

The  sleeping  cars  are  furni.shed  with  berths  of 
spotless  linen  and  downy  pillows;  the  dining  car 
is  spacious  and  dainty,  the  cooks  excellent,  the 
waiters  well  drilled.  There  is  a  smoking  car  with 
sofas,  great  arm  chairs  and  a  cabinet  on  which  .stand 
choice  bits  of  pottery.  There  are  card  rooms, 
writing  desks  with  linen  paper  for  the  free  use  of 
the  passengers,  or  on  the  daylight  ride  cast  of  Pitts¬ 
burgh  pas.sengers  are  entitled  to  the  services  of  a 
stenographer  and  typewriter  who  has  an  office  on 
the  train  and  who  will  take  from  dictation  and  cor¬ 
rectly  transcribe  letters  or  telegrams  free  of  charge. 
During  business  hours  of  this  daylight  run  stock 
([uotations  are  received  by  telegraph  from  the  iirin- 
cipal  trade  centers  and  together  with  the  daily 
weather  reports  are  displayed  on  bulletin  boards  on 
the  train. 

An  observation  car  that  occupies  the  post  of 
honor  at  the  rear  of  the  train,  is  a  delightful  parlor 
for  the  convenience  and  mjoyment  of  thepassengers, 
e.specially  for  ladies  and  children,  for  whose  com¬ 
fort  is  also  provided  a  colored  maid  who  will  per. 
form  the  duties  usually  exacted  of  a  lady’s  personal 
handmaid.  At  convenient  places  throughout  the 
train  are  enclosed  washrooms;  In  front  of  the  smok¬ 
ing  car  is  a  barber  shop  with  a  dextrous  barber  and 
a  plunge  bath.  Libraries  in  the  smoking  and 
olservation  cars  are  filled  with  choice  books  and 
the  train  is  supplied  with  daily  newspapers  of  the 
principal  cities  and  the  prominent  magazines. 
Heat  is  supplied  by  steam  and  light  by  electricity, 
movable  electric  jets  being  placed  in  each  berth, 
in  order  that  pas.sengers  may  read  after  retiring 
if  they  so  desire,  and  the  touch  of  an  electric  bell, 
one  of  which  is  to  be  found  in  any  part  of  the  train 
will  instantly  summoti  a  jxrlite  and  attentive  porter. 

To  appreciate  the  solidity  of  construction,  ele¬ 
gance  of  finish  and  completeness  of  ap]x>intment 
of  this  train  it  is  absolutely  nece.ssary  to  take  a  trip 
upon  it,  but  a  fairly  good  idea  can  be  obtained  by 
examining  a  folder  containing  a  series  of  beautifully 
engraved  pictures  of  the  different  apartments  and 
a  floor  diagram  of  the  entire  train.  Copies  of  this 
folder  will  be  mailed  to  any  address  upon  applica¬ 
tion  to  Mr.  C.  \V.  Adams,  Assistant  Cleneral  Pass¬ 
enger  Agent,  No.  6.5  Clark  .Street,  Chicago,  who 
will  also  be  glad  to  reserve  accommodations  on 
the  train  which  leaves  the  Penn.sylv.inia  Pa.ssenger 
Station  on  Canal,  Iretween  Madison  and  .Adams 
Streets,  at  6.00  o’clock  every  afternoon  for  Pitts¬ 
burgh,  Baltimore,  Washington,  Philadelphia  and 
New  York. 


'A 
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An  Blegant  Car. 

The  “  CaniBore,”  one  of  the  most  magnifl- 
oent  productions  of  the  palace  car  builders’ 
art,  is  just  out  of  the  Wagner  shops  of  this 
city.  The  Canmore  is  a  boudoir  and  buffet 
sleeping  car,^  feet  long  and  run  on  12  wheel 
trucks,  costing  the  snug  sum  of  <85,000.  It 
will  run  ‘between  Detroit  and  Cincinnati,  on 
the  Michigan  Central  and  C.  H.  &  D.  R.  R. 
The  entrance  to  tt^  main  portion  of  the  car  is 
through  a  gracefully  curving  passage,  the 
sides  of  which  are  lit  up  by  the  many  refleo-  i 
tions  of  half  a  dozen  double-beveled  mirrors,  ! 
extra  heavy  and  set  in  brazen  oxydlzed  frames  ^ 
and  in  polished  Spanish  mahogany  wood-  ' 
work.  The  oar  contains  twelve  sec¬ 
tions,  or  twenty-nine  double  beds  and  , 
one  single  berth.  Each  berth  has  a  double  or  | 
supplemental  curtain,  a  new  feature  of  great  ^ 
Importance  to  all  travellers.  The  car  Is  lighted  ^ 
by  sixteen  extra  heavy  non  capsizable  oxy-  i 
j  dlzed  brass  lamps  of  great  beauty  of  design 
and  finish.  These  lamps  are  specially  imported 
and  are  worth  about  $80  each.  It  is  simply,  j 
impossible  for  the  lamps  on  the  “Canmore”  : 
to  be  overturned ;  and  their  construction  is  on 
sncb  clever  principles  that  in  any  such  event 
as  hinted  at  above,  they  at  once  automatically 
extinguish  themselves.  ! 

The  car  is  furnished  throughout  in  solid  ma¬ 
hogany,  the  ceiling  being  in  embossed  satin, 
pressed  in  beautiful  designs  in  white,  blue, 
pink  and  gold.  The  car  is  upholstered  through¬ 
out  in  embossed  peacock  blue  plush.  Each 
seat  is  arranged  with  air  cushions,  rendering 
it  more  than  ordinarily  coey  and  comfortable. 
The  panel  decorations  are  in  Italian  opals. 
The  windows  are  dust  and  draught  proof  and 
are  double  throughout  the  car. 

I  There  are  many  minor  features  of  excellence 
embodying  aJl  modem  improvements  and  in¬ 
ventions.  _  ; 


j  A  Pullman  Novelty. 

}  For  a  long  time  there  has  been  com- 
’  plaints  made  by  travelers  regarding  the 
high  prices  charged  on  Pullman  buffet 
and  dining  oars  for  lunches  and  meals. 
-The  charges  are  so  high  that  it  has  been 
impossible  for  any  one  in  moderate  oir- 
oumstances  to  afford  to  get  anything  to 
eat  on  these  oars.  In  annsequence  of 
these  complaints  the  Pullman  company  is 
now  about  to  try  nn  experiment.  They 
will  run  lunch  counters  on  some  of  their 
cars,  at  which  lunches  can  be  had  at  a 
more  moderate  price  than  has  been 
charged  heretofore.  This  innovation  will 
dcubUesB  be  appreciated  by  the  traveling 
labile.  i 
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Pullman’s  Palace  Car  Company. 


GENERAL  SUPERINTENDENT’S  OFFICE. 


Chicago,  April  ist,  1890. 


CIRCULAR  No.  18. 


W.  H.  Fry  is  hereby  appointed  Superintendent  of 
Equipment,  vice  J.  C.  Paul,  resigned. 


Gen’l  Superintendent. 


Second  Vice-President. 
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An  Elegant  Car. 

The  “  Canmore,”  one  of  the  most  magniB- 
oent  productions  of  the  palace  car  builders’ 
art,  is  just  out  of  the  Wagner  shops  of  this 
city.  The  Canmore  is  a  boudoir  and  buffet 
sleeping  car,  ^  feet  long  and  run  on  13  wheel 
trucks,  costing  the  snug  sum  of  tSS.OOO.  It 
will  run  Wween  Detroit  and  Cincinnati,  on 
the  Michigan  Central  and  C.  H.  &  D.  R.  R. 
The  entrance  to  tl^  main  portion  of  the  car  is 
through  a  gracefully  curving  passage,  the  ! 
sides  of  which  are  lit  up  by  the  many  i^ec-  ' 
tions  of  half  a  dozen  double-beveled  mirrors, 
extra  heavy  and  set  in  brazen  oxydized  frames  ' 
and  In  polished  Spanish  mahogany  wood¬ 
work.  The  car  contains  twelve  sec¬ 
tions,  or  twenty-nine  double  bods  and 
one  single  berth.  Each  berth  has  a  double  or  I 
supplemental  curtain,  a  new  feature  of  great  ^ 
importance  to  all  travellers.  The  car  is  lighted  - 
by  sixteen  extra  heavy  non-capsizable  oxy- 
.  dized  brass  lamps  of  great  beauty  of  design 
and  finish.  These  lamps  are  specially  imported 
and  are  worth  about  $30  each.  It  is  simply 
impossible  for  the  lamps  on  the  “Canmore”  ; 
to  be  overturned ;  and  their  construction  is  on 
such  clever  principles  that  in  any  such  event 
as  hinted  at  above,  they  at  once  automatically 
extinguish  themselves.  ' 

The  car  is  furnished  throughout  in  solid  ma¬ 
hogany,  the  ceiling  being  in  embossed  satin, 
pressed  in  beautiful  designs  in  white,  blue, 
pink  and  gold.  The  car  is  upholstered  through¬ 
out  in  embossed  peacock  blue  nliish.  Each 
seat  is  arranged  with  air  cushions,  rendering 
it  more  than  ordinarily  cosy  and  comfortable. 
The  panel  decorations  are  in  Italian  opals. 
The  windows  are  dust  and  draught  proof  and 
are  double  throughout  the  cor. 

There  are  many  minor  features  of  excellence 
embodying  ail  modem  improvements  and  in¬ 
ventions.  _ 


i  For  a  loug  time  there  has  been  com- 
( plaints  made  by  travelers  regarding  the 
'  high  prices  charged  on  Pullman  buffet 


and  dining  cars  for  lunches  and  meals. 
Tlie  charges  are  so  high  that  it  has  been 
impossible  for  any  ono  in  moderate  cir- 
oumstauces  to  afford  to  get  anything  to 
eat  on  these  cars.  In  aDiisequence  of 
these  complaints  the  Pullman  company  is 
now  about  to  try  an  experiment.  They 
will  run  lunch  counters  on  some  of  their 
cars,  at  which  lunches  can  be  bad  at  a 
more  moderate  price  than  has  been 
charged  heretofore.  This  innovation  will 
doubtless  be  appreciated  by  the  traveling 
])iabiic.  y 


WHEELS' 


How  the  Palace  Cars  Are  Reno¬ 
vated  Between  Trips. 


NOTHING  BUT  THE  SHELL  LEFT. 


What  Uhs  to  Be  Done  to  Make 
Pullman  Ready  for  a  Train. 


Wlieu  a  person  enters  a  Pullman  car,  either 
sleeper  or  parlor,  it  matters  not  which,  lie 
is  usually  deeply  impressed  v/ith  the  beauty 
aud  solid  comfort  of  the  Hurroundings,  and 
is  glad  ho  paid  the  extra  charge  for  the 
superior  service  gained.  But  it  does  no 
often  occur  to  the  traveller  that  it  is  only 
by  the  employment  of  the  most  rigid 
methods  that  Pullman  cars  are  maintained 
and  kept  np  to  the  high  standard  of  excel¬ 
lence  that  characterizes  them. 

Probably  the  best  cars  in  the  Pullman  ser- 
vice  are  rnu  on  the  Pennsylvania  liailroad, 
aud  as  the  oanipmeut  la  very  large  it 
necessitates  a  thorough  system  to  keep 
things  properly  moving. 

Sir.  J.  If.  Sims  is  the  Superintendent  of 
the  Pullman  Palace  Car  Company,  Pennsyl¬ 
vania  liailroad  division,  with  olBce  at  Jer¬ 
sey  City.  Through  him  and  his  assistants 
a  very  comprehensive  idea  was  gained  as 
liow  the  extensive  business  is  carried  on  from 
day  to  day  without  incident.  The  flrsl 
portant  feature  is  making  up  the  traini 
bulletin  board  hangs  in  a  little  house  used 
in  counoction  witli  the  storage-yard  north 
of  tile  train  shod.  On  it  arc  written  the  names 
or  numbers,  as  the  case  may  be,  of  all  the 
cays  in  use  and  the  time  of  departure  and 
train  they  are  to  go  out  on  on  the  day  in 
question.  Drillers  on  the  passenger-yard 
engines  must  know  just  how  those  cars 
should  he  stored,  so  that  the  first  cars  out 
will  bo  in  position  to  get  at  easily  without  a 
general  shift  around.  This  knowledge  is 
gained  by  reference  to  the  bulletin-board, 
and  the  men  get  so  acenstomed  to  it  that 
they  know  almost  instinctively  just  how  and 
where  to  store  cacli  car  as  it  oomos  in  from 
u.  'Wlien  the  oars  are  stored  the  part 
of  the  service  is  gone  through  with  that 
reaches  the  eyes  of  tlie  traveller,  and 
It  ia  tlie  most  important  part,  too— the  thor¬ 
ough  renovation. 

The  Pullman  Compauy’a  little  army  of 
helpers  in  the  yard  numbers  about  ono  hnu- 
dted  and  tweniy-flve.  and  includes  carpen¬ 
ters,  tinsmitlis,  upholsterers,  painters  and 
men  of  all  work.  'iTien  there  are  a  great 
many  women.  Every  employee  has  a  mis-  [ 
Sion  to  perform,  and,  althongh  a  general , 
foreman  has  command,  the  duties  required  | 
are  so  well  known  that  it  is  rarely  that  any  ' 
friction  ocenrs.  Just  as  soon  as  a  car' 
reaches  the  storage  track  the  action  com¬ 
mences,  The  ‘‘galvauizcr  ”  inspects  the 
wheels,  trucks  and  every  inch  of  geariugi 
between  the  car  body  and  the  rails.  If  a' 
wheel  is  found  whose  face  is  either  marred, 


dented  or  worn  down  below' the  regulation 
point,  or  whoso  flange  has  worn  too  sharp, 
it  ia  removed  and  another  substituted.  All 
these  wheels  are  made  by  the  Alien  Paper 
Wheel  Companv.  of  Hudson,  N.  Y. .  where 
the  old  ones  are  sent  to  be  put  in  shape. 
Every  cushion  is  removed  aud  thoroughly 
beaten,  likewise  the  carpets,  while  the  mats, 
which  naturally  get  the  dirtiest,  are  taken  to 
scrubbed.  AU  I 
the  ill  eii,  p  Hows  and  mattresses  are  talteii 
out;  the  pillows  and  mattresses  are  then  ' 
thoraughiy  examined  in  order  to  prevent  the 
existence  of  vcrinln.  If  the  slightest  rip  or 
tear  IS  discovered  the  imperfect  article  Is 

imUeteeVThe1n’tS*o1“th6®^^^^^^ 

**‘1**  permits  ,  the  auplic'ation 
of  the  word  palace' to  it, is  aii  uiimviting- 
lookina  .institution.  A  busy  scone  is  hoiifg 

ODftCtO^l  TT)  OV(;ry  pftft  of  it>  SdVprfi.1  wnmAii 

are  at  work  scrubbing.  The  marble  barn's 
-•'??h  moll  of  woodwork  are  oleanTd 
ith  a  sponge  and  mottled  castile  soap.  A 

ys  poliahed.  the  steam  pipes  are  robrou  “d 
and  then  a  oarpoiitcr  makes  a  thorough  ex¬ 
amination  of  every  lock,  kuob  and  window 
saslt^iid  repairs  any  of  the  parts  requiring 

ll:e>a^S?t?sV"eTd"v;^“o“  ^ i"n'l?i?ii? 

I  ant  B^ferliitenifent  *Leacl/*theu*makeB'*  a  I 

personal,  examination  of  it  to  be  sure  noth- 
oars^aro*^  washed  exteriors  of  tlio  | 

when  so  dirty  that  H 
rubbed  down  with 
malics  them  appear  like  now. 

VS  imagined  what  an  extensive  fea- 
service  the  laundry  branch  is 

gives  this  work  ont  bycontraotto  the  fiud- 
spn  Laundry,  of  Jersey  Cit.r.  The  pieces  in- 

roatorial,  waiters’,  porters’  and  cooks’ 

I  IBckets,  cqjidi’ctors’  wliito  vests,  outside 
i  chairs  and  doilies. 

;  piStR^meh}^a“n“dTo^SL^“f“\\"^ 

i  •Jcpurtm.ent,  under  the  ' 

caio  of  Mr.  Deiihsrd,  is  an  interesting  ami 
y  important  branch  of 
Uie-sei-viee.  I  ho  storerooms  that  lace  on 
P'®'-'®  sreatly  resemble  a  wcll-ap- 
s?irvthin'^J  es'ttblisliment.  iSi 

Stomach  and 

tifckles  the  palate  can  bo  found  there  in  bar- 
L®if'  tins  and  bottles.  Whatever  the 

bill.of  fareonsuch  a  tram  a.s  the  Chicago 
hunted  express  calls  for  Mr.  Deuhard'fiM 
oil  hand.  If  might  be  excepted  sucli  coni- 
mpdities  as  fresh  meats,  vegetablet  and 
other  articles  as  cannot  be  kept  portably: 
these  are  enpplied  daily  by  well-known  pur¬ 
veyors.  When  supplies  are  hauded  out  to 
thSii."  OP 'iii'intf-cars  an  account  is  kept  of 
them.  When  the  car  returns  credit  is  given 
for  what  is  not  used.  On  such  a  trafi  as 
the  t  hicago  limited  it  takes  ten  persons  to 
properly  handle  a  dining  oar.  This  includes 
cooks,  waiters, a  conductor  and  a  porter, and 
♦hey  are  classed  as  the  most  efficient  in  their 
spective  spheres. 

it  a  party  Viifihes  to  engage  a  special  PuU- 
in  car  on  the  Pennt»ylvauia  8upt.  Sims 
‘’to  »,ccommo- 

tlons  the  car  affords,  just  as  though  it 
IS  rnmiliig  regularly  on  a  train  and  ail 
Its  were  taken.  The  servioos,  of  course, 
a  conductor  and  porter,  and.  if  it  is  a 
iing-car.  oook  and  waiter,  are  additional. 

It r’irty  Innug  a  car  can  furnish  its  own  cd- 
iblce.  If  desirable,  sod  the  Company  will 
give  credit  for  ail  that  IS  returned  which  is 
“^1  Pi'n  Pie. 

*1*1,^“’?  <!*.!■*  IK  the  average 

of  the  New  York  tliyiKiou  of  tlio  I'ennsyU 
)'*’?”r.'*i*,  I’enpsylvania’f  new  yard 
v  Rocks  is  coniplctedthel’ull- 

removed  there 

from  Jersey  City,  and  more  room  will  be  at 
the  disposAl  ox  the  Company  for  even  m 
complement  of  cars  than  is  usetyfT 


^//L 


I  PUIiMAJT  CA*  ACCOMM<)l>AT» 


_  nom 

I  Second-Class  Sloepers  to  be  Placed^ 


Pullman’s  Palace  Car  Company. 


GENERAL  SUPERINTENDENT’S  OFFICE. 


Chicago,  April  ist,  1890. 


CIRCULAR  No.  16. 


SEEIOUS  FIEE^  PULLMAN. 

Ths  Burning  of  the  Hauimor  Shop  Throws 
Between  Three  und  Four  Hundred  Alen 
Out  of  EinDlovment. 
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The  following  transfers  and  appointments  will  take 
effect  this  date. 

I. 

C.  C.  Chase,  District  Superintendent,  transferred 
from  Memphis  to  Cincinnati,  vice  J.  W.  Channer,  assigned 
to  other  duties. 

II. 

S.  D.  Adams,  District  Superintendent,  transferred 
from  Indianapolis  to  Memphis. 

III. 

J.  J.  Gilmore,  appointed  Agent  at  Fort  Worth, 
Texas,  vice  W.  D.  Shields,  resigned. 


Approved : 


General  Superintendent. 


Second  Vice  President. 


bruised  slightly. 

A.  F.  Dickson,  Canton,  Dak.,  hip  and  back 
badly  hurt. 

E.  M.  Smith,  Chicago,  knee  and  hip 
sprained. 

Ezra  McConneli.  Flnshing,  O.,  severe 
fracture  of  the  right  shoulder. 

All  trains  were  delayed,  the  track  being 

knocked  oft  The  fhct  that  It  was  J 
'estibuled  train  ia  all  that  aaved  a  learfnil 


;.  Louis. 


se  in  passenger 
lonal  observation 
lalibies  were  not 
D  had  only  such 
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mplintentary  ex 
Railway  and  the 
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ily  did  they  have 
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Qg  the  praise  he¬ 
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,  and  a  sure  way 
lin  to  all  the  rail- 
ts  a  result  of  the 
•y  Car  Heating  & 
c,  which  controls 
merica,  has  been  ! 

- - Jis  railway  inter-  ' 

ests  to  hasten  the  erection  of  a  gas  plant  in  this 
city.  The  railway  companies  have  seen  a  light 
and  they  are  ready  for  its  adoption.  The  erection 
of  Pintsch  gas  works  in  St.  Louis  may  be  expected 
at  an  early  day. 


y'T'^.y 


A  Mammoth  Locomotive  Plant. 

St.  Louis  made  a  mistake,  which  the  public 
spirited  people  of  the  city  will  never  cease  to  re¬ 
gret,  when  it  drove  the  Pullman  Company  away 
by  placing  figures,  unreasonably  high,  upon  the 
land  which  that  corporation  desired  to  secure  for 
the  establishment  of  a  plant.  Had  the  city's  high¬ 
est  interests  been  fairly  considered,  Mr.  Pullman 
,  would  have  received  a  donation  of  land  enough 
for  his  purpose  before  he  would  have  been  per- 
milted  to  locate  his  car  works  elsewhere.  But 
cities,  like  individuals,  sometimes  grow  wise'  by 
experience  and  observation.  The  Strong  Locomo¬ 
tive  Company  having  expressed  a  desire  to  locate 
'  at  some  available  point  west  of  the  Alleghenies, 
efforts  have  been  put  forth  by  several  cities  to  in¬ 
duce  it  to  select  a  site  in  their  neighborhoods.  For 
a  time  it  seemed  as  though  Springfield,  Ohio, 
would  be  selected,  but  finally  a  tract  of  land’ 

about  15  miles  north  of  Cincinnati,  was  settled 
upon  and  purchased.  It  contains  1,.350  acres,  and 
cost  the  company  15.357,000.  Glendale,  on  the  Cin  - 
cmnati,  Hamilton  &  Dayton,  15  miles  from  Cincin¬ 
nati,  and  Sharon  and  Evendale,  on  the  Cleveland 
Cincinnati,  Chicago  &  St.  Louis,  distant  from  Cin¬ 
cinnati  17  and  15  miles  respectively,  if  joined  by 
right  lines,  would  form  an  irregular  triangle,  and 
include  most  of  the  tract  purchased  by  the  Strong 
Company.  The  locomotive  works  to  be  erected 
there  will,  according  to  the  approved  pla9,  be  500 
by  <60  feet  in  area,  and  consist  of  ten  shops, 'founv  4 
dries  construction  rooms,  etc.  Ample  rail^ 
facilities  will  be  granted,  and  a  manufacturing 
suburb  to  Cincinnati  will  ere  long  grow  up.  The 
Strong  Company  is  backed  by  abundant  capital,  I 
and  managed  by  men  of  experience  and  ability  ' 
The  company  will  manufacture  locomotives,  and 
Its  capacity  will  be  one  finished  machine  for  every 
nine  hours  of  labor.  It  will  make  a  specialty  of 
Its  ponderous,  swift  running  Strong  locomotive,  of 
which  we  have  frequently  made  mention  hereto¬ 
fore,  but  will  manufacture  to  suit  the  demands  of 
the  railways,  varying,  both  as  to  sise  and  style,  to 
ni66t  th6  n6Gds  of  pEtrons. 


S\ 
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PUXiLMAN  CAft  ACCOMMdPATiayS 
Second-Class  Sleepers  to  bo  Placed  In 
•  General  service. 

II  the  proposed  plan  of  the  Pallman 
Palace  Car  comi^jiny  is  carried  out,  the 
traveling  public  wilt  have  the  choice  of 
two  classes  of  buffet  and  sleeping  cars  to 
choose  from,  instead  of  one, as  at  present. 

The  idea,  as  expressed  by  a  gentleman 
conversant  with  the  facts,  was  explained 
at  the  union  station  this  morning. 

"There  has  been  con-lderahle  dtssat- 
Islaotion,  vigorously  expressed,  among 
ihe  traveling  puulic  generally,  in  conse¬ 
quence  of  the  high  rates  charged  for  the 
conveniences  supplied  by  sleeping  and  I 
buffet  cars.  What  is  now  wanteu  and  will  , 
soon  be  furnished,"  coniinued  the 
gentleman,  "is  a  car  that  will  offer  and 
provide  the  same  ezcluaiveness  as  those 
now  In  use,  but  not  on  such  a  luxurloua 
scale.  The  pricer  will  be  re  luced  so  that 
those  who  want  to  do  so  can  travel  with¬ 
out  being  aubjecied  to  the  publicity  of  a 
geneial  car.  This  is  someibing  that  will 
meet  the  wishes  of  many  that  are  not 
burdened  with  any  too  much  money. 

"Bertha  ol  a  very  comforuble  make 
will  be  placed  in  tfaesleepeia  and  the  ser¬ 
vice  will  be  the  s«me  €u  in  the  regular 
Pullman  cars.  One  of  these  cars  will  be 
in  the  make  up  ol  all  the  trains  carrying 
sleeper  or  uinlngcHrs.’' 

Noth  ng  was  said  about  the  rates  of 
fees  for  poriera,  or  whether  the  lower 
rates  for  passengers  would  be  more  than 
equalled  by  the  demands  of  the 
colored  attendants.  This  new  idea 
will  meet  with  a  great  deal  of  en¬ 
couragement  by  patrons  of  railroads, 
there  are  often  cases  where  a  lamily 
could  and  woutd  occupy  one  or  two  aeo- 
tions  for  ibe  sake  of  being  alone,  or  for 
additional  comlort  and  convenience  In 
taking  charge  of  children.  How  soon 
Uiis  new  car  will  be  introduced  could  not 
be  ascertained,  but  the  probabilities  are 
I  that  w  or k  wjjtsyn  begin  on  the  coaches. 


j  SERIOUS  HRE  AT  PULLMAN. 


I  The  liutitiucr  sliop  at  Pullman  was 
'  burned  early  this  iiiorniug,  causing  a  loss 
estimated  by  the  company  at  Sd8,000. 
The  building 'was  a  large  frame  structure 
with  an  outside  coatlug  of  iron.  The 
frame-work  was  burned  away,  aud 
nearly  all  of  Iho  valuable  ina- 
chiiiery  iu  the  establishment  was 
destroyed  or  greatly  damaged  by  the  ! 
heat.  The  lire  started  in  the  roof, 
caused,  it  Is  supposed,  by  sparks  from 
some  of  the  iielgUboring  furnaces.  The 
iron  coating  on  the  outsido  of  the  build¬ 
ing  kept  the  flames  from  spreading. 

Nearly  all  the  iron  work 
used  ill  the  construction  of  cars  by  the 
coinpany  was  prepared  in  this  shop,  be- 
I  tweeu  SUOand  400  ifieii  being  employed 
i  iu  the  work.  Tliese  will  bo  thrown  out 
I  of  employment  until  repairs,  which  will 
begun  at  once,  can  be  made. 


/  'Z'  fc 


'WBECK  OF  A  VESTIBULE  LIUITED. 


Kallway  Near  Newark,  O. 

Newakk,  O.,  March  14.— [Special.]— One 
was  killed  outright,  two  dangerously  injured, 
and  five  slightly  hurt  in  a  wreck  on  the  Bal¬ 
timore  and  Ohio  railroad  two  mites  west  of 
Black  Hand,  on  the  Central  Ohio  division, 
aud  about  six  miles  east  of  Newark,  this 
morning.  The  cause  was  an  obstruction  on 
the  track  ic  the  shaiie  of  a  largo  rock  hall 
the  size  of  a  passenger  coach.  It  had  rolled 
down  from  the  top  of  Uie  hill,  almost  IbO  feet, 
and  the  train  was  the  Chicago  limited  No.  5, 
In  charge  of  Conductor  Ed  Baymoud  and 
Engineer  John  Moore,  and  was  running 
fifty  miles  an  hour. 

WILLIAM  BALLIN,  fireman,  was  killed. 

The  injured  nro: 

John  Moore,  engineer,  dangerously  hurt. 

John  Hart,  engineer,  dangerously  hurt. 

Edmond  Stevenson,  Bloomfield,  111.,  knee, 
hip,  and  arm  sprained  and  bruised. 

Georoe  wakelt,  Harrisburg,  Pa.,  body 
bruised  slightly. 

A.  F.  Dickson,  Canton,  Dak.,  hip  and  back 
badly  hurt. 

E.  M.  Smith,  Chicago,  knee  and  hip 


sprained. 

Ezra  McConnell,  Flushing,  O.,  severe 
fracture  of  the  right  shoulder. 

All  trains  wore  delayed,  the  track  being 
blocked  until  this  afternoon.  The  quajne, 


UDtUthiaaJteraugm  T^e  bu^oe . 
riBt  tfiik.  All  the  hire'  Wlf  thei 
llrucas  knocked  off.  The  fact  that  it  was  al 
krestibuled  train  is  all  that  saved  a  fearfgfl 
Slaughter.  1 


A  Pintsch  Plant  for  St.  Louis. 

The  Pintsch  gas  light,  for  use  in  passenger 
coaches,  was  little  known  by  personal  observation 
in  this  city,  and  its  excellent  qualities  were  not 
fully  appreciated  by  those  who  had  only  such 
knowledge  as  came  by  reading  descriptions  of  this 
brilliant  illuminant.  But  the  complimentary  ex 
cursion  given  by  the  Wabash  Railway  and  the 
Safety  Car  Heating  &  Lighting  Company  last  Sat¬ 
urday  served  as  an  eye  opener  to  railway  officials 
who  were  in  attendance.  Not  only  did  they  have 
ocular  demonstration  of  the  superiority  of  the 
Pintsch  light  over  anything  previously  seen,  but 
they  could  not  well  avoid  hearing  the  praise  be¬ 
stowed  upon  it  by  the  delighted  excursionists. 
The  light,  steady,  pure  and  penetrating  as  sun¬ 
light,  was  lauded  on  every  hand,  and  a  sure  way 
of  pleasing  patrons  was  made  plain  to  all  the  rail¬ 
way  officials  aboard  the  train.  As  a  result  of  the 
afternoon’s  experience,  the  Safety  Car  Heating  & 
Lighting  Company,  of  New  York,  which  controls  | 
the  Pintsch  lighting  system  in  America,  lias  been 
importuned  this  week  by  St.  Louis  railway  inter¬ 
ests  to  hasten  the  erection  of  a  gas  plant  in  this 
city.  The  railway  companies  have  seen  a  light 
and  they  are  ready  for  its  adoption.  The  erection 
of  Pintsch  gas  works  in  St.  Lnuis  may  be  expected 
at  an  early  day. 


A  Mammoth  Locomotive  Plant. 


St.  Louis  made  a  mistake,  which  the  public 
spirited  people  of  the  city  will  never  cease  to  re¬ 
gret,  when  it  drove  the  Pullman  Company  away 
by  placing  figures,  unreasonably  high,  upon  the 
land  which  that  corporation  desired  to  secure  for 
the  establishment  of  a  plant.  Had  the  city’s  high¬ 
est  interests  been  fairly  considered,  Mr.  Pullman 
would  have  received  a  donation  of  land  enough 
for  his  purpose  before  he  would  have  been  per¬ 
mitted  to  locate  his  car  works  elsewhere.  But 
cities,  like  individuals,  sometimes  grow  wise  by 
experience  and  observation.  The  Strong  Locomo¬ 
tive  Company  having  expressed  a  desire  to  locate 
at  some  available  point  west  of  the  Alleghenies, 
efforts  have  been  put  forth  by  several  cities  to  in¬ 
duce  it  to  select  a  site  in  their  neighborhoods.  For 
a  time  it  seemed  as  though  Springfield,  Ohio, 
would  be  selected,  but  finally  a  tract  of  land’ 
about  15  miles  north  of  Cincinnati,  was  settled 
upon  and  purchased.  It  contains  1,.350  acres  and 
cost  the  company  $357,000.  Glendale,  on  the  Cin  • 
cinnati,  Hamilton  &  Dayton,  15  miles  from  Cincin¬ 
nati,  and  Sharon  and  Evendale,  on  the  Cleveland 
Cincinnati,  Chicago  &  St.  Louis,  distant  from  Cin- 
finnati  17  and  15  miles  respectively,  if  joined  by 
right  lines,  would  form  an  irregular  triangle,  and 
include  most  of  the  tract  purchased  by  the  Strong 
Company.  The  locomotive  works  to  be  erected 
there  will,  according  to  the  approved  plap,  be  600 
by  760  feet  in  area,  and  cons'st  of  ten  shops,  foun¬ 
dries,  construction  rooms,  etc.  Ample  railv^ 
facilities  will  be  granted,  and  a  manufacturing 
suburb  to  Cincinnati  will  ere  long  grow  up  The 
Strong  Company  is  backed  by  abundant  capital 
and  managed  by  men  of  experience  and  ability! 
The  company  will  manufacture  locomotives,  and 
its  capacity  will  be  one  finished  machine  for  every 
nine  hours  of  labor.  It  will  make  a  specialty  of 
Its  ponderous,  swift  running  Strong  locomotive,  of 
which  we  have  frequently  made  mention  hereto- 
ore,  but  will  manufacture  to  suit  the  demands  of 
the  railways,  varying,  both  as  to  sike  and  style,  to 
meet  the  needs  of  patrons. 


S\ 


Sometimes  the  question  ts  helted:«wrhy 
00  you  not  usO  gas  from  the  bub  workst"  to 

I  which  me  reply  is  that  the  compression  ot 
orainary  coal  gas  would  almost  destroy  Its 
lUummutlng  poWer.  Plntseh  saw  that  lone 
ago  and  he  began  experimentihg  with  oil, 
with  immensely  successful  resuita  Crude 
petroleum  la  usually  usecU  and  a  ricu  and 
;  permanent  gas  Is  derived  from  It.  When  the 
gas  has  been  purified  it  lb  paMed  to  thb  com¬ 
pressors  and  stored  in  tanks,  from,  which  it 
is  conduoted  to  the  railway  yards.  If  you 
go  down  to  the  Polk  street  station  any  of 
mose  da.ys  .von  can  see  tie  filling  stands 
which  supply  the  gas  to  me  great  Wabash 
outj  of  me  station ,  Jin  me 

r.«..re*oi  - Srbohas 

■e  beauj 

of  Car  Lighting— BU’iiant  illumin*.  >^18  sleeping  ooaohes  are  lighted  by  me 
•  -  ^  Safety  Cur  Heating  and  Lighting  company, 

and  one— which  is  uncoupled  bstiween  tbls 
St.  Louis — bas  the  old  lumps.  The 
flooded  with  strong. 


FOR  THL^  PUBLIC  GOOD. 

A  SYSTEM  THAT-  DOES  AWAY  WITH  A  I  whiob  supply 

MENACE  TvO  TRAVELERa  f  train  which  fli _ , 

_ _  aliening  age  a  line  of  Ufa.  4ny  one^bo  has' 

I  ever  traveled  on  this  train  knows  the  beau- 
PUoke-ing,  Dangerous  OU  Lamp  ayatem.  Thosd  V*»o  have  noj 


‘  ^vith 


- -—-jiiiuv  uiuminw- 

tlon,  with  an  Entire  Absedoe  of  Danger 
— The  Pintsoh  Plan  a  BemAi  liable  Suo- -i 
cess  in  Every  Way. 

New  enterprises  are  seldom  starteu 

I  Uttle  osieutation  as  accompanied 
opening  of  me  Piutscb  car-light  ug  works  ih' 
Chicago.  A  flue  factory  was  built,  pipes 
ware  laid,  ana  a  begiaumg  made  of  supply¬ 
ing  gas  to  me  railway  companies  before  any¬ 
body  knew  Uiat  this  town  bad  become  a  dis¬ 
tributing  station  for  what  must  seem  a  bless¬ 
ing  to  me  Western  traveling  public,  long 
suffering  under  me  abominable  oil  lamps 
with  meir  candle-light  and  meir  unhiud 
smells. 

The  Pintsoh  system  is  the  foe  of _ 

lamps.  It  is  driving  that  relic  of  the  stage¬ 
coach  out  of  our  trams  just  as  the  eleutrio 
lights  are  drfving  me  gas  lamps  from  our 
streets.  It  seems  to  have  furnished  what 
railways  and  their  patrons  sought  for  in  vain 
for  years— a  lamp  that  would  be  safe,  while 
throwing  an  abundance  of  light.  Reading 
b.v  the  old  lamp  la  torture.  The  lamp  itself 
adds  an  element  of  horror  to  coUisions.  Its 
place  must  be  filled  with  a  oontrivance  that 
is  clean,  that  gives  a  good  light,  and  that  is 
safe,  ana  the  managers  of  me  Piuisoh  oom- 
pan.v  say  mese  adjectives  can  be  truthfully 
applied  m  lamps  lignted  by  their  system. 

It  bas  been  in  operation  lor  years  in  Europe, 
Where  more  railway  coaches  are  lighted 
by  it  than  are  owned  and  operated  in  me 
United  Btatea;  but  its  growth  in  America  is 
a  flattering  aoknowiedgmcut  of  Itsbenefita. 
This  taula  will  suow  how  Us  brief  life  in  this 
country  has  been  rewarded  with  patronage. 

It  g  ves  me  Dumoer  of  railway  ooacues  and 
boats  on  whloh  me  system  Is  used: 


IS.  I.,  Li.  E..  ana  w.  looaisj . . .  y 

West  Shore  R  K.  (coaches) . . 

West  Shore  H.  R.  (bouts) .  4 

N.  Y.,  ProT.  and  Bosioo  B.  B .  69 

Cbioago  ana  Atlsntio . 48, 

Pullman  Palaoe-OarCa  . 40 

Wagner  Palaoe-Csr  Co .  DO 

Providence  and  Slonington  (boats) . 4 

Hoboken  Land  Co.  (boats) . . . 14 

Bosioo  ano  Albany  B  B . .  . .  19 

N.  Y.  and  N.  E.  R  B . 18 

Old  Colony .  16 

New  Jersey  Central  . 160 

Borne,  Watertown  ana  Ogdensburg. .  4 

Bio  Orande  and  Western.’' 16 
N.  Y.  a  and  H.  R  R  R .  60 

Total . . . ■■■,..  . 978 

With  tbls  creditable  showing  the  compaa.v 
came  to  Chicago  and  Is  makiiig  steady  pro^ 
jMs  here,  where  so  many  railroads  center. 
Hot  many  months  agu  exteusive  works  were 
erected  at  me  corner  of  Clark  and  Sixteenth 
•ireets,  and  from  mem  pipes  were  laid  along 
me  ti  ocks  to  the  Rock  Island  and  the  Polk 
fAilway  stations.  Its  President  is  Mr. 
A.  W.  Sopor,  formerly  Qeoeral  Manager  of 
me  Bt.  liuuis  and  Iron  Mountain  railroad 
•nd  its  plans  for  me  future  are  all  drawn 
with  relation  to  Chlobgo  as  me  main  depot 
gr  the  svstem.  I'he  local  agent  is  Mr.  Jacob 
■tMann,  whose  long  experience  as  Master 
Meonanic  for  Western  railroads  has  well 
qualified  him  for  the  practical  direction  of 
the  enmrpnse.  Railroad  managers  knew 
Mr.  Jo  ban  n  so  well  mat  Implicit  velianoe  is 
plaoecl  in  bis  judgment  of  me  value  of  any¬ 
thing  connected  with  me  Improvement  of 
me  meonanical  equipment  of  their  roada  On 
the  point  of  me  comparative  danger  ot  me 
worhs  m  surrounding  property  me  managers 
say  mere  are  thirteen  of  mese  works  rignt 
in  me  heart  of  London,  and  they  are  to  be 
found  in  me  thickest  part  of  Berlin,  Pans, 
and  omer  ooouaenial  cities.  New  York  has 

ona  n^  me  Grand  Central  station  on  Forty- 

{flPDond  street.  All  mese  oitlas  have 

f-wngeat  fire  reguiauons,  but  none  of  man> 

^taiMMutered  mo  daiM  fmahtbe 
ivcrks^ienai  OnougBKirlManV 
;  unusual  restrlolnKA.  u ; 


four  Pintsoh  coaches _ _ _ 

steady  light  poured  dOWfl  by  me  ceding 
lamps.  The  smallest  object  in  the  car  is  dis¬ 
cernible,  and  mere  is  no  groping  for  me 
i»rm  tags.  Tne  old-fashioned  coach,  al¬ 
though  us  lamps  are  better  trimmed  tban 
ordinary  tram  lam  is,  seems  ss  poorly  lllu- 
miaaied  as  a  cabuusa  There  is  no  omer  dif¬ 
ference  in  the  cars  apparent  m  a  casual  ob¬ 
server,  for  me  tank  in  wbioh  the  gas  is 
stored  takes  no  litile  more  room  than  mo 
conductor's  extra  locker  under  the  coach, 
and  me  supply-pipes  are  .'-a  -nd 

machinery  is  unobtrusive _ „„„ 

me  amount  of  good  It  accomplisbes  appears 

altommer  out  of  proporuon  to  its  - 

A  few  blocks  north  yoa  wlU 
the  Lake  Snore’s  famous  limited  taking  on 
its  stores  of  gas  preparatory  for  its  long  t 
to  New  York  and  back.  The  limited  ui 
the  equivalent  of  LOOO  feet  of  UlurolaatiuK 
gas  in  this  journey.  Omer  Western  railways 
are  rapidly  awakening  to  me  tact  that  this  is 
me  only  proper  method  of  oar-Ughtina,  as  it 
is  me  most  economical.  ^ 

In  conueotion  with  the  economical  and 
safety  features  of  the  system  ih.s  itaiemeot 
18  made:  •  i  ne  Pmtseb  gas  is  burned  from  tips 
deUverlng  five-eighths  of  a  foot  per  hour  or  for 
a  four-flame  lamp  a  toUi  oonBumpi,ion  of  two 
and  a  half  leet  per  hour.  With  me  best  city 
gas  used  under  compression  an  equal  illumi- 
natiOD  would  involve  tne  consumption  of  fif- 
tflen  riihia  taut  per  hour,  while  of  ordinary 
*•'  twenty-five  feet  would  be 
-ecords  furnished  by  rail- 
llgbting  cars  with 
best  lamps 


cubic _ 

gas  from  fifteen  . 
required.  Exact 
rood  compaoies  show 

kerosone  costs,  with  _ _ _ 

about  five  cents  per  hour  per  car,  "This  pro^ 
vides  for  six  lamps,  which  in  a  fifty-foot  oar 
pve  very  inadequate  lilnmination:  Abun¬ 
dant  and  perfectly  satisfactory  illumination 
with  me  Pintsoh  gas  from  four  four-fiame 
lamps  can  be  furnisbed  as  chespiv. 

“It  should  be  remembered,  however,  that 


kerosene  under  all  conditions  is  __ 

— -inaiary  agent  for  car  iUumina^ 
aoeidoht  it 
highly  inllam- 


is  scatter,  _  _  .uuoiu- 

maole  Woodwork  and  oiled  canvais  bead  iin- 


of  mo  car,  involving  nlmoM  oermrn  del 
strucuon  to  everything  upon  which  it  falls. 
PiDtscD  g'&Sf  OQ  tti6  oUlor  biuuL  involvBa  ab¬ 
solutely  no  flanffer.  If  notai  ones  Sxe.n- 
fished  It  conUnues  to  burn  witnoul  me 
least  risk  of  communicating  me  flame  to 
combustible  maienais.  If  me  pipes  or  con- i 
nections  are  broken  the  light  U  immediatelv 
extinguished,  and  me  gas  U  wUoUy  free 
from  any  poisonous  quality  involving  risk  to 
those  PreatbiDg  it.  Naitiier  In  SuroM  nor  in 
the  Uniiea  States,  througnout  all  the  years 
of  successful  car  illumination  by  the  Pintsoh 
system,  is  tdere  any  record  of  conflagraiion 
merefrom,  even  in  severe  and  destructive 
aooldeois.  The  gas  It  wholly  without  explo¬ 
sive  quality.” 

The  economy  of  the  s.yatem  is  oven  more 
marked,  of  course,  by  comparis< 


fasonably  expensive  cleutriocarUiuoiin^ 
Uons  wbion  costs  at  least  tour  or  live  times  as 


^*>*‘*:  clear  globes  ami 
refieclors,  are  folly  as  tasteful  as 
me  mectric  lamps,  iney  throw  no  shadows, 
and  they  are  unusually  brUliant.  That  tMy 
have  teen  sausfaotory  to  iue  countries  which 
Sn^melr  ^  experience  with  mem 

and  meir  gas  is  demoostrable  with  me  Ab- 
ures  supplied  to  a  Tkibuke  reporter  bv  me 
Mmpany.  In  1888  11,433  cars,  moVtiy  ?S  En* 

mter  *’1^ years 

later,  la  ISbd,  27,405  ooacbes  earned  tne 
ior  last  year  are  not  in 
reaob,  or  an  even  more  remarkable  inoroMa 
In*flve*%arB*^**  than  this  one  of  UO  per  cent 
To  let  me  company  speak  for  Itself  sgaini 
Batisf^tory  ligbttng  for  passenger  and 
Soodiuont^'^*'^  car*  Involves  ui«  fouowmg 
1*.*  ^  l>e  •»Je  beyond  the  Buspioioo 


tributed  that  travelers  In  any  parts?  U*®  car 
can  read  easily  and  comfortably. 

”  4.  It  must  be  simple  in  operation ;  abso¬ 
lutely  reliable  end  of  constant  quality,  and 
not  dependent  npon  the  Intelligenoe  or  fidel¬ 
ity  of  employes. 

*'  These  oonditioas  are  met  only  by  the 
Plntscb  s.vslem.” 

The  company  has  settled  in  Chicago  with 
mo  iiitention  of  making  this  tewn  Its  head¬ 
quarters,  as  me  immense  railroad  tramoof 
Coicago  would  suBgest  It  should  be.  The 
promoters  lotend  pushing  their  enterprise,  , 
multiplying  ;  nelr  pl-ants,  and  giving  ibe  West¬ 
ern  traveline  public  relief  from  me  tyranny  | 
of  mo  old-fashioned  methods  of  lignt-  . 
ing.  If  they  do  mat  they  are  certainty  en¬ 
titled  to  a  vote  of  pnblic  thanks. 


A  Dining  Car  Entornriso. 

Tire  Soiilhern  Pacific  Company  ii 

invars  on  the  Central  Pacific  trains. 

ran  on  the 

overland  route  between  Chicago  and 
Ogden  and  the'  Union  Paoifio  runs 
I  them  through  to  Portland  on  the  Or- 
nn®th  Line.  Their  introduction 

oil  the  Central  Pacific  would  be  a  great 
1“?'^°^®“*?' in  eervice,  and  has^n 

'  dtein^  1^®'°'?®  “  necessity.  No 

teal  l4cffic  ex?ep‘r?h«o"ou  me?a?; 

spedal  and  tlio  “silvir 

r.ti-,4“op»  a;  sri 
,  «df  rK'ir-T.  Kit"?” 

employes. 


be  keptupfoi 


loonomioal  in  aMk  . 


(  — The  Pullman  Company  has  contracted  to  fur- 
nish  several  hundred  new  cars  for  the  Reading  j 
Railroad,  to  be  used  on  the  main  line  and  the  / 
Philadelphia  &  New  York  Division.  / 


J^'exc 


EXCELLENT  TRAIN  SERVICE. 


.fthe  Pulli 

service,  with  headquarters 
Uily.  It  has  been  Mr.  Sims  aim  to  make 
this  traiu  as  popular  as  posdble,  with  the 
idea  of  makiug  it  a  permaueut  fixture, 
which  it'  uot  accomplished  this  seasou 
will  most  likely  be  doue  uext  year,  as  the 
business  so  tar  has  proven  profitable  to 
both  the  railroad  aud  Pullmau  Compan¬ 
ies,  and  there  is  no  sigus  of  auy  decrease 
in  the  travel, no  withstanding  the  Lentou 
seasou  is  over,  and  in  (ormer  years  very 
few  strangers  remain  or  come  here  im 
mediately  after  Easter. 

Last  night  the  train  consisted  of  four 
through  oars,  two  being  pario.-s,  and  all 
were  filled.  The  parlor  cars  were  :  the 
Pullman  Vestibule  Buffet  oars  Fidelia 
and  Imogen,  in  charge  of  the  polite  and 
popular  conductor,  Mr,  J,  P.  Keator,  as¬ 
sisted  by  selected  aud  trained  porlors. 
The  cars  are  the  best  in  the  Pullman  ser¬ 
vice,  The  Buffet  in  each  car  is  a  great 
convenience  lo  those  travelling,  aud 
make  a  long  j  juruey  pleasant  From 
the  Bufleta  can  be  served  a  light  lunch¬ 
eon  or  a  substantial  uietl.  The  follow¬ 
ing  menu  is  given  to  select  tfom,  and  all 
the  articles  named  are  always  kept  on 
hand,  b* allies  a  lull  line  of  well  selected 
wine  aud  liquors  of  the  company’s  own 
imporiatiou. 

MENU. 

French  BoalTon,  Ox  Tall,  Jallen, 

Chicken,  Tomato,  Mock  Turtle, 

Glam  Broth,  Clam  O  mwder,  Oreen  Turtle, 


Chicken  Cnrry,a  LMndleum 


,  Chicken  a  la  Marengo. 
9,  Piqnante, 


French  Qame  Pater,  Truffled, 


Boston  Baked  Beans, 


Preserves  with  marmaiaoe 

Cream. 

»oy«l  Snglisb  Plum  JPurdtng,  with  Sauce, 


“FObTT-NINEBB”  OOINQ  BACR 


Since  the  Peiii  svlvaii  a  people  made 
arraugemeu's  to  put  Pullmau  vestibule 
parlor  cars  on  the  through  train,  from 


tuis  city  to  New  York,  there  i_  _ _ 

who  is  'entitled  to  more  credit  for  the 
success  of  the  service,  and  whose  atten¬ 
tion  to  the  comforts  of  the  patrons  has 
earned  more  just  praise  for  this  line  than 
Mr.  J.H.Sims,  District  Supt  riuteudeut 
0..1I - parlor  aud  sleeping  oir 


On  Their  Way  to  Visit  the  Paolflo  least 
They  Look  Around  Chicago. 

The  Society  of  California  Pioneers  en  route  for 
the  Pa.ciHo  slope  spent  a  lew  hours  in  the  city 
yesterday  afternoon.  Under  the  charge  of  the 
local  organization  they  visited  the  Auditorium 
and  took  refreshments  at  the  Grand  Pacific  be 
fore  leaving  for  the  West. 

It  IS  over  forty  year  since  some  of  these  gentle- 


1  California,  where  they 


five  of  the  pioneers  are  original  ‘•forty-niners," 
and  together  with  their  families  and  friends 
iiiaUe  a  parly  of  152  on  the  ulegant. 
jJuUmjin  ^ynstlhiila  special  whlen  is 
taxing  inis  Ifaymona  excursion  westward. 
It  is  under  the  management  of  P.  hi.  Ayer,  as¬ 
sisted  by  Charles  L.  Robinson.  The  parly  left 
Boston  April  lU.  stopped  at  Niagara  Fall's  and 
at  this  city,  and  are  now  on  their  way  to  Santa 
Fd,  where  they  will  be  tendered  a  reception  by 
the  Governor  of  New  Mexico.  Leaving  San 
Francisco  on  tnetr  return  they  will  visit  San 
Juse..SaU  Lake  City,  the  picturesque  regioa  of 
Omaha,  and  then  to  Boston,  reaching 


_ rs  of  the  association  are:  President, 

Oapt.  W.  H.  Ihomes;  Secretary,  P.  F.  Whltte- 
— -j;o;  Directors,  Gen.  S.  A.  Chapin,  Charles  h 


Sardines,  Olives,  Pickles, 

Baw  Oysters, 

GalanUne  of  Wild  Beat>s  Bead, 

„  _  Boast  Spring  Chicken, 

H«n  or  Ham  or  Tongue  cauawlohea, 

Picjcl^d  Lambs*  Tongues, 


Apricots,  Peaches,  Cherries,  or  Egg  Plums,  I 


IN  TWENTY-THREE  HODRS 


This  train  has  made  as  good  an  aver 
age  record  as  any  road  can  ahow  for  fast 
and  soliedule  time.  The  distance  be- 
tweoh  tho  two  cities  Is  one  hundred  aud 
fortj-six  miles,  and  it  has  only  been  be¬ 
hind  time  one  1  since  it  started',  February 
OiB)  and  that  wae  on  aecouut  of  a  delav 
in  the  Jersey  City  yards.  The  averag'e 
run,  including  four  stops.  Is  one  mile  to 
every  on$  and  a  half  m.uutes.  List  night 
It  made  the  run  from  Camden  to  this 
city  In  sixty.flve  minutes,  a  dis  auoe  of 
flity-elght  miles.  The  scheduled  time 
being  seveuty^wo  minutes..  Charles 
Ostrander  la  conductor,  and  Harry  E.rl, 
engineer,  are  in  charge  of  the  train  on  the 
Camden  and  Atlantic  Railroad. 


The  Fastest.  “Flyer”  In  the  World  to  Bo 
Fat  Un  by  the  Michigan  Central  Bail* 
road  Company  —  Deiorlptlon  of  the 
Bnmptnoos  Cars  to  Be  Used  on  This 
Train— Tangles  Brooght  About  by  the 
Alton's  Bednced  Bates— Mlsoellaneoiu 
Notes. 

It  is  announced  that  the  Michigan  Central 
railroad  has  decided  to  put  on  a  new  limited 
vestibule  train  between  New  York  and  Chi¬ 
cago.  which  will  bo  the  fastest  train  in  the 
world.  It  will  reduce  the  running  time  be¬ 
tween  the  two  cities  twenty-three  hours. 

The  'Wagner  Palace  Car  company  is  build¬ 
ing  twenty  new  cars  for  this  service.  The 
train  will  carry  no  coaches.  A  combination 
baggage  and  smoking  car  will  be  next  to  the 
locomotive.  'Then  will  come  another  combi¬ 
nation  car,  in  which  will  be  the  bath-rooms, 
tonsonial  rooms,  a  library  well  stocked  with 
books  of  travel,  novels,  and  other  literature 
acceptable  to  touristsg  This  car  will  also 
contain  an  elegant  drawing-room  fitted  up  in 
Oriental  style. 

Next  to  this  car  will  be  another  devoted  to 
a  cafd,  dining-room,  etc.  The  sleeping-cars 
will  make  up  the  rest  of  the  train. 


0^1 


BaUroad  Notes. 

Pullman’s  Palace  Car  Company  has  declared  a 
qnarlCTly  dividend  of  IRI  a  share,  payable  to 


holders  of  record  May  1  on  mW  15."' Transfer 
books  close  May  1  and  reopen  May  1(1. 

On  May  11  the  Chicago,  Milwaukee  A  St.  Paul 
will  open  up  a  new  route  with  Vcttlbuled  limited 
-  - — ^  andtjlf.  Psnl  The 


tralna  between 
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^ /Lc 

Think  of  a  Pullman  palace  car  cathe¬ 
dral.  ,  It  Is  both  a  paradoxi  and  is  tu  be  a 
,  fact,  says'tho  o{  Work,  Bishop 

■Walker,  of  North  Dakota,  having  decided 
to  have  a  f’lillmaii  car  so  constructed  as 
to  afford  seats  In  It  for  eighty  or  more 
I  people,  and  to  contain  a  font,  an  altar,  a 
;  leiiteni  and  a  cabinet  organ,  and  what- 
I  ever  might  bo  ncce.ssaiY  for  conducting 
worship  and  performing  the  rites  and 
sacraments  of  the  churcii.  Notice  will, 
he  sent  In  advance -to  the  people  of  a 
certain  town,  annobncln^  the  date  of  the 
bishop’s  visit  there.  On  the  appointed 
day  the  car  will  be  drawn  to  the  village, 
and  switched  off  on  a  side  track.  At  the 
proper  hour  tlie  religious  services  will  bo 
hold  in  the  room  of  tlie  car.  Next  day 
the  car  will  be  moved  on,  and  the  services 
repeated  elsewhere. 


The  Baltimore  &  Ohio  Railroad,  according  to 
Third  Vice  President  C.  K.  Lord,  will,  on  June  1, 
introduce  in  its  passenger  department  one  of  the 


most  striking  innovations  ever  witnessed  in  the 
railway  service  of  the  country.  This  company 
will,  at  that  date,  put  on  six  trains  between  Neifr 
York  and  'Washington,  which  will  consti¬ 
tute  what  will  be  known  as  the  White 
House  Limited  service.  The  present  run¬ 
ning  time  will  be  reduced  half  an  hour.  The 
cars  in  these  trains,  now  being  built  by  the  Pull¬ 
man  Palace  Car  Company,  will  be  of  white,  inside 
and  out.  The  outside  will  be  enameled  with  white 
and  gold,  the  upholstery  will  be  white,  and  on 
night  runs  the  coaches  will  be  brilliantly  lighted 
by  the  Pintsch  system  of  illumination. 


The  first  consignment  of  the  new  passenger 
coaches  built  by  the  Pullman  Company  fpr  the 
Beading  Railroad  were  delivered  last  Monday. 
There  are  fifteen  cars,  which  will  be  placed  on  the 
express  tnains  of  the  main  line  division  at  once. 
The  order  for  these  cars  was  placed  last  Novem¬ 
ber,  and  the  builders  guaranteed  that  they  should 
be  the  handsomest  passenger  coaches  ever  turned 
out  of  the  Pullman  shops. 


A  GBAMD  AND  SATISFACTORY  TEST 
OF  EXTINGUISHING  FIRE  BY  THE 
EMPIRE  SAFETY  FIRE 
EXTINGUISHER. 


The  public  had  an  opportunity  to  see  a 
test  of  this  Eitinguisher  on  Tuesday  April 
1st,  in  Broad  street,  opposite  the  Stock 
Exchange.  A  structure  twelve  feet  high  by 
eight  feet  wide  and  six  feet  deep  was 
thoroughly  saturated  with  tar,  kerosene, 
naphtha  and  other  inflamables  was  ignited 
and  after  burning  so  fiercely  as  to  drive  the 
crowd  back  more  than  100  feet  and  after  a 
lapse  of  several  minutes,  so  that  it  should 
be  ablaze  in  every  part,  the  Empire  Safety 
Fire  Extinguisher  was  brought  into  play 
and  by  merely  turning  the  lever  the  fire  was 
completely  quelled  in  thirty  seconds.  This 
was  the  most  satisfactory  test  ever  made  by 
any  fire  extinguisher.  The  apparatus  is 
simple,  cannot  get  out  of  repair,  is  portable 
and  durable.  The  gas-forming  ingredi¬ 
ents  are  confined  in  glass  bulbs  in  the  maga¬ 
zine  and  are  forshly  mixed  at  the  instant  of 
use.  Therefore  no  loss  of  power.  The  test 
shown  was  most  satisfactory  and  justifies 
every  claim  made  for  the  Extinguisher. 
The  ingredients  usedare  not  dangerous  and 
'  carbonic  acid  gas  forms  no  part  of  the 
equipment. 

So  satisfactory  have  been  all  tests  applied 
that  a  Company  has  been  formed  with 
ample  capital  to  manufacture  and  introduce 
the  device.  The  headquarters  of  the  Com¬ 
pany  are  at  63  Broadway,  New  York,  the 
President  being  J.  W.  Oakman,  Esq.,  with 
A.  Q.  Woodrow,  Vice-President,  A.  M. 
Rodriguez,  Secretary  and  H.  B.  Oakman, 
Treasurer. 

We  predict  for  the  Empire  Safety  Fire 
Extinguisher  a  rapid  and  permanent  success. 


^/fo 

L  A  BITAL  TO  PDLIiHAN. 

I  Oapllallata  to  Balld  •  Town  and  Start  Car 
Worka  Near  Bradford. 
rSPSCIAI.  TBLIOBAM  TO  THB  DISPATCH.] 

Nkw  York,  April  3.— Phlladolphia  and  New 
York  oapitallBUbaTe  organlzad  the  Steel  Tabu¬ 
lar  Car  Company,  wbicb  intenda  buildlDg  a 
town  near  Bradford,  McKean  county.  Pa.,  to 
exceed  In  importance,  it  ie  said,  tbat  ol  Pull¬ 
man,  near  Cbleairo.  Tbe  compapy  is  Interested 
In  an  invention  tbat  is  expected  to  revolution¬ 

ize  tbe  present  constrnction  of  paesonger  cars, 
and  bas  bouebt  from  8,000  to  6,000  acres  of  land 

near  Bradford,  where  the  oar  work!  are  to  be 

eetabllshod. 

Tbe  invention  provides  for  a  frame  work  of 

steel  tablngs  so  arrangetl  ae  to  wltbstand  the 

severest  shocks  of  eollisions  or  derailment,  the 
object  beine  to  produce  a  practically  indo- 
Btruotible  oar,  secured  against  telescoping  by  a 
series  of  rigid  longitudinal  tubes  and  injury 
from  derailment  or  overtumlng  by  a  series  of 
tubular  hoops  forming  a  portion  of  tho  frame  . 


THE  STORM  RECOILS. 


Dismissed  Conductors  Will  Sue  for 
$50,000  Damages  A'piece. 


SHOVING  THE  DUPLEX  RECEIPTS. 


An  Army  of  Men  Will  Pledge  Themselves 
to  Pash  the  Test  Cases. 


TO  PA  I  SPOTTERS*  WAGES 


Tbe  seance  among  the  passenger  conduc¬ 
tors  of  the  Peunsylvania  Company  bas  just 
gotten  in  shape.  While  the  company  sent 
out  a  cyclone  which  blew  many  of  the  men 
out  of  positions,  the  men  themselves  are  en¬ 
gaged  in  scattering  black  paint  over  a 
tliuuder  cloud  which  will  be  turned  loose 
to-morrow.  Preparatory  to  this  the  Pedera- 
tiou  ot  Bailroad  Employes  will  bold  a  meet¬ 
ing  in  K.  of  Xi.  hall,  Fifth  avenue,  this 
evening,  to  add  the  thunder  to  the  cloud. 

The  coming  storm  will  be  in  the  shape  of  ,  nuJii“recently.° 


How  lar-reachiog  will  be  the  results  of 
this  decided  action  can  only  be  imagined 
when  it  is  learned  what  vast  reserve  force 
lies  in  the  Federation  ot  Railroad  Em- 

_  _ r-,-  in 

the  country,  from  the  train  dis¬ 
patcher  down  to  laborers  and  mechan¬ 
ics  employed  along  the  line  and  in  tbe 
round-houses.  These  cases  will  interest  just 
as  much  the  Oalitornia  conductor  ns  they  do 
the  ticket  puncher  in  the  E  ist.  Money  to 
push  the  cases  through  courts  will,  if 
necessary  be  raised  from  evefy  one  ol  the 
thousands  of  employes  in  the  country. 
Quietly  tbe  work  of  reorganizing  the  men 
bus  been  going  on  ever  since  the  unfortunate 
strike  on  the  Missouri  Pacific  road,  until  it 
bas  assumed  its  present  enormous  propor- 

Comprised  within  the  Federation  of  Bail- 
road  Employes  are  the  lollowiog  organiza¬ 
tions:  Tbe  Brotherhood  of  Brakemen,  the 
Brotherhood  of  Firemen,  the  Brotherhood 
of  Railway  Condnetorz,  tbe  Swilcbmen’z 
Mutual  Benefit  Association  and  the  Yard- 
masters’  Mutual  Benefit  Association.  These 
organizations  are  national — that  is  to  say, 
they  embrace  a  large  proportion  of  the  men 
employed  at  tbe  branch  of  work  indicated 
by  the  title,  tbronghout  the  United  States. 
The  eugioeers  also  have  their  orgnnizatiou, 
but  have  held  aloof  from,  the  Federation 


a  suit  for  defamation  of  character  ana  crim¬ 
inal  libel  against  the  officials  of  the  Penn¬ 
sylvania  company,  for  $60,000  damages  in 
each  case.  The  suit  will  be  brought  by 
John  Day  and  John  Bacon,  two  of  the  old¬ 
est  ana  most  respected  and  competent  men 
in  railroad  service  anywhere.  'I'he  men  say 


With  this  power  at  their  bnoks  tbe  con¬ 
ductors  say  they  will  make  a  desperate 
fight.  Besides  this,  as  soon  as  the  meeting 
is  over  to-night,  the  other  main  offices  of 
the  Federation  will  be  notified  and  asked. to 
lend  their  assistance.  These  offices  ere  at 
Chicago,  San  Francisco,  Cinciunati, 


tho  officials  have  claimed  the  discharges  ,  Louis,  Philadelphia,  New  York  and  Boston. 


These  tv 


thorough  railroad  men,  and  the  charge  of  gpotters  by  the  comp'any.  One  ol 

1  la  ,  these  spotters,  who  is  a  woman,  has,  it 
is  claimed,  been  responsiule  for  a 
number  ot  the  discharges.  She  worked 
on  through  trains  mainly,  an, I  gave 
special  attention  to  the  division  betweeu 
Pittsburg  and  Crestline,  O.  A  short  time 
ago  she  got  on  Conductor  Johh  Bacon’s 
train,  at  Crestline.  She  said  she  was  trav¬ 
eling  for  a  brush  manufactory  in  New  York, 
and  was  “dead  broke.’’  She  said  her  uncle 
was  dying  in  Pittsburg,  and  she  wanted  to 
see  him.  The  conductor  refused  to  carry 
her,  and  she  finally  paid  her  fare  to  a 
station  near  Rochester,  and  with  tears  in 
her  eyes,  begged  to  be  carried  into  the  city. 
Tbe  coddnetor  refused,  and  she. was  put  off 
at  the  station.  AVith  tbe  other  conductors 
she  was  more  success'nl,  and  John  Day  and 
several  others  fell  a  victim  to  her  tears. 

On  the  other  hand,  the  officials  'of  the  ! 
company  say  the  men  were  discharged  for 
“knocking  down’’  and  for  “shoving  the  du¬ 
plex.’’  Their  only  proof  of  this  is  tbe  spot¬ 
ters’  reports.  As  described  by  the  spotter, 
the  Pfethod  of  “shoving  the  duplex’’  is  as 
follows:  It  is  well  known  that  when  a  cash 
fare  is  taken  tbe  conductor  gives  the  pas¬ 
senger  a  receipt  for  10  cents.  It  is  punched 
IP  the  pame  of  tbe  station  at  which  the  pas¬ 
senger  boards  the  tram,  and  also  at  tbe 
point  of  tbe  passenger’s  destination.  This 
receipt  is  double  and  most  be  panchevTIn 
the  presence  of  the  passenger.  One 
receipt  is  torn  off  and  given  to  tbe 
passenger,  and  the  other  is  retained 
bv  the  conductor,  and  turned  into  tbe  main 
oMce  at  the  end  of  bis  run.  The  spotters 
claim  that  tbe  punch  through  tbe  name  of 
the  station  where  the  passenger  got  on,  is 
made  through  both  receipts,  but  when  the 
pgnch  lit  the  deMination  point  Is  made,  the 
oonductof  deitly  sBoves  hJjJJHjlUi  between 
the  two  receipts,  ennblfi!B*nin^o  punch 
only  the  receipt  which  is  handed  to  the  pav 
s^er.  This  leaves  the  other  one  blank, 
ginf  at  tbe  first  opportunity  the  conductor 
will  punch  his  receipt  at  q  station  26  to  100 
miles  less  distant  than  the  proper  one.  This 
will,  of  course,  leave  him  3  cents  for  each 
mile  he  has  been  able  to  cover  by  means  of 
tbe  crooked  receipt 

The  officials  also  let  it  be  understood  tbat 
four  more  heads  would  fall  on  the  Fort 
■Wavne  road  to-day.  They  are  men  on 
local  trains. 


incompetenev  cannot  be  brought,  it  is  said, 
for  their  official  records,  they  assert,  are 
pure  as  a  maiden’s  prayer,  and  their  asso¬ 
ciates  are  all  firm  in  this  belief. 

MAKING  A  TEST  OF  IT. 

D.  T.  'Watson,  Esq.,  bas  been  retained  in 
the  case,  and  tbe  meeting  to-night  will  be  to 
officially  place  the  case  in  his  hands,  and 

-  money  to  pay  the  expenses.  These 

will  be  made  test  ones,  and  on  the  de¬ 
cision  rendered  on  them  will  rest  the  late  of 
score  of  others. 

Another  feature  which  will  occupy  much 
of  their  time  will  be  a  decision  as  to  whether 
le  Union  Guarantee  Company  will  also 
ave  to  be  included  in  tbe  charge.  Tbis  is 
company  scarcely  known,  outside  of  rail¬ 
road  circles,  to  exist.  In  fact,  it  is  one  of 
the  inner  circles  of  tbe  great  Pennsylvania 
Company.  All  conductors  are  required  to 
give  a  bond  through  this  company,  no  out¬ 
side  parties  being  allowed  to  go  on  a  con- 
dnetor’s  bond.  This  bond  has  to  be  renewed 
every  year  and  each  conductor  is  charged 
**  50  lor  this  service.  Tbe  conductors  claim 
have  proof  that  the  money  thus  raised  is 
used  in  keeping  up  tbe  corps  of  spotters. 
That  is,-  the  wages  of  the  spotters,  which, 
like  shadows,  ever  watch  their  movements, 

*  -e  paid  by  the  conductors  themselves. 

'Vvhat  the  men  fear  is  tbat  sbonid  their 
.Ase  prove  a  good  one  against  tbe  Pennsyl¬ 
vania  Company,  that  corporation  could  at 
once  crawl  behind  the  Union  Guarantee 
Company  by  tbe  statement  tbat  the  latter 
concern  made  the  allegations  of  crooked¬ 

ness.  If  the  suit  was  made  against  the 
guarantee  company  it  might  also  pursue  tbe 
course  of  shielding  itself  with  the  larger 
ooDcern.  It  is,  therefore,  probable  that  a 

joint  suit  will  be  made  against  both  oorpora- 

The  men  claim  that  all  the  evidence  the 

railroad  company  has  against  them  is  the 

nnsapported  statements  of  paid  spotters,who 

must  either  find  crookedness  or  lose  their 
jobs.  For  themselves,  they  have  hundreds  of  | 
witnesses  to  prove  their  honesty.  ’ 

OISCHAROBB  MEN  BLACKLISTED. 

The  men  also  claim  that  to  be  disoharged 
under  tbe  present  circuuistanoes  means  that 
they  are  blacklisted  on  every  road  in  tbel 
country,  and  will  have  to  go  outside  of 
railroad  busibest  to  hunt  a  position. 


OFF  FOB  CABDIFF. 

ir.  It  oifWfiW.  Ti.  1 

I  Jv  W'yArksr.  QiwcUss.  VU  ' 

U  P.‘ Abbott,  UennIngtoB.  V». 

Great  Excursion  Starts  for 

1  «p».  1.  E.  Plngree,  Hartford,  Vt. 

Hon.  P.  W.  Childs.  Brattleboro.  Vt. 

lion.  J.  £.  F.  Arlmer,  ex-insinbsr  cf  rarliamrnt. 

PTTLT.MAW  HA^l  PEOFITS. 


List  of  oars  asBl-^ed  for  Paymond  arid  Phltoom^*8  Exoiarsion, 
leaving  Boston,  April  19^h,  for  Cardiff,  Tennessee, 


SLKKPEPS 

Georgia  Vestibuled 

Carolina 
Kemuoky 
Hiawassee 
J^^Wapitl 
^  Queenstown 
*  Liverpool 
Hong  Kong  — — 

Plattsmouth  Vcstibuled 
LCorinthla  • 

Alsatia  —  — 

Egeria  — — - 

Havarete  Vcstibuled 

Ton  quin  • 

Tornecula  • 

Elkhart  • 

Lomond  — — - 

Kami  et 

■  Orestes  — 

Asteroid  — 

Talisman  — - 

Oranby  - - 

Brunswick  — - 

■-  Canton  - 

Internat ional  - - 

Empire  - 

Salome 

Pavonia  - 

^  Hermes 
Syracuse 

Elmira  - 

Concord  - - 

Montpelier 

r  wabanse  - — -- 

Piiritan  - - 

/  oarden  City  - - 

^(Poxbury  S  Vestlbuled 
Sydenham  • 

uantasket  • 

Juniata 


DPT  PTC  CAPS 
Casa  Monica 
Co  ronado 
Aleazar 
Ponce  de  Leon 
St, Charles 
Caplt  ol 
Del  Monte 
Ocean 


POBTATIOir  OOH- 
cnixo— Sliotioh 

CPOBT  OH  THB  COH- 
MAM  OaSE. 

Central  Transpor- 
delpfala,  held  their 
ling,  at  AsBsoiatton 
lestnnt  streets.  M. 
)point«d  Temperary 
Btoffer  Temporary 
of  the  preceding 


ition  of  settlement  or 
0  Palace  OarOompsny 

appealed  to  the 
I  States  were  expooted 
lar,  It  was  considered 
ih  would  be  outho'’ita- 
sw  prooeodlnM.  Both 
Palace  Oar  Oompany 
BDt  awarded  us  la  the 
(lentral  Transpor- 
deMslOD  agalnet  the 
Bued  exhauettyely  he¬ 
me  Oourt  00  January 
re  and  eounsel  have 
sxpeetlng  a  deoldon. 
deu  down,  but  prompt 


Id  by  circular  will  b 

eckerly.  Treasurer, 
re  been  fl45,39l  97, 
and  from  previous 
f  $168,217  60.  The 
12.  The  lUbllities 
'  are  as  follotrs: — 


$109-00 
900  00 


-10,214-78 

-  $160,364  78 

point  wore  given 
iny  question  they 
the  affiairs  of  the 
n  arose  and  asked 
for  bringing  to  a 
with  Pnllman 
s  that  he  thonght 
ily  one  who  would 


or  the  folio  wing 
liOckwood  plaoed 
I,  the  same  being 
P.  Obdyke,  Evan 
George  K.  Keed, 
stevene,  Matthew 
t,  and  Joeeph  D. 
Dreasorer,  Frank 


J 


OFF  FOB  CARDIFF. 

Great  Excursion  Starts  for 
Tennessee. 

Hafflintth  Laid  Salt  ti  Bifii  Nut 
Totsday  aid  Last  Fiar  Days. 

Some  Notable  People  Who  Visit  the 
^  Bimny  South. 


Off  for  Cardiff. 

The  biijfeat  train  of  Pullman  cars  that 
erer  loft  this  city  started  at  la.  15  p.  in. 
yesterday  from  the  Fitch  bunt  depot,  when 
the  Hrst  sootioa,  with  Col.  W.  P.  Kko,  liU 
execnti  re  staff  and  Boston  newspapermen 
rolled  out  on  Its  Jons  journey  of  laoo  miles 
to  Cardiff.  Teim..  whore,  on  Tuesday  next, 
will  begin  probably  the  moat  important 
land  sale  wkioh  has  yet  taken  place  in  the 
South. 

Fifteen  minutes  later  the  second  section 
left,  and  until  2  p.  m,  section  alter  saction 
pulled  out  at  short  intervals.  Fach  tram 
consisted  ot  a  besreaga.  Pullman  dining  and 
four  or  live  Pullman  »e.stibulod  sleeping 
coaches,  each  under  a  competent  conductor 
ana  a  corps  of  experienced  assistants. 

Among  the  eo.ispicuous  figures  noticed 
upon  the  nlatform  prior  to  the  departure  of 
the  first  section  were,  W.  P.  Rico,  the  organ¬ 
izer  of  tho  excursion,  and  a  aeutleman 
widely  known  as  the  leading  snirit  ip  tlie 
dovelopmentof  Fort  Pavne.  Ala.,  and  Denni¬ 
son.  Texas.  Col.  \V.  M.  Mick  of  Waltham 
was  there,  as  were  also  Col.  M.  H.  French, 
manager  of  the  Dennison  i.anti  and 
InvMtment  Comnany:  Col.  a  B.  King, 
president  of  the  Boston  Marketmen's  Club: 
Col.  Ceorge  E.  Smalley,  treasurer  of  the 
Kice  iDTcstment  Company ;  Rev.  Emory  .T. 
Haynes.  D.  D.,  of  the  Tremont  Temple  Bap¬ 
tist  church ;  Hon.  George  A.  Alarden.  Stale 
treasurer  of  Massachusetts;  Mon.  B.  B. 
Smalley.  Burlington.  \'t 
.Among^ihe  more  prominent  people  who 


visit  Carditf  ai 


} ,  presideat  or  the  Cardiff  Ci 


W.  K.  Callander,  Sprin^aeld,  Maea. 

E.  D.  Chapin,  SprlngneW.  Maai. 

H.  n.  Kklnnar.  Soilngfleld,  Mas*. 

Hon.  A.  P.  Chlldi,  Sorlngnrld.  Miui. 
Hon.  tv.  tv.  nine,  tVollaaton.  Haia. 

Capt  B.  F.  tVyar.  Woburn.  Mass. 

MaJ.  J.  P.  Frost  of  Tiia  Boston  Utoaa. 
C.  P.  Bond  of  the  Boston  Tmrallar. 

A.  T.  Waita  of  the  B.iston  Hamid. 

J.  tv.  Ayres  of  Uia  Boston  Journal. 

T.  B.  Pngs  of  the  Boston  Adysrtlaar. 

H.  M.  Pliikham  of  tho  Boston  Post 
J.  8.  Smith,  editor,  Rockland,  Mast. 
Georgs  F.  PInkhain,  tVoUaaton,  Mast. 
Gfo-.ge  A.  Falaa.  Bottoo.  Slats. 

W.  E.  A.  Legg,  IlMton,  Matt. 

W.  F.  hunt  XewlonvUle.  Mats. 

Col.  C.  A.  UIghlon  on  Oov.  Burleixh's 
Maine. 

Hoii.  Carlos  Heard.  Blddaford,  Ms. 

Hon.  Edwin  .Stone,  Blddaford,  Me. 

Ilou.  F.  B.  Torray,  Bath,  Sla. 

A.  tL  Shaw,  Esq..  Bath,  Me. 


Capt  George  Thuobald.  Richmond.  Me. 
Col.  George  I,.  Thompson,  Brnntnick.  Me. 
lion.  George  8.  tVoodman,  Aubujm.  Me. 


W.  n.  Wright,  OrweU.  rt  I 

J.  Wt  Parker,  tlneolise,  Vt. 

U  P.  .Vbbolt,  Uaanlnglon,  PI. 

Hob.  i.  K.  I'lngrec,  Hartford,  Vt. 

Hon.  F.  W.  Childs.  Bralilaboro.  Vt. 

Hon.J,  £.  F.  Aylroor,  ex-moinber  tf  I  nrliamml, 
Ismiton,  I'.ng.,  ami  in.my  other,. 

A  large  number  of  sentlemi  n  will  join  tho 
party  at  hitcbburg,  Greeiitield.  ^onh 
Hoodick  Junction,  Mocbanirsville, 
A;  V.,  and  Itotterdam  ■  unct  on. 

i,bo,,srrstigementt  for  deuiirturn  wero 
skilfully  made,  lor.  notwithstanding  tho 
size  of  the  narlv  ami  the  number  of  the 
“■‘HflSj  tu»ro  was  no  oonfusiou,  no  delay  and 
notliiliculty. 

.  J*  "*,®xpecioU  that  tbe  trains  will  preserve 
tniK  15  mtliiuea  distance  bet  a  era  each 
pUier  during  the  entire  trip,  the  first  aeotlou 
loing  scheduled  to  reach  Cardill  at  .'..iG 
a.  m.  on  Mouilav.  The  tJ  stance  to  be  trav¬ 
elled  ny  the  train  is  1107  miles,  and  it  is 
solieduled  to  run  at  an  avernge  sneod 
inoludiiig  BtoDs. 
rive  railroad  companies  are  cou- 

cerueil  iti  runumg  the  train.  Tho 

}■  irchburg  rallroac  will  haul  the  train  from 
liostou  to  Rotierdam  Jitiicllon.  a  d'.stnnoe 
01  212  miles,  wliich.  it  Is  oxpeeted.  will  ijo 
reached  by  tbe  first  section  at  p.  m.. 
*‘‘*_avejago  speed  being  28  miles  an  liour- 

inule  stop 


a  pretty  good  i  t 

that  road.  A  lo-uiiiiuio  mop  hi  iiiii.i.cr'iaiii 
Junction  will  allow  the  West  .shore  road  lo 
locomotive  for  tho  2  ' 


nilay  morning.  A  aiiarier ,  of 


hour  wril'’bo  o<:'coldod"in'’'i 
»..j  *1..  V —  Cliioago 


horses,  and  the  .Sew  h. 

Louis  road,  popularly  known  as  tiie'w'fokci. 
“’ll!  assume  t  ha  reins,  the  pace  .some- 
reaped  and  for  the  next  184  miles 
will  roll  along  at  2ii  miles  an  hour. 
2.oUo.  m..  a  halt  will  be  made  at 

- - tl.  Anuitior  15-minuto  rest  will 

sutbee  for  tho  Clevel.Tnd.  Cincinnati,  Chi¬ 
cago  &  ht  I  ouis  road  to  put  iiR  engine  at 
tbe  head  of  the  prooessi' n,  and  tiie  "big 
four.”  as  this  roat 
will  lead  tbe  way  t< 
di-tan  t. 

Still  faster  w 

rolling  along  at__ . 

the  ^ueeii  City  will  be  rt _ _ 

Here  tbe  Queen  and  Crescent  will  taka 

-  after  resting  a  quarter  of  an 

am  _iii  -I, a..  -  the  Cincln- 

"av  during 

I  clock  .Monday  morn- 


hour*^ho’ _  .....  u.Di 

nattl.  Now  Orleans  &  Texas  raili 
the  dark  hours  of  the  night  at  f 
8“  liour,  reaching  C 
miles  distant,  at  7.5U  o'clock  .Mon 


first  wl-. . . . . 

.  -  5  n.  in.  on  .Satnrdav,  and  It  cucui. 
od  lo  roach  tills  c  ly  at  1  o’clock  Monday 
afternoou.  followed  by  tho  other  eiglii  sec- 1 
tiohsat  iC-mmute  interval.s. 

All  details  have  been  made  bv  Mpmfs 
voterau  oxeur- 
Gov.  Buckner  wilt 
...  excursionists  at  Lex¬ 
ington.  Ky.  ' 


C.  A.  \ 


n,  .Ma 


J.  0.  Libby,  Esq.,  Bun 
A.  A.  Honn,  Belfast,  Ms, 

L.  F.  McDutisId,  Uelfoai.  Ms. 

Georgs  W.  Burkett,  Belfast,  Me. 

R.  U.  Moody,  Belfaet,  .Me. 

Hon.  F.  B.  Kendrick,  Lebanon, 

Gen.  8.  Little,  Antrim,  S.  H.,  ot  Oov.  Ooodali't 
staff. 

Gsn.  PaiaUng,adJuUnt^sneria  ot  Mow  Uamp- 


W.  Bryant,  CifaUh  FI 
lorge  N,  Fori^'  CUr. 
m-J.  M-WUlMk  Cla 


r.  OaksL  -Wfadsor,  VL 
8.  Walker.  Jr..  Windeof,  Vt, 

.  H.  OUmore,  qiiartemweter-gneral  of  Vemionv 
d,  H.  E.  Parker.  BiwHod.  Vt. 


^  THEIB  CLAIM  ON  POLLMAN^m 

Annual  Meetlns  of  tie  central  Transp^ 
tatlon  Company. 

The  annual  uiectins  ol  the  stockholders  ol 
the  Cenlral  Transportation  Company  was 
held  In  Association  Hall  yesterday  morning 
In  his  report  President  Obdyke  said: 

"There  has  been  no  proposlUon  of  setUoment 
or  rental  oflered  by  tbe  L'nllman  Palace  Ckr 
Comimny  during  tho  year,  and  as  tho  cases  ap¬ 
pealed  to  tlie  Supreme  Court  of  tho  United 
Stales  were  expected  to  be  reached  during  the 
year.  It  was  cousiderad  wise  to  await  a  decision 
which  would  be  iiuthorltailyc  before  Institntlng 


1166.011.82.  ’  ’verj 

These  oificers  were  elected  ;  Illreoton-B 
Opdyke,  Evan  Morris,  Wm.  H.  Lucas  Geo'  » 
a  .Sieveus.  Matthew 
Brooks.  W.  O  Bara  Scullf  aud  .Totoph  D,  Wilton- 
secretary  and  treasurer,  Fnuik  Weckorl^ 

W.  E.  Lockwood  told  the  stockholders  that 
Pullman  Company  owed  them  up  to  A^ 
»1,U9,‘J6Z26  In  iDlerssL 


PULLMAN  CAR  PROFITS.  ^ 

Tb*  Orutbai,  Trarspobtatiok  Oom- 
PAMT’S  AMStJAI,  MbrTINO-BlBOTIOH 
OPOfPICXBS  AMD  RsPORT  ON  THR  CON¬ 
DITION  OP  TH*  Pdllmam  Case. 

The  stookboldere  of  the  Central  TtauBpor- 
tatlon  Company,  of  Philadelphia,  held  their 

Hlnhardl^  M  **  tl  Ohestoul  Streets.  M. 

Mnckle  was  appointed  Temporary 
Chairman,  and  John  B.  SiofiTer  Temporary 
Secretary.  The  minales  of  the  preo^ng 

r. 

VJ*“*<*  States  w^e  eXDMtSd 


Mve”be(;^ri;.1,?Slug““ao7S^^^^ 

P«“wS*?Iar  8dmpau‘y 
rom  ihe  verdiet  ^^dgme^  awarded  us  tn  the 


the 

handra  dowf,  but  prompt 
iHie  report  of  Frank  Weokerly.  Treasurer 

whiTe  ^ihS®  *“  *145,391  »7| 

While  the  balailce  on  hand  from  preylona 
year  made  a  grand  total  of  $165,217  60  The 
^penees  were  $156,011 '82.  The  lUbllitC 

and  assets  of  the  Company  are  as  follows: _ 

liaeilitibs. 

Dnpald  Dividends,  old  a«. 

counts .  aioovm 

tJoi»'dObeck8,lnHeduotton 
Slock  of  Ooiopany,  ss'.MS  *®®®® 
shares  at  $88  00 . l,784,0S3-00 

,786,071-00 


Stock  transferred  to  thii 
Company  by  J.  F.  Oottrln 


this 


vzuuipsny  oy  J.  F.  Uottrlo- 
gor.  foimerly  Secretary 

MS"J,rarcra?l'n^d 

Lumber  OompaLy,  valae 
nukbown. 

12  shares  Laka  Superior  aod 
1  uget  Sound  CompanT, 
value  unknown. 

Phlle.  and  Beading  General 
Bonds. 

I  Loni-?:^y‘e®cri‘\V&^^^ 

Cmi.QirardNatVonii . 

Bank .  $100  00 

Cash,  Chestnut  btreet 
National  Bank,  Re¬ 
duction  of  Par .  800-00 

Cash,  Chestnut  btreot 
Nat.  Bank,  Onrront..  e.mTk 

- 10,214-78 

m.  ...  -  $160,364  78 

slockholders  at  this  point  were  gtren 
question  they 

C^pany.  Mr.  HoUenamin  arose  and  asked 
what  the  prospects  wero  for  bringlnff  to  a 
termination  the  contest  with  Pullman 
Another  thing,  he  said,  was  that  he  thought 
was  the  enly  one  who  would 
®®®  that  they  got  their  rights 
The  nomlEatlons  for  nine  Directors  and  a 
I  Treasurer  for  the  following 

'  W.  E.  Lockwood  placed 

I  the  following  In  nomination,  tho  same  being 
snbsequratly  elected:  B.  P.  Obdyke,  Evan 

Fra^niu  K-  ®e6d, 

Fraucls  ^ Milne,  John  8.  Sueyens,  MaCthey 
Scully,  and  Joseph  D. 
Secretary  and  Treasurer,  Prank 

**>«  etookholdera. 

» J  *****  **'®  atnouut  of  inter- 

a^^2i“1®“  ^^2?  *•**  Company  up 

Jo  April  1  was  $1,559  262  26.  v  j  f 


5S 


^  RBADIKG’B  FREIGHT  CABS,  ^ 
Tbs  PiTLUiAir  Oomfabt  is  Buii.Dnro 
4,000  OF  Thbm— Pbbvbntibo  Loss  op 
,  Lipx. 

In  addition  to  tke  passenneT  oosohss  that 
an  being  built  for  the  Beading  Bailroad  by  the 
Pullman  Oogppany,  4,000  freight  can  an  also  in 
eouree  of  eonatruotion,  and  theae  trill  be  delivered 
early  In  May.  The  oonalgnment  whioh  arrived 
laat  week  oonalata  of  aevenl  hundred  tirin-hopper 
rondolaa,  whioh  are  the  moat  oomplete  firelght  rara 
in  point  of  oonatruetlon  ever  plaoed  in  aervlce. 
Theae  gondolaa  an  bnllt  in  the  moat  anbitantial 
I  manner,  with  a  oapaolty  of  70,000  pounda.  They 
>  an  80  feet  long,  with  atdea  of  oak  and  flooring  of 
'  Norway  pine.  The  wbeela  an  of  the  double-plate 
pattern  of  approved  deaign  and  make,  Kaohearta 
I  equipped  with  the  "Butler”  draw-bar  attachment 
and  "Van  Dontoa  Antomatio  Coupler,”  The 
.  Beading  Company  went  to  great  expenae  to  have 
I  thla  antomatio  coupler  plaoed  on  theae  new  ears, 

I  fer  the  purpoae  of  protecting  the  Uvea  of  Ita  em- 
I  ployea  and  aaviog  time  In  making  up  fnight  , 

I  traina.  The  Beading  haa  about  80,000  employea,  ' 
and  the  Dgnna  from  the  OOmpany’a  Belief  Aaao- 


I  NO  STATE  TAX  ON  SLEEPING  CARS, 


S3.— Judge  Jackson,  of 
the  United  States  Circuit  Court,  to-day  heard 
argument  in  the  ca,se  of  the  Pullman  Palace 
Car  Company  against  the  State  of  Tenne.s.see, 
to  enjoin  the  collection  of  a  tax  on  sleeping 
years.  The  case  was  1 

decided  in  favor  of  the  Pullman  car  com¬ 
pany.  Judge  Jackson  held  that  the  act  Im¬ 
posing  a  tax  of  s;5,000  on  sleeping  car  com- 
subterfuge  to  tax  the 


Throe  suits  for  damages  were  en¬ 
tered  in  the  Circut  Court  yesterday. 
Harry  M.  Smyth,  lessee  of  the  Glen¬ 
dale  Park  Theatre,  iVants  ?1,000  from  ' 
Win.  Shoemaker,  keeper  of  the  Glen¬ 
dale  Park  Hotel,  lor  breach  of  con¬ 
tract.  Lonis  B.  May  asks  for  510,000 
damages  against  the  Louisville  <k 
Nashvillo  &  Great  Southern  Railroad 
Company  and  the  Pullman  Car  Com¬ 
pany  for  having  been  assaulted  by  a 
negro  porter.  William  Sutherland 
sues  for  $000  from  Charles  A.  Sharen-l 
berger  and  J.  Frank  Sbarenberger  for 


;  work  of  a  freight  brakeman.  By  the  use  of  the 
I  eounler  trainmen  will  no  longer  b»  | 

obliged  to  stand  between  kwo  oars  when  oeunllng.  I 
■  Dd  will  thus  greatly  leqtn  the  danger  of  iulury  | 
to  themselves.  The  new  ears  oan  be  used  either  1 
^for  mfsoellaneons  fi^^t  or  eoah  ji 

^  THE  EXCURSION  RECALLED.  N 

Secretary  Blaine  Stops  the  Pan- 
Amorloan  Southern  Junket. 

Wabminoton.  April  21.-Tho  Secretary  of 
State  this  morning  telegraphed  Captain 
Bourk",  .n  charge  of  the  special  train  that 
was  carrying  the  Pan-Amencans  on  thole . 
Southern  tcur,  to  return  to  Washington 
from  Elchmond.  This  was  done  because  So 
few  of  the  delegates  desired  to  make  the  ex¬ 
cursion.  Thirteen  of  the  foreign  delegate* 
accepted  the  Invitation,  but  only  two  of 
them.  Martlnea  Silva,  of  Columbia,  and  Dr. 
Zognrra.  of  Peru,  left  Washington  with  the 
party.  The  others  sent  letters  of  regret,  giv¬ 
ing  various  reasons  for  withdrawing  their 


and  fhecltlsensof  the  South  who  had  raaoc 
preparations  to  entertain  the  delegates  had 
been  disappointed,  but  felt  that  they  would 

Sreoiatc  the  oircumstanoos  which  corn¬ 
ed  the  abandonment  of  the  excursion. 

I  foreign  delegatee  have  now  been  ' u  jjb U 


Judge  JacksAi  sai^in  deciding  the 
case  of  Rhea  &  Son  gainst  the  Ne\>v 
port  News  &  Mississippi  Valley  Kail- j 
road  yesterday  morning,  that  the  ob¬ 
struction  of  tli*j  main  ohanoel  of  a 
river  is  a  violation  of  law  and  a  per¬ 
manent  injunction  would  have  been 
granted  if  application  had  been  made 
before  the  completion  of  the  lalse 
work  for  the  repair  of  the  bridge.  Ho 
ordered  the  defendant  to  remove  the 
obstruction  before  June  16  and  to  ex¬ 
ecute  a  bond  of  $20,000  to  indemnify 
plaiuti  1  for  any  loss  that  has  resulted 
or  may  result. 

Argument  iu  the  cause  of  the  Pull¬ 
man  Palace  Car  Company  aguiust  J. 
W.  Allen,  Btaip  Comptroller,  was 
opened  by  Mr.  William  Burry,  of  Chi¬ 
cago,  General  Attorney  of  the  coui-. 
pany.  Mr.  Alberti).  Murks,  of 
vllle,  also  spoke  lor  the  complainain|L 
and  Mr.  J.  M.  Head,  of  Nashville,  itJT 
defeudaut.  The  cases  were  decided 
Irom  the  bench  by  Judge  Jueksou, 
granting  the  Pullman  Company  a  per¬ 
petual  iuj  unction,  enjoining  the  Htatu 
from  collecting  any  taxes  on  it  under 
both  the  acts  of  lbS7  and  1S89.  The 
court  based  its  decisiou  upon  the  { 
ground  that  both  acts  were  iu  couUiut  ' 
with  the  commerce  clause  of  the  Con¬ 
stitution  of  the  United  States,  and 
that  as  the  Pullman  Car  Company  was 
a  foreign  corporation,  engaged  in  in¬ 
terstate  commerce  and  having  no 
local  properly  in  Tennessee,  it  is  ex¬ 
empt  from  taxation  by  the  State  upon ' 
its  business  as  an  Interstate  com- 
l^nerco  carrier. 


Jndge  Jackson  Declares  tho^Tax  to  be  Un- 

INashvilue,  Tenn.,  April  2.3.-  [Special.] — 
Tlie  state  privilege  tax,  for  1887,  1888, 1889  and 
1800,  was  taken  up  before  Judge  Jackson  tills 
uiomiiig.  Bunnells  &  Burry,  gener.il  attor¬ 
neys  for  the  company,  and  Marks  &  Marks  ! 
represent  the  Pullman  company,  and  Messrs. 
Ghampion,  Head  &  Brown  and  W.  D.  Coving¬ 
ton  the  state.  Nearly  the  wliole  day  was 
spent  ill  argument.  Late  tliis  afternoon  Judge 
Jackson  decided  the  case  in  favor  of  the  PuTl- 
\  man  Car  company.  He  said  that  the  act  as 
pas.sed  taxing  sleeping  car  companies  $3,000 
was  very  clearly  a  subterfuge  to 

tax  the  two  cars  doing  business 

exclusively  within  the  state,  and  was  uncon¬ 
stitutional,  because  tlie  tax  was  exorbitant, 
and  did  not  apply  to  railroads  and  individuals 
running  sleeping  cars. 

Tills  IS  the  tliTrd  time  acts  taxing  sleeping 
cars  run  in  Tennessee  have  been  declared  un- 
constitntiouai.  In  1877  every  deeping  car 
doing  business  within  the  state  was  taxed  $50. 
The  supreme  court  of  the  United  States  de¬ 
cided  this  act  unconstitutional,  because  it  was 
an  interference  with  interstate  commerce. 
Again  in  1881  a  tax  of  $150  was  levied  on  every 
car  doing  business  in  the  state.  This  was  de¬ 
clared  unconstitutional  on  the  same  groimd. 
In  1887  a  tax  of  $500  on  each  car  doing  bnsi- 
uess  exclusively  within  *iie  stato  was  passed. 
This  referred  to  only  two  cars,  and  in  1889  a 
tax  of  $3,000  on  sleeping  car  companies  was 
levied.  It  is  both  tlie  latter  acts  tliat  were  de* 
dared  miconstitutional  today. 


Nbek  Not  Haui.  Excursion  Cars.— The  Inter  state  Com¬ 
merce  Commission  has  decided  that  where  a  railroad  com¬ 
pany  has  furnished  to  the  public,  by  an  arrangement  with 
one  car  company,  a  sufficient  supply  of  sleeping  and  excur¬ 
sion  cars  for  all  the  business  on  its  line,  it  cannot  be  com- 
lielled  against  its  objection  to  haul  in  its  passenger  trains 
excursion  cars  belonging  to  other  private  car  companies. 
The  case  decided  was  that  of  the  Worcester  Excursion  Car 
Company  against  the  Pennsylvania  Railroad  Company. 
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LUXURY  OF  PRIVATE  CARS. 

They  Are  No  Longer  a  Ourloelty,  but  Are 
Coitly  end  Very  Convenient. 

In  nothing  is  tbo  American  fondness  for 
travel  and  taste  for  luxjiry  better  shown  than  In 
the  mncnlticeiit  private  cars  lu  which  so  many 
railway  officials  and  wealthy  business  men  Jour¬ 
ney  from  place  to  place  with  almost  the  speed  of 
thought,  and  yet  with  perfect  ease  and  comfort, 
and  surroiinded  by  all  the  conveniences  of  the 
most  luxurtons  home.  Time  was  when  a  private 

of  these  palaces  oil  wheels  was  standing  on  asldc- 
traclc  was  sufficient  to  draw  a  great  crowd  of 
gaping  citizens.  Now  a  nabob  rides  in  his  private 
car  Just  as  a  clerk  strides  a  bicycle,  and  feels  that 
he  Is  doing  Jiist  what  hundreds  of  others  arc 
doing  aiuf  no  more.  He  la  not  puffed  up  with 
pride  at  the  Idea,  and  thinks  more  of  the  comfort 
which  he  may  ha  able  to  enjoy  than  of  the  wonder, 
env.v  or  admiration  which  ho  Is  to  excite  In  the 
breasts  of  the  onlookers. 

Perhaps  the  Bnest  cxum|<lcs  of  the  advancement 
of  car  bulldlng-nro  the  private  coaches  built  by 
the  Wagner  Palace  Car  company  for  Cornelius 
Vanderbilt  and  Dr.  \V.  Seward  Webb.  A  later  ear, 
although  not  so  elegant  as  that  of  >Ir.  Vanderbilt, 
Is  one  which  was  built  for  Robert  Miller,  general 
superintendent  of  the  Michigan  Central  railroad. 
This  car  Is  ll4  feel  over  the  bmly  and  Is  mounted 
on  six-wheeled  trucks.  It  differs  from  many  pri¬ 
vate  cars  In  having  an  ohsei  vatlou-room  at  each 
end.  This  removes  the  kitchen  and  pantry  from 
their  usual  place,  but  it  Is  claimed  that  if  proper 
care  be  exercised  in  veulllating  the  odor  from 
cooking  food  may  still  be  preventing  from  spread¬ 
ing  through  the  car.  The  observation-room  near¬ 
est  the  kitchen  is  used  as  the  dining-room. 
Between  the  dining  room  and  kliehen  Is  the  por¬ 
ter's  room.  Tills  liiclosure  is  supplied  with  a  fold¬ 
ing  bed  which  is  folded  up  out  of  the  way  during 
the  day. 

Beyond  tlie  kitchen  is  a  section  similar  to  fliosc 
of  the  modern  sleeper,  only  more  elaborate,  and 
adjacent  to  It  is  a  toilet-room.  The  space  between 
this  point  and  the  observation-room  at  tlie  otlier- 
end  of  the  car  Is  occupied  by  tlie  chambers,  ele- 
gaittly  Blted.  and  their  anuexed  totlel-roums,  Tlie 
toilet-rooms  are  located  between  the  chambers, 
and  by  menus  of  Hie  sliding  door  in  the  partition 
between  the  toilet-rooms  communication  between 
the  chambers  is  iiosslblc.  The  interior  of  the  car 
is  furnished  in  dark  wood. 

This  car  was  partially  wrecked  in  a  disaster  on 
the  New  York  Central  road  a  short  time  ago  and 
has  since  been  Tcmoilcled.  Mr.  Miller's  car,  built 
under  Ills  supervision,  was  designed  for  strength, 
and  to  this  is  due  Hic  fact  of  its  escape  from  en¬ 
tire  deslriiclion  In  the  accident  named.  The  end 
sill.  Instead  of  being  mortised  out  for  the  center 
sills,  has  an  Iron  plate  on  its  Inside  face  and 
against  that  Is  a  two-inch  plank,  all  three  pieces 
being  firmly  bolted  together.  This  plank  is  mor- 
tlseil  to  receive  the  sills,  thereby  leaving  Hie  end 
sill  intact  and  retaining  its  full  strength.  An¬ 
other  feature  which  adds  considerable  strength  Is 
Hie  longiliidliial  planking  on  the  sides  between 
the  floor  and  Hie  wlmlow  sill. 

The  ohsen-atlon-enr  with  recessed  ends  Is  one 
of  the  latest  improvements.  It  is  designed  to  run 
as  the  rear  coacli  of  a  train,  and  is  cspecliilly  de- 
Elrahle  fur  jaunting  parties  on  a  tour  over  a  new 
eounlry.  Home  of  these  are  now  being  built  by 
the  Pullman  Company.  The  observation-room  Is 
nearly  twenty-six  feet  long  and  Is  furnished 
with  sixteen  easy  eliairs.  The  end  of  the  room  is 
set  III  some  disMiice  from  the  rear  of  the  car,  so 
that  the  platform  Is  greatly  enlarged.  The  latter 
Is  provided  with  gates  and  a  suitable  railing  at 
the  sides  siid  cud.  and  a  lra|i-door  can  be  dropped 
over  the  steps,  reiiilvriiig  the  space  a  secure  point 
of  observiiHou.  The  obseiwatlon-room  is  pro¬ 
vided  with  large  bow-wliidows.  At  one 
end  there  Is  a  library,  neatly  fitted,  next 
comes  a  section,  then  a  buffet  and  toilet  room.and 
then  three  other  sections.  The  front  end  of  the 
car  Is  vestihiiled.  The  car  Is  furnished  with  elec¬ 
tric  lights.  There  are  eight  in  number  In  Hie  ob¬ 
servation-room  proper,  and  are  placed  along  the 
sides,  the  oil  lamps  being  hung  from  tbo  center  as 

The  car  Is  very- tastefully  finished  Hironghout, 
the  Interior  being  of  light-colored  woods,  and  the 
mountings  of  oxidized  brass.  There  are  some 
features  In  Hie  conslruetloii  which  might  be  im¬ 
proved,  but  taken  as  a  whole  the  recessed  observa- 
tluu-car  may  be  regarded  as  one  of  the  best  im¬ 
provements  lately  made  by  the  Pullman  company. 


CAUGHT  IN  A  QEASH. 

Moiubers  of  tho  ••Pearl  of  Pekin  •• 
“  itailroail  Wreok-Ooe 

STAUNToif,  Va.,  April  28.— At  3  a.  m. 
to-day  tljo  e.xpress  train  of  tho  Chesa¬ 
peake  ati'l  Ohio  Kallroad  for  Washington 
was  descending  a  lieavy  grade  a  mile 
west  of  Staunton  when  tho  bruko-rod  of 
the  engimi  fell,  the  air-brake  was 
rendered  useless  and  the  wild  train 
rushed  Into  Staunton  at  eighty  miles  an 

hour,  tearing  away  the  depot  roof. 

Xhe  I’nllman  .sicepur  left  tho  track  and 
is  thrown  on  Its  side.  In  it  were  fif- 
-en  members  of  the  “Pearl  of  Pekin” 
troupe  on  route  to  RaUimoro,  announced 
to  play  here  to-night. 

or  the  company  Miss  Myrtle  Knox  died 
while  being  taken  from  the  car. 

I  Miss  Kdlih  Miller  had  her  leg  broki'tr 
'  Ana'  « Steven-s,’ 

I  Louis  Harrison  ami 

Miss  lonoUunliam  all  escaped  with  slight 
cuts  and  bruises. 

NT.)!'  -v'  merchant, 

sovprely  tbrn:  L. 

JL-.l.  l“rbn, 

!  brSUiS.  “““  *“ 

of  the  Chesapeake  and  Ohio  Road  here 
have  dispatches  giving  an  account  of  tho 
accident,  but  they  do  not  rneiitlon  tho 
extraordinary  speed  of  eighty  miles 
I  b  .  i-eports  from  the 

Superintendent  say  tho  car  sleeper 
AustrallU  left  the  track  and 
toppled  on  the  platform  In  the  passenger 
station.  Iho  young  lady  who  was  killed 
was  formerly  a  telegraph  operator  in 
Kausa.s  City  and  joined  tho  company  not 
herVTh*'  wishes  of 


Pullman  Cars  In  Australia. 

Advices  from  Australia  say:— “The  New  South 
Wales  Railway  Commissioiiers  have  arranged  for  ob¬ 
taining  45  locomotives  from  England  by  the  end  of  the 
year.  Tho  first  shipment  of  10  engines  is  expected  to 
arrive  in  March.  A  hundred  new  Railway  carriages, 
mostly  of  an  improved  pattern,  are  now  being  con¬ 
structed  at  the  local  workshops.  The  Railway  Com- 
.  missioners  have  entered  into  a  contract  with  Mr.  W. 
Pullman,  of  the  Pullman  Car  Company,  to  provide  15 
Pullman  cara.  Six  will  bo  of  the  description  known  as 
hotel  care,  and  there  will  be  nine  ‘sleepers.’  Each 
,  hotel  oar  will  accommade  46  and  each  ‘sleeper’  32  pas¬ 
sengers.  The  Commissioners  propose  to  bring  the 
I  cars  into  use  on  the  intercolonial  lines  in  October,  but 
Mr.  Pullman  hopes  to  deliver  them  in  August,  The  i 
I  wheels  of  the  cars  will  be  fixed  on  patent  axles  made 
in  sections,  with  automatic  locking  arrangements, 
which  will  allow  of  the  axles  being'extended  so  as  to 
adapt  the  wheels  to  the  various  gauges  in  vogue  in  the 
Colonies.  It  is  needless  to  say  that  the  champions  of 
local  industries  are  ‘protesting’  against  the  Pullman 
importations  as  a  dire  blow  struck  at  the  future  pos¬ 
sibilities  of  local  manufacturM's.” 


leuonsoiicf 
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'  /^e  have  already  mentioned  the  consolidation  of  t^ 
Standard  Car  Heating  and  Ventilating  Co.,  with  th^ 
Consolidated  Car  Heating  Co.  The  following  official 
announcement  is  made  by  Mr.  George  Westinghouse 

The  stockholders  of  the  Standard  Car  Heating* 
Ventilating  Company,  at  a  meeting  called  for  the  pur¬ 
pose,  have  authorized  the  sale  of  the  company’s  pat¬ 
ents,  business  and  good  will,  so  far  as  relates  to  the 
heating  and  ventilating  of  Railroad  cars,  to  the  Con¬ 
solidated  Car  Heating  Company,  of  Albany,  N.  Y  and 
have  taken  stock  of  the  Consolidated  Company  in  pay¬ 
ment  for  such  patents,  business  and  good-will.  Mr. 
u  1^’  myself,  representing  our  atock- 

I  holders,  have  become  members  of  the  board  of  direc¬ 
tors  of  the  Consolidated  Company. 

I  wish  to  take  occasion,  in  making  this  announce¬ 
ment,  to  give  Bome  of  the  reasons  for  this  action. 

It  iB  conceded  that  the  warming  of  Railway  oars  by 
steam  generated  in  tho  locomotive  has  become  more 
than  an  experiment;  in  fact  may  Railway  officials  ex¬ 
press  the  opinion  that  this  method  must  become  uni- 
vereal;  but,  to  become  universal,  uniform  apparatus 
and  praotioe  will  be  neceeeary  on  all  connecting  linee. 
As  regards  tho  use  of  like  apparatus  on  all  lines,  tho 
arguments  which  have  heretofore  prevailed  with  ref¬ 
erence  to  brake  apparatus  can  be  equally  well  ad 
VMced  in  favor  of  uniformity  in  steam  heating  appar- 1 
atus;  and  this  uniformity  in  steam  heating  apparatus 
will,  as  has  been  the  case  with  brakes,  be  much  more  I 
likely  to  result  from  the  concentration  of  the  bueineas 
into  the  hands  of  one  concern,  having  tho  necessary 
capital  and  organization  to  manufacture  tho  apparatus 
needed  to  meet  all  requirements,  and  owning  also  the 
patents  necessary  to  insure  to  the  users  reasonable 
freedom  from  the  annoyances  of  patent  litigation, 
than  in  any  other  way;  indeed  the  little  progress  so 
far  ma,de  in  fitting  cars  has  been  due  to  the  diffloul- 
tiee  arising  from  the  use  of  diesimilar  systems,  which 
were  fully  comprehended  by  the  Consolidated  Com¬ 
pany.  After  a  careful  investigation,  I  became  con¬ 
vinced  that  it  is  far  in  advance  of  all  other  companies 
in  the  completenees  of  its  several  aystems,  and  in  tho 
scope  and  strength  of  its  patents.  The  Consolidated 
«***»«  Sewall  “drum.” 
the  McElroy  “oommmgler,”  and  other  valuable  sys¬ 
tems,  in  all  of  which  are  combined  deeirablo  features 
of  steam  and  water  hearing. 

The  (mmmingler  eystem,  it  eeemsto  mo,  most  nearly 
solves  the  problem  of  car  heating.  This  ’teyetem  in¬ 
volves  the  us^  within  the  car,  of  pipes  containing 
water,  with  which  steam  is  noiselessly  commingled 
through  an  mgenious  device  which  has  the  effect  of 
quickly  heating  and  circulating  the  water,  and  admits 
of  the  utilizatton  of  a  great  part  of  the  latent  (stored) 
heat,  which  18  neoeesanly  wasted  in  all  direct  steam 
systems,  and  secures  the  regulation  of  the  tempera¬ 
ture  of  the  water  from  70  degrees  up  to  whatevOT  is 
required  for  the  coldest  weather;  thus  making  it  pos¬ 
sible  to  avoid  tho  annoyance  and  discomfort  which  re- 
Bult  from  the  ueo  of  those  systems  whereby  tho  eteam 
IS  admitted  directly  into  the  pipes  at  not  less  than  212 1 
degrees.  The  pipes  of  the  commingler  syetem  may  be 
used  without  an  auxiliary  water  heater,  or  they  may 
be  connected  to  a  coil  within  a  stove,  so  that  fire  may 
I  be  applied  and  the  circulation  and  heat  kept  up  when 
the  Mr  is  disconnected  from  the  locomotive;  although 
the  heat  ordinwily  contained  in  this  considerable 
body  of  water  will  suffice  for  maintaining  a  fair  tem¬ 
perature  within  a  oar  for  some  time  after  the  steam 
rom  the  eogine  has  been  turned  off. 

I  The  Consolidated  Compan  .•  has  been  diligent  in  se¬ 
curing  all  the  patents  neceseary  to  protect  it  in  the 
large  business  which  it  is  now  doing,  and  believing 
that  it  is  the  beet  provided  of  any  with  both  appara¬ 
tus  and  patente,  I  recommended  to  tho  stockholders 
th®  sal®  of  patents’  business  and  good-will  of  the 
Standard  Car  Heating  and  Ventilating  Company  for 
stock  of  the  Consolidated  Company;  and,  as  stated 
above,  the  recommendation  has  been  adopted.  Tho 
Consolidated  Company  will  always  have  the  benefit  of 
to°  ive  mechanical  suggeetions  as  I  am  able 

.,^■^*1,?''*^®,''®  BBdoonimunicatione  from  the  patrons  of, 
the  Standard  Car  Heating  &  Ventilating  Company 
ooncornin^  the  heating  of  Railway  cars  should  here-' 
after  directed  to  “Consolidated  Car  Heating  Com¬ 
pany,  Albany,  N.  Y  ”  Truly  youra. 

Geo.  Westihghousk,  Jr- 


ACCUSES  MR.  SESSONS 

Grave  Charges  Against  the  Pull¬ 
man  Co.’s  Superintendent. 

INTIMIDATION  OF  A  VOTER. 


Does  tbe  alleged  offense  oome  ^rtthin  the 
purview  of  any  particular  section  of  the 
election  law?”  was  asked. 

“It  clearly  comes  under  the  head  of  In- 
tlinldatioa  of  votei-s,”  replied  Mr.  Twohlg, 
“and  is  a  very  serious  charge  if  it  can  be  sus¬ 
tained.” 

An  employe  of  the  board  of  election  com¬ 
missioners  sulise(|uently  said  that  charges 
and  allegations  of  interference  with  voters 
had  been  frequently  made  in  the  past,  but 
none  of  them  had  ever  been  so  definitely 
made  ns  this  or  supported  by  such  direct 
testimony. 

Mr.  Chasey  was  retui-ned  at  the  head  of  the 
poU  for  the  Thirty-foui-th  Ward,  which  ho 
now  represents  in  the  council,  his  colleague 
being  Alderman  John  O’Neil.  Mr.  Chasey, 
it  is  claimed,  has  been  and  is  now 
in  the  employ  of  the  Pullman  Company 
as  their  real  c  tate  agent.  Aldeiiuan  Chasey 
himself,  it  ’r.  be  said,  has  been  looked 
upon  since  ii't  c.  tion  as  a  clean  and  honest 
alderman,  ins  short  record  being  considered 
as  a  good  one.  This,  however,  will  cut  little 
figure  in  the  matter  now  under  investigation, 
aud  if  the  charge  made  is  sustained  it  will 
probably  result  in  unseating  him. 


,  THU  PUMOiAir  KI»rbOXB*S  OHAKCK.  | 


The  case  of  E.  G.  Brown,  the  timekeeper  in 
the  freight  department  of  the  Pullman  Pal¬ 
ace-Car  company,  was  before  the  Election 
Commissioners  yesterday  afternoon.  Brown 
charged  that  at  the  Aldermanlc  election  in 
the  Thirty-fourth  Ward  he  refused  to  vote  i 
for  Dr.  Chasey  and  rwas  disbharged  from  the 
Pullman  company  m  cooseq'ioace.  His  state¬ 
ment  to  Secretary  Twohlg  was  as  follows: 

{  Uarab  31  about  11  a.  m.  Mr.  Sessions  came  to 
me  and  asked  it  I  was  going  to  vote  and  work  for 
the  election  of  Dr.  Chasey.  I  told  him  I  was  not, 
that  I  was  going  to  vote  tor  Quinn.  He  tried  to 
argue  wirth  me  and  to  persuade  me  to  vote  for 
Chasey.  but  I  deolined.  At  10  minutes  , 
to  6  the  same  evening  Mr.  Sossiona 
came  back,  accompanied  by  Ceneral  Manager 
Q.  P.  Brown.  Mr.  Brown  said  that  the  Pullman 
Palace  Car  company.  sbo«idhw.:e,  a.  ropreynta- 
tlve  In  the  oounoll,  and  that  Dr.  Chasey,  being  in 
the  employ  lot  the  company,  he  was  the  man  they 


rge  me,  and  AprU  7  he  said  I  i 
iharged.  When  I  asked  tor  the  reai 
my  discharge  I  was  referred 


1  the  form  of  an 
.  U.  Brown,  until 
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riiiteudent  Sessona 
Dr.  Chasey  was 
luian  Palace  Car 
company  needed 
he  council  and 
man  they  had  put 
rown,  it  is  claimed, 
i  Mr.  Quinn  was  a 


^^^^LLMAN  EMPLOYES  l^ 


e  him  (Brown)  bis 
o  things,  either  to 
vote  at  all. 

,  says  he  still  per- 
for  Quinn.  On  the 
us  iuforuu'd  of  his 
.sked  his  foreman 
erred  to  General 
ivti  says  he  ap- 


the  Pullman  Car 
ir  alleges  that  two 
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Dr.  Norman  Bridge  and  Duke  Coyne,  of 
the  board  of  election  commlssloner-s,  con.sld- 
ered  several  violations  of  the  election  law 
yesterday  afternoon,  but  deferred  formal 
action  until  next  Tuesday  afternoon,  when  It 
Is  hoped  Commissioner  S.  S.  Gregory  will  be 
present.  The  principal  case  to  be  Investi¬ 
gated  Is  that  of  E.  G.  Brown,  formerly  a  time¬ 
keeper  la  the  employ  of  Pullman's  Palace 
Car  Company,  >jho  charges  George  F.  Brown, 
general  manager:  H.  H.  Sessions,  manager, 
and  J.  S.  Hoagland,  superintendent,  all  In  the 
employ  of  the  Pullman  Company,  with  hav¬ 
ing  Intimidated  voters.  The  specific  charge 
of  E.  G.  Brown  is  that  Sessions  approached 
him  first  with  a  request  to  vote  and  work  for 
Dr.  Chasey.  the  republican  candidate  tor  al¬ 
derman  In  the  Thirty-fourth  Ward.  Upon  re¬ 
fusal  to  do  so  Brown  was  discharged  by  Hoag¬ 
land,  who  acted  under  orders  from  George 
P.  Brown.  The  latter,  it  Is  alleged,  plainly 
told  Brown  that  he  was  discharged  for  polit¬ 
ical  reasons.  John  Cannon  and  D.  C.  Chap¬ 
man  have  similar  complaints  to  make. 

The  trouble  In  this  case  Is  that  E.  G.  Brown, 
the  principal  witness,  has  left  for  Tacoma  to 
grow  up  with  the  country.  This  left  the  elec¬ 
tion  commissioners  without  any  foundation 
for  immediate  proceedlng.s,  though  Dr.  Bridge 
declared  that  If  the  statement  made  by  Brown 
is  true  prosecution  should  be  had.  The  state¬ 
ment  of  Brown  Is  In  the  nature  of  a  verbal 
complaint  to  Chief  Clerk  Twohlg.  The  latter 
declared  that  Brown  would  be  willing  to  make 
affidavit  or  furnish  other  basis  for  prosecu¬ 
tion.  The  commissioners  entered  upon  an  In- 
form;il  discussion  of  the  ways  and  means  by 
which  the  necessary  expenses  could  be  cov¬ 
ered,  but  arrived  at  no  definite  understand¬ 
ing  other  than  that  the  Pullman  employes 
Implicated  by  Brown,  Cannon  and  Chapman 
I  will  have  a  chance  to  explain  their  actions 
next  Tuesday.  At  that  time  the  case  against 
Samuel  Dreebcn,  of  the  Seventh  Ward,  will 
also  be  taken  up.  In  this  case  there  are  two 
affidavits — one  by  David  Dworskol,  who  swears 
that  last  election  day  he  saw  Dreeben  offer 
money  to  Levi  Fagesen  to  Influence  the  lat¬ 
ter's  vote,  and  another  by  Abraham  Slff,  who 
swears  that  he  saw  Fagesen  return  $1  to 

Judge  Prendergast,  who  dropped  In  during 
the  informal  talk,  said  that  he  did  not  see 
very  much  In  the  Dreeben  case,  because  the 
statements  of  the  witnesses  were  based  upon 
conclusions  and  not  facts.  In  regard  to  the 
complications  In  the  Pullman  case,  the  Judge 
remarked  that  all  offenses  under  the  election 
law  heretofore  successfully  prosecuted  had 


ause  the  county  Court  con¬ 
strued  them  to  be  contexapt  of  court.  This 
had  been  the  case  wlttf'  Mullen  and  Wilson, 
democrats,  and  Kent  and  Graham,  republic¬ 
ans.  In  all  other  cases  to  which  contempt 
proceedings  could  ndt  be  applied  the  election 
commissioner! ware  simply  left  to  the  Justices 
and  the  stats'!  attorney's  office.  The  expert- 


the  answer  I  had  given  when  asked  to  work  and 
vote  tor  Dr.  Chasey  was  reason  enough  tor  my 
discharge.  That  an  employe  who  would  reply  In 
that  manner  to  an  officer  of  the  company  was  a 
dangerous  man  and  might  exert  a  large  Influ¬ 
ence  with  the  employes  In  opposition  to  the 
wishes  of  the  Pullman  Palace  Car  company. 

It  was  further  stated  that  John  Cameron 
and  D.  H.  Chapman,  ateamfltters,  had  been 
diBObarged  for  the  same  reason.  Brown  was 
not  present  yesterday,  having  gone  to 
Tacoma. 

Dr.  Bridge  said  if  the  statement  of  Brown 
was  true  intimidation  bad  been  used  and  the 
guilty  parties  should  be  prosecuted.  He 
asked  tne  secretary  if  any  one  had  heard  the 
conversation  except  those  directly  in¬ 
terested.  Mr.  Twohig  said  he  believed 
not.  Judge  Prendergast  said  that 
all  the  offenses  against  the  election  law  had 
been  successfully  dealt  with,  having  been 
summarily  disposed  of.  Experience  had 
shown  that  when  the  cases  were  left  to 
grand  Juries  or  Justices  of  the  Peace  they 
remained  unpunished.  The  law  said  that  it 
was  the  duty  of  the  board  to  aid  m  the  pros¬ 
ecution  of  aU  crimes  aud  offenses  against  the 
act. 

Commissioner  Gregory  being  absent,  it 
was  decided  to  postpone  the  further  consid¬ 
eration  of  the  cases  till  Tuesday. 

Two  affidavits  were  before  the  Commis¬ 
sioners  concerning  me  alleged  case  of  bribery 
during  the  recent  Aldermanio  election. 
David  Jworski  swore  that  April  1  he  saw 
Samuel  Dreeben  of  No.  462  South  Union 
street  offer  to  Levy  Fagesen  a  sum  of  money 
to  influence  bis  vote.  Abraham  Bipp  of  No. 
116  Maxwell  street  swore  that  he  saw  Levy 
Fagesen  of  No.  49  Liberty  street  April  1  re¬ 
turn  to  Samuel  Dreeben  *1,  which  had  been 
given  to  him  to  voto  for  a  candidate.  This 
I  case  was  also  adjourned  till  Tuesday. 


- y  ^  -r 

^  \  PULLMAN  VE.STIBirLK  CAK  TItAIN  has  bccll  pU 
in  service  between  London  and  Bourneniouth  (Eng 
land),  on  the  London  4fc  Southwestern  By.  Thi 
trip  is  made  in  about  2'..  hours.  The  car 
were  built  at  the  I’ulhnan  works,  sent  over  li 
sections,  and  put  together  at  the  railway  eonipany' 
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The  Pullman  company  has  advanced  another  step 
in  the  direction  of  overcoming'  prejudice  against  Amer¬ 
ican  appliances  in  British  railways  by  filling  a  con¬ 
tract  for  placing  two  of  its  cars  on  the  London  & 
Southwestern  railway.  These  cars,  which  were  built 
at  the  company's  shops  at  Pullman,  Ill.,  ami  have 
been  placed  in  regular  serviee  between  London  and 
the  fashionable  watering  place,  Bournemouth,  are  <!2 
feet  in  length,  13  feet  2  inches  high  and  8  feet  11 
inches  wide  at  the  caves,  being  thus  very  much  larger 
than  the  ordinary  English  railway  carriage  and  they 
are  divided  into  a  main  saloon  provided  with  luxurious 
revolving  chairs,  a  smoking  room,  a  boudoir  and 
dressing  room  for  ladies  and  ample  lavatory  con¬ 
veniences.  The  seating  capacity  is  twenty- eight,  con- 1 
sisting  of  fourteen  chairs  and  fourteen  sofa  scats  an  ' 
the  cars  are  vestibuled,  this  feature  being  especially 
a  subject  of  comment  and  approval  as  the  vestibule 
feature  is  still  comparatively  unknown  in  Europe.  On 
their  inaugural  trip  these  cars  carried  her  royal  high¬ 
ness  the  duchess  of  Albany,  after  whom  one  of  the 
cars  is  named,  and  a  largo  party  of  directors  and  oflS- 
cers  of  the  Southwestern  and  other  railways  and  the 
English  press  is  very  liberal  and  cordial  in  its  com¬ 
plimentary  mention  of  the  new  vehicle.  The  intro¬ 
duction  of  these  cars  under  such  promising  auspices  is 
the  more  notable  from  the  fact  that  Pullman  cars  were 
tried  several  years  ago  on  the  Exeter  line  of  the  same 
railway  and  given  up  for  want  of  sufficient  patronage. 


GEOUgE  I.  OF  PULLMAN? 


DESPOTISM  IN  AN  AMERICAN  DUCHY. 


llow  IIU  (irace  lIolU-i  Absultito  Sway  Over 
lliH  Siiltiects  aiKl  UletatCH  Their  I'olit- 
leal  Preferences — No  Uiaploye  .Hay 
llolil  an  Oiiiiiion  of  ilU  Own. 


His  grace  George  M.,  dnl:e  of  Pullman 
and  a  (Ic United  States  senator,  holds 
sway  in  Ills  duchy  as  supreraelj’  as  he  con¬ 
trols  the  government  appointments  in  and 
around  the  great  city  of  Chicago. 

Doubtless  the  measures  employed  at 
Pullman  for  holding  the  g.  o.  p.  togetlicr 
are  fully  known  to  the  President,  who 
foresees  the  nece.ssity  of  the.  adoption  of 
similar  liigh-lianded  proceedings  elsewhere 
in  order  to  win  the  next  national  contest, 
and  the  transferring  of  senatorial  pre¬ 
rogatives  from  Mr.  Farwell  to  Dnke  Pull¬ 
man  is  in  a  measure  a  sort  of  saj'lng  to 
other  republican  nabobs;  “Go  and  do  like¬ 
wise,  If  you  would  merit  favor  at  my  hands." 

It  Is  not  iiosslblc  to  measure  the  .sum  of  the 
election  transgressions  at'  Pullman  by  the 
revelations  that  are  made  and  are  tcing 
made.  The  same  autocratic  voice  which  Is¬ 
sues  the  edict,  "\'ole  as  I  say  or  look  else- 
,  where  for  a  job,"  likewise  says,  "To  complain 
I  Is  to  be  sent  forth  a  tramp."  Employment  to 
f  not  ea*y  to  be  had,  despite  the  protective 


tirQlwnd  the  gilded  {woiBlsee  of  /((publican 
leaders  in  the  campaign  of  1888,  and  know- 
,  ing  that  to  tell  the  secrets  ot  the  council 
,  chamber  \.-here  suspects  are  called  and  told 
by  Manager  Sessions  the  "wishes”  of  Duke 
George  I.  of  Pullman,  the  poor  fellows  have 
the  shame  of  surrender  of  liberty  In  silence. 
They  havgw'lves  and  little  ones;  their  wages 
do  not  permit  them  to  save  up  money;  how 
can  they  go  forth  pennilessf  They  either 
vote  as  they  are  bidden  to  do  or  they  slay  at 

Careful  Investigation,  however,  on  the  part 
of  a  rejKjrter  for  Tjie  Herald  has  resulted  In 
lifting  the  veil  here  and  there,  and  in  dis¬ 
covering  facts  which  are  strongly  inconsistent 
with  the  boast  that  this  Is  a  free  country 
where  iwople  are  free  to  act  as  they  please 
and  vote  as  they  please  and  talk  as  they 
lilease.  This,  too,  not  in  democratic  Georgia  I 
or  any  other  southern  state  so  unremittingly  , 
denounced  by  republican  newspapers  for  al¬ 
leged  intimidation,  but  within  the  limits  of 
the  city  of  Chicago— In  republican  Pullman. 

Duke  Ueorge  I.,  let  It  he  said  for  him,  has 
no  half-handed  work  done  within  his  realm. 
Within  the  duchy  is  an  Inspector  of  buildings, 
with  several  assistants,  and  also  several  time¬ 
keepers.  These  men  know  personally  every 
subject  of  the  duke,  and  one  or  more  of  these 
Is  stall.Hied  .at  the  polls  to  see  just  how  each 
and  every  man  votes.  In  order  that  this  may 
be  done  effectually  the  republican  tickets  are 
Invariably  printed  upon  i)aper  different  In 
shade,  quality,  and  thickness  from  the 
dcmocrallc,  so  that  these  spotters 
m.ay  determine  beyond  any  peradveuture 
just  how  each  man  does  cast  his  ballot.  In¬ 
deed,  the  chief  aim  seems  to  be,  in  order  to 
make  the  Intimidation  complete,  to  make 
every  man  feel  that  the  ducab  surveil¬ 
lance  over  him  Is  perfect,  and  that  If  he 
dares  aid  or  abet  the  other  side  political  in 
any  way  It  will  come  to  the  knowledge  of  his 
serene  highness,  the  duke.  One  ot  the  men 
attended  a  small  meeting  of  democrats  one 
night  before  the  election  and  made  a  brief 
talk.  The  next  day.  so  It  Is  said,  he  was  sum¬ 
moned  before  Manager  II.  H.  Sessions,  who 
said  to  him:  "You  were  In  Kensington.  I 
know  what  you  did.  W'e  can't  control  your 
speech,  but  we  can  control  as  to  who  shall 
and  who  shall  not  work  here.  If  you  repeat 
your  action  of  last  evening  you  will  have  to 
go  elsewhere  for  a  job."  The  man,  scared  out 
ol  his  wits,  did  not  repeat  the  offense,  but  Is 
still  a  subject  of  Senator  Pullman. 

Frank  J.-UauUer  is  now  out  of  the  clutches 
of  the  duke  and  Is  not  afraid  to  speak.  He 
was  superintendent  of  the  blacksmlthing  de¬ 
partment.  He  learned  that  some  heads  were 
to  be  decapitated  and  prudently  secured  a 
position  at  St.  Louis  at  an  advance  upon  his 
then  sal.ary.  Manager  Sessions  told  him 
there  waii  not  a  word  of  truth  in  the  report  of 
political  slaughtering  In  anticipation,  and 
added  that  he  should  from  the  first  of  the 
next  month  get  the  same  pay  as  was  offered 
him  at  St.  Louis.  Mr.  Gaulter  remained,  de¬ 
clining  the  outside  offer,  and  yet  twenty  days 
later,  when  this  chance  was  lost,  he  was 
"fired”  without  a  moment’s  notice. 

James  F.  Morton  Is  another  victim  who  was 
"laid  off,"  as  Accountant  Kehl  told  him,  by 
orders  from  the  main  office  at  Chicago.  No 
reason  was  assigned,  but  he  had  been  repeat¬ 
edly  "Interviewed"  by  Manager  Sessions,  who 
"advised'’  him  to  vote  as  the  company  wished 
him.  Mr.  Morton’s  offense  was  this:  Being  an 
officer  of  election  he  made  the  duke’s  car¬ 
riages  which  brought  up  voters,  keep  thirty 
feel  away  from  the  poll-window,  whereas  the  i 
duke's  a,s.sl:<tanta  Insisted  upon  driving  right 
up  to  the  spot.  It  may  be  added  that  Pullman 
carriages  are  monopolized  at  each  election 
by  the  partisans  ot  the  duke  for  the  bringing 
ot  the  aged  and  the  weak  In  body  and  spirit 
to  the  place  of  ballot  depositing.  It  may  be 
stated  that  every  one  of  the  five  polling  places 
within  the  duchy  are  on  x>remises  owncil  by 
hi.<  grace's  company. 

A.n  InHucnllal  democrat  at  Pullman,  so  it  Is 
reliably  reported,  was  approached  by  Mana¬ 
ger  Sessions  just  before  the  last  election,  who 
said  to  him; 

"Are  you  working  for  the  Interest  of  the 


"Well,"  said  the  manager,  “It  Is  reported 
that  you  are  supporting  Quinn,  the  democratic 
candidate  for  alderman.  Of  course  I  don't 
believe  the  story,  but  I  tell  you  to  put  you  on 
your  guard." 

This  man  had  been  working  for  Quinn,  but 
he  look  the  hint  and  desisted. 

But,  If  any  are  In  doubt  as  to  whether  men 
are  discharged  at  Pullman  for  their  political 
opinions  and  the  expression  of  them  tangibly 
at  elections,  let  them  look  up  and  talk  with  O. 
F.  Loche,  of  the  car  shoiis;  J.  H.  McCoy, 
blacksmith ;  J.  F.  MePeake,  wood  worker;  D. 
H.  Chapman,  turner;  James  S.  Cullen,  ma¬ 
chinist;  E.  G.  Brown,  timekeeper;  J.  w 
Brown,  engineer  of  the  Corliss  engine;  F.  h! 
Teeple,  ot  the  pUnt  department  j  Philip  El- 
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names  can  IM  fumlslied  U  needs  be.  It  is  | 
scarcely  necessary  to  state  that  none  of  these 
men  Is  now  In  the  employ  of  the  company. 
Such  men  don't  talk  unless  they  are  ready  to 
jump  on  the  train  and  seek  a  livelihood  else¬ 
where. 

When  John  Cannon  was  testifying  before 
the  election  commissioners  concerning  in¬ 
timidation  at  Pullman  he  said  he  didn’t 
know  whether  he  was  discharged  for  polit¬ 
ical  reasons  or  something  else,  but  Cannon 
has  a  son  and  a  daughter  in  the  employ  of 
Duke  Pullman,  and  he  told  Chapman,  who 
was  about  to  testify,  that  he  didn’t  dare  swear 
otherwise;  that  If  he  did  his  children  would 
lose  their  jobs,  and  he  advised  Chapman  to 
testify  the  same  way,  If  he  would  not  see  his 
(Chapman's;  father  discharged,  the  latter 
being  In  the  company’s  employ. 

Chapman,  to  his  infinite  honor  be  It  said, 
declared:  "I  don’t  care  what  they  do;  I  shall 
tell  the  truth,  though  they  discharge  him 
the  next  minute.” 

Timekeeper  Brown’s  case  has  been  fre¬ 
quently  mentioned,  but  there  are  some  inac¬ 
curacies  In  the  published  account  of  his  dis¬ 
charge  and  some  Interesting  facts  connected 
with  his  subsequent  experience.  Brown  Is  a 
republican,  and  his  objection  to  Alderman 
Chasey  Is  of  a  per.son.al  nature.  But  he 
fought  him,  and  fought  him  hard,  dc.sifite  re¬ 
minders  from  Manager  Sessions  that  he  was 
not  thereby  studying  his  best  Interests  and 
those  of  the  company.  Mr.  Brown  says  it  was 
General  Manager  George  F.  Brown,  however, 
and  not  Sessions,  who  “ordered”  him  to  supl 
port  Chasey.  Ex-Tlmekeepcr  Brown  Is  a  per¬ 
sistent  fellow,  and  after  his  discharge  In¬ 
sisted  upon  knowing  the  reason  for  It.  He  was 
referred  to  the  general  manager,  who  said  to 
him: 

“You  were  discharged  for  disobeying  a  su¬ 
perior  officer." 

“Do  you  mean  Dr.  Chasey  r  asked  Brown. 

“I  do,”  replied  General  Manager  Brown, 
emphatically. 

“That  is  Impossible.  I  am  not  under  Dr. 
Chasey.  He  Is  agent  of  the  buildings,  and  I 
do  not  come  In  contact  with  him  In  any  way.” 

The  general  manager  here  colored  up  and 
then  said: 

"Well,  I  mean  that  you  spoke  disrespect¬ 
fully  of  him.” 

The  discharged  man  finally  saw  a  clerk  In 
tke  election  board  rooms,  who  bade  him  call 


SHEETS  MADE  IN  AUSTRIA, 
e  rullman  Company  Find*  Them 


The  Canadian  Pacific  railroad  are  now 
'  having  built  four  new  vestibule  trains 
to  iicfommodato  the  travel  on  the  Maine 
(Jivi.-luti  of  the  road.  They  will  be 
Kn  utly  appreciated  by  the  travelling  pub¬ 
lic  ai  a  great  improvement  over  the  pres-  | 
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— A.  Ji  Drake,  superintendent  of  the  Pull¬ 
man  shops  at  Wilmington,  has  been  trans¬ 
ferred  to  Chicago.  Mr.  Drake’s  asistant  has 
been  made  superintendent  at  Wilmington  and 
J.  NJMllehan,  formerly  Master  Car  Builder  of 
the  Erie  at  Jersey  City,  assistant  superinten- 


Snperb  New  Cars  on  the  limited. 

The  now  Pullman  vestibule,  observation 
and  library  oars  Just  added  to  the  equipment 
or  the  Pennsylvania  Limited  are  the  hand¬ 
somest  creation  of  the  Pullman  shopa  The 
most  notable  Improvement  in  their  oonstruo- 
tlon  Is  the  spacious  open  observation  room 
at  the  end,  which  la  fully  equal  to  the  ac¬ 
commodation  of  one  dozen  people  In  easy 
chairs.  This  open  end,  which  Is  well  pro¬ 
tected  by  the  root  and  sides,  will  prove  Im¬ 
mensely  popular  during  the  summer,  a 

(fords  a  cor--'— - -■ - - - -  - 

the  scenery 


alforda  a  complete  and  unobstructed  view  of 

.1 -  q,,jg  hangings  of  the  cars  are 

'■  tietnl  work  Is  In  the 


highest  stylo  of  art.  The^. 
bolstered  in  a 


n  thia  ai 


-  --  - -  fabric. 

-  - originated  and  Is  exclusively  used 

by  the  Pullman  Company.  It  Is  much  pleas 
anter  as  a  summer  upholstery  than  plush.  In 
Its  summer  garb  the  train  la  without  doubt 
the  handsomest  and  most  comfortable  .In  the  1 
world.  ft-l 
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ELECTRIC  CAR  TRUST. 

;  Westinghouse  and  Pullman  Said  ta  Rave 
'  Such  on  Hand. 


Vks  Eagitsli  aiass-lloass-Goblillng  Syadlests 
Agsla  Beported  as  Operating— Sot  Bach  Crsd- 
ence  dlren  to  It— Somo  of  the  Satloasl  Tube 
Works  Men  Hare  Returnod  to  Work— Others  are 
Still  Dlasatlsfled— Scott’s  Miners  do  not  Agree 
to  Accept  Less  than  the  Columbns  Wage  Seals- 
Other  Labor  News. 

There  is  good  reason  to  suppoiie  that  a; 
nice  little  electric  car  trust  is  in  course  of 
formation . 

George  Westinghouse,  Jr. ,  returned 
from  an  eastern  trip  yesterday  morning, 
and  left  at  noon  for  Chicago.  There  he 
had  arranged  to  meet  George  Pullman, 
the  car  builder, it  is  said, in  a  very  well  in¬ 
formed  quarter,  lor  the  purpose  of  form¬ 
ing  a  joint  alliance  lor  the  purpose  of  pat¬ 
ting  a  new  electric  car  on  the  market.  It 
is  known  that  the  Pullmans  are  building 
a  new  style  of  oar  with  provision  for  the' 
motor  on  a  much  Improved  plan  than  that 
now  in  use.  And  It  is  also  understood* 
that  the  Westinghouse  electric  experts 
have  been  working  lor  some  time 
on  a  new  design  of  generator  and^ 
■  improved  motor  machinery.  Inquiry 
among  the  heads  of  the  departments  1b 
the  Westinghouse  building  this  morning 
failed  to  elicit' any  information  relating  to 
this  alliance  of  the  electric  and  car  mag¬ 
nates,  but  General  Superintendent  Charles 
S.  Pease  conversed  a  little  concerning  the 
improved  generator  and  motor. 

“For  some  time,’’  said  this  gentleman, 

‘  ‘we  have  been  engaged  on  a  generator 
and  motor  which  will  be  a  great 
Improvement  on  those  now  in  use.  The 
alternating  system  was  so  extensively 
employed  will  be,  in  time,  superseded  by 
the  direct  current  system,  and  it  will  be 
under  the  latter  that  oar  own  machinery 
will  be  operated.-  The  direct  current  sys¬ 
tem  necessitates  the  use  of  two  out 
wires,  while  the  Tesia— alternat¬ 
ing— requites  three  wires.  The  new 
motor  will  be  more  efficacious,  and  less 
liable  to  got  out  of  order  than  those  now 
in  operation.  At  prasent  the  armatures 
are  greatly  Injured  by  the  mud  and  dust 
of  the  streets,  but  the  new  motor  will  be 
so  boxed  up  and  protected  that  this  source 
of  trouble  will  be  avoided.’’ 

Mr.  Pease  was  not  in  a  position  to  say 
anything  relative  to  Mr.  'westinghouse’s 
western  trip.  The  visit  of  Mr.  Pnllman, 
taken  in  conjunction  with  tha  improved 
motors,  would  point  to  a  probable  scheme 
on  foot  to  control  the  coastruotion  of 
electric  cars  under  the  new  system. 
There  are  somewhere  in  the  neighborhood 
of  K5  lines  in  operation  through¬ 
out  the  country,  and  the  system  of  transit 
is  likely  to  snmrsede  the  cable  from  its 
cheaper  cost.  The  cars  for  the  Duqesne 
company  are  being  built  by  Pullman,  and 
'  'unlikely  the  Westinghonse  Im- 


AT  IT  AO.VIM. 

More  Litigation  Between  the  Wagner  and 
Pullman  Companies. 

Boston,  May  23.— The  Pullman  and  Wagner 
companies  ore  fighting  again.  The  Pullman 
company  has  a  suit  In  the  courts  against  the 
Wagner  company  for  cars  in  service  upon  the 
Boston  &  Albany,  and  to  oflfset  that  action  a 
suit  in  equity  has  been  begun  In  the  United  | 
States  Circuit  v,uui  e  lor  an  injunction  to  re¬ 
strain  the  joint  use  by  the  defendants  on  the 
New  Vork  &  New  England  of  Pullman  cars 
containing  improvements  in  car  plat¬ 
forms  patented  by  Philip  Hien  and  "im¬ 
provements  in  combined  car  buffers  and 
yielding  platfiyms*’  patented  by  Clinton 
Browning,  both  patents  b  -ing  vested  bjr  as¬ 
signment  In  Henry  Walker  Webb,  as  trustee 
for  the  Wogner  company,  of  which  be  is  'Vice- 
President. 

The  infringing  platforms  and  platform  buf¬ 
fers  enter  into  the  construction  of  all  the 
Pullman  vostibuled  ears  now  running,  and  the 
object  of  the  suit  is  to  establish  the  title  of  the 
Wagner  company,  with  a  view  to  stopping 
the  use  of  such  infringing  vestibuled  cars 
throughout  the  country.  _ _ 


Tl-.f-rg  is  plenty  of  room  for  Iii'Hit 
train  service  in  tlie  Kentucky  railroads 
gonwally,  tliough  there  ara  a  few  ex- 
fccptions.  I  laiow  of  aothing  more 
dcuriwslng  tl'nn  a  t-io  in  tiio  day  cars  of 
an  Lverigo  Kentucky  railroad,  especially 
,  wiicu  a  puriiou  ui  tuo  trip  is  mauc-  after 
night.  The  cars  arc  usually  dingy, 
dark  and  ill-smcUlug.  and  liglit  fnan 
,  teelthi  oil  lamps  is  onl,\-  good  caougli  to 
i  luiitalize  one  by  enaijling  him  to  read 
i  tlie  titles  ofboolcs  and  newspapers,  the 
I  contents  of  which  must  remain  a  mys- 
I  tcry.  Even  the  slccpcts  are  not  what 
the  traveler  has  a  right  to  expect  from 
'  the  high  prices  charged  and  at  a  time 
wlicu  the  comforts  and  couvouieaocs  of 
,  traveling  arc  multiplying  more  rapidly 
than  anytWng  else.  "  All  the  old  Pull¬ 
mans  pro  sent  South,”  said  a  representa¬ 
tive  railroad  passenger  agent  the  otlier 
day.  '•  It  is  a  shame  that  t'le  roads  do 
not  make  an  organized  effort  to  resist 
tills  imposition,  even  if  it  bo  backed  up 
I'y  the  gieatesc  uionopuly  in  the  world. 
Tliere  is  ns  much  profit,  .and  lewor  re- 
:  BtrletioiH  in  operatieg  IhiUman  sleepers 
in  the  .Smith  titan  unywlicre  else,  and 
yet  all  tiio  now  ears  with  their  Improved 
comforts  are  pitu  on  Northern  lines  and 
the  old  ones  transferred  South  to  lie 
it.  service.”  This  agent  s.'iid 
Pullman  Company  was  paid 
■  »  mile  for  every  mile  every 
nrs  Was  hatiled.  Paynient 
...y  the  railroad  company  shaplv 
1  the  traveting  public  sieeiniig 
eonveriiences.  The  Pullainii  Company 
gets  paid  for  every  seat  and  IktiIi  00- 
cupied,  and  makes  enormous  prollts  on 
everything  it  fumishes.  A  lun-ah  order¬ 
ed  in  a  buffet  car.  which  cculd  lie  ob¬ 
tained  in  any  restaurant  for  sixty  cents, 
cost  mo  Sl.aO  the  otiier  dii.v,  nnd  w.is. 
moreover,  badly  served.  When  lie  lias 
paid  $2  per  day  for  Ids  seat,  $3  or  S4  lor 
lunches  and  tipped  the  porter  and  tim 
steward,  it  costs  aliout  as  much  as  ilie 
railroad  fate.  It  docs  not  add  to  Die 
traveler’s  satisfaction  to  know  that  he 
is  forced  to  put.  up  with  dingy  ami  ill- 
lighted  cars  and  poor  service,  while,  for 
till*  siiuic  amount,  travelers  in  anotiicr 
section  are  enjoying  all  tiic  comforts  of 
modern  civilization,  includitig  murkc  r.-- 
iKirts  and  tlie  presence  of  stenogmpiiei-s 
nnd  typewriters  it  he  wants  to  on 

busiru'ks  \s  Lil«  ou  route.  liui  i 
iipoK  w  so  strong,  however, 
dlroad  WrnU  w™* 

“  p».v 


rh'ai'fthiHnilk 

’  tliieilcefits  a  n 
one  a  its  enr 
is  mule  Iiy  tin 
(o  idl.ii-d  the 


GEO.  M.  PULLMAN  HERE. 

He  Says  Tliat  Weslingtiouse  May  Locate  a 
Plant  at  Pullman. 

The  fireat  C»e  Builder  Arranging  with  the  PenBRjr 
People  for  a  Kupplj  of  Dlnlag  Cars  for  th.>  Lines 
West  of  Plttabnrg— Later  he  has  a  Confereaea 
With  George  Westlnghouse,  and  Tlslts  Alle- 
ghenr— Good  Bcason  to  Huppase  that  the  Com¬ 
bination  Alread)  Referred  to  Bill  be  t  ousum- 
luated. 


George  W.  Pullman,  Charles  Pitllman 
and  Vice  President  Wicks,  of  the  Pull¬ 
man  construction  company,  arrived  t‘ is 
morning  in  a  private  car  attached  to  the 
Fort  Wayne  No.  8.  While  the  party  was 
breakfasting,  George  Westlnghouse,  Jr., 
who  had  come  in  from  Home- 
wood,  stepped  onto  the  car  and 
had  half  an  hour’s  chat  with  the  visitors. 

He  then  hurried  away  to  his  ofHoe.  A 
little  later  Mr.  Charles  Pullman  de¬ 
scended  and  strolled  up  town.  When  the 
Leader  reporter  mentioned  to  him  the 
proposed  combination  of  the  Westing- 
house  and  Pullman  interests  in  regard  to 
the  construction  of  electric  cars,  (an  ac¬ 
count  of  which  appeared  exclusively 
in  last  Friday's  issue  of  this 
paper)  he  appeared  surprised  that 
it  had  leaked  out.  He  did  not  wish  to 
speak  obout  it  and  referred  the  reporters 
to  Mr.  George  Pullman.  That  gentle¬ 
man,  accompanied  by  Mr.  Hicks  and  a 
Peuusylvania  railro.ad  official  who  had 
called  on  them ,  scon  after  alighted  and 
walked  to  the  offices  of  the  Pennsylvania 
company,  on  Penn  avenue.  During  the 
week  Mr.  Pullman,  with  charaotorlstic 
courtesy,  offered  the  Leader  representa¬ 
tive  an  opportunity  of  broaching  the 
question  of  the  deal.  In  this  connection 
Mr.  Pullman  said:  .  i 

“Mr.  Westlnghouse  was  in  Pullman  ; 
last  week  lor  the  purpose  of  inspecting  a 
site  lor  the  proposed  location  there  of  a 
portion  of  his  works.  He  had  never  been 
the.-e  before  and  took  the  opportunity  of 
,  going  over  the  place.  There  was, 
no  talk  of  any  combination  be- 
!  tween  us  with  reference  to  the  con¬ 
struction  of  electric  cars.  We  are  build¬ 
ing  cars  at  prtsent  in  connection 
with  the  Sprague  motor  system,  and  as 
the  Westinghovise  motors  will  be  used  in 
a  large  proiiortion  of  the  oars,  we  both 
considere.d  it  would  be  a  very  convenient 
thing  if  Mr.  Westitighouse  were  to  locate 
at  Pullman.  Further  than  this  tiiere  is 
!  no  combin.atlon  between  us.  I  am  not  i 
I  aware  that  Mr.  Wes-inghouse  was  in-  | 
'strumentel  in  forming  a  company, 
whilst  in  the  east  lately  for 
the  purpose  of  coutrolling  electric  street 
car  lines.  That’s  a  matter  1  know  noth¬ 
ing  about.  .Mv  Visit  hers  is  not  in  any 
vav  connected  with  Mr.  Westlnghouse  or 
.is  locating  at  Pull  nau,  exiopUng  thit  1 
jhall  call  on  hi.ni  bye  aud  bye  to  go 
through  tho  works.  I  have  an  appoiiit- 
lent  this  morniag  with  Mr.  Wood,  o  th_ 
ein:svlvania  company,  ani  I  Rn«ill  ji' 
tlie‘ot!C.asion  to  look  rou^nd  the  e’ty- 
is  the  first  time  I  have  been  in  1  ictsburg 
in  daylight  in  twenty  years,  and  I  expect 

to  beconsidsr.iblyastoniohsd.’  ' 

Mr.  Pullman  then  stepped  iuto  the 
Penusylvania  offices  and  conferred  with 
General  Manager  Wood.  Later  ho  ^lled 
on  Mr.  Westi  ighouse.  He  loaves  at  8 
o’clock  this  evening  for 

Mr. Pullman’s  visit  to  General  Manner 
Wood  was  to  arrange  for  a  supply  of  din¬ 
ing  cars  for  the  Pennsylvania  linos  west 
of  Pittsburg.  These  cars  will  be  at¬ 
tached  to  all  the  importent  tr-ains,  and 

'^At^^^traters'i^UedonMr.  Wei^ 
iiighouse  aud  later  were  driven  over  to 
Allezheny  in  a  couple  of  carri.iges  which 
had  been  provided. 

There  Is  gool  r.asnn  to  sunp  jso  mat  a 
branch  electric  nlaiitof  the 
company  will  Tie  locat^  at 

Mr.  Westingbouse  was  pleased  with  to* 

position  when  there. 


P^LEEPING  OAKS. 


The  Pullman-car  cases  yesterday  engaged 
the  attention  of  the  United  States  circuit 
court.  . 

Judges  Newman  aud  Pardee  presided. 

The  cases  are  of  general  interest  and  im¬ 
portance,  on  account  of  the  legal  principles 
involved,  aud  the  large  amount  of  money  <'* 
stake. 

I  About  150,000  was  the  amount  involved,  as 

f  the  cases  have  lingoriW  before  the  courts  for 
some  years,  and  the  sum  has  been  increasing 
each  year. 

Two  of  these  oases  were  based  on  the  tax 
act  of  1880  assessing  a  tax  on  “each  company 
'  doing  business”  in  Georgia  "as  a  sleeping  or 
palace  car  company.”  Tlie  Pullman  I  alaco 
Ld  the  Pullman  Southern  Car  companies 
resisted  tho  tax.  The  comptroller-geneml 
through  Sheriff  Thomas  levied  on  a  car  of  each 
of  these  companies.  These  cars 
iiied,  and  in  1887  a  temporary  injunction  w  as 
granted  restraining  the  collection  of  the  tax 
fuitil  the  case  might  he  fully  argued. 

Upon  argument  yesterday  the  court  pi  e 
decree  periietiially  enjoining  Georgia  irom  i 
collecting  tax  under  provisions  of  the  act  men¬ 
tioned,  deciding  the  act  unconstitutional  and  , 
void,  as  in  contiict  with  tho  “inter-state  clause  | 
of  the  United  States  coustitutip,  as 
well  as  with  other  fundamental  con- 
stitutional  law,  state  and  federal.  i 

LEVIED  OR  A  CAK.  , 

A  third  case  of  Pullman’s  Palace  com-  , 
pany  against  Comptroller,  General  M  right 
5md  Sheriff  Thomas  was  to  restrain  the  colle->  1 
tioii  of  tax  on  tliat  company  for  Georgia  under 
the  tax  act  of  1888. 

»The  principle  by  which  the  amount  was  to 
be  determined  was  on  basis  of  the  whole  val¬ 
ue  of  oars  of  the  company  everywhere,  all 
States,  Canada  and  Mexico  not 
the  total  number  of  miles  o*  °'^®5 

which  snob  cars  are  run:  to  the  number  of 
miles  of  railroad  in  Georgia  over  winch  such 
cars  are  run,  by  the  general  tax  rale,  i  le 
company  resisted  payment  of  tax  under  tow 
last  mentioned  act  also,  crG  the  sheriff 
comber  last  levied  on  a  Pullman  eai  which 
hanneiied  to  bo  in  Atlanta,  but  was  engaged 
inTnning  to  New  Yorkl  A  temporary  in- 
junction  was,  in  January  last, 
vent  collection  of  this  tax,  and  ^ 

tioii  was  yesterday  decreed  to  9°“V””®i  „ 
foree  Also  on  ground  of  being  based  on  an 
invalid  and  unconstitutional  act,  '’®; 

ingin  coiifiict  with  ‘‘in‘«’’-s‘*‘® 
ami  other  clauses  of  “,'|^,*®^®™‘Xo  ffi- 
totions.  Many  thousand  dollars  were  also  m 

^ll^fjohii ‘alto^mells,  of  Chicago,  and 
Judge  E.  O.  Kont*,  of  Atlanta,  appeared^ 
Mu^l  for  the  sleeping-car  companies,  ami 
Sr  Clifford  Aiutertou,  attorney-general, 

*°The*conipany  insists  that  it  is  w>l'*fif 

lawfiillv  imnosed ;  but  that  if  states 
.could  impttse  such  taxes  as  these,  the  company 
oauid  not  exist. 


DEUL  CLOSED. 


Westlnghouse  Electric  Stock  to  Be  IB- 
creased  $3,000,000 

tad  Pnllinan  Takes  the  Whole  Bell  of  Wsx-It’i 
the  HesTlest  Deal  Yet  In  LlghtnluE  Sharee— 
Farther  Break  In  the  Oil  Harket— Trust  8hsree 
Lesd  la  s  Farther  Decline. 

The  deal  by  wbiob  Pullman,  the  mil¬ 
lionaire  car  builder, is  to  make  his  advent 
,  into  the  electric  business  is  now  about 
closed,  and  here  are  the  details: 
The  Westlnghouse  company  is  to 
increase  the  stock  from  f5,(X)0,0(X) 

to  (8.000,000  and  Erie  Pullman  is  to  takei 
entire  (:i,000,000  increase  at  par.  The 
deal  is  one  of  the  most  extensive  ever 
made  in  Pittsburg,  and  will  no  doubtp 
create  a  sensation  in  financial  circles. 
The  details  once  concluded,  it 

means  many  important  changes  of 

plant  for  the  manufacture  of  electric  ap¬ 
paratus  and  may  possibly  include  a  car, 

,  works  in  this  city.  As  yet  the  Westing- 1 
house  people  will  not  talk,  but  the  plana 
as  outlined  may  be  taken  as 

correct.  '  Up  to  a  late  hour  to- 1 
day  the  street  knew  nothing  of 
the  deal  and  tho  shares  of  the  local  com- 1 
'  pany  were  still  being  sorely  pressed  to 
sale.  On  chauge  the  stock  closed  offered 
at  88>4,  but  it  was  noticed  a  large  line  of 
the  stuff  could  have  been  marked  half  .a 
dollar  below  the  figure  named.  The  taking 
ol  this  big  {increase  by  the  Pullman  at 
.  (60  a  share,  while  the  old  stock  is  still 
selling  below  40,  may  or  may  not  be  bull¬ 
ish  for  the  moment.  All  depends  on  the  : 
wishes  of  those  manipulating  it. 
As  one  autboritively  put  it  to-day,  ' 
the  old  stock  may  continue 
on  the  down  grade  until  an  average  is 
secured  on  the  stock  Mr.  Pullman  Is  to 
take  at  50.  Airbrake  stock  sold  at  an 
Improvement  of  half  a  dollar.  Central 
traction  also  sold  somewhat  higher; 
otherwise  the  specialties  were  unchanged. 
Sales  were  recorded  at  the  early  call  as 
'  follows: 

10  shares  of  Westlnghouso  air  brake  stock 
at  117,  H.  M.  lAing  to  Geo.  B.  XIIU  &  Co. 

26  shares  of  central  traction  stock  at  23 
Sproul  A  Lawrence  to  W.  F.  Slaxou.  , 

26  shares  of  Central  tractlca  at  28,  J.  F. 
Btark  to  \V.  F.  Maxon. 

The  bids  and  oflers  at  the  call  were  as 
follows: 

Bid.  Asked. 

The  Pittsburg  Petroleum  stock  ( 

and  metal  exchange .  125  176  | 

Marl^  NiUl^nal  bank .  102 

NATURAL  UAS  STOCKS. 

OUartlers  Volley  Gas  Co .  11 

Manutacturers’  gas  Co .  20 

Ohio  Valley .  35 

People’s  Natural  Ga.s 


People’.s  natural  gas  and  pipe- 

age  company . 

Pennsylvania  Gas  Oo . 

Wheeling  Gas  Co .  iom 

OIL  CO  STOCKS. 

Woslilngton  oil  company .  86 

FASSE.NGER  RAILWAY  STOCKS. 

Central  Traction .  27% 

Cltlzeos’  traction . 

Pittsburg  and  Birmingham...  36 

Pittsburg  Traction . 29 

Pleasant  Valley . 

UININO  STOCKS. 

La  Nona  Mining  Co .  19ts- 

Luster  Mining  Co .  16AA 

ELECTRIC  LIGHT  STOCKS. 

Kast  Knd  Electric .  60 

Westlnghouse  Electric .  88% 

MISCELLANEOUS  STOCKS. 

Union  switch  and  signal  com¬ 
pany  .  Hit 


1*1% 


17t»i 


G\ 


THEPin* 


THE  SUMMER  RESO 


ONSIDERED  in  the  light  of  its  relation  to  the  Summer 
sorts  of  the  land,  no  line  of  Ameriean  railway  is  so  comp 
liensive,  and  none  so  far  reacliing  in  its  vtst  ramifications  as  t 
PennsylTauia  Railroad  system.  Its  lines,  direct  or  alli( 
r  reach  tlie  resorts  of  the  entire  Atlantic  coast;  tlie  inomita 
and  Talleys  of  the  Middle  and  Atlantic  States  arc  within  ( 
limits  of  its  great  arms;  the  “unsalted  seas”  of  the  North  w( 
the  inland  lakes  of  the  North,  the  wide  fore.sts  of  the  East 
all  within  easy  access  to  the  centres  of  population  through 


o  provide  prompt, 
le  points  within 
ititle  it  to  the  < 


of  tills  ^reat  corporation  em 
and  satisfactory  means  of 
as  within  the  territory 
of  the 


len  and  women 
ittered  waterin 
d  upon  except 


travel  to  the 


span  of 
dcrtakii 
Pleasur. 


provided  that  the  traveler  was  lucky  em 
Telegraphic  communication  could  not  b 
now.  and  the  mails  were  not  sO  frequent  i 
nineteenth  century,  so  that  the  difficulty  o 
element  of  uncertainty  as  to  what  welconi 
rail,  and  much  staging,  a  long  boat  ride. 


Reing  wise  in  Ids  day  and  generation,  he  selects  tlie  Pennsylvania  Route,  a*  I 
knows  that  there  is  no  resort  of  tlie  thousands  to  which  the  Pennsylvania  doe  1 
lend  the  aid  of  its  wide  facilities  either  in  reaching  it  directly  or  by  some  friendly  coi 
nection.  The  train  service  which  he  finds  ready  at  h.ind  would  make  his  old  g^'aa 
father  stare  in  wide-eyed  amazement.  Un  all  the  trains  running  to  the  pron.inc 
resorts  magnificent  Piillmsn  Vestibule  Parlor  cars  are  a  part  of  the  regular  eqvti(jma 
These  cars  are  the  ripest  examples  of  the  car  builder's  skill.  Comfortable  arm  dhai 
sofas  for  lounging,  and  abiiflet  from  which  light  refreshment  in  meat  and  drink  issuj 
plied  serve  to  righlen  any  tedium  that  the  length  of  journey  might  entail.  In  a<ld 
lion,  there,  are  passenger  coaches  so  light  and  cheery,  so  clean  and  comfortabl*’.  ns  • 
excite  a  mental  debate  as  to  whicli  is  most  preferable  for  a  daylight  ride.  Thee 
trains  so  equipped  run  through,  as  a  general  rule,  to  the  point  of  final  destiiiatio 
with  few  stops,  on  quick  scliednies  and  at  such  frequent  intervals  that  city  people  m 
enjoy  all  the  pleasures  of  a  Summer  outing  and  yet  never  neglect  the  super?  isfon 
-igers,  their  business  affairs. 

filled,  For  the  more  remote  resorts  there  arc  trains  equipped  with  Pullman  Vstih 
safe  to  Sleeping  cars,  pre.seiUiug  all  the  comforts  of  the  very  best  hotels.  There  are  I  ;rth 
of  his  which  one  may  slumber  p  eacefully,  drawing  rooms  accommodating  in  e  ictn 
privacy  one’s  familjr,  or  slate  rooms  in  which  a  smaller  party  may  find  ample  seclas 
!  road  All  the  conveniencies  that  apply  to  one’s  own  rooms  are  at  hand,  and  the  srTvic 
id  the  maid  or  man  servant  is  commanded  on  tlie  touch  of  an  electric  bntton,  ’T  hen 
iverse  dining  cars  also  devoted  exclasively  to  the  prepar.ition  and  servii'a  of  mea  is. 
in  its  riunrni  of  tlie.se  cars  include  whatever  is  best  in  the  markets  of  the  land,  and  th«'  ma 
and  style  of  llie  service  leaves  notliing  to  be  de.sircd. 
lorses,  A  short  sketch  of  the  composition  of  one  of  the  trains,  the  Pkxns  'J.v. 
hotel.  LiJttTKD,  which  is  by  large  odd.s  the  most  popular  tourist  train  of  the  world,  -ill 
gilt  of  excellently  to  mirk  the  ooutrast  b.Hwaea  the  matlioJs  of  travel  preyailin  .in 
lortico  forenoon  and  evening  of  the  present  century. 

- ,  --joicing  This  wonderful  Irain  is  composed  exclusively  of  Pullman  Vestibule  Dra  win 

wliip  about  the  Slate  Room,  Sleeping,  Dining,  Smoking  and  I^ibrary  Cars.  The  main  hot  ly  ui 


because,  in  great 
measure,  tliere  were 
wliioh  necessitated  any  great 
exertion  to  over  take,  even 
hadstarted,  and  their  leaving 
ng  time  depended  somewhat  on  . 
e  of  the  management  or  the 
of  tra^c.  Disrespectful  people, 

J  scofi  at  the  easy-going  I - 

min  waited  for  the - 


licit  belief  in  tlie  optimist  of  to-day,  when  he  is  coi 
ig  with  those  tlial  were  practised  by  his  father, 
oschiiig  age  was  the  picturesque  era  of  American  lif 
gliway  of  activity,  the  toll  gate  the  market  place 
n  the  bazaar  where  the  news  of  the  world  was  exc 
I'or  then,  and  human  sympatliy  stronger,  because 
1  to  narrower  boiiiiils. 

;  a  grand  sight  when  the  rattling  old  coaeli,  with  i 
er  passengers,  within  and  on  top,  dashed  up  to  thedi 
lind  been  heralded  by  the  winding  of  the  horn,  and 
;  day  tlie  youlli  and  beauty  of  the  hostelrie  liad  gatli 
e  tlie  event  of  the  day  in  welcoming  the  coming  giies 
ide  of  strong  arms  and  a  cool  head,  merrily  crac 


SUMMER  .EXCURSIO:.\[ 


A  book  of  9A0 , pages, 


A  book  of  ^^40  , pages,  handsomely  illustratr** 
Pennaylvsnia  Rfiilroad  on  June  1, 18^.  It  • 


1.  accompanied  by  thtee  complete  maps,  cc  )nt 


<e  procured  on  and  jEdter  that  date  at  the!p:  fine 


1890. 


AMERICA, 


lividedmfotwelTesecUoiigof  two  double  berths  ei 
“““  material,  peculia 

the  hmshing  of  the  interior  is  of 
f  and  nchne^  The  carpets  and  draper 
decorations,  and  the  splendid  nickel  ch 
"  “le  ornamented  roof  and  the  glistening  snrfa 
are  htied  for  electric  light,  but  \  ’ 

the  electric-lighting  plant.  In 
fit  and  modest  looking  puncture! 

•ic  wire  ending  in  a  lighting-bnlb 
iny  desired  position,  so  that  i 

e  car  is  the  ladies’  toilet- 
-■h  other  and  the  main  fa 
ennessee  mar- 

- .rater  flows  by 

■racks,  clothcs-hooks,  cuff- 
r  possible  little  receptacle 
le  heart  could  ask.  Adjoin- 
It  unique  compartment.  As 
ivided  with  a  barber-shop 
in  tlie  forward  portion  of 
„  -,r,  so  here  a  complete  bath-  , 

.iwra  IS  arranged  for  the  ladie.s.  There  i 
;  IS  hot  and  cold  water,  a  hose  and  attach- 
ments  for  a  shower  bath,  and  plenty  of  room 
for  dressing  The  dressing-table  is  a  chest  ifSl® 
ol  cute  little  drawers,  surmounted  by  a  (swLIIb 
plate-glass  mirror,  with  little  brackets  and 
racks  for  toilet  articles  disposed  on  each  ffffm 
side.  Tlie  perfection  of  detail  and  the  ab-  1'  A  1 

solute  satisfaction  of  every  want  could  not  »  @6  - 

be  more  completely  supplied  in  a  ladles’  F  M 
private  chamber.  //.[ 

*  a  ‘*'®  ladies’  bath  is  a  state-room 

.finished  in  white  and  gold,  and  hung  with 
rich  drapery.  It  contains  an  upper  and  a 
lower  double  berth  and  a  sofa.  The  finish- 
lug  18  exquisite  in  taste,  and  the  appoint-  LCEl 
mentsofthe  room  render itadainty  boudoir. 

Connected  with  thestate-rooni and  opening  Pf|l  1 
into  it  is  a  lavatory  and  a  private  toilet- 
room.  The  section  nearest  the  state-room  IF 

IS  fitted  with  handsome  velour  curtaius,  -TSj-ri 
winch,  when  hung  in  position,  form  an  M'''"' 
improvi.sed  compartment  for  the  use  of 
nwlids  or  others  desiring  a  certain  degree  of  seclnsion 
presents  a  large  drawing-room  of  similar  style  and 
blending  of  ivory  and  gold  and  hangings  suggestive  of 
more  spacious  than  its  counterpart  at  the  other  end.  I 

by  an  ingenious  employment  . . 

off  from  the  main  body  < 
concealed,  so  that  one  would 
requisition.  The  drawing-rc 
and  the  two  compartments  a 
a  lavatory  annexed,  and  the 
wash  bowl,  which,  upon  the 
in  any  car,  other  than  a  pri 
luxurious  comfort  as  these  r- 
tha  pleasure  and  ease 
^  All  the  sleeping- 
ladi-s'  bath-room,  wh 
the  toilet-room  for  me 
gentlemeo  in  making 

The  most  conspic _ 

^rs.  These  cars,  novel  and  ori 
fill  a  want  before  nnsupplied  to 
The  forward  end  is  devoted 
itely  in  the  centre  there  is  a 
y(  the  car  forms  an  open  sitti 
snd  the  curtains  ere  of  an 
lolstered  in  cool,  white  hair 
lows  are  unusually  large. 

•xcellent  outlook  in  each  dii 
ifteen  inches  of  the!  floor,  so 
Ifl  train.  The  r&r  platfot 
{ickel  railing, 

/atory.  '• 


I  Thfe  ornamental 
surface  has  been  u_ 
most  exquisite  styh 
— ,  I  Another  no'--’ 

■8  lend  sleeping-cars  is  t 
le  folded  one  of  them,  but 

well,  in  beauty  and  ornaL.. . . 

Incandescent  light  bulbs 
red  TI,£  gestive  places,  and  at  night  ' 

in  -  i  ^ observation  cars  ar 

e  in  one  s  berth  to  all  but  the  smokers,  who 

..d  !.„u,rj  b,  .  S".  iVE 

Ui.  u,..  ibs  |,™„,  ,1,. 


1  carving  of  these  car 
utilised  by  the  carver  fc 
‘■■'i  decoration, 
el  and  most  striking  clu 

^e^total  absence  of  s.,uare  corners.  Tho^rirnm  an'Vbrupttiim’ i™ 

"  “■  . . . .  IS  rounded  ofl  in  the  artist’s  lines  of 

t  in  carving. 

t  of  the  hard- wood  posts  in  the  mostaug- 

- - -la  blase  of  iridescent  briglitne.sa. 

‘-n  ‘hegeneral  passengers,  andure  open 
Te  proMded  with  their  own  compartment  of  a  similar  na- 
-he  most  charming  section  of  the  train  to  the  ladies  who 
magnificiu  scenery  f„; 

the  seats  of  all  the  cars  are  upholstered  in  a  white  hair  fab- 
t  only  a  bright  and  cleanly  appearance,  but  renders  them 
merly  used  for  this  purpose.  The  material  is  an  Italian 
to  tins  country  is  entirely  original  with  the  Pullman  Coui- 

Perfected  Safety  Vestibules  areemployed  on  the  Limited.  Tlmvesti- 
V  one  of  the  most  notable  additions  of  modem  times  to  the  list  of 
!  Perfect  eommunication 

rs,  and  ils  influence  in  steadying  the  motion  of  lonv  trains  nnd 


superb  work, 
exhibition  of  hi 


Every  bit  of  exposed 
art,  and  the  result  is  a 


which  an  insulated  electrii 
may  be  disposed  at  will  in  an 
and  read  witli  perfect  ease. 

At  the  forward  end  of  the 
substantial  partition  from  euc 
^eatationary  wash-bowisofTc 
ble,  into  whicli  hot  and  cold  w 
pressure;  towel- 
racks,  and  ever 
that  thefeminiii 
ing  this  is  a  moi 
’the  men  are  pri 
.'and  bath-room 


its  ladies’  waiting  maids,  the  Limited  is  indeed  the  ideal  trail 
ft  stands  at  the  head  of  tlie  througli  trains  of  tlie 
Imtween  the  East  nnd  the  West  aflbrd  opportunities  of  luxuri 
ine  perleouon  ol^^modern  transportation  facilities.  While  th 
example  of  the  Penn.sylvatiia  service,  other  trains  almost  eqn 
went  speed,  and  whatever  one  the  tourist  might  select,  I 
pressed  with  the  superiority  of  the  advantages  he  enjoys  in  th 
world  8  progress. 

Tf ,  .  Tickets  for  the  Tourist. 

I  t  isnot  only  upon  itsmagnihceiit  service  of  fast,  well-eouii 
direction^_  that  the  Pennsylvania  Railroad  claims  consideratio 
Line,  but  Its  facilities  for  providing  the  necessary  transportati 
remplete  in  the  world.  Its  Summer  Excursion  Route  Book,  i 
St,  isnot  only  a  compendium  of  all  the  rates  prevailing  over 
anes  to  the  principal  re-sorts  of  the  land,  but  it  is  equally  as  v 
witu  full  and  explicit  information  as  to  how  the  trip  may  bt 
desirable  variations  may  be  utilized  to  enhance  its  pleasu 
w  '■""S'ng  from  Prince  Edward  Island  to  the 

Worth  Gtrolina,  from  the  Southern  extremity  of  New  Jersey  t 
ada,  from  the  mineral  springs  of  Virginia  to  the  rockv  shores 
described  at  length,  and  over  1500  routes,  representing  a  slock 
tickets,  are  set  out  clearly  and  intelligibly  within  its  pages.  I 
care  is  observed  in  making  them  read  over  lines  that  present 
poiuts,  and  in  everv  case  tliere  is  a  wide  field  for  i 
vide  for  a  return  trip  by  a  different  direction,  so  tliat  the  tourii 
continual  succession  of  changing  scenes.  Nothing  more  conclu' 
wide  extent  and  the  enormous  resources  of  the  Pennsylvania  E 
bummer  passenger  traffic  than  this  superb  system  of  excursion 
prehensive  that  one  could  hardly  a.sk  for  a  *,  ™ 

ticket  to  an  Eastern  resort  of  any  prominence  ' 

and  fail  to  find  it  ready-made  by  a  variety  of 
routes.  One  hundred  and  tliirtv  railroad  and 
steamboat  lines  are  represented  in  tlie  coupons 


Resort 


smaller  has  concealed  in  the  side  of  the  i 
pressure  of  a  spring,  falls  into  position. 

,  vate  car,  such  a  perfect  arrangement 
j  corapartmente  afford,  and  they  cannot  fail  t 
!  of  travel  on  long  journeys. 

■cars  are  appointed  in  the  same  manner,  with  the 
iich  18  only  provided  in  one  car  of  a  given  train. 

.hiirSiSi"”'”"'’  “ 

JUOIIS  features  of  the  new  equipment  are  the  Comt 
riginal  in  construction,  arrangement,  ai 
)  the  traveling  public,  especially  tliofet 
--J  to  sleeping-berths  there  being  six  se. 
toilet-room  flanked  by  a  buffet,  while  tin 
mg-room.  The  interior  is  finished  in  bn 
appropriate  shade.  The  luxurious  rattai 
clotli,  afford  seating  capacity  for  twenty  i 
and  the  rentral  ones  are  large  bav-windov 
rpction.  I  he  end  windows  and  tlie  door  a 
as  to  afford  a  wide  and  unobstructed  view 
rm,  which  is  not  vestibulcd  but  inclosed  I 
re  feet  deep,  and  designed  to  be  used  as  ar 
HnoUate  comfortably  twelve  nersons 


ROUTES 


AND  RATES. 


and  execution  ofa 


^  - - Summer  Outing-  will 

same  date,  the  sale  of  Summer  Excuraion  tickets  w 


ticket  oflBces  of  the  Company.  On  the 


PuUmshed 


No.  4. 


No.  1. 

Cool  and  Light  and  Airy. 

Passengers  that  go  to  the  Pennsylvania  Station, 
on  Canal  street,  to  take  the  famous 
Limited,  now  find  the  regal  train  tedeck^  in 
white  and  garlanded  with  flowers.  The  cvwh.oned 
seats  of  the  sleeping  cars  are  upholster^  in  white 
mohair,  as  are  also  the  light  rattan  cl*®”:? 
smoking  room  and  the  observation  cm.  The  while 
Tats  tL  dainty  white  of  the  table  cloths  and 
napkins,  the  white  aprons  of  the  ‘J'®. 

vest  and  boutoniere  of  the  steward,  and  the  ex- 
quisitely  decorated  white  china,  K^ether  with  the 
Snamelrf  finish  of  the  “‘‘“'8-. 
walls  and  shining  mirrors  make  the  dimng 
car  a  palace  of  delight.  ITie  menu,  vvith  lU 
array  of  delicious  summer  dish^,  is  that  ot 
Tmeal  so  excellent  that  it  has  been  decided 
sunerior  to  that  of  many  of  the  most  prom- 
inrat  hotels  of  the  country.  The  Limited  Reaves 

Chicago  from  the  Pennsylvania  fetation  at  five 
o’clock  every  afternoon,  reaches  Pittsburgh  in  the 
moiSng!  and,  after  a  daylight  ride  ‘trough  the 
Allegheny  mountains,  arrives  in  Baltimore,  V\^h- 
ington,  Philadelphia  and  New  York  the  next  afier- 
niin  and  evening.  Kor  reservations  apply  to  C 
W.  Adams,  Asst.  Gen.  Pass.  Agent,  65  Clark  sueet, 
Chicago. 


The  Stenographer’s  Testimony. 

Inquiry  was  recently  made  of  the  stenographer 
who,  in  an  office  on  the  Pennsylvania  Limited,  is 
ready  to  write  letters  or  telegrams  for  patrons  of 
the  famous  train,  if  any  of  the  correspondents  for 
whom  he  acted  as  secretary  ever  indulged  in  praise 
of  the  train  in  the  course  of  their  communications. 
He  replied:  “I  gel  cartloads  of  it.  There  is 
never  a  social  communication  written  that  does 
not  contain  some  reference  to  the  magnificence, 
completeness  and  elegance  of  the  train,  and  the 
stream  of  adjectives  that  ladies  in  particular  pour 
into  their  missives  is  almost  enough  to  make  the 
cow-catcher  blush  I  write  a  great  many  business 
letters  for  men  that,  although  chary  of  word^  often 
cannot  resist  the  temptation,  even  in  the  midst  of 
a  hard,  short,  dollars  and  cents  letter,  to  let  a  cor¬ 
respondent  know  what  a  royal  good  time  they  are 
having.  People  hear  a  good  deal  about  the  train 
and  read  about  it,  but  find  their  expectations  so 
far  surpassed  when  they  come  aboard  that  they 
are  completely  overcome,  and  find  relief  by  letting 
their  exuberance  run  out  through  me  and  my 
typewriter.” 

The  Pennsylvania  Limited  leaves  Chicago  every 
afternoon  at  five  o’clock  for  Pittsburgh,  Baltimore, 
Washington,  Philadelphia  and  New  York.  For 
reservations  address  C.  W.  Adams,  Asst.  Gen. 
Pass.  Agent,  65  Clark  street. 


NO.  2. 

From  the  Balcony. 

New  observation  cars  have  been  placed  on  Ae 
Pennsylvania  Limited,  finished  with  new  effecu 
of  polished  wood,  glass 

with  comfortable  chairs,  tables,  books  and  papers, 
Tnd  Sere  is  a  broad  platform  at  the  rear,  w.^ 
comfortable  room  for  a  dozen  camp  chairs  From 
this  flying  balcony  passengers  look  upon 
ous  green  of  the  foliage  that  reaches  to  the  Alle- 
ghemes’  summits,  upon  the  changing  curves  of  the 
Luntains,  the  beautiful  lines  that  shift  «ig"^ 
summer  sky.  With  all  the  exhilaration  of  mo  ion 
through  J  that  is  cool  and  bracing,  they  whirl  by 
stress  that  riotously  tumble  over  giant  rocks, 
p^t  scenery  that  fades  from  the  wildly  sublime  to 
{he  sweetly  pastoral,  and  then  onward  to  the  peat 
cities  of  the  Atlantic  seaboard.  Ihe  Limited  hM 
donSed  summer  atlire.  Robed  in  white  from  end  to 
end,  it  extends  to  every  beholder  an  mvitaUon  that 
is  irresistible  to  fly  to  the  cities  or  the 
mountain  resorts  of  the  East.  It  leaves  Chic^o 
at  five  o’clock  every  afternoon,  from  the  Pennsyl¬ 
vania  Passenger  fetation,  on  Canal  street,  hor 
reservations  apply  to  C.  W.  Adams,  Asst  Gen. 
Pass.  Agent,  65  Clark  street. 


Boom  for  Improvement. 

The  magnificence  of  the  Pennsylvania  Limited 
has  becoi^  a  matter  of  comment  throi^hout  the 
civilized  world,  and  it  was  supposed  that  m  its 
construction  and  adornment  the  limit  of  tasteful 
luxuriance  had  been  reached.  But  there  was 
room  for  improvement,  although  it  required  an 
artist  to  discover  it.  The  trmn  that  now  leav^ 
Chicago  at  five  o’clock  every  afternoon  has  a  new 
observation  car,  ornamented  with 
combinations  of  glass  and  wood  and  silk  curUi^ 
The  seals  in  the  front  compartment  are  upholster^ 
in  a  rich  and  pleasing  neutral  Unt  that  seems  to 
combine  the  beauties  of  olive  peen,  drab  and 
chocolate,  without  the  pronounced  effect  of  eitner. 
This  color  has  also  supplanted  the  ‘e"® 
the  state  rooms,  a  change  that  is  perce^ibly  m  the 
line  of  elegance  The  seats  m  the  body  of  the 
sleeping  cars,  the  smoking  and  oteervation  cars 
are  covered  with  white  mohair,  that  wU  be  re- 
Uined  during  the  summer  months.  This,  with 
thewhite  vesu  and  boutonieres  of  conductor  and 
porters,  and  the  dainty  white  cap  of  the  coW 
kliid,  give  the  train  an  “airy,  fairy 
that  is  lightsome  and  gay  as  a  strain  of  the  b‘rauM 
orchestra.  For 

Limited  to  Pittsburgh,  Baltimore,  WashmgtOT, 
Philadelphia  and  New  York,  W'y 
Adams,  Asst.  Gen.  Pass.  Agent,  05  Clark  street, 
Chicago. 


Thk  Railway  Age 

May  31,  1890 


Car  Building  in  Mew  Booth  Wales. 

Mr.  W.  Pullman  has  not  been  very  snooessful  in  intro¬ 
ducing  his  oars  at  the  Antipodes,  as  he  wanted  60  per  oent 
of  the  gross  receipts,  which  our  southern  kinsfolk  thought 
too  much.  It  must  not  be  inferred  from  this,  however, 
that  the  Australasian  is  above  or  beneath  the  luxury  of 
sumptuous  traveling.  The  34  carriages  for  the  New  South 
Wales  railway,  under  construction  at  the  works  of  Hudson 
Bros.,  Sydney,  would  compare  favorably  with  the  best 
in  this  country. 

The  carriage  is  especially  adapted  for  the  comfort  and 
convenience  of  passengers  on  long  journeys,  and  with 
that  object  in  view  the  latest  type  used  on  the  express 
trains  between  England  and  Scotland  has  been  followed, 
with  modifications  to  adapt  it  to  the  climate  and  the 
heavy  gradients  and  sharp  curves  on  the  New  South 
Wales  lines.  The  main  feature  of  the  carriage  is  that  no 
less  than  four  separate  compartments  or  small  rooms  are 
provided,  fitted  op  completely  with  lavatories  and  toilet 
accommodation.  The  main  portiott  of  the  carriage  is  oc¬ 
cupied  by  four  full-size  passenger  compartments,  each 
considerably  larger  than  those  usually  provided.  Some 
of  the  compartments  are  uphoUtered  in  cloth,  giving  a 
more  comfortable,  because  less  slippery,  seat  than  leather. 
The  majority,  however,  of  these  compartments,  includ¬ 
ing  those  for  smoking,  are  upholstered  in  leather. 
The  seats  are  provided  with  elbow  rests  and  arm  slings. 
The  ends  of  the  carriages  are  arranged  as  coupes,  ao 
oommodating  four  passengers,  who  have  a  view  in  the  di¬ 
rection  in  which  the  train  is  running,  and  are  provided 
with  a  small  table.  The  carriage  is  lit  with  gas,  distilled 
from  shale,  and  carried  in  a  compressed  form  in  reser-' 
voirs  under  the  carriage. 

The  carriages  are  painted  externally  a  deep  red  brown, 
the  mouldings  being  picked  out  with  yellow  lines.  The 
curved  form  of  the  mouldings,  in  combination  with  the 
:  effective  coloring,  gives  the  carriage  a  very  hansome  ap¬ 
pearance  and  as  the  color  has  also  been  chosen  for  its 
wearing  qualities,  it  is  believed  that  this  handsome  ap¬ 
pearance  can  be  maintained  at  a  moderate  cost.  The  de- 
‘  tails  of  construction  have  been  specially  devised  to  guard 
the  carriage  against  the  destructive  influence  of  weather 
and  the  expansion  and  contraction  caused  by  alterations 
of  temperature.  The  roof  is  double,  with  a  closed  air 
space  between  the  two  thicknesses  of  boarding.  The  in¬ 
terior  of  the  roof  is  covered  with  Linorusta  Walton.  The 
darriages  measure  46  feet  long  and  8  feet  6  inches  broad 
over  the  body  and  weigh  about  21.5  tons,  an  appreciable 
portion  of  which  is  the  water  required  for  the  supply  of 
the  lavatories  and  waterclosets.  Each  compartment  is 
provided  with  an  electric  alarm.  An  equivalent  number 
of  second  class  carriages  and  brake  vans  are  also  under 
construction. — Herapath’s  Railway  Journal,  London. 
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Pullman’s  Palace  Car  Company. 

ACCOUNTING  DEPARTMENT, 

Office  of  the  Auditor. 

Chicago,  June  ist,  1890. 
ORDER  No.  8, 

The  following  appointments  are  made,  to  take  effect 
this  date,  viz: 

I. 

James  F.  Bird,  heretofore  Auditor  of  Receipts,  to  be 
First  Assistant  Auditor,  vice  F.  C.  N.  Robertson,  promoted. 

II. 

Nath.  B.  Smith,  Auditor  of  Receipts,  vice  James  F. 
Bird,  promoted. 

III. 

A.  Geo.  Rose,  Travelling  Auditor. 

The  resignation  of  Wm.  R.  Harris,  Second  Assist¬ 
ant  Auditor,  is  hereby  accepted. 

F.  C.  N.  Robertson, 

Auditor. 
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PULLMANS  BIQ  OFFER, 
r  that 


Will  Farnlah 
Take  SS, 000, OOO  W'orth  of  1 
If  a  story  that  Is  being  whispered  in  cer^ 
tain  circles  be  true,  then  would  there  be  wali:^ 
Ing  among  certain  parties  who  have  Invested 
In  real  estate  In  the  absolute  confidence  that 
the  world’s  fair  would  go  to  Jackson  Park. 
This  story  Is  to  the  effect  that  George  M.  Pull¬ 
man  stands  re^idy  with  an  offer  to  take  Jfi.OOO,- 
000  worth  of  bonds  if  the  directors  will  locate 
the  world’s  exposition  upon  his  ground,  lying 
between  Nlnety-lifth  and  One  Hundred  and  j 
Fifteenth  streets  and  Michigan  avenue  and  j 
the  Illinois  Central  Railroad.  It  has  been  J 
talked  around  pretty  openly  for  some  time  i 
that  Mr.  Pullman  would  be  very  willing  to  have 
the  great  fair  placed  near  the  little  city  of  his 
founding,  hut  men  have  pooh-poohed  the  Idea, 
But  In  the  little  circle  where  the  whlsperlOir 
Is  heard,  It  Is  said  that  Mr.  Yerkes  has  aN 
ready  engaged  Attorney  W.  O.  Uoudy 

I  to  lay  an  Injunction  against  the 

location  of  the  fair  at  Jackson  Park, 
while  another  Interested  Individual  is 
ready  to  do  the  same  thing  If  Garheld  Park  la 
selected.  The  claim  is  set  forth  that,  while 
the  legislature  would  doubtless  vote  permts- 
,  Sion  for  the  fair  to  be  held  In  any  of  these 
<  parks.  Its  act  would  be  unconstitutional,  for 
the  reason  that  It  cannot  divert  property 
from  the  purpose  for  which  It  was  set  apart. 
In  any  event,  they  say.  Injunctions  would  fol¬ 
low,  and  the  managers  of  the  fair  could  not 
j  and  would  not  abide  the  slow  action  of  the 
1  courts.  An  Injunction  would  mean  such  re- 
Itardatlon  as  would  prevent  the  preparatlonof 
,  the  monster  buildings  In  time.  Knowing  these 
things,  as  the  story  goes,  Mr.  Pullman  steps 
,  in  with  his  offer  of  a  site  and  of  relief  trom 
(  any  financial  bother  by  himself  taking  for  his 
'  company  85,000,000  of  bonds. 

I  There  may  be  nothing  In  the  above,  yet  It  Is 
told  by  men  “In  the  swim”  when  they  think 
•  '  pfldentially  to  each  otheif, 

thatmore  than  one  specu- 
ctln^on  the  good  faith  of 
the  whole  matter  by  buying  In  the  neighbor¬ 
hood  of  the  Pullman  tract.  The  Pullman 
partisans  claim  that  he  has  plenty  of  land  for 
I  all  possible  purposes  of  the  fair,  and  that  he 
I  can  show  transportation  facilities  that  are 
1  unquestioned.  One  hears  much  of  late  of; 

.  the  Impossibility  ot  securing  either  of  the  I 
,  great  parks,  showing  that  some  spirit  Is  a^ 

(  work  endeavorlnjrto  create  prejudice  agai^m 
I  them,  and  It  Ih  noticeable  that 
1  of  those  who  thus  talk  are  decldtidlj*. 

'  reticent  when  asked  just  where  the  fair 
ought  to  go.  It  was  no  part  of  the  purpose 
that  the  offer  of  the  land  and  the  taking  ' 
the  bonds  should  be  thus  made  public,  ‘ 

rather  held  back  until  the  time  was  ripe  ! - 

then  present  It  in  the  most  alluring  form. 
The  Pullmanlte  enthusiasts  insist  that  the 
$5,000,000  offer  must  settle  the  matter  beyond , 
any  peradventure;  that  from  the  East  and] 
the  West,  the  North  and  the  South,  and  front! 
all  parts  of  this  broad  country  will  come  the: 
demand  that  he  who  Is  willing  to  do  sucW 
noble  things  ought  above  all  men  to  have  the! 
right  to  declare  where  the  fair  shall  go.  i 


fafit'Tsk^th^ 

laitfc:  Is  aimSy  •«ctli 


The  longest  run  by  conductors  on  record  is  un¬ 
doubtedly  that  of  the  Vullman  conductors  whose  trip, 
according  to  a  southern  paper,  extends  from  Wash¬ 
ington,  D.  C.,  to  Mobile,  Ala.,  thence  back  to  Phil¬ 
adelphia,  thence  to  New  Orleans  and  thence  back  to 
Washington.  Fourteen  (Jays  are  consumed  in  the 
run,  allowing  the  conductor  to  reach  his  home  only 
twice  a  month,  although  it  includes  a  “lay  oil”  at  the 
different  terminals.  Of  course  this  is  an  exceptional 
arrangement  of  runs. 


yo 


Officers’  Car— M.  L.  S.  &  W.  By. 

Our  illustration  shows  an  officers’  car  recently 
built  by  the  Milwaukee,  Lake  Shore  &  Western  Ry'., 
of  which  Mr.  .Jno.  Hickey  is  master  mechanic.  The 
car  is  68  feet  long  and  9  feet  8  inches  wide  over  body. 
The  framing  is  of  special  design.  The  sides  of  the 
car  under  the  sheathing  have  a  wood  lining  with 
grain  running  lengthwise  of  car.  The  end  sills  are 
stiffened  with  3-8x6i  inches  iron  plate,  which  is 
firmly  fastened  between  the  end  sill  and  the  sub  end 
sill,  into  which  the  center  and  intermediate  sills  are 
tenoned.  The  sill  framing  is  supported  laterally  by 
I  in.  rods  and  girts,  which  are  placed  not  more  than 
two  feet  from  centers  throughout  the  whole 
length  of  the  car.  The  car  has  two  observation 
rooms,  state  room,  and  sections  as  shown,  with  a  fold¬ 
ing  bed,  desk,  and  map  case,  in  the  large  observation 
room.  The  car  has  a  sleeping  capacity  for  eleven 
persons,  not  including  the  porters,  and  is  very  con¬ 
venient  throughout  all  its  details. 
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observation’ 

BOOM  I 


PULLMAN’S  BIO  OFFER. 


If  a  story  that  is  being  whispered  in  cer¬ 
tain  circles  be  true,  then  would  there  be  wall¬ 
ing  among  certain  parties  who  have  Invested 
In  real  estate  In  the  absolute  confidence  that 
the  world’s  fair  would  go  to  Jackson  Park,  i 
This  story  Is  to  the  effect  that  George  M.  Pull-  j 
man  stands  reaidy  with  an  offer  to  take  $5,000,-  ' 
000  worth  of  bonds  If  the  directors  will  locate  I 
the  world’s  exposition  upon  his  ground,  lying 
between  Ninety-fifth  and  One  Hundred  and 
Fifteenth  streets  and  Michigan  avenue  and  1 
the  Illinois  Central  Railroad.  It  has  been  ] 
talked  around  pretty  openly  for  some  time  j 

I  that  Mr.  Pullman  would  be  very  willing  to  have 
the  great  fair  placed  near  the  little  city  of  his 
founding,  but  men  have  pooh-poohed  the  Idea.  . 
But  In  the  little  circle  where  the  whlsperlnir 
Is  heard,  It  Is  said  that  Mr.  Yerkes  has  al* 
ready  engaged  Attorney  W.  0.  Goudy 

I  to  lay  an  Injunction  against  the 

location  of  the  fair  at  Jackson  Park, 
while  another  Interested  Individual  is 
ready  to  do  the  same  thing  If  Garfield  Park  Is 
1  selected.  The  claim  Is  set  forth  that,  while 
1  the  legislature  would  doubtless  vote  permis¬ 
sion  for  the  fair  to  be  held  In  any  of  these 
parks.  Its  act  would  be  unconstitutional,  for 
the  reason  that  It  cannot  divert  property 
'  from  the  purpose  for  which  It  was  set  apart. 
In  any  event,  they  sny,  Injunctions  would  fol¬ 
low,  and  the  managers  of  the  fair  could  not 
j  and  would  not  abide  the  slow  action  of  the 
I  courts.  An  Injunction  would  mean  such  rc- 
Itardatlon  as  would  prevent  the  preparation  of 
the  monster  buildings  In  time.  Knowing  these 
things,  as  the  story  goes,  Mr.  Pullman  steps 
I  In  with  his  offer  of  a  site  and  of  relief  from 
I  any  financial  bother  by  himself  taking  for  his 
'  company  $.5,000,000  of  bonds. 

I  There  may  be  nothlpg  In  the  above,  yet  It  Is 
toW  by  men  “In  the  swim”  when  they  think 
jojifldentlally  to  each  othelU 
k  thahmore  than  one  specori 

_ _  fectlngVon  the  good  faith  or 

.-le  whole  matter  by  buying  In  the  neighbor¬ 
hood  of  the  Pullman  tract.  The  Pullman 
’  partisans  claim  that  he  has  plenty  of  land  for 
I  all  possible  purposes  of  the  fair,  and  that  he 
1  can  show  transimrtatlon  facilities  that  are 
1  unquestioned.  One  hears  much  of  late  of 
!  the  Impossibility  of  securing  either  of  the , 

,  great  parks,  showing  that  some  spirit  Is 
>  work  endeavorlni^o  create  prejudice  acBtBB 
I  them,  and  it  ik  noticeable  that  mfta^ 

:  of  those  who  thus  talk  are  decWe^lyt 
:  retlgent  when  asked  Just  where  the  fair, 
ought  to  go.  It  was  no  part  of  the  purpose 
that  the  offer  of  the  land  and  the  taking  of 
the  bonds  should  be  thus  made  public,  hot 
rather  held  back  until  the  time  was  ripe  and 
then  present  It  in  the  most  alluring  form.  • 
The  Pullmanlte  enthusiasts  Insist  that  the 
$5,000,000  offer  must  settle  the  matter  beyond 
any  peradventure ;  that  from  the  East  and! 
the  West,  the  North  and  the  South,  and  from' 
all  parts  of  this  broad  country  will  come  thej 
demand  that  he  who  Is  willing  to  do 
noble  things  ought  above  all  men  to  have  thd 
right  to  declare  where  the  fair  shall  go.  I 
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SAINT  PAUlr  AND  MINNEAPOLIS 


MODELS  OF  LUXUIiY. 

Exhibition  of  Xew  Slonplng  and  Dining 
Cars  for  the  Northern  Paciilo. 

Some  model  cars  are  standing  in  the 
yards  of  the  Northern  Pacific  railroad,  ex¬ 
amples  of  successors  which  will  make  the 
sleeping  and  dining  oar  service  of  this  line 
one  of  the  finest  in  existence.  The  diner  is 
a  marvel  of  the  builder’s  art  and  a  wonder 
of  economy.  Its  tables  are  supplied  with 
the  finest  linen,  silverware  that  might  grace 
a  palace,  and  a  service  that  is  dainty  and 
attractive.  That  important  end,  the 
kitchen  of  the  flying  hostelry,  is  filled  with 
copper  utensils,  ranges  of  the  latest  pattern, 
and  brilliant  with  electroplate.  So  well  is  it 
guarded  from  the  inviting  tables,  that  the 
appetizing  odors  of  a  steak  are  leJt  behind 
by  the  living  train. 


■Proportionately  more  elegant  and  more 
inviting  to  a  weary  traveler  is  the  new 
I  sleeper  ‘‘Red  Lodge.’’  With  improved  ar- 
I  tanmment  of  apartments  and  upholstered 
in  old  gold  textures,  he  would  be  finical  in¬ 
deed,  who  demanded  something  finer.  It 
13  a  moving  drawing  room,  from  whose 
windows  the  traveler  will  see  a  succession 
,  ot  views  such  as  the  owner  of  the  finest 
1  mansion  might  covet. 

I  Nearly  as  good,  wholly  as  good  in  its 
way,  IS  the  second-class  sleeper.  With  all 
the  privacy  of  first-class  oars,  with  porters 
to  attend  to  all  wants,  this  car  gives  to 
'  travelers  of  little  means  the  privilege  of 
bertha  at  a  nominal  cost. 

Gwieral  Passenger  Agent  Fee  and  Assist¬ 
ant  Passenger  Agent  Pond  were  “at  home” 

I  to  a  number  of  guests  in  the  new  dining  car 
I  yesterday  afternoon,  and  an  appetizing 
lunch  was  provided,  wdth  plenty  of  the  cool¬ 
ing  claret  cup  in  which  to  christen  the  new 
and  elegant  train. 


THE  SAINT  PAUL  DAILr  GLOBE; 
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8IMPL1Y  StlPKRB. 


The  New  Dining  and  Sleeping 
Cars  of  the  Northern  Pacific 
Road. 

There  was  a  long  stream  of  visitors 
yesterday  to  the  Northern  Pacific  yards, 
where  the  new  dining,  sleeping  and 
tourists  cars  were  on  exhibition.  Every¬ 
body  was  delighted  with  the  cars,  and 
well  they  might,  for  in  point  of  comfort, 
convenience,  elegance  and  general  get- 
up  they  are  unequalled  by  any  other 
road,  not  only  in  the  Northwest,  but  the 
country  at  large-ay  I  even  the  conti¬ 
nent  ot  Europe,  The  Northern  Pacific 
Is  adding  tolls  equipment  twelve  dining 
cars  and  twenty  sleepers,  the  reason  for 
which  is  the  inauguration  of  a  double 
service  of  trains  on  tlie  IStb  inst.  With 
these  additions  the  road  is  now  pos¬ 
sessed  of  twenty-four  dining  cars  and 
fifty-five  sleepers— as  large  an  equim 
meiit  as  can  be  found  on  any  other  road. 
The  new  cars  are  models  in  elegance 
and  finish.  Take  the  dining  car— for 
general  arrangements,  attention  to  de¬ 
tail,  comfort  and  convenience,  it  is 
simply  perfect.  The  highest  style  of 
cabinet  art  has  been  Introduced, 
the  eye  Is  pleased  whichever  I 
way  it  turns,,  and  so  deftly  I 
i.s  every  appointment  made  that  What  ' 
IS  usually  an  eyesore  In  these  cars,  as 
well  as  the  source  of  anything  but  an 
agreeable  odor— the  kitchen- has  been 
completely  surmounted.  The  cuisine 
has  been  entirely  isolated  and  not  the 
faintest  odor  la  perceptible.  So  excel¬ 
lent  is  the  general  finish  of  the  car  the 
most  fastidious  person  coaid  not  fail  to  be 
charmed  with  U.  The  same  remark  ap¬ 
plies  with  equal  force  to  the  sleeper.  An 
Inspectiou  ot  this  car  clearly  stamps  it 
as  the  acme  of  car  building,  lake  a 
railway  journey  In  one  of  these  oars, 
with  Its  adjunct,  the  dining  cm,  and 


there  is  nothlug  left  in  this  world  wnicli 
ordinary  mortal  could  wish  for.  The 
sleeper  is  upholstered  in  the  richest  old 
gold  textures,  and  so  skillfully  are  tlie 
toilet  annexes  arranged  that  those  who 
overlooked  the  oar  were  not  only  de¬ 
lighted  but  charmed.  A  decided  novelty 
to  the  sleener  is  the  drawing-room, 
capable  of  accommodating  nine 
people,  which  -  can  also  be  sub¬ 
divided  for  night  travel.  General 
Passenger  Agent  Fee  conducted  a  party 
of  newspaper  ineu  through  the  cars 
during  the  afternoon,  and  on  all  sides 
compliments  of  the  most  flattering 
character  were  expressed  respecting 
them.  While  the  Northern  Pacific  peo-  ' 
pie  are  thus  catering  so  admirably  for 
first-class  passengers,  they  are  not,  by 
any  means,  overlooking  that  numerous 
class  —the  second-class  passengers.  For 
a  very  modest  extra  payment,  sleeping 
berths  are  provided  these  passengers 
and  the  car  so  fitted  up  as  to  add  ma¬ 
terially  to  pleasure  of  travel.  With 
the  inauguration  ot  this  double  train 
service  the  Northern  Pacific  will  then, 
daily,  have  eight  transcontinental  lines 
on  the  road,  and  108  local  branch 
trains.  It  will  bo  possible  for  a  busi- 
ness  man  in  Boston.  New  York,  Phila¬ 
delphia,  Washington  and  other  Eastern 
points,  after  he  has  quit  work  Saturday 
noon,  to  take  a  train  to  St.  Paul,  make 
the  Monday  morning  connection  with 
the  Northern  Pacific  west,  and  arrive  in 
Tacoma  early  Thursday  morning,  aud 
Portland  early  the  same  evening.  All 
in  all,  tlie  Northern  Pacific  is  to  be  con¬ 
gratulated  on  the  increased  facilities  It 
is  affording  the  traveling  public,  as 
well  as  the  regal  splendor  of  its  dining 
and  sleeping  cars.  It  Is  a  marvelous 
,  advance  on  the  condition  of  things 
I  twelve  years  ago,  when  the  company 
'  had  but  two— and  those  very  old— sleep- 
'  ers,  and  they  were  really  rented  from 
another  road.  What  may  not  bo  ac¬ 
complished  In  tvrelve  more  years? 


(o(d 


THE  LOUISTOLE  POST: 
JUNE  7,'  1890. 

TEE  HEW  PULLMANB. 

Th*  llSBDi&oaB*  Caaelias  Baoaatlr  Pat 
oa  tha  I.  ^k  N. 

Laxury,  asta  and  eomfort  la  traTaling 
hara  baan  radnoad  to  a  toienoa,  and  thara  ia 
no  longer  any  naoeaaity  for  tha  aroidanoa  of 
a  jonrnay  by  rail  baotoae  of  tha  worry  and 
axhauation  that  formarly  attended  it.  With 
the  modern  improvameata  in  tha  way  of  ear- 
building,  a  trip  oa  a  properly  equipped  rail¬ 
road  of  today  ia  more  in  tha  nature  ol  a 
luxury  or  pleasant  raoraation  than  a  taak  to 
be  put  off  to  the  last  extremity.  Among 
those  who  hare  oontributed  moat  to  the  eaaa 
and  eomfort  of  the  traralar,  the  Pullmana 
probably  stand  foramoat.  They  are 
oonatantly  deriting  aome  new  eoiTan- 
ianoa  or  eonatruoting  new  ears,  the  latest 
I  effort  in  tbia  diraotion  being  the  haadseme 
I  palaee  ooaobes  that  the  L.  A  N.  baa  put  on 
between  LouisTilia  and  NaabrUle  andLonia- 
Tille  and  Cineinnati.  Yesterday  Mr.  Regan, 
of  the  Pullman  Company,  and  Mr.  John 
Milliken,  of  tha  L.  A  N.,  took  a  small  party 
of  newspaper  men  up  the  line  to  obristen  a 
couple  of  these  oars.  They  are  raasterpleoos 
of  the  oar-builders’  art,  being  luxuriously 
upholstered  and  appointed  in  regal  style 
generally.  They  will  prove  not  only  a  val¬ 
uable  acquisition  to  the  L.  A  N.,  but  a  da- 
sided  addition  to  the  eomfort  of  the  patrods 
of  the  read. 


THE  CO  L^ETER-JOURKAE! 

eocjistieIe, 

JUKE  11,  1890. 


/  ri’andsome  New  Parlor 
^le  Louisville  and  Nashville  hag  jost 
pw  on  between  here  and  Clncinna^u 
srfvice  of  elegant  new  parlor  chair  ca^ 
^  line  as  were  ever  run  out  of  Louis-'l 
/•illc.  They  are  luxuriously  furnished 
'with  plush,  brass  and  polished  oak  and 
walnut  interiors,  and  every  fixture  is 
supplied  needed  for  looks,  comfort  or 
style,  'file  eurs  arc  heavy  Pullman’s. 
Mch  bearh^  a  claasio  name,  and  In  ad- 1 
ditlon  to  having  tiic  regular  window  ' 
oliuirs  In  heavy  upholstered  plush,  there 
are  seattcred  about  numerous  chain 
whl^  aflord  observaUon  from  all  parts 
of  the  palaces  on  wheels.  Kvery  car  has 
closets,  drawing  rooms,  smoking  rooms, 
writing  aparteients,  a  library,  a  buffet 
and  many  other  comforting  (letalls. 

l^n.  District  Phssenger  Agent  of  the 


company,  took  out  a  party  of 
paper  friends  to  “  sample^  the  enrs  nnii 


^  affonlerf,  the 

I  twin  being  felt  lees  in  the 


THE  COTJBIEB-JOUEKA^ 
JETTB  12,  1890. 

THE  BIG  FOUR.  1 

Its  Establishment  jlt  Once  of  i 
a  LonisTille-Chioago 

Line.  { 


Two  Trainmen  Killed  and  Several 
Passengers  Injured  in  an  Acci¬ 
dent  Near  Childs,  Md. 


To  Come  Into  the  Oitj  Over  the  0. 
and  M.  From  North 
Vernon, 


The  Engine  Comes  to  Grief  and  the  Cars 
Go  Over  an  Eiiibuuk- 
inciit. 


One  ol  the  most  Important  railroad 
Heals  in  years,  as  far  as  Louisville  u 
concerned,  is  nearing  consummation,  and 
after  July  7  the  Cleveland,  Cincinnati, 
Chicago  and  St.  Louis  Itailroad  Com¬ 
pany,  better  known  as  the  Big  Fourj 
•win  be  running  into  this  city  as  an  In¬ 
dependent  Louisville-Chlcago  line,  and 
as  a  powerful  and  telling  competitor  to 
the  Pennsylvania  Company  and  the 
Louisville,  New  Albany  and  Chicago. 
This  scheme  lias  been  revolving  in  the 
mind  of  President  Ingalls  lor  some  time, 
and  for  years  the  Vanderbilts  have  been 
very  anxious  to  get  into  the  city.  The 
plan  has  all  been  cut  and  dried,  how¬ 
ever,  and  it  wants  only  the  formal 
sanction  of  the  stockholders  to  put  it 
into  effect. 

For  some  days  past  the  Cincinnati 
papers  have  had  in  their  advertising 
columns  a  call  for  a  special  meeting  of 
the  stockholders,  to  be  held  in  Clnoin- 
liati,  July  7,  at  10  a.  m.  Among  other 
Important  measures  to  be  considered 
the  call  states  that  one  is  as  to  the  ap¬ 
proval  of  an  agreement  with  the  Ohio 
and  Mississippi  liailway  Company  re¬ 
lating  to  the  use  of  track  between  North  ■ 
Vernon  and  Jeffersonville  and  New  Al-^ 
*>any.  1 


This  agreement  has  already  been 
made  by  the  Directors  of  the  Big  Four 
and  the  Ohio  and  Mississippi,  and  the 
new  Chicago  line  will  be  established  as 
soon  as  the  stockholders  have  given 
their  sanction  to  the  scheme. 

The  Big  Four  has  its  own  lino  bei 
tween  Chicago  and  North  Vernon,  where 
ft  desires  to  connect  with  the  O.  and 
M.  for  tills  city,  and  by  the  use  of  tlie 
latter’B  ti-aok  it  wiU  be  afforded  the 
Second  shortest  route  between  the  two 
Cities.  The  distance  by  the  Pennsyl- 
va^  ftom  Louisville  to  Chicago  is  304 
mUes,  by  the  Big  Four  it  will  be  318 
Monon  it  is  323  miles. 
jVitii  the  splendid  Vanderbilt  service  of 
Wagner  sleepers,  the  Pennsylvania  Com- 
be  given  a  dangerous  rival, 
and  tlie  new  Bne  will  make  a  heavy  null 
for  the  business. 

Frank  Robl:ins,  Jr^  waa  several 
weeks  ago  made  City  Passenger  Agent 
of  ^e  Dig  Four  here,  but  it  was  thought  ; 
ttat  ho  wna  to  look  out  for  l^stern  I 
bumneas  only-.  Tlie  recent  developments, 
however,  point  In  other  directions,  .tnci 
improbable  that  Mr. 
to  'J?  made  l'as.scnger  Agent 

in  charw  of  all  the  company’s  businesf 
Wl  hive 

.Ji'^^cte,  and  it  is  prohabi 
w  immolate’ 

after  tho  stooljiholders'  meeting. 


Bishop  Keane,  of  Washington,  and  a  Son  of 
Senator  Ingalls  Among  the  Suf¬ 
ferers. 


BAi.Tr.troiiK.  Jid.,  June  20.— A  ‘bad  ao- 
ciUeiit  liiippeued  early  this  morning' near 
Cliild.-i,  JId.,  on  the  I’liiludelphia  division 
I  of  tho  Baltimoi-ij  and  Ohio  Railroad,  by) 
1^  Whleh  two  men  were  killed  and  several' 

I  persons  were  more  or  loss  Injured.-..^ 

[  The  killed  are  Charles  Aclcenheil,  of 
New  York, and  John  McNamara,  of  ITill- 
adelphia. 

•  The  injured  are  as  follows:  Bishop  J. 

'  J.  Keane,  rector  of  the  Catholic  Univer¬ 
sity,  Washhigtou,  D.  C.;  Mr.  and  Mrs. 
Pierce,  Jlont  Clair,  N.  J.;  Jolm  C.  Rich¬ 
ards,  Miss  Bertha  Richards,  Miss  Grace 
Daily,  of  East  Orange,  N.  J.;  Mr.  and 
Mrs.  H.  E.  Keeley,  Fort  Smith,  Ark.;  J, 
J.  Newman,  Now  Haven,  Ct.;  Edward 
.  I’age,  T.i  Fifth  avenue,  New  York; 
Charles  E.  Adell,  .laeksnnville,  Fla.S 
.Toseph  Ing.nlJs,  son  of  Senator  Ingalls;' 

I  John  Ruhl.  Clarksburg,  W.  Va. 

Tlie- train,  No.  114,  consisting  of  an 
express-car,  baggage-car,  a  smoker,  two 
coaches  and  tho  I’ulltnan  sleepers  “  Leba¬ 
non  ”  and  “  Fanwood,”  in  charge  of  Con-*' 

,  ductor  'riiomas  Robertson,  and  drawn  by 
engine  No.  824,  William  AVinkoop,  en¬ 
gineer,  and  John  Mc.Namara,  fireman,  left 
Camden  station  at  11:50  last  night  for  Now 
York.  About  1:30  o'clock  this  morn¬ 
ing,  wlien  about  litty  miles  from 

JialUmore  and  near  Childs,  Cecil  county,^ 
file  main  rods  on  both  sides  of  tho  loco¬ 
motive  broke.  The  broken  rods  revolved 
at  lightning  speed  with  the  flying  driving- 
.  .wheels  beating  the  sides  of  tho  engine 
like  giant  hammers.  One  of  the  rods 
1  fivas  forced  through  tho  cab  of  tho 
;  engine,  striking  the  fireman.  Jolm  Mc- 
.Namara  with  such  force  as  to  kill  him 
liistaiitly.  The  •accident  also  cau-sed  the 
sleepers  to  leave  the  track  and  roll  over 
an  embankment,'  resulting  in  the  fatal 
injury  of  Cliarles  Aekcnliell,  Chief  En¬ 
gineer  of  the  Htaten  Island  Rapid  Transit 
Company,  who  died  before  reaching 
Philadelphia,  and  tlie  severe  wounding 
of  the  others  mentioned  above. 

Conductor  Robertson  telegraphed  a  re¬ 
port  of  the  disaster  to  Superintendent  m. 
Van  Smith,  of  Philadelphia,  and  a  -  spe¬ 
cial  train  with  surgeons  was  at  once  sent 
to  tho  scone.  Tho  obstructions  to  the 
track  were  .soon  cleared  away  and  by  day¬ 
light  all  trains  were  running  regularly. 
Bishop  Keane  was  on  his  way  to 
^Europe.  Uo  returned  to  Washington. 
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No.  1. 

Cool  and  Light  and  Airy. 

Passengers  that  go  to  the  Pennsylvania  Station, 
on  Canal  street,  to  take  the  famous  Pennsylvania 
Limited,  now  find  the  regal  train  bedecked  in 
white  and  garlaniled  with  flowers.  The  cushioned 
seats  of  the  sleeping  cars  are  upholstered  in  white 
mohair,  as  are  also  the  light  rattan  chairs  of  the 
smoking  room  and  the  observation  car.  The  white 
seats,  the  dainty  white  of  the  table  cloths  and 
napkins,  the  white  aprons  of  the  waiters,  the  white 
vest  and  boutoniere  of  the  steward,  and  the  ex¬ 
quisitely  decorated  white  china,  together  with  the 
enameled  finish  of  the  ceiling,  the  glistening 
walls  and  shining  mirrors  make  the  dining 
car  a  palace  of  delight.  The  menu,  with  its 
array  of  delicious  summer  dishes,  is  that  of 
a  meal  so  excellent  that  it  has  been  declared 
superior  to  that  of  many  of  the  most  prom¬ 
inent  hotels  of  the  country.  The  Limited  leaves 
Chicago  from  the  Pennsylvania  Station  at  five 
o’clock  every  afternoon,  reaches  Pittsburgh  in  the 
morning,  and,  after  a  daylight  ride  through  the 
Allegheny  mountains,  arrives  in  Paltimore,  Wash¬ 
ington,  Philadelphia  and  New  York  the  next  after¬ 
noon  and  evening.  For  reservations  apply  to  C. 
W.  Adams,  Asst.  Gen. J’ass.  Agent,  fijClark street, 
Chicago.  ’ 


No.  4. 

The  Stenographer’s  Testimony. 

Inquiry  was  recently  made  of  the  stenographer 
who,  in  an  office  on  the  Pennsylvania  Limited,  is 
ready  to  write  letters  or  telegrams  for  patrons  of 
the  famous  train,  if  any  of  the  correspondents  for 
whom  he  acted  as  secretary  ever  indulged  in  praise 
of  the  train  in  the  course  of  their  communications 
He  replied :  "  I  get  cart  loads  of  it.  There  is 
never  a  social  communication  written  that  does 
not  contain  some  reference  to  the  magnificence, 
completeness  and  elegance  of  the  train,  and  the 
stream  of  adjectives  that  ladies  in  particular  pour 
into  their  missives  is  almost  enough  to  make  the 
cow-catcher  blush.  I  write  a  great  many  business 
letters  for  men  that,  although  chary  of  words,  often 
cannot  resist  the  temptation,  even  in  the  midst  of 
a  hard,  short,  dollars  and  cents  letter,  to  let  a  cor¬ 
respondent  know  what  a  royal  good  time  they  are 
having.  People  hear  a  good  deal  about  the  train 
and  read  about  it,  but  find  their  expectations  so 
far  surpassed  when  they  come  aboard  that  they 
are  completely  overcome,  and  find  relief  by  letting 
their  exuberance  run  out  through  me  and  my 
typewriter.” 

The  Pennsylvania  Limited  leaves  Chicago  every 
afternoon  at  five  o’clock  for  Pittsburgh,  Baltimore, 
Washington,  Philadelphia  and  New  York.  For 
reservations  address  C.  W.  Adams,  Asst.  Gen 
Pass.  Agent,  65  Clark  street. 


NO.  2. 

From  the  Balcony. 

New  observation  cars  have  been  placed  on  the 
Pennsylvania  Limited,  finished  with  new  effects 
of  polished  wood,  glass  and  silk  drapery,  equipped 
with  comfortable  chairs,  tables,  books  and  papers, 
and  there  is  a  broad  platform  at  the  rear,  with 
comfortable  room  for  a  dozen  camp  chairs.  From 
this  flying  balcony  passengers  look  upon  the  glori¬ 
ous  green  of  the  foliage  that  reaches  to  the  Alle¬ 
ghenies’  summits,  upon  the  changing  curves  of  the 
mountains,  the  beautiful  lines  that  shift  against  the 
summer  sky.  With  all  the  exhilaration  of  motion 
through  air  that  is  cool  and  bracing,  they  whirl  by 
streams  that  riotously  tumble  over  giant  rocks, 
past  scenery  that  fades  from  the  wildly  sublime  to 
the  sweetly  pastoral,  and  then  onward  to  the  great 
cities  of  the  Atlantic  seaboard.  The  Limited  has 
donned  summer  attire.  Robed  in  white  from  end  to 
end,  it  extends  to  every  beholder  an  invitation  that 
is  irresistible  to  fly  to  the  cities  or  the  ocean  and 
mountain  resorts  of  the  East.  It  leaves  Chicago 
at  five  o’clock  every  afternoon,  from  the  Pennsyl¬ 
vania  Passenger  Station,  on  Canal  street.  For 
reservations  apply  to  C.  W.  Adams,  Asst.  Gen. 
Pass.  Agent,  65  Clark  street. 


'  ,  The  Pullman  Oar' Com^ny,  In  con-  i 

!  fcnctlon  with-  the  Westlnjihpqse  Com-  f 

;n)anis  ’’wJiV^ttlld  a  ^wn  .•4(fter  the  style  of  ^ 

;  Pullman,' tHis  State,  sixteen  miles  from  ; 
I  Pittsburg  whero  the  Pullman  Company  i 

'Will  manfa^ture  its  electric  cars^  Several  J 
I  thousand  men  will  be  employed.  j 


No.  ». 

Room  for  Improvement. 

The  magnificence  of  the  Pennsylvania  Limited 
has  become  a  matter  of  comment  throughout  the 
civilized  world,  and  it  was  supposed  that  in  its 
construction  and  adornment  the  limit  of  tasteful 
luxuriance  had  been  reached.  But  there  was 
room  for  improvement,  although  it  required  an 
artist  to  discover  it.  The  train  that  now  leaves 
Chicago  at  five  o’clock  every  afternoon  has  a  new 
observation  car,  ornamented  with  most  bewitching 
combinations  of  glass  and  wood  and  silk  curtains. 
The  seats  in  the  front  compartment  are  upholstered 
in  a  rich  and  pleasing  neutral  tint  that  seems  to 
combine  the  beauties  of  olive  green,  drab  and 
chocolate,  without  the  pronounced  effect  of  either. 
This  color  has  also  supplanted  the  terra  cotta  of 
the  state  rooms,  a  change  that  is  perceptibly  in  the 
line  of  elegance  The  seats  in  the  body  of  the 
sleeping  cars,  the  smoking  and  observation  cars 
are  covered  with  white  mohair,  that  will  be  re¬ 
tained  during  the  summer  months.  This,  with 
thewhite  vests  and  boutoiiieres  of  conductor  and 
porters,  and  the  dainty  white  cap  of  the  colored 
maid,  give  the  train  an  “airy,  fairy”  appearance 
that  is' lightsome  and  gay  as  a  strain  of  the  Strauss 
orchestra.  P'or  reservations  on  the  Pennsylvania 
Limited  to  Pittsburgh,  Baltimore,  Washington, 
Philadelphia  and  New  York,  apply  to  C.  W. 
Adams,  Asst.  Gen.  Pass.  Agent,  65  Clark  street, 
%  Chicago. 


7^/3  C/A/^ 

Bairet  ma  ».onl«»III«  BontBam, 

LocisviLLB.  Kv..  Juno34.-fBpetlaUj-Tho 
sale  of  the  LouisviUe  Southern  railroad  to 
the  East  Tennosseo,  'V'iriliiiia  and  Georgia 
railroad  now  •eetne  to  be  an  assured  fact, 
and  is  likely  to  be  accomulished  wUtiin  the 
next  few  days.  Theodore  Harris,  Prosldent 
of  the  Louisville  Southern,  went  to  Cincin¬ 
nati  this  afternoon,  it  is  understood,  for  the 
purpose  of  completing  the  aetails.  A  gen¬ 
tleman  largely  instrumental  in  ouildin?  the 
Southern  said  this  morning  that  the  nogotia- 
rebns  had  been  gome  on  for  a  long  time.  He 
'  was  satisfied  that  the  F.a8t  Tennessee,  Vir¬ 
ginia  and  Georgia  had  about  come  to  the 
torma  of  the  Southern. 


(o 
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Denver,  Colo.,  ,fnne  26th,  1890. 


Rio  Grande  Western  Railway  Co. 

general  Manager. 


Mr.  A.  E.  Welby  is  appointed  Superintendent 
with  Headquarters  at  Salt  Lake  City,  Utah. 

The  office  of  General  Superintendent  is  hereby 
abolished. 

In  effect  on  and  after  July  ist,  1890. 

General  Manager. 


nt  the 
I  aud 


Zocy/s 

_  ^  7^ 


Thb  ]^ublio  will  sympathize  with  the 
Bleeplng-oar  porters  In  their  strike  for 
higher  wages,  should  they  inaugurate  a 
■trike  us  threatened.  The  Pullman  oom^ 
pany  ever  since  its  organization,  has 
compelled  its  passengers  to  pay  IIa. 
porLers.  The  latter  now  complain  that 
the  tip  system  Is  fading  out,  and  instead 
of  the  $15  per  month  paid  them  they  ask. 
$<9  per  month.  We  are  in  favor  of  allow- 
ing  the  Pullman  company  to  pay  its  own 
expenses.  _ _  ; 


■  of 

■  the 
jad. 


Olo  Colony  R/iiLROflb. 

[Fall  River  Line.], 

inspection  ®rip  of  tl^e  Flew  Pullman  Vestibule  6ars. 

BUILT  FOR  THE  FALL  R^IVEfl^NE  STEAMBOAT  EXPRESS  TRAINS. 

SATMRbAT.  mr 
JMNEI4, 

1830., 

The  pleasure  of  your  company  is  requested.  Special  train  will  leave  Boston  from  ' 

I  the  Park  Square  Station  at  I  LOO  a.m.  Returning,  will  leave  steqfken  "Puritan,"  Fall 

River,  after  lunch,  and  reach  Boston  about  4.00  p.m. 

Please  advise  Mr.  Connor  of  your  acceptance.  \  \ 

I  Geo.  L  Connor  j  r  kendrick. 

Gen-l  Pass’R  Agent.  Manager. 

I  rhKASB  PKKSKNT  THI.S  CABD  AT  TBK  TRAIN.  - 

I - -  ^9 


Rio  Grande  Western  Railway  Co. 


l^rQtJIKER- 


14.  189a 


Denver,  Colo.,  June  26th,  1890. 


Mr.  A.  E.  Welby  is  appointed  Superintendent 
with  Headquarters  at  Salt  Lake  City,  Utah. 


The  office  of  General  Superintendent  is  hereby 


In  effect  on  and  after  July  ist,  1890. 


Thj!  (ublio  will  sympathize  with  the 
*lee’plng-oar  porters  in  their  strike  for 
^ighetr  wages,  should  they  inaugurate  a 
•trike  us  threatened.  The  Pullman  com*' 
puny  ever  since  Its  organization,  has 
compelled  its  passengers  to  pay  its. 
porters.  The  latter  now  complain  that 
the  tip  system  Is  lading  out,  and  instead 
ol  the  $13  per  month  paid  them  they  askj. 

per  month.  We  are  in  favor  ol  allow¬ 
ing  the  Pullman  company  to  pay  its  own 
expenses.  _  ; 


Old  Qolont  Railroad. 

[Fall  River  Line.). 

-inspection  ^rip  oj  tl^e  flew  Pull  man  Vestibule  0ars. 

BUILT  FOR  THE  FALL  R^IVEfl^NE  STEAMBOAT  EXPRESS  TRAINS. 

SATURUAr.  FTlr 

JVINE  14,  ^  y 

>830., 

The  pleasure  of  your  company  is  requested.  Special  train  will  leave  Boston  from  ' 
I  the  Park  Square  Station  at  11.00  a.m.  Returning,  will  leave  steq/then  "Puritan,”  Fall 

River,  after  lunch,  and  reach  Boston  about  4.00  p.m. 

Please  advise  Mr.  Connor  of  your  acceptance.  \ 


PHILADELPHIA  INQUIRER- 

-SATtJKD^^MORKlKG.  JUNE  14.  ,«.v. 


_  _AhANUSOME  PAULOirO^JiS. 

fulliuaii  ear  is  iiidispeiisaWK  It  is 
I  th^cme  of  iiiueteentli  century  ti^o^  and 
,  ujmt  be  louud  on  every  railway  train  tU^t 
pretensions  to  being  up  to  the 
I  times.  The  parlor  cars  which  are  used  on 
the  Atlantic  City  Railroad  are  models  of  the 
handsomest  and  most  luxurious  work  of  the 
Tullman  shops.  There  are  twelve  of  them, 
their  names  being:  Mataqua,  European’ 
Gyrene,  Elwyn,  Vivian,  Acacia,  Neversink, 
Hebe,  Mount  Meenegha,  lantha,  Minne- 
wasca  and  Astolfo.  Tliey  are  all  ot  the 
most  improved  form,  richly  decorated  and 
finely  upholstered.  A  single  row  of  plush- 
covered.  revolving  chairs  runs  along  each 
Side  oi  the  car.  These  swinging  around  so  as 
to  face  one  another  are  easily  accommodated 
to  parties  of  two  or  more  and  do  away  with 
the  awkward  feature  of  two  rows  of  chairs 
on  one  side  and  a  single  row  on  the 
other,  as  in  use  upon  some  otlier  roads.  The 
politeness  and  attention  of  the  porters  of 
these  parlor  cars  is  a  feature  that  strikes  the 
seaward  traveler  very  favorably.  Unlike 
the  rapacious  sleeping  car  porter  o<’  song  and 
story,  the  porters  are  of  great  use  on  the 
trains,  and  ladies  traveling  alone  or  with 
children  find  that  they  get  every  possible 
attention. 

During  the  present  season  a  novelty  of 
decided  importance  is  to  be  a  feature  of  the 
Pullman  service  on  the  Beading  Bond. 
This  IS  the  running  of  buffet  ears  in  connec¬ 
tion  with  fast  express  trains.  These  con¬ 
venient  cars  are  now  being  run  on  the  train 
I  which  leaves  Atlantic  City  at  7  o’clocfcin 
j  the  morning,  and  the  one  leaving  PySIael- 
phm  at  4  n’cloek  in  the  afternoon,  .  fere  is 
I  an  innovation  that  can  be  apprecjitt^d. 


The  (ublio  will  sympathize  with  the 
eieeplng-oar  porters  in  their  strike  for 
^kighe  r  wages,  should  they  inaugurate  a 
■trike  as  threatened.  The  Pullman  com¬ 
pany  ever  since  its  organization,  has 
compelled  its  passengers  to  pay  im¬ 
porters.  The  latter  now  complain  that 
the  tip  system  is  fading  out,  and  instead 
of  the  115  per  month  paid  them  they  aslc; 

per  month.  We  are  in  favor  of  allow- 
Ie*  the  Pullman  company  to  pay  its  own 
expenses. _ 


OlU  QoLONT  R/llLROflIl. 


f  riew  P ullman  Vestibule  0ars. 

■ALL  RIVp^LINE  STEAMBOAT  EXPRESS  TRAINS. 


BUILT  FOR  THE  FALL  RIV^^NE  STEAMBOAT  EXPRESS  TRAINS. 

1890.-  0:^<sw’' 


<^°mpnny  is  requesUd.  Special  train  will  leave  Boston  from 
the  Park  Square  Station  at  11.00  a.m.  Returninq,  will  leave  Stephen  "Puritan."  Fall 
Rwer,  after  lunch,  and  reach  Boston  about  4.00  p.m. 

Please  advise  Mr .  Connor  of  your  acceptance.  , 


J.  R.  Kendrick, 

Oen'l  Manager. 

o  AT  Tlir.  TKAIN. 


CAR  BUILDERS  ARE  KICKINCf 


BBCAt-SK  THE  TIMUERMAN"  TALKS  PLAIMLY  ABOUT  THEtR  MBTHOUS, 

The  average  lumberman  with  whom  we  have  come  in  con¬ 
tact  is  fairly  well  acquainted  with  The  Timberman’s  creed. 
Its  aim  is  to  present  the  news  of  the  lumber  industry  with 
clearness  and  accuracy,  to  make  such  editorial  comments  up¬ 
on  topics  of  interest  to  lumbermen  as  shali  seem  wise  and 
proper.  It  is  not  an  organ,  but  a  newspaper.  It  will  con¬ 
demn  wrong  wherever  it  sees  it,  and  uphold  the  right  to  its 
best  abiiity.  It  is  not  disposed  to  mince  matters,  but  aims 
to  express  its  opinions  in  terse  English.  The  foliowing 
sample*which  appeared  in  our  issue  of  April  5  th,  is  repro- 
duceu  for  a  specific  purpose: 

Speaking  of  mounuina,  the  Pollmsn  Car  Company,  of  Chicago,  wh'ch 

concern  has  things  pretty  much  - - ' 

up-hill  work  gettW -  *' 

Company  were  in  t 
Hatch,  of  the  Pi 


the  freight  shops 
but  during  1888  t 
At  the  present  liig 
stock,  about  2,000. 
Norway,  and  theit 
16,000,000  feet  of , 
a  day,  in  which  31 
About  560  passeni 
passenger  shops,  in 
The  sleepers  of  on 
and  they  make  tht 
cars,  at  a  cost  of  fn 
I  enjoyed  a  two  it 
ing  with  the  superic 
terest  in  what  I  cho 


Jacksonville,  Tampa  &  Key  West  Railway  Company. 


. . ™._S&g’_....  . . 

®°"«i‘i‘g‘rureJ.ra‘?he?'’iin«  S‘r: 


The  Pull 
It  is  made  up  of  I 


Jack80nvi;.le,  Fla.,  June  30th,  1890. 


company,  not  appreciat'ng  the  worth  of  their  man,  let  him  go,  ai 

department  ha-  since  suffered  very  much.  Mr  Hoagland.  the  um  .  .-w  a  or.af 

cer  in  charge,  is  a  pleasant  gentlemen,  and  a  lumberman,  but  somehow  u  j  ^ 

things  have  gone  wrong  since  January  I.  The  infection  on  car  sills  has  doubtless 

Uen  meaner  than  dirt— and  many  of  the  Illinois  Central  mills  have  shut  some  for  years,  and 


:a  of  robbery,  to  speak  plainly,  being  practised  on  we^l  it 
ntious  lumbermen,  is  preposterous ;  and  it  would  be  jui 
unless  matters  change  speedily,  if  the  Pullman  freight-si 


with  orders 


short  of  specificatioas ;  it  would  be  a  h 
amined  closely  the  contracts  and  the  It 
thrown  out,  I  cannot  but  pronounce  th 
the  n.illmea  as  wofully  mean,  and  m 


attaching  to  muimen  tor  falling 
ary  to  so  state  ;  but  having  e-  ' 
iber  (chiefly  car  sills)  that  we 
eff  wts  to  steal  the  property 
t  believe  that  retribution  is  1 


that  much  of  the  r 
although  not  paid  fo 
^ - great  n 


- years,  and 

boards  which  resen 
samples  : 


To  Emptoyeea; 


■M  whitewo 
Rejected  sil 
Ke]ected  as 


m  Jtio, 


Mr,  C.  O.  Parker  having  retVed  from  the  service  of  the  Company, 
the  business  of  the  Superintendent’s  Office  of  the  Jacksonville,  Tampa 


and  Key  West  Railway  Company  will  be  temporarily  in  charge  of  the 
Master  of  Transportation,  Mr.  Robert  Gamble,  who  will  be  obeyed  and 


Rejected 


ited  whitewood  fro 


respected  accordingly. 


MASON  YOUNG, 

Vice-President. 


Rejected  )_eltow  pme  fr< 
Rejected  sbiclap  floorini 
Rejected  oak  from  Coqt 
Rejected  dkk  from  Squh 
Rejected  quartered  oak 
Rejected  ash  from  P.  P. 
Rejected  whitewood  and 
Rejectejl  ash  from  Brack 


The  above  item  was  penned  by  the  editor  after  listening 
to  the  details  of  transactions  between  the  sawmill  men  on  the 
Illinois  Central  railroad  and  the  car  company  above  referred 
to.  Similar  stories  have  been  repeated  to  him  by  many  saw- 
millmen  along  the  same  road  and  it  was  evident  that  matters 
had  come  to  a  crisis.  If  the  car  consumers  were  not  willing 
to  be  designated  as  thieves  for  rejecting  such  a  large  portion 
of  the  car  sills  received,  they  must  go  to  the  mills,  inspecti 
and  pay  for  what  they  want  and  give  the  millman  an  oppor¬ 
tunity  to  get  something  for  timber  which  does  not  suit  their 
purpose.  The  car  company  above  referred  to  was  soon  after 
this  publication,  compelled  to  send  to  the  mills  and  inspect 
sills.  They  have  since  been  doing  this  and  we  are  happy  to 

say  that  the  prospects  are  fair  for  a  permanent  revolution  in  In  addition  to  the  a 
this  respect.  jected  yellow  pine  car 

-  fects,  but  which  ^re  1 

Pullman  Officials  Vitit  Us.  of  their  deposit  in  the 

A  few  days  ago  General  Manager  George  F.  Brown,  of  Poetised  eye  could  del 
the  Pullman  Palace  Car  Company,  and  Superintendent  J"'®  stuff.  W 

Hosglen,  of  bis  lumber  depariment,  called  on  the  editor  of  noticed  before 
The  Timberman  to  protest  against  the  article  above  quoted,  some  of  the  n 

as  being  too  radical.  Meanwhile  The  Timberman  had  been  snffio'onriy  defective  tc 
informed  by  the  sawmill  men  of  the  Illinois  Central  Road  ® 
that  the  Pullman  Company  had  changed  its  tactics  very  ma-  I  ah  convinced  that 
terially,  sent  inspectors  south  to  take  up  sills,  and  those  would  countenance  thg 
that  were  delivered  and  had  been  rejected  were  paid  for  at  an'  which  they  give  no  eqt 
advance  of  $2. 50  per  thousand  above  prices  given  six  wffeks  confronted  them  ;  but 

ago,  and  that  under  these  more  favorable  conditions  they,  kive  warrant  to  accusaii _ _  __  _  ___ 

were  doing  business  at  the  old  stand,  and  that  the  Pullmaii'  sued  a  policy  of  receiving  and  condemning  si’lls,  for  instance  The’chicaeo 
Palace  Car  Company  had  been  again  put  on  their  list  of  from  which  there  was  no  remedy  for  the  mill  man  short  of  quantity  of  materiaT  wMch'thTv*^i?»hf 
customers.  During  our  in^rview  with  General  Brown  that  the  one  advocatf^  by  The  l  lMBERMAN-mill  inspection  by  the  specification  furnilhed  bv  u' 

gent'eman  was  congratulated  on  the  change  in  his  methods  Jthe  car  company’s  agents.  The  practice  having  beenadopted  delivwd  a  large  ner  cent  ‘‘ 

-  of  his  lamb«r  sanffrfntAnriisnt  the  mi  man  can  be  as  inAtsw^Mw^A^^t■  _ 'ri _ A*.  ^  was  tlirown  out  on  insnert 


lateriaT  whiAh  uJge 


builder  and  7°uld  pick  out,a  few  orffieUst"  sticHs 

tniiM  K  ‘•'C'sring  they  bad  no  use  for  it  but 

would  be  W^about  half  contract  price,  and  as  “I 

*“  ‘‘  the  material. 


complimented  upon  the  abilities  of  his  lumber  superintendent,  |the  mill  man  can  be  as  independent  at 
and  the  dexterous  diplomacy  with  which  he  had  averted  a  ought  to  be  able  to  hold  his  own  in  the  fiirureT* 
calamity.  He  did  not  relish  the  idea  of  maintaining  perma-  _ 

md  11  li-.u  nunwd.  Th,  lumb,,  h  1, ‘  ST,  Tb.  .to  S  ton  S  .»ld  1™.  ?  "  .'!1  on 

S  » .7.i:r -■«<  ■» 

to  estimate  the  consumption  of  lumber  at  these  w"''"  ‘ — •-  r.-- l  • 


72. 


CAR  BUILDERS  ARE  KICKING' 


The  average  lumberman  with  whom  we  have  come  in  con¬ 
tact  is  fairly  well  acquainted  with  The  Timberman’s  creed. 
Its  aim  is  to  present  the  news  of  the  lumber  industry  with 
clearness  and  accuracy,  lo  make  such  editorial  comments  up¬ 
on  topics  of  interest  to  lumbermen  as  shall  seem  wise  and 
proper.  It  is  not  an  organ,  but  a  newspaper.  It  will  con¬ 
demn  wrong  wherever  it  sees  it,  and  uphold  the  right  to  its 
best  ability.  It  is  not  disposed  to  mince  matters,  but  aims 
to  express  its  opinions  in  terse  English.  The  following 
sample'which  appeared  in  our  issue  of  April  5lh,  is  repro- 
duceu  for  a  specific  purpose: 

Speaking  of  mountains,  the  Pullman  Car  Company,  of  Chicago,  wh’cfr 
concern  has  thiop  pretty  much  -  -  '  '  •  ^ 


terest  in  what  I  choose  to  designate  as 


le  litile  ti 


ly,  of  Chicago,  wl 
rule,  is  having  si 
!0  the  Ohio  Falla  v-ar 
’d  they  induced  Mr. 


The  Pullman  LumI 


“  Grave  Yard.” 


down  on  Pu'Iman— refuaei 


>ut,  1  ca 


d  very  much.  Mr  Hoagland,  tl 
;entlemen.  and  a  lumberman,  bn 
e  January  1.  The  inyiertion  on  i 
many  of  the  IllinoU  Cfentral  mill; 
n  bill  o'd  contracts,  or  to  take  an) 
ik  plainly,  being  practised  on  we 
preposterous ;  and  it  would  be 
'e  speedily,  if  the  Pullman  freigh 


“  30.000  feet  of  yellow  pinr is  wnsuro“d!  1’^ Southern  Co _ _  sxqio,. 

?anlr.  iT'  ^^0,000  to  |25,ooo.  ^  3®  i  to  31.  The  Pennsylvania  company 

I  enjoyed  a  two  hours  stroll  about  the  yards  before  meet  o****  *'“•  5)4x10!^  to  34  feet  o  inches  ^  ^ 

:"LrL'  ^  '‘me*  ufro?"':  bun'he'SrsSo  "’’If’  '•  ^‘“dard 

-  but  he  car  shops  have  a  habit  of  specifying  three  corners 

tion  ihicb  "-uslnrairr^roS^^^^^ 

lumbir  ”s  Mwed  AuT  b°^  si‘r^'foT‘cAVsills‘lhS  ^nn^  b^"cui 

bu.Wm  n  lf*'^  be  true  in  special  instancS,'  fva/lable  for  other  work  and  the  comjMnies  arV  abused  o 

that  hLedoubt?esr*S;e?‘  ?*°th j'’’"'  ®“‘*  hardwoods  sure^there^^'^^^iH^  fact  in  making  settlements.  To  be 


wofully 

The  above  item  was  penned  by  the  editor  after  listening 
to  the  details  uf  transactions  between  the  sawmill  men  on  the 
Illinois  Central  railroad  and  the  car  company  above  referred 
to.  Similar  stories  have  been  repeated  to  him  by  many  saw- 
millmen  along  the  same  road  and  it  was  evident  that  matters 
had  come  to  a  crisis.  If  the  car  consumers  were  not  willing 
to  be  designated  as  thieves  for  rejecting  such  a  large  portion 
of  the  car  sills  received,  they  must  go  to  the  mills,  inspect 
and  pay  for  what  they  want  and  give  the  millman  an  oppor¬ 
tunity  to  get  something  for  timber  which  does  not  suit  their 
purpose.  The  car  company  above  referred  to  was  soon  after 
this  publication,  compelled  10  send  to  the  mills  and  inspect 
sills.  They  have  since  been  doing  this  and  we  are  happy  to 
say  that  the  prospects  are  fair  for  a  permanent  revolution  in 
this  respect. 

Pullman  Officials  Visit  Us.  of  their  deposit  in  the  PuntMn'pave  yardr'but‘c,cu  uu  uu- 

A  few  days  ago  General  Manager  George  F.  Brown,  of  eye  could  detect  sufficient  defects  to  doom  much  of 

the  Pullman  Palace  Car  Company,  and  Superintendent  r"®  rejected  stuff.  Whether  the  worm  holes  in  the  oak  had 
Hoaglen,  of  his  lumber  department,  called  on  the  editor  of  been  noticed  before  sent  to  Pullman  or  not  we  cannot 
The  Timberman  to  protest  against  the  article  above  quoted.  some  of  the  materials  unloaded  in  my  presence  were 

as  being  too  radical.  Meanwhile  The  Timberman  had  been  SHmciently  defective  to  lower  their  grade  and  possibly  con- 
informed  by  the  sawmill  men  of  the  Illinois  Central  Road  *'*!“  *■>*  8”’'®  V*'"'!- 

that  the  Pullman  Company  had  changed  its  tactics  very  ma-  I  am  convinced  that  neither  Messrs.  Brown 
terially,  sent  inspectors  south  to  take  up  sills,  and  those  would  countenance  theft,  ‘  ' 

that  were  delivered  and  bad  been  rejected  were  paid  for  at  an  which  they  give  no  equivalent,  if  that  was  the  question  that 
advance  of  $2. 50  per  thousand  above  prices  given  six  weeks  confronted  them  ;  but  circumsUnces  have  been  such  as  tc 
ago,  and  that  under  these  more  favorable  conditions  they,  give  warrant  to  accusations  of  that  character  for  thev  nur. 
were  doinp*  business  at  thf*  nIH  branH  onH  fhaf  tk*  PivMman.  sued  a  rknllrv  nf  rM<«ivin<v  t%t%A  _ iii.  ^ 


samples 

*^™nk  I„gm„. 

Kejected  uh  from  Jno.  H.  I  esh 

Mk  from -  quire  &  Higbee. 

Wr'r*‘^o“- 

‘’T  -i-  P“body. 

Ktjecied  lo<  run  mahogany  from  Henry  Oli«  & 

Pi”*  f™™  D-  P«k  &  Co. 

ReferiS  *b>o>f  P  fliwnng  from  Bridewell. 

Rejected  oak  from  Coquillard. 

Rejected  dhk  from  Squire  &  Higbee. 

Rejected  quartered  oak  from  Ohio  VaUey  Lumbe 
Rejected  ash  from  P.  P.  Bay  Lumber  Co. 

Rejected  whitewood  and  ash  from  Frank  GHl. 

Rejected  ash  from  Brackett  &  Barrett, 

In  addition  to  the  above  there  were  several  thousand 


'he  best  sill  th«  can  be 
th^heart  '*ritu  r!n  H*”"  "  be* 

sIMs  „  d  I'l’  P®y  attention  to  sap.  The 
th^weather  “’’‘i  "'ete  ex^sed  to 

shLTd  theJ  n!^  ^  “r  "i®'’  •"t*  "'''bout  doubt,  even 

ft°u  rn^  “P ‘hey  would  outlast  the  car 

hM  Ln  sh^~d  *  '"2*  ““°""t  »f  ®eterial 

throwuLt  as^ull.  »«tiy  one-half  has  been 

i  1  fo"®- yet  When  the  millman  went  to  look  for 
OT  s^mL  mhe7  shipping  it  back  and  selling 

^e°®o'd  i"  the  neighbor- 
c-fi  200,000  leet  of  car  fioonng  to  the  U.  S  Roiiino 
Stock  Company  of  which  70.000  or  80.000  was  thrown  ou^ 
as  culls.  A  member  of  the  firm  who  went  down  to  invest- 
gate  was  unable  to  find  more  than  two  cars  of  thl  s^k 

^'°"'oblig^“?o  Mv'’th"’?ff“"’'  fot  'hey 

obliged  to  pay  the  difference.  Some  of  the  other  e.- 


j-ected  yellow  pme  car  sills  in  which  were  found  various  de-  TornMn  «*have  i!?tL'^'  “f  the  other  car 

'''hieh  .bore  no  reference  to  their  origin,  or  the  time  stanS^  he  m^men  ^h  “  P®"""'.  and  in  a  few  in- 


"h°  suffered  thereby  have  sent  out  cir- 
®'‘*'”en  stating  the  facts  in  the  case  and 
companiw  now  find  it  hard  to  buy  material  without 
in  ins^  tor  direct  to  the  mills.  Such  a  circular  was 
)ng  talk!r,he”finlJ'  P*”"  f®"®  Coppany  and  there  was 
act  on  th  /  "tituigthe  above  item  of  taking  a 

:  action  in  the  case  of  the  Pullman  Company.  Millmen 
H  1  ,nd  'udependent  in  the  matter  of  taking  orders 

would  TOuntenance  theft,  nor  be  guilty  of  taking  Tum^for  unlesrthey  gTa'fancy  price  fo7the  ord«‘‘  ’  ®P"=*'*‘=®“°“s 
no  equivalent,  if  that  was  the  question  that  In  additiol  to  the  K'ouoted  iLT.n*  -  , 


were  doing  buriness  at  the  old  stand,  and  that  the  Pullman  sued  a  pilicy  of  receiving  and  Mndemning''siil8.7or7nsWMei  The‘c7Tcag7  fitm'T^ntrarted  toT^ion^^  . 

‘h®  mlll  man  short  of  quantity  of  material.  wh‘ch  th^  b^ilhMn  ®'®* 


the  ™  I  f  ^ii  instance  of  sharp  dealing 

•‘7l  *  bh  ^'i  their  action  in  f 

il  with  a  local  firm  was  not  of  the  most  savory  kind 


doing  bmin 

hich  there  wu  no  remedy  for  the  mill  man  short  of  quantity  of  material  which  thev'hnimbr  Vn  ^"“'P^ny  “  'urge 
advocated  by  The  TiMBERMAN-mill  inspection  by  ‘he  specification  furnished  by  the^S^lv  t® 

-  -  'Vur  1 — - - 'Ll.  eompany  s  agents.  The  practice  having  been  adopted,  delivered,  a  large  per  cent  was  ihrnJl?  when  it  was 

complimented  upon  the  abilities  of  his  lumber  superintendent,  the  mill  man  can  be  as  independent  as  the  lar  builder  and  They  would  pick  out  a  few  offh  'ht"""*  out  on  inspection. 


customers.  During  our  interview  with  Genera!  Brown  that  ‘he 
gent'eman  was  congratulated  on  the  change  in  his  methods,  |the 

complimentedupon  the  abilities  of  his  lumber  superintendent,  the  mill  man  can  be  as  independent  as  the  lar  builder  and  They  would  nick  out  a  few  nf  it..  k  .  -.T' 

and  the  dexterous  diplomacy  with  which  he  had  averted  a  ought  to  be  able  to  hold  his  own  in  the  future  and  throw  the  rest  asirieH  *1^  *®'^*‘ _ • 

calamity.  He  did  not  relish  the  idea  of  maintaining  perma-  _ ^  ">ev  bad  no  use  for  it.  bui 

nently  the  mill  inspection  which  he  is  compelled  to  make  ati  The  car  material  trade  in  vellow  ninn  ha«  h  would  cost  morf  '  contract  price,  and  as  it 

this  time,  as  was  hinted  by  the  writer,  and  likewise  sought  during  X  wtmer  and  snrinrmZr Thu  thrcontract^w^  ‘‘•'fe^eeeto  move  the  material, 

O.  tb,  IbvlMlbi  b(  M,D,tn  B™,n  .,d  Mr.  Borbltn  3,”.'^iVd“l“ifl,'taSblr  iI  MrJS.  ™  “!  S,"  SdJliiT.^rrj/S,"'?  '"■wW 

the  writer  visited  the  lumber  department  of  the  Pullman  Average  for  all  deuends  om  the  snerifiratlnn  nf’^h*  ^  an  ooen  account  5*?'®  ®‘®‘e  tlo  not  permit  the  collection  of 

•bd  plird.  .bd  ri  r,,.!,.,  tod.  ISO  ,0  .8.  mrd  to  .djuM  cdSod.ll, "o  Sto  L  M. Si 

roatteis  in  ihis  deparrment.  Last  year  was  not  a  fair  year  sizes 

to  estimate  the  consumption  of  lumber  at  these  works,  as  inch. 


It  year  was  not  a  fah  ve“aJ  *n  order  for  extrayzeno/''stidri“i^;k."‘ These  '’"*”y  ®e“'ed  resort  was  taken  to  the  cou'rts? 

.t  year  was  not  a  tair  year  sizes  are  in  the  rough  and  sills  dress  down  a  quarter  of  an 
it  common  size  is  jxq  dressed.  The 


Perhaps  the  n 


72- 


winked  gleefully,  the  moon  peeped  pUyfully.  leges  line  Its  course.  JtagnlBcent  farm  nonses 

All  that  the  world  knows,  all  that  life  holds  and  appointments  dot  all  the  lutervenlnir  As  it  hurries  laughingly,  noisily  over  Us  wide  ouicaoo  has: 

andhestowsonallthatllve,  of  Joyand  sorrow,  apace  of  the  acres  that  oven  nature  cannot  Mouldered  bed  It  Is  too  busy  to  be  blue,  and  Smoko,  soot  and  cinders, 
of  pleasure  and  pain,  of  prosperity  and  ad  vers-  make  wider,  but  which  the  art  enterurlse  and  i  Buddeii  bonding  forms  a  *1  The  finest  drives  In  the  world, 

tty,  of  hope  and  fear,  of  love  and  hate,  of  bright  Industry  of  man  have  deepened  year  by  vear  ilrops  to  rest  and  sleep  In  Superb  residences,  and  more  of  them  tlwh  any 

anticipation  and  black  de-spalr,  of  living  and  until  Lancaster  Valley  Is  at  once  the  wonder  •'*‘®  sunlight  glancing  through  |  other  two  cities  in  America, 

dying-all  liad  been  seen,  felt,  oxporieneod  and  and  admiration  of  the  traveler  the  grain  I  faU  to  find  oven  a  suggestion  of  Lots  of  theatres  and  other  amusements,  bi 


I  Mr.  Fmnk  Thomson,  the  President  of  the 
Pennsylvania  Itallvoad,  ought  to  be  a  proud 
and  happy  man.  He  Is  not  only  the  head  ttn^ 
I  front  of  the  greatest  railroad  corpcu'atlon  in 
existence,  but  he  has  the  satisfaction  of  know¬ 
ing  that  every  tntveler,  whether  for  pleasure  or 
on  business,  who  rides  on  his  road  blesses  him. 
Then  the  well-deserved  words  of  praise  Uie 
company  gets  for  the  Vestibuled  f.lmlted,  with 
its  splendors  and  oonvenlonoes,  naturally  exalt 
Ur.  Thomson. 

Oh,  man  with  a  Jjealous  wife  who  makes  you 
nnhappy  with  her,  I  hope  unjust,  snsploions, 
take  a  trip  on  the  V'estibuled  Idmited  and  find 
rest,  content  and  oomfort!  Oh,  man  with  an 
ovor-lovlng  and  yearning,  trustful  spouse,  do 
the  same  thing!  There  Is  no  such  restful 
change. 

The  car  Interiors  are  models  of  beauty  and 
solace.  No  man's  home  is  more  cotupluto.  The 
decorations  are  superb,  the  aurvieo  delightful, 
the  meals  as  good  aq  those  of  the  Hotel  JJelle- 

Qli,  lady  fair.  If  yon  are  married  or  not,  hesi¬ 
tate  not  about  making  the  trip.  Yon  need  no 
chaperone,  yoti  want  no  maid,  All  Is  supplied 
by  the  company,  and  every  reasonable  luxury 
or  desire  has  been  provided  for.  Any  nmn,  all 
nieii  and  all  woiunn  cun  be  happy  and  luxnrions- 
comfortable  In  this  goigeous  train.  There  Is 
B  barber  shop,  a  bulh-i'oom— hut  why  partic¬ 
ularize?  The  acnie  of  perfection  Is  realised, 
and  olvilitiation  and  huinunity  are  the  better 
for  it, 

I  would  rather  be  Mr.  Thomson  than  Mr. 
Bonjy  Han-lson.  The  former  leads  a  pleasant 
life,  beoanse  he  ameliorates  conditions  for  the 
people;  the  latter  was  thrust  Into  a  piaee 
whei-e  ho  dispenses  ofitces  after  he  has  been 
Jawed  at  by  senators  and  rupresentatlves, 
draws  a  big  salary  fqr  tour  years  only,  and, 
after  all,  has  no  lireater  gratification  than 
gazing  In  nts  mirror  and  fancying  ho  aoes  a 


1  tlves  to  yawn  over  and  fttil  to  heed,  but  there  | 
Isn’t  much  else  to  !*•  Time  was  when  the  Pres¬ 
ident  really  represented  the  people,  but  now- 
well,  “Loyalty  springs  from  the  people's  oon- 
'  sent,  and  the  knee  that  is  forced  were  better 
unbent.” 

Yes,  I'd  rather  ho  In  Mr.  Thomson's  place. 
With  what  pride  and  solace  and  high  regard  for 
his  corporation  can  he  scan  the  progress  madel 
From  the  lumbering,  slow  trains  of  a  few  years 
back  has  arisen  the  splendidly  oipilpped  ones 
of  to-day.  Thus  I  thought  as  we  bowled  along 
through  the  glorious  Lancaster  Valley.  What  a 
sight! 

And  who  can  say  that  the  beantiful  and  fer- 
tUe  valley  of  Lancaster,  the  garden  spot  of 
America,  has  not  kept  pace  with  the  march  of 
progress?  Little  more  than  half  a  century  ago 
Uie  old  stage  coach  and  Conestoga  wagon 
rumbled  and  Jolted  sleepily  along  over  rough 
roads  past  rudely  substautial  bouses,  with  only 
a  straggling  little  cross  road  and  hamlet  town  to 
break  their  Journey,  where  now  stretob  out  the 
multiplied  traoks  of  the  great  road  over  which 
magnificently  appointed  trains  speed  with 
•a«e  ana  dtlQi  aw}  town*  na  YU*  I 


the  master  mind  that  directs  the  destinies  of 
this,  the  world's  greatest  artery  of  traftlo  and 
travel. 

Just  beyond  Harrisburg  the  dinner  call  came 
cheerily  through  the  train.  Here  was  a  treat. 
The  dining  car  was  a  symposium  In  Itself— a 
I  symphony  In  olive  and  silver.  Here  Is  the  bill 

PULLMAN  DININO  C-VR  WINDSOR. 


Cream  of  Fowl  Consomme  Royale 

Uaked  Fillet  of  Sole,  Turtivr  Sauce 
Potato  Croqncttes 
Boiled  Capon,  Celery  Sauce 
Sirloin  of  Beef  Stutfed  Veal,  Brown  Sauce 
Rib  Knds  of  Beef,  with  Browned  Potatoes 
Mashed  I'otatocs  New  Urcon  Peas 

Boiled  New  Potatews 
Asparagus  New  Beets 

Jiroiled  Siiuab,  with  Cresses 
Baked  Stufted  Tomatoes 
Farina  Fritters,  with  Jelly 
Lobster  S:ilad  Sliced  Cucumbers 

Dressed  Lettuce 
Old  Viiginia  Stnlfed  Peppers 
Spanish  Olives  Oirklns  Chow  Chow 
Coooannt  Pudding,  Madeira  Sauce 
Plneapjile  Pie 

Oranges  Bananas  Figs 

lee  Ci-oam  Figs  in  Cordial  Pi-esei-ved  Frults 
Assorted  Cake  Raisins 

Marmalade 
Dry  Canton  Uinger 
Bngli.sh,  Graham  and  Oatiiieal  Wafers 
Ro<luefort  and  Edam  Cheese 
Water  Cinokors 
Cafe  Nolr. 

Msaui  O.VK  Dollar. 


Think  of  the  ifioasnro  tluit  provokes  appetite 
and  assures  digestion  with  snob  a  bill  of  fai-e 
before  yon  flying  through  the  beautiful  valley 
that  stretches  out  along  the  Juniata.  Now 
running  for  mtlos  along  its  slinioiis  course,  now' 
darting  straight  as  the  eagle's  flight  acrost  a 
rich  meadow,  now  dashing  aero.ss  a  bridge,  tbeu  1 
running  through  -the  sunlight,  then  speeding 
through  the  shadow  of  primeval  forest,  but 
always  close  to  the  river's  course.  | 

Long  before  I  ever  saw  the  Juniata  I  bad 
road  of  the  woes  aud  wiles  of  the  Indian  girl, 
“Alfurata.”  As  I  recall  the  vcrselet  now— 
“Wild  roved  an  Indian  girl, 

Bright  Alfarata; 

Where  swept  the  waters  of 
The  blue  JuuUvta.” 

I  don’t  find  It  dlfllcult  to  picture  the  Indian 
girl  roaming  in  native  wildness  among  the  wild 
scenery  that  lines  the  banks  of  the  river,  and 
espoolally  the  long  succession  of  rugged  prom- 
onotorles  that  mark  Its  hither  bank,  that 
seem  to  have  advanced  boldly  to  the  very  brink 
of  the  stream  without  over  crossing,but  to  have 
shrunk  Ijgck  atfrlghted  aud  remained  in  evenly 
shaped  cones  ever  since;  cones  over  which 
nature  has  spread  a  Inxnriant  covering  of  ever¬ 
green  bashes,  ferns  and  mosses.  But  loannotl 
approve  the  poet’s  lloonso,  because  In  describ¬ 
ing  the  Juniata  as  bine  ho  wasn’t  trutliful. 


Jolt  01- Jar  to  mar  its  comfort. 

I  dallied  with  the  dinner  for  two  hours,  and 
during  it  all  I  wished  for  dear  old  Ned  Postleth- 
walte,  with  whom  I  dined  the  previous  time  1 
feasted  In  a  dluing  oar.  Now,  dearly  beloved.  If 
you  can  fancy  the  beauties  of  the  oouutry  along 
the  Susquehanna  and  Juniata,  and  realize  that 
everything  on  this  menu  was  wellKsooked  and 
cbarmiiigly  served,  you  C;in  form  some  idea  of 
the  prayers  that  welled  up  from  my  heart  for 
those  friends  who  had  recommended  the  trip  on 
the  Vestibuled  Limited. 

Aud  so  Altoona  Is  reached,  and  the  train  be¬ 
gins  to  wind  Its  way  in  aud  out  around  curves, 
and  across  ravines,  up  the  mountain  side 
and  around  the  famous  horseshoe  bend 
toward  Cresson,  twelve  miles  distant  and 
twelve  hundred  feet  above  the  level  of  the 
plain.  I  find  that  Cresson,  too,  the  great  Som¬ 
mer  resort  of  the  Pennsylvania  Railroad,  has  1 
kept  pace  with  the  march  of  progress.  Wliat 
twenty  years  ago  was  a  single  hotel  and  a  score 
of  cottages.  Is  really  a  pictni-esque  town  in  the 
woods,  beautifulandcostly  villas sti-etchlng  out 
on  either  side  of  the  hotels  and  far  buck  toward 
the  mineral  springs.  Pa.st  Ebensbuig  and  Wel- 
more  and  the  mountain  towns  that  spring  up 
along  the  road  down  a  gentler  grade  tluin  that 
upon  the  Eastern  slope,  we  roll  on  and  on  nntil 
Johnstown,  rising  up  again  from  its  fatal  bap¬ 
tism  of  fli-e  and  Hood  and  pestilence,  rocall.s  the 
dirge  of  Death  the  now-poacefnl  Conemaugh 
chanted  through  all  the  land  to  sympatbetio 
hearts  little  more  than  a  year  iigo. 

Pittsburgh  was  reached  Just  In  time  to  see 
that  part  of  the  country  when  most  picturesque 
under  the  flare  and  glare  of  myriad  flames  of 
natural  gas.  The  flow  of  that  Illuminator  seems 
Unexhaustiblo,  and  Jim  Rutan,  Tom  Bayne. 
;Tom  Marshall  aud  many  other  politioians  1 
'  might  mention  haven’t  been  tapped  yet, 
either. 

Away  out  of  Pittsburgh,  just  as  the  moon  was 
rising  and  silvering  the  oouutry  o’er,  we  sped, 
the  swift  rushing  of  ifio  train  making  wild 
music  to  tile  fences  that  danced  wlerd  fan¬ 
dangos,  In  tlio  soft,  nncortaln  light,  the  tele¬ 
graph  poles  that  vibrated  and  swayed  and 
swung  to  .statelier  measure,  the  slmdow  of  tree 
and  slii-ub  plroueted  and  reached  out  their  amis 
to  cliitcli  at  the  flying  train. 

Away  Into  the  Jaws  of  night  along  the  banks 
of  the  shallow  Ohio  river,  skirting  hamlet,  aud 
village,  and  town,  and  olty,  and  woodland,’  and 
meadow,  and  house,  and  mansion,  awav  into  the 
Jaws  of  nJglit  with  tlio  moon  skimming  the  hill¬ 
tops,  and  the  lieudlight  of  the  flying  engine 
piercing  the  gathering  darkness  and  defying 
the  gloom  of  night.  Away  through  the  manu- 
faoturiitg  towns  and  cities  that  the  Pennsylva¬ 
nia  railroad  has  engendered  and  fostered  all 
along  its  route  through  Ohio,  i-ushing  over  the 
long  tracts  of  Indiana  prairie  land,  and  into  the 
arms  of  sleep,  lulled  by  the  gentle  InUuIatlons 
of  the  smoothly  rolling  car  to  dream  of  home 
and  love  and  friends,  and  awake— In  Chicago. 
You’ve  aU  heard  of  Chicago.  She  blows  her  own 
trumpet.  ' 

It  would  take  a  series  of  long  letters  to  convey 
any  sort  of  a  comprehensible  idea  of  the  groat 
city  of  Chicago.  Lot  me  simply  prophesy  that 
she  will  turn  up  as  second  oily  in  the  Union 
after  the  census  onnmerators  have  the  returns 
all  In;  and  Oouolude  my  screed  by  saying  that  ^ 


anymore  for  adol.h'.r  tluin  the  uvcmae  ... 
delphian  does  tor  a  nickel. 

U^.\t  newspapers. 

Hansom  cabs  and  pHier  ennvoj-ancea,  ahnof'e 
as  plontifiil  as  in  London,  at  low  rates  of  fa  go  1 
Cable  strout  ears  that  make  fast  tlmi;  'j^u 


(li’eat  Sundays.  The  d.ay  seijms  there  very 
like  a  holiday  is  in  Philadelphia. 

Fast  horses  and  elegant  equipages  galore. 
Another  comic  opera  fhUure  by  De  Koven 
and  Smith,  called  KoUln  Hood,  and  produced 
by  the  worn  and  weary  Bostonians  at  the  Chi¬ 
cago  Opera  ileuxse.  It  Is  plo'aess,  witless,  tune¬ 
less  and  Bptxdttess.  , 

Much  wtokedness  and— well,  you  all  k'now  the  I 
fete  of  Sodom  aud  Gomorrah. 

W.  M.  B. 


A  DIFF^llENCE  IN  THE  MEN.  '  , 

The  “Herald”  thl.s  mornluK  is  responsll 
ble  for  a  .story  about  George  Af.  PullmnS 
A  good  many  years  ago  Cbauneey  VlM 
hard  was  President  of  the  New  York  OeW 
tral  Railroad,  in  the  etnoloy  of  which  ati 
that  limo  were  George  M.  Puilmun  and, 
Marvin  Hughitt.  Air.  Vibbard  took  hn 
nterest  in  them,  and  It  was  through  hU: 
inlluniiee  that  they  got  the  start  whtriil 
brought  them  to  Giclr  pres.mt  posltloSP 
A  few  days  ago  Air.  Vibbard,  now  tookeii  I 
down  In  health  and  poqr,  came  U*  CMM 
cago  and  wanted  to  go  to  HL  Paul.  3S 
thought  he  would  like  a  pa.ss  and  so 
his  eard  to  George  Al.  Pullman,  tW 
latter,  hoxxovor,  probably  tltjfllfiai^nHI 
some  favoi  was  xvuiued.  sent  bfiekvHHI 
message  by  iiu  imp; '111110111  mental 
he  was  busy  and  could  not  see  his  bene*;! 
factor.  Air.  Vibbard  then  called  011  Al«p-J 
vln  Hughitt,  who  greeted  him  with  opxin 
arms,  gave  him  an  aiiutial  pass  ou 
Northwestern,  a  Wagner  oar  pass  siidM' 
eyeiythiiifr  p  «sslble  to  make  hU  vfeU.^ 
Chicago  pie  .odiit.  ^ 


- ^ ^ - 1  the  freight  shdn 

CAR  BUILDERS  ARE  KICKINCf 

_  ■  stock,  about  2,<£ 

BECAUSE  ‘THE  TIMUERMAn"  TALKS  FLAIHLY  ABOUT  THEIR  METHODS,’ 

*  10,000,000  feet  B 

The  average  lumberman  with  whom  we  have  come  in  con-  a  day,  in  whichB 
tact  is  fairly  well  acquainted  with  The  Timberman’s  creed.  About  560  passA 

Its  aim  is  to  present  the  news  of  the  lumber  industry  with  passenger  shops,  p 

clearnws  and  accuracy,  10  make  such  editorial  comments  up-  Ths  sleepers  of  .  1 
on  topics  of  interest  to  lumbermen  as  shall  seem  wise  a^  and  they  make  t  « 
proper.  It  is  not  an  organ,  but  a  newspaper.  It  will  con-  cars,  at  a  cost  of  t 
demn  wrong  wherever  it  sees  it,  and  uphold  the  right  to  its  I  enjoyed  a  iwc  | 
best  ability.  It  is  not  disposed  to  mince  matters,  but  aims  ing  with  the  supei  1 
to  express  its  opinions  in  terse  English.  The  following  terest  in  what  I  c  i 
sample*which  appeared  in  our  issue  of  April  5th,  is  repro- 
duceu  for  a  specific  purpose;  p 

SpeBkiDR  of  moantaiiu,  the  Pullman  Car  Company,  of  Cbicaao,  whch  I  "  ” 

concern  has  tbinn  pretty  much  itt  own  way  ava  rule,  ia  baving  some  It  is  made  up  of 
up-bill  worli  gettine  car  silla.  Some  little  time  ago  f be  Obio  Falla  Car  lumber  is  stored 

gimpany  were  in  trouble  about  getti  .g  lumber,  a-d  they  induced  Mr. 

Hatch,  of  the  PuUman  lumber  department,  to  go  with  tbehi.  The  latter  that  much  of  the 
company,  not  appreciat'ng  the  worth  of  their  man,  let  him  go,  and  their  although  not  paid  I 
department  ha»  ainre  suffered  very  much.  Mr  Hosgland.  the  new  offi-  but  I  saw  a  irreat 
cer  in  charge,  it  a  pleasant  gentlemen,  and  a  lumbeman,  but  somehow  ,1,“  ,  u  1 

things  have  gone  wrong  since  January  1.  The  infection  on  car  sills  has  have  doubtless; 

been  meaner  than  dirt— and  many  of  the  Illinois  Central  mills  have  shut  some  for  years,  and 
down  on  Pu’lman — refused  to  bill  o'd  contracts,  or  to  take  any  new  ones,  boards  whir-h 
The  idea  of  robbery,  to  sneak  nlainlv.  being  niactised  on  well  meaning.  T  / 


Jacksonville,  Tampa  &  Key  West  Railway  Company. 


OZlZ>ZlZt.  STo.  1. 


Jack80Nvi;.le,  Fla.,  June  30th,  1890. 


Mr.  C.  O.  Parker  having  retired  from  the  service  of  the  Company, 
the  business  of  the  Superintendent’s  OflBce  of  the  Jacksonville,  Tampa 


and  Key  West  Railway  Company  will  be  temporarily  in  charge  of  the 
Master  of  Transportation,  Mr.  Robert  Gamble,  who  will  be  obeyed  and 


The  above  item  was  penned  by  the  editor  after  listening  whitewood  ii  ,  ,.  , 

to  the  details  of  transactions  between  the  sawmill  men  on  the  Rlj^md  whitew“nd  f”  respected  accordingly. 

Illinois  Central  railroad  and  the  car  company  above  referred  Pej-cted  ash  from  Wo  MASf 

to.  Similar  stories  have  been  repeated  to  him  by  many  saw-  R*  j-cted  yel  ow  pine  f 

millmen  along  the  same  road  and  it  was  evident  that  matters  ^  • 

had  come  10  a  crisis.  If  the  car  consumers  were  not  willing  R»]ecied  log  ru? inalm 

to  be  designated  as  thieves  for  rejecting  such  a  large  portion!  Rejected  yeliow  pioe  fi 

of  the  car  sills  received,  they  must  go  to  the  mills,  inspect. 

and  pay  for  what  they  want  and  give  the  millman  an  oppor-  »  “c 

tunity  to  get  something  for  timber  which  does  not  suit  their  Rejected  Mk 

purpose.  The  car  company  above  referred  to  was  soon  after  Rejected  ash  from  P.  I 

this  publication,  compelled  to  send  to  the  mills  and  inspect  Rejected  whitewood  at: 

sills.  They  have  since  been  doing  this  and  we  are  happy  to  “*>  f™™  R™ 

say  that  the  prospects  are  fair  for  a  permanent  revolution  in  In  addition  to  the 

this  respect.  jected  yellow  pine  cat 

-  fects,  but  which  bore 

Pullman  Officials  Viait  Us.  of  their  deposit  in  th 

A  few  days  ago  General  Manager  George  F.  Brown,  of  PP?chsed  eye  could  di 
the  Pullman  Palace  Car  Company,  and  Superintendent  J*”®  fejeefeti  stuff.  A 
Hoaglen,  of  his  lumber  department,  called  on  the  editor  of  noticed  ^fwe 

The  Timbbrman  to  protest  against  the  article  above  quoted,.  ®®^  but  some  of  the 
as  being  too  radical.  Meanwhile  The  Timberman  bad  been  suthciently  de^ctive  1 
informed  by  the  sawmill  men  of  the  Illinois  Central  Road  Ktav 

that  the  Pullman  Company  had  changed  its  tactics  vety  ma-  f  convinced  thi 
terially,  sent  inspectors  south  to  take  up  sills,  and  those  would  countenance  tt 
that  were  delivered  and  had  been  rejected  were  paid  for  at  an.  which  they  give  no  e< 
advance  of  fa.  so  per  thousand  above  prices  given  six  wdeks  confronted  them  ;  bq 

ago,  and  that  under  these  more  favorable  conditions  thev,  warrant  to  aceni _ _ _  _ _ _ 

were  doing  business  at  the  old  stand,  and  that  the  Pullman,  sued  «  policy  of  receiving  and  condemning  sills,  for  instance.  The  Chicago  firm  contra«ed' 


^>or  instance  i  M^cnicago  firm  contriKted  to  supply  the  company  a  largt 
customers.  During  our  interview" with  Genera!  Brown  that  the  one  advocated  by  The  TiMBERMAN-^iil  ki*s^tion  by  the*s^ificaUon  furnirhedVy^'tL^mmiVk.^^  1““''*'^ 

gent'eman  was  congratulated  on  the  change  in  his  methods,  the  car  company  s  agents.  The  practice  having  been  adopted,  delivered,  a  large  per  cent  was  Lr  a  '1'""® 

complimented  upon  the  abilities  of  his  lumber  superintendent,  the  mill  man  can  be  as  independent  as  the  car  bnilder  and  They  would  pick  o«  a  few’ of  »  inspection, 

and  the  dexterous  diplomacy  with  which  he  had  averted  a  ought  to  be  able  to  hold  his  own  in  the  future.  and  throw  the  rest  aside  declarinir 

calamity.  He  did  not  relish  the  idea  of  maintaining  perma-  _  would  be  willing  to  M^ateut  haff  roL  1 

nently  the  mill  inspection  which  he  is  compelled  to  make  at.  The  car  material  trade  in  yellow  pine  has  been  very  active  “st  morf  thaHhe  difference  to  move" the  mi^ia!' 

this  time,  as  was  hinted  by  the  wnter.  and  likewise  sought  during  the  winter  and  spring  months.  This  wood  is  nsed  ex-  contractor  was  at  their  mercy  and  forced  to  accenf'tt,  i’ 

to  wipe  out  the  reflections  made  against  his  company  by  The  tensivelv  for  car  sills  and  flmnat  .ntir.i„  terms.  Thev  al«n  wltR.id  .  .  *'"P‘ 


ThcVRlsowitheldpaymern  onThat‘haTb'’eLn\t 

TIMBERMAN.  also  for  the  Sides  of  coal  cars.  The  sizes  for  car  sills  are  “P**''’ °"®  Pi"®*'** »ud  another,  which  thev  were 

On  .he  invitation  of  Manager  Brown  and  M^r.  Hoaglen  quite  varied  and  it  is  impossible  to  give  any  one  size  as  the  <*0  as  the  laws  of  this  state  do  not  permit  the  colleelin^ 
Palarctr  ComoanV  a  Tn^Ln''’*  T’SevV  ‘“f  d“  ‘'I  specificatioj  of  the  arcbitJct'  »"  °P?1  “®®ount.  This  action  kept  rte  contrtc^  s^m  o 

9*'^  Company,  at  P^lman.  They  have  a  large  yard,  some  put  six  to  seven  small  sills  in  the  car,  others  five  larger  “oney  lawfully  due  them  (or  several  weeks  the  int»r.^f* 
and  It  Dwell  managed.  The  lumber  is  correctly  sorted  ones.  The  sizes  run  from  qJ^xy^C  to  sYxioV.  with  w  would  amount  to  a  tidy  suT  Before 

and  piled,  and  .t  requires  from  150  to  180  men  to  adjust  casionally  an  order  for  extra  smes  for  s,^ial  wo  k.  Thwe  settled  resort  was  taken  to  the  court^  '»'®® 

matteis  tn  this  department.  Last  year  was  not  a  fair  year  sizes  are  in  the  rough  and  sills  dress  doam  a  quarter  of  an 

to  estimate  the  consumption  of  lumber  at  these  works,  as  inch.  Perhaps  the  most  common  size  is  sxq  dressed  The 
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the  treight  shops 


CAR  BUILDERS  ARE  KICKING' 

S--KSS 'S.:Wt;^S B 

care,  at  a  cost  of  from  $20,000  to  $25,000.  ■+*J  ‘°  3®  :  3X*ioK  to  31.  The  Pennsylvania  comoLv 

i  »bo“t  the  yards  before  meet-  The  nr'i^^  r!^n®*‘'r  34  feet  9  inches.  ^ 

rt  and  I  found  some  items  of  in-  but  the «  -  ‘  ‘  ' 

designate  a.s  put  the  cr 


The  average  lumberman  with  whom  we  have  come  in  con¬ 
tact  is  fairly  well  acquainted  with  The  Timberman’s  creed. 

Its  aim  is  to  present  the  news  of  the  lumber  industry  with 
cleam^  and  accuracy,  10  make  such  editorial  comments  up¬ 
on  topics  of  interest  to  lumbermen  as  shall  seem  wise  and 
proper.  It  is  not  an  organ,  bat  a  newspaper.  It  will  con¬ 
demn  wrong  wherever  it  sees  it,  and  uphold  the  right  to  its 
best  ability.  It  is  not  disposed  to  mince  matters,  but  aims 

to  express  its  opinions  in  terse  English.  The  following  terest  in  what  f  cho^ 
sample*which  appeared  in  our  issue  of  April  5  th,  is  repro- 
duceu  for  a  specific  purpose: 

Speaking  of  mountaina,  the  Pullman  Car  Company,  of  Chicago,  wh'ch 
concern  has  thiDn  pretty  much  its  own  way  as-a  rule  is  ha^oa  some 

ju^beHsTorer  Rurorr^^^^^^^ 

Hatch,  of  the  Pullman  lumber  department, '  .  mar  mit/vh  - -  . 

company,  not  apprecmt'nff  the  worth  of  the 
department  ba^^sinre  suffered  very  much. 


fiMi-r  ’C~i'  *  habit  of  specifying  three  corners 

heart,  shakes  out,  and  millmen  claim  that  it  is  this  specifica- 


ah(«  of  apecificatiOD 


Mr  HoaglanH.  it 
auu  a  lumberman,  liul 
iince  January  I.  The  inspection  on  c 
and  many  of  the  Illinou  Central  milh 
«d  to  bill  o'd  coniracta,  or  to  take  any 
speak  plainly,  be;ng  practised  on  wel 
D,  is  preposterous  ;  and  it  would  be 
hunge  speedily,  if  the  Pullman  freigh 

- jnd'nr  it  is  overrun  with  orders  for  ci 

irt  that  there  is  ro  blame  attaching  to  millmen 


The  Pullmnc  Lumber  Grave  Yard.-  ctmpanTes  buv^V;  it  pr.ctically-Vu';^!;*- 

rebirTs*slLed  Ru“®  y"<^  «'>>«e  rejected  f°r  car  sills  they'ranno?  bS^’cui 

at  much  of  h;.  have  been  current  for  some  lime  and  the  stock  kept  in  anticipation  of  any  order 

alihouoh  no?^  lumber  was  consumed  at  once,  °‘i‘i  cues  the  materia/^ is  not 

but^rsaw  a  ereaflan  aP«cial  instances.,  f^kii  h  companies  are  accused  o 

h!  f  P'*'®  pine  and  hardwoods  advantage  of  this  fact  in  making  settlements  To  h. 

that  have  doubtless  been  in  the  yards  many  months  ^ure  there  is  considerable  ground  for  Wbi^t  the  f.c? 
some  for  years,  and  these  piles  were  designated  ”y  Ihtle  sign  *h®  s”«ller  mills  —  '•>* 

boards  which  resemble  tomb  stones.  The  following  are  ‘“e  and  for  this  material  the  sa 
samples  :  a  accurate,  but  those  mho  h.».  . 


e  St.  Luuii  Refrigeral 


wofully  ra 


It  believe  that  retiibution  la 


ve  ahut  some  for  years,  and  these  piles 

vonea.  boards  -i,.--!. - u,  . 

Sie'ISi  aamples 

f.jW|  from  Birmlugham.  AU. 

Rejected  aah  from  Jno.  l|.  |  eah.  ' 

Kej-cted  oak  from  -  quire  &  Higbee. 

|e1ec^‘:^J:&;r/c^“•  «“>'“• 

Rei'ct^  Mh 

Wright. 


from  Woodwa 
Rfjei-ted  mk  from  P. 

f™,”  S-  J-  Peabody, 
o  if  .fS  mahogany  from  Henry  Otis  S  Co 

Rejected  yellow  pioe  from  O.  D  Peck  A  Co 


m  Brackett  &  Barrett. 


.  careless  in  their  s«„- 

'  accurate,  but  tho^e-  who  ha;e%*SK'in"rell^^^^ 
ling  claim  that  it  is  almost  an  impossibility  focut  a'^sill  and 
^  Wd^rJo""  *°“ci>inB  ‘be  heart  shake 

furnish  d  1  *  ?'  manufacturer  the  best  sill  that  can  be 

[h^heart  •  ®=s'^?i  just  large  enough  to  -  box 

the  heart,  as  it  is  called,  and  pay  no  attention  to  sap.  The 
sills  going  underneath  the  car  are  but  little  more  ex^eH  to 
shoTH*,^''^  than  in  interior  work  and  without  dou^even 
ts^lf  tL^et^st:  ‘bey  would  ou.lasrihe;" 

h^  Ln  shS  fo  rh“  amount  of  material 

thifomo  L,  ^1.*  car  shops  nearly  one-half  has  been 
thrown  out  as  cu^IIs,  yet  when  the  millman  went  to  look  for 
OT“s^me'mher“nu™  °‘’'h“  fbiPPieg  i‘  back  and  selling 

than  iTor  ,  5  pe'iX  oMt.'"" 

ho^"o?  r°" ‘’■5*  *"  ‘be  neighbor- 

r  ^°°'°°°  1**‘ °i  car  flooring  to  the  U.  S.  Rolling 
Stock  Company  of  which  70,000  or  80.000  was  thrown  ou^ 
as  culls.  A  member  of  the  firm  who  went  down  to  invest’- 
^te  was  unable  to  find  more  than  two  cars  of  the  stock 
the  company  could  not  account  for  it  they 
J-.-,,.,,  pmu  luir  siiis  in  wnicn  were  touna  various  de-  comnanies'have  '^'*^*’^0°”'  ^“‘"®  of  ‘he  other  car 

_  „  but  which  bore  no  reference  to  their  origin,  or  the  time  stanMs  thl  ‘  ^  u“  *  and  in  a  few  in- 

Pullman  Officials  Visit  Us.  of  their  deposit  in  the  Pnllman  grave  yard,  but  even  an  un!  cLiare  to^rh.  i  I  ‘hereby  have  sent  out  cir- 

A  few  days  ago  General  Manager  George  F.  Brown,  of  ®°a‘*  detect  sufficient  defects  to  doom  much  of  these  car  cornoanfefnnm'fi  'be  case,  and 

the  Pnllman  Palace  Car  Company,  and  Superintendent  th's  rejected  stuff.  Whether  the  worm  holes  in  the  oak  had  sending  an  infnertnrdi'"^  '”**®‘'“*  "^‘bout 

Hoaglen,  of  his  lumber  depariment,  called  on  the  editor  of  been  noticed  ^fw  sent  to  Pnllman  or  not  we  cannot  sent  out  regar^l  ih.  u"”'!!.®'  ^ueb  a  circular  was 

The  Timbbrman  to  protest  against  the  article  above  quoted,.  ®*^  but  some  of  the  materials  unloaded  in  my  presence  were  strong  talk  at  ih<>  fim.  ^°®P®"y  ®u<f  ‘here  was 

as  being  too  radical.  Meanwhile  The  Timberman  had  been  s^fhciemly  defective  to  lower  their  grade  and  possibly  con-  like  action  in  ,-0^*  r  “bove  item  of  taking  a 

informed  by  the  sawmill  men  of  the  Illinois  Central  Road  ®'K‘>  ‘b«m  to  the  grave  yard.  J,'”  "®  ‘b«  PuUman  Company.  Millmen 

that  the  Pullman  Company  had  changed  its  tactics  very  ma-  1  am  convinced  that  neither  Messrs.  Brown  nor  Hoaglen  and  now  refuse  to  rons'ider *2nv“  °'‘‘**'’® 

tenally,  sent  ms j^tors  south  to  take  up  sill.i:.  and  those  would  countenance  theft,  nor  be  guilty  of  taking  lumbw  for  unless  they  get  a  fancrorice  for  the  specihcations 

that  were  delivered  and  had  been  rejected  were  paid  for  at  an  which  they  give  no  equivalent,  if  that  was  the  question  that  In  addition  ”  ‘  ^®  ' 

advance  of  $2. 50  per  thousand  above  prices  given  six  w«eks  confronted  them  ;  but  circumstances  have  been  such  as 
ago,  and  that  under  •' - ' - - - - - - - - , . 


The  above  item  was  penned  by  the  editor  after  listening 
to  the  details  of  transactions  between  the  sawmill  men  on  the 
Illinois  Central  railroad  and  the  car  company  above  referred 
to.  Similar  stories  have  been  repeated  to  him  by  many  saw- 
millmen  along  the  same  road  and  it  was  evident  that  matters 
had  come  to  a  crisis.  If  the  car  consumers  were  not  willing 
to  be  designated  as  thieves  for  rejecting  such  a  large  portion 
of  the  car  sills  received,  they  most  go  to  the  mills,  inspect. 

and  pay  for  what  they  want  and  give  the  millman  an  oppor-  «  •  j  j.,  ,  — o”'' - 

tunity  to  g«  something  for  timber  which  does  not  suit  their  Rej^l^  cSk  ho*  o£^.Uev  l. 

purpose.  The  car  company  above  referred  to  was  soon  after  -j  — <• —  »  "  -  •  ' 

this  publication,  compelled  to  send  to  the  mills  and  inspect 
sills.  They  have  since  been  doing  this  and  we  are  happy  to 

say  that  the  prospects  are  fair  for  a  permanent  revolution  in  In  addition  to  the  above  there 
this  respect.  jected  yellow  pine  car  sills  in  which 


■e  becoming  more  independent  in  the  matter  of  taking  orders 

_ _ 

were  doing  business  at  the  old  stand,  and  that  the  PoIIman-  sued  a  policy  of  receiving  and  condemning  si’lls.7or7ns^aMe.  The'chfeago  firm  TOm™“<37o”suDnIv 

Palace  Car  Company  bad  been  again  put  on  their  list  of  from  which  there  was  no  remedy  for  the  mill  man  short  of  quantity  of  material  whkh  thev  b™ihr  ^  company  a  large 

customers.  During  our  interview  with  General  Brown  that  ‘he  one  advocated  by  The  I  imbkrman— mill  inspection  by  the  specification  furnished  bv"the--—  ““‘*®'' 

gent  eman  was  congratulated  on  the  change  in  his  methods,  |the  car  company  s  agents.  The  practice  having  beenadopted^  delivered  a  large  oer 

pon  the  abilities  of  his  lumber  superintendent,  jthe  mill  man  can  be  as  independent  as  the  car  bnilder  and  They  would  oi^r  on s . 

in  the  future. 


company,  but  when  it  w«,. 

a^nd  rh"°“'l^'‘ ouVa7eworrhe‘^sr  sticks  fro"m‘3'!^r- 
^,r ''®®'  “®'‘*®’  declaring  they  had  no  use  for  it  but 

wou  d  c«rmo?ftVTrt“^'’‘‘'‘  price,  and  as  i 

would  cost  “°re  than  the  difference  to  move  the  material 
as  at  their  merru  «„,!  f - -  - 


complimented  upon  the  abilities  of  his  lum^r  superintendent, 
and  the  dexterous  diplomacy  with  which  be  had  averted  al 

calamity.  He  did  not  relish  the  idea  of  maintaining  perma-  _ 

nently  the  mill  inspection  which  he  is  compelled  to  make  at,  The  car  material  trade  in  ueiin,.,  nin.  i...  i _ 

On  :h,  Brnwn  nnd  Mr.  Hongl."  Jnte  v.Sd'iJ?; tajSl.  .  S'  SKiiT.'.ro'fS'f 

to  estimate  the  consumption  of  lumber  at  these  works,  as  inch.  Perhaps  the^^most  common  size^is  5x9  d7essJd.  “tSS 


It  permit  the  collection  of 
)t  the  contractors  out  of 
il  weeks  the  interest  on 
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boston,  FRIDAY  MORJVIjVG, 
JUNE  20,  1890. 


AN  EIQHT-WHEEL  ELECTRIC  CAR. 

Xrtal  Trip  of  a  Blp,  Donble  Truck 
MCtoi^on  West  Bud  Tracks. 

“OhI  slie's  an  elght-wtiesler."  slioutea  a 
boy  to  bis  companion  on  Skawinut  avenue 
last  evening,  as  a  new  ear  of  tne  West  End 
street  railway  rolled  raiudly  by,  and  tbe  same 
car  attracted  much  attention  from  hundreds 
of  people  wno  chanced  to  see  It  on  Its  tilal  | 
trip.  The  new  car  Is  2S  feet  long  from  door  , 
to  door,  7  feet  8  Inches  wide,  7  feet  9  Inches  I 
*"**‘l®'  >“><1  b»s  a  seating  capacity 
of  40  passengers,  28  on  caoh  side, 
more'  than  double  the  seals  lu 

a  comon  box  car.  The  seats  are  luxurious!  v 
cushioned,  and  at  night  the  car  Is  llalited  by 
a  half-score  of  incandescent  lamps.  The  oar 
Is  iiinunted  on  two  trucks,  one  at  each  end 
aud  each  n-uck  has  four  30-Inch  steel  wheels, 
and  one  Ifi-horse  power  Thomson-Iiouston 
motor.  The  ear  Is  provlUeU  not  only  with 
the  common  hand  brake,  but  also  a  vacuum 
brake,  and  It  Is  possible  to  stop  very  quickly 
even  when  going  at  high  speed.  The  Tripp 
antl-tnctlon  henrliigs  arc  used  through- 
out,  and  the  iriicks  are  of  an  en¬ 
tirely  new  deslBiir  -•  (on  which  pat¬ 
ents  are  penuiiig),  the  equalizing 

bar  being  connected  to  the  lounv^l  boxes 
uiideriicnth,  Instead  nt  passing  around  the 
top  as  usual.  The  car  Is  also  provided  with 
the  .  Jewett  frlutioiilcss  car  centres,  which 
carry  the  weight  of  the  ear  on  frletioiiless 
rollers  that  move  with  tne  slightest  strain, 
perniittliie  the  car  to  adjust  itself  lo  the 
movement  of  the  trucks.  JJ.v  luvitiiUon  of 
the  Tripp  Msuufacluriiig  Cuiiipauy, 

quite  a  party  of  peiinemeu  had 
the  pleasure  of  riding  on  the 

new  car  last  night.  Among  those  present 
were  Supt.  Samuel  A.  Randall  of  the  Tripp 
company.  Mr.  Henry  Clarke,  superintendent 
of  time  tables ;  Mr.  Pierson,  electrical  englii- 
cer^,and  Mr.  vV.  H.  Powell,  siiperluteiideiii  of 
the  first  .division.  West  End  road :  Hon. 
Moses  Huniplirey,  president,  and  Hall  K. 
Holden,  director.  Concord  (X.  H.)  liorse  rail¬ 
road:  Alessrs.  W.  W.  Rand  and  Theodore 


Che 


7:80  P.  M..  tlR  . . „ 

...  .  House,  thence 

Charles  and 


to  Park  square,  thr<.__.. 

Cambridge  street  to  Bowdoiii  square,  down 
Cbardoji  street  to  Merrimac,  back  to  Park 
sqnbre,  out  fo  Coolldge  Corner,  back  to  the 
Tremoiit  House,  and  tbeiice  to  drove  Hall, 
reaclilug  tbe  latter  place  about  11.80.  The 
object  was  to  test  the  ability  of  the  car  to 
move  round  some  of  the  sharpest  curves  to 
be  found  In  the  West  End  system,  and 
generally  the  test  was  satisfactory.  The  car 
turned  the  40-foot  radius  around  the  Eman- 
clpatiou  group  In  Park  square  with 
ease,  but  considerable  dtfflcauy  was  ex- 
perleuced  in  get  ing  round  ihe  Sl^oot  radius 
from  Charles  street  into  Cambridge  street. 
Au  attempt  was  made  to  get  around  the 
28-foot  radius  from  Merrlniae  street  Into. 
Hiidbury,  but  after  two  attempts  It  had  to  be 
given  up.  One  great  trouble  experienced 
was  In  keeping  tbe  trolley  on  the  wire  In 
rounding  curves,  and  a  suggestion  was  made 
to  have  a  trolley  at  each  end.  Instead  of  tbe 
one  over  tiie  centre  of  the  car,  where  It  was 
throwB  consluerahly  to  one  side  by  tbe  inove- 
iiieuts  of  the  car.'.  It  Is  not  to  be  put  Into 
service  immediately,  as  some  Improvements 
are  contemplated,  w%tcb  It  is  expected  win 
greatly  add  to  Its  alimty  to  ruu'"‘  ■' — * 
est  carves. 


;o  round  the  sharp- 


I  - - 

Passengers  on  a  Northern  Pacific  Fast 
Train  Plunged  Down  an  Em¬ 
bankment. 


Two  Sleepers  Crash  Down  a  Thlrtyn 
Foot  Declivity  with  Dlsas-* 
trous  Results. 


One  Woman  Dies  from  Her  Injuries  and 
a  Dozen  Other  Persons  Arc 
Badly  Hurt. 


Willing  Hands  Hasten  to  the  Work  of  Reg. 
cue  and  Physicians  Are  Summoned 
for  the  Wounded. 


Helena,  Mont.,  June  30.— Huddled  to- 
frether  in  a  mass,  the  passengers  on  the 
Northern  Pacific  fast  train  were  this  after¬ 
noon  plunged  down  a  thirty-foot  embank¬ 
ment  near  Drummond,  fifty  miles  west  of  this 
city.  Two  sleepers  crashed  down  the  de¬ 
clivity  with  resistless  momentum,  those  un¬ 
fortunate  enough  to  be  therein  being  thrown 
violently  to  forward  ends  of  the  cars  and 
tossed  hither  and  thither  like  nine-pins. 

Willing  hands  wore  quickly  directed  to 
the  work  of  rescuing  ttiose  imprisoned  in 
the  debris  and  many  were  the  exclamations 
of  surprise  when  it  was  found  that  Death  had 
laid  his  liaiids  on  only  one  of  those  in  the 
wreck.  Miss  May  0.  Corson  of  Fort  Sher¬ 
man,  Idaho,  being  injured  so  badly  that  she 
expired  within  an  hour.  A  dozen  otliers  sus¬ 
tained  injuries  of  a  most  serious  nature,  they 
being:  ^ 

A.  M.  Otto,  Northern  P.aciflo  Express  audltori 
anna  broken  and  badly  bruUod.  — 

jured**'^'  Minn.;  legs  In- 

Annie  Bknso.n.  Watervllle,  Washington, 
shoulders  Injured.  “  ' 

James  Slocum,  Heppner,  Ore.;  luji 


legs 

Mbs.  Jambs  Slocu.m;  arras  and  shoulders  In- 
Jured. 

cut'***"  hALi.EV,  New  York;  face  and  head 
JurlM*'  tnterual  lu- 

Cniij)  OF  Mrs.  Sine:  badly  Injured, 
hurt.'*'  Townsend,  Wash.;  head 

I  Smith,  New  York;  handj  cut  and 


That  several  of  these  are  dangerously  hurt 
there  Is  uo  doubt,  but  the  physicians  hastily  sum- 


woimded  wore  taken  to\lm  Northi  rn'puci'lio  , 
pltal  at  Missoula,  where  everything  possible 


Tbo 


their  comfort  luis  been  provided. 

How  tlie  (lis.astor  occurred  has  not  yet  been  a.t 
certaineu,  alllioiigli  the  most  reasoii.-ible  e: 
tlon  seems  to  L-o  IJiat  a  sm-*adliiz  rail  can 
wreck.  As  the  sleapors  plunged  down  i 
the  passengers,  stricken  dumb  for  the  inoinent 
wltb  terror,  gave  voice  lo  panic- stricken  shouta 
for  assistance  and  with  one  accord  rushed  to 
where  safety  seemed  nearest.  Those  In  the  first 
car  siiffeisd  the  most  severely,  hut  In 
the  second  Ihe  condition  of  affairs  was  not  much 
belter;  the  front  end  being  suddenly  filled  with 
struggling  humanity  projected  together  with  mors 
force  than  system.  The  work  of  tsaring  away 
the  wreck  and  opening  Ibaroad  to  travel  was  a| 
once  begun,  and  by  inornliig  nothing  but  the 
icattored  debris  of  tu*  sleepers  will  mark  ths 
ir  occurred. 


I  caused  the 


COLORKD  PORTICKa  WANT  StOBtS  PAT, 

The  BUepIng-ear  Men  Ubjeet  to  Depend. 
Ing  on  ••VIpe”  from  Paseengere. 

A  poBsible  atrika  of  sleeping-car  porters  is 
the  next  thing  In  order.  It  is  claimed  that 
porters  cannot  live  on  the  present  pay  of  *15 
a  month,  owing  to  the  growing  tendency  of 
the  traveling  public  not  to  give  “  tips.”  R. 
H.  Boyan,  the  colored  man  who  engineered 
tne  recent  strike  of  the  waiters,  is  organiz¬ 
ing  a  movement  among  the  porters  for  bet¬ 
ter  wages.  Hiioaking  of  the  matter  yester¬ 
day  he  said : 

He  “8°  *  “«*■  H.  Kohlsaat. 

Ho  told  me  the  only  way  that  colored  men 
could  bring  employera  to  respect  them  was 
“  whim  men 

Binoe  then  f  have  been  organizing  colored 
I  “  i’h^re  are  800  colored  porters  running  to 
'  Olfforent  railroads.  Over 

‘*‘8®  belong  to  the  Porters’  Union. 
Within  the  next  two  weeks  we  will  have 
wages  that  will  have 

senSvin°g  a'^ 
ter  from  starvation. 

“If  Mr.  Pullman  cbl  . 
ana  depends  on  the  public  i 

eervice  of  pdrters  wiifbi 
,h  ""ieo  now  extended 

win  0^  '•“e  country.  We 

respectful  request  for  wages  that 
workdonev  and  no  more.  vVe 
“oatb  for  porters  who  are 
now  getting:  115,  and  150  per  month  for  men 
who  are  acting  m  the  canacity  of  norter  and 
conductor  and  drawing  only  *40  per  month, 
strike” granted  we  will 

ir,^  company’s  office  noth¬ 

ing  was  known  of  tbe  impending  strike. 


colored  por- 
pay  bis  emoloyiSs 


TBAPFIC  BTOFPEI)  BY  A  CLOTH)  BUBST.  ' 

Narrow  Escape  of  •  Passenger  Train  In 
t  exas- 

Van  Horn,  Tex.,  July  B— A  remarkable 
cloudburst  on  tbe  mouatains  stopped  traffic 
temporarily  on  the  Texas  Pacific  road  today. 
The  noon  train  uut  of  £1  Paso,  east  bound, 
had  three  coaches,  a  sleeper,  and  the  sneci^ 
palace  oar  “Mayflower,”  containing  the 
LeslU't  New^per  party.  Including  Russell 
Harrison.  It  was  moving  along  about  8 
o’clock  tonight  at  a  high  rate  of  speed,  when 
at  this  point  it  suddenly  ran  into  an  enormous 
flood  of  water,  spreading  over  eight  miles 
along  tne  valley  and  inundating  the  entire 
town.  The  train  was  instantly  slowed,  but 
tbe  flood  from  tbe  mountains  increased  so 
rapidly  that  the  ties  were  washed 
out  from  under  the  track,  and  the  train 
stopped  to  await  developments.  The  Leslie 
party  remains  on  the  car,  as  the  track  is  cut 
oS  from  the  mainland  by  the  water. 


^  CD 


Thk  Pullman  car  porters  ma^’.  not 
strikat  but  there  should  be  soma  way  of 
compaUinii.  the  compi^uy  to  pay  them 
wMss  enoC^h  to  prevent  them  preying 
o^he  passengers. 
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FITCHBURG  RAILROAD  COMPANY. 

Hoosac  Tt-innel  Route. 


NOTICE. 


Passenger  cars  that  exceed  the  dimensions  given  below  will  not  pass  through  the  Hoosac 
Tunnel,  and  those  that  measure  more  than  14  feet  3  inches  over  all  from  top  of  rail,  will  not  pass 
under  bridges,  and  will  not  be  received. 


Height. 

8'  6" 

13' 

8'  6^" 

13'  H" 

8'  7" 

13'  6" 

8'  7i" 

13'  sf 

8'  8" 

13'  sf" 

8'  8i" 

13'  sf" 

8'  9" 

13'  4f 

8'  9P' 

13'  41" 

8'  10" 

13'  4" 

8'  loi" 

13'  31" 

8'  II" 

13'  3i" 

8'  iij" 

13'  2|" 

9' 

13'  2f' 

9'  T 

13'  2f" 

9'  <" 

13'  If 

9'  If" 

13'  If" 

9'  2" 

13'  I" 

9'  2i" 

13'  r 

9'  3" 

13'  f 

9'  3i" 

12'  Ilf 

9'  4" 

12'  11^" 

9'  4f" 

12'  lof  j 

9'  S" 

12'  lof" 

9'  Sf" 

i 

The  width  of  cars  that  will  pass  through  the  Hoosac  Tunnel  depends  on  their  height.  To 
illustrate:  a  car  that  is  10  feet  9  inches  high  from  top  of  rail  to  crown  moulding,  will  reach  the 
point  F  on  the  diagram,  and  may  be  10  feet  6  inches  wide,  while  a  car  that  is  13  feet  2^  inches 
high  will  reach  the  point  X,  and  can  only  be  9  feet  wide. 

The  widths  given  are  at  the  crown  moulding,  or  widest  part  of  the  car,  and  the  height  is 
from  the  top  of  rail  to  crown  moulding,  or  highest  part  on  the  side  of  the  car. 


E.  K.  TURNER,  Chief  Engineer.  J.  W.  MARDEN,  Suft  Car  Deft. 


Boston,  July  i,  1890. 


JOHN  ADAMS,  GenU  Suft. 


Prince  Pullman  and  Ufa  Paupers. 

The  worms  have  resolved  at  last  to  turn. 
They  have  been  trodden  on  since  Pull¬ 
man  berths  have  been  made  up  and 
shaken  down.  The  colored  porters  an¬ 
nounce  that  they  will  ask  their  employer 
to  pay  them  living  wages,  instead  ol  com¬ 
pelling  them  to  accept  alms  from  those 
who  employ  him  and  his  cars. 

The  public  will  thoroughly  sympathize 
with  the  men  in  this  determination.  It  is 
abhorrent  to  the  spirit  of  American,  self- 
respect  that  any  man,  industrious  and 
willing  to  earn  his  bread,  shall  not  be  per¬ 
mitted  to  earn  it,  instead  of  being  prac¬ 
tically  reduced  to  the  degradation  of 
depending  upon  those  who  do  not  employ 
him.  The  public  that  pays  for  the  use  of 
sleeping  cars  pays  roundly;  pays  all  that 
it  is  asked  to  pay.  The  service  of 
an  agent  or  servant  of  the  company 
is  necessary  for  the  performance  of 
the  company’s  part  of  the  contract, 
x’he  company  should  pay  its  agent  or  serv¬ 
ant.  It  should  pay  him  enough  to  live  on 
since  it  takes  all  his  time.  It  should  not 
make  a  beggar  of  him,  hanging  on  charity 
for  his  subsistence.  It  is  an  imposition  on 
the  traveling  public  to  have  to  pay  more 
than  the  sum  asked  at  the  ticket  office  for 
accommodations  in  the  sleeper.  It  is  an 
outrage  upon  American  workmen  to  be  re¬ 
duced  to  pauperism  when  honestly  and 
diligently  working  for  an  employer  too 
niggardly  to  pay  them  living  wages  and  too 
nnamerican  not  to  resent  the  acceptance 
by  his  servants  of  alms  from  others  who 
patronize  him. 

It  may  be  that  the  men  will  lose  in  the 
strike  they  contemplate.  But  at  least  they 
will  assert  an  American  principle  by  un¬ 
dertaking  to  win  in  it.  It  is  well  that  the 
whole  country— the  world,  for  the  sleeping 
car  monopoly  already  has  its  foot  firmly  in 
Europe — should  know  that  one  of  the 
wealthiest  corporations  of  modem  times 
pays  men  $8  to  $15  a  month,  compels  them 
ont  of  that  to  provide  their  own  uniforms 
and  meals,  and  leaves  them  to  the  alms  of 
j  its  patrons  for  eking  out  their  subsistence 
and  that  of  their  families  if  they  have  any. 
Prince  Pullman  and  his  paupers  are  both 
repugnant  to  American  ideas.  May  the 
men  win. _ 


AN  IMPENDING  STRIKE. 
Pullman  Car  Porters  Want  an  . 
vance  In  Wanes. 

In  all  the  labor  disturbances  i 
threatened  strikes  of  this  season,  one 
that  will  interest  the  public  by  its  pecul¬ 
iarity  is  the  strike  now  impending  of  the 
Pullman  oar  porters.  That  these  onto- 
crats  of  the  traveling  public  should  vol¬ 
untarily  go  out  on  a  strike,  especially  at 
this  season  of  summer  travel,  will  im¬ 
press  many  as  almost  incredible. 

They  are  almost  universally  believed  to 
live  from  the  •  ‘tips’  ’  given  them  by  pas¬ 
sengers  and  to  derive  a  fat  income  from 
this  source.  As  a  matter  of  fact  the  tips 
are  their  main  source  of  revenue,  their 
wages  being  but  fl5  a  month  Irom  the 
company.  This,  they  say,  and  perhaps 
with  reason,  is  not  sufficient  and  of  late 
it  seems  there  has  been  a  movement  or  a 
change  of  sentiment  among  travelers  ad¬ 
verse  to  the  giving  of  tips. 

The  strike  threatened  at  present  is  on 
the  western,  or  Mississippi  valley  di¬ 
vision  of  the  Pullman  system,  embrac¬ 
ing  the  Burlington  &  Quincy,  the  Mil¬ 
waukee  &  St.  Paul,  the  Rock  Island,  and 
the  Alton  roads,  and  does  not  at  present 
affect  the  roads  passing  through  Pitts¬ 
burg.  The  porters  have  a  union,  how¬ 
ever,  and  keep  themselves  well  informed 
on  the  subject,  and  if  the  strike  is  mads 
it  Is  possible  the  porters  of  the  whole 
system  wHl  be  involved. 

One  of  the  porters  stated  this  morning 
that  he  frequently  made  trips  between 
Pittsburg  and  Chicago  when  the  tips  did 
not  amount  to  more  than  a  dollar.  This 
did  little  more  than  pay  the  cost  of  his 
meals.  The  company  taxed  the  porters 
lor  the  cost  of  their  suits;  they  were 
compelled  to  bo  always  neatly  dressed, 
wearing  laundried  collars  even  In  the  hot 
summer  months,  and  if  anything  was 
lost  from  the  cars  the  porter  was  held  r 
.sponsible  for  it.  The  porters  demand) 

$40  a  mouth,  and  deemed  " 
jjole  pay. 


demo^j^ 


MONDAY  EVeWq. 


Tk»r  Are  SUIsned  Vltfe  What  They  ««t-0ae 
■an  Befuaes  a  Forty-Dotlar  Joh. 

A  sensational  story  was  published  in  a 
l^ai  paper  on  Saturday  evening  about 
1  the  porters  on  the  western  division  of  the 
Pullman  system  being  about  to  strike  on 
account  of  only  being  paid  $15  per  month 
and  their  tips  from  passengers  not 
amounting  to  but  little.  Investigation 
shows  the  story  to  have  emanated  from 
the  reporter’s  fevered  imagination,  and 
to  have  had  no  foundation  in  fact. 

Merrill,  of  the  Pullman 
service  in  Pittsburg,  to-dav  said*  ‘ 

Ikndwof  it.  Smporters.^o 
far  as  I  know,  are  all  well  satisfied.  1 
charge  who  have 
been  in  the  service  from  ten  to  twenty 
^rom  $16  to  $40  pe? 
month.  Only  last  week  one  por- 
ter,  ..  who  has  a  run  to  To- 
cHei'cd  a  position 
in  a  back  in  this  city  at  $40  per  month 
and  would  not  take  It,  preferrftg  to  stay 
where  he  WM.  The  porters  are  paid  ao- 
cording  to  the  work  they  have  to  do  and 
all  seem  to  be  satisfied.  ’’ 

A  number  of  porters  were  also  spoken 
o  this  morning  while  at  the  Union  de- 
)ot.  One,  who  runs  from  New  York  to- 
^hicago  said:  “There  is  no  discontent 
among  the  men  unless  it  may  Ve  with 
some  soreheads  who  would  kick  abJut 
anything.  I  have  had  this  run  for  sev- 
than  $3 

in  trips  from  New  l^ork  to  Chicago  oc 
oa  ^  received  as  high 

®  since  P 

trips  will  average 
single  or  $10  for  each 
round  trip,  and  that  ought  to  satisfy 
anyone.  In  the  west  the  porters  do  fully 
os  well  if  not  better  than  we  do  here.  ’  ’  ” 
Efioently  the  writer  was  on  a  Pullman 
P'ttsburg  to  Baltimore,  om 
h«  h  a*  the  porter  told  him 

he  had  received  $8  in  tips  on  the  tri^ 
Out  that  was  an  exceptionally  good  one. 
as  ha  had  a  couple  of  bridal  couples  oi! 
board  who  gave  him  $1  each,  but  he  alJ 
ways  got  at  least  $3  per  trip.  So  it  will 
be  s^n  from  this  tne  porters  have  no# 
much  to  complain  of,  as  they  make  ^ 
much  as  some  reporters  do,  aud  everyona 
^  they  get  princely  salaries. 

There  are  some  few  roads  in  the  coun¬ 
try,  through  isolated  .districts  of  thd 
south,  west  and  northwest,  where  therd 
IS  not  much  travel  and  the  porters  do  nol 
realize  very  heavily,  but  everywhere  else 
the  position  is  a  very  profitable  one. 
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TEE  TIES-Sm 


CINCINNATI;  "  JULT 


The  monthly  pay  of  Pullman  porters 
ranges  from  $8  to  $15.  These  figures 
comprise  the  minimum  and  maximum 
wages.  Pullman  porters  wear  uniforms, 
are  obliged  to  eat  this  day  and  every 
other  day  their  daily  bread,  they  have 
families  and  therefore  have  to  pay  house 
rent  and  buy  bread  for  more*mouths  than 
one.  To  tender  them  the  maximum  pay 
of  only  $15  for  a  month’s  hard  work,  I 
italicised  with  a  month  of  deprivation,  is 
tantamount  to  expressed  instructions  to 
steal  or  beg.  It  is  not  necessary  to  dis-  [ 
cuss  the  question  whether  any  man  can 
eat  and  buy  uniforms  with  $15  a  month, 
let  alone  any  expenses  for  those  depend-' 
ent  upon  him.  The  fact  that  he  can  not 
is  self-evident.  That  he  fully  complies' 
with  the  last  clause  of  the  instructions 
already  mentioned  anyone  who  has 
ever  traveled  in  a  Pullman  sleeper  knows  1 
full  well.  There  have  been  cases  where 
his  well-nigh  forced  indifierence  to  the 
laws  of  meum  and  tuum  have  led  him  to  , 
comply  with  the  first  clause. 

With  a  knowledge  of  his  maturing 
obligations  constantly  before  him  the  at¬ 
titude  of  a  beggar  has  become  the  atti¬ 
tude  in  which  the  traveling  public  ex¬ 
pect  to  find  a  Pullman  porter.  He  for¬ 
ever  stands  with  his  hands  out,  palm  up. 
There  are  some  self-respecting  por¬ 
ters  we  are  happy  to*  state.  There  are 
some  who  have  not  yet  had  all  their  man¬ 
hood  ground  out  of  them  under  the  heel 


of  one  of  the  largest  and  wealtatest  an^T- 
greediest  corporations  in  the  world,  and  | 
these  have  appealed  to  their  less  fortu- , 
nate  but  callous  brethren  to  strike  for  ' 
wages  that  will  suffer  them  to  live  with¬ 
out  preying  on  the  public.  They  have 
made  a  demand  for  $50  a  month, 
not  at  all  unreasonable  when  the  facts 
are  considered  that  the  porter  is  on  duty 
day  and  night,  week  in  and  week  out, 
save  the  three  or  four  hours  the  conduc¬ 
tor  consents  to  watch  for  him  and  the 
brief  and  few  lay-ovefs.  It  may  be 
that  the  men  will  lose  on  the 
strike  they  contemplate,  .  but  if 
they  do  they  will  lose  with  the 
whole  traveling  public  at  their  back. 
There  is  no  disinterested  person  in  the 
world  who  will  fail  to  see  the  justice  of 
their  claim.  There  is  no  possible  reason 
the  company  employing  them  can  assign 
for  not  paying  them  living  wages  save  a 
reason  which  is  named  in  one  word,  and 
that„, agreed.  The  Pullman  company  is 
making  money  so  fast  that  it  frequently 
becomes  necessary  to  enlarge  the  capital 
stock,  in  order,  that  the  frequently  de¬ 
clared  dividends  shall  not  be  so  large  as 
to  excite  ^rmidable  opposition  from 
capital  as  well  as  from  courts  and  State 
legislation. 

While  the  Pullman  company  fattens 
on  the  public,  it  is  outrageous  that  its 
niggardly-paid  employes  should  be  sent 
out  with  instructions  to  fatten  also.  If 
the  porter  aspires  to  take  down  Lis  hand, 
hold  up  his  head  and  be  a  man  by  strik¬ 
ing  for  a  man’s  pay,  the  great  traveling 
public  should  miss  no  opportunity  to 
contribute  to  his  success. 


IAARBINqTO.S  H  IS  A  SRMSATIUN. 

Tha  F^rtk  of  ^nlr  Ca^on  Explodes— 
Some  Sliraonloaa  Rncapes. 

Yesterday  morning  as  tne  limited  over  tbe 
Northwestern  from  Bt.  Paul  was  passing 
Barrington  a  cannon  exploded  at  the  station. 

A  flying  piece  of  metal  struck  the  sleeper 
.  Eau  Claire,  smashing  in  the  woodwork  and 

I  windows  of  the  drawing-room  section.  Its 
velocity  can  be  imagined  .  rom  the  fact  that 
the  iron  brace,  two  inches  wide  and  one 
thick,  was  bent,  tbougb  the  blow  was  a 
glancing  one  at  that.  The  occupants,  Mr.  ~- 

Iand  Mrs.  James  E.  Moulton  of  Bt.  Paul,  had  ' 
a  narrow  escape.  Mrs.  Moulton  was  lying 
in  the  berth,  and  was  covered  with  splinters. 
Fortunately  she  had  just  changed  her  posi¬ 
tion  in  such  a  way  as  to  escape  the  missile 
Itself.  Mrs.  Moulton  is  an  invalid  and  suf¬ 
fered  a  severe  shock,  but  otherwise  was  un-  ' 
harmed.  A  St.  Paul  physician  who  was  oak 
the  train  rendered  such  services  as  were 
necessary.  I'he  train  was  stopped 
:  to  ascertain  tne  damage  and  the  running- 
!  gear  was  found  to  be  uninjured.  Cou  R.  W. 

I  Littler,  Secretary  of  tne  Cdioago  Produce 
I  Excbange.  occupied  the  adjoining  secuon, 

I  and  carried  away  an  ugly  looking  piece  of 
jagged  cannon  metal  as  a  souvenir  of  an  im¬ 
promptu  Fourth  of  July  celebration  which 
was  more  exciting  than  agreeable.  ,  ^  _ 


jAK  PB^^CISCO  CHRONICXBt 
JTTLT  T,  1890, 

A  V'ccht  press  dispatcli  says  tliat  the 
Pullman  car  porters  iii  the  territory  of 
Chicago  are  about  to  strike  for  higher 
wage.s,  nnd  will  be  joined  by  the  porters  of 
Sun  Francisco.  J.  P.  Meclinii,  superin¬ 
tendent  of  the  Pacific  Coast  division  of 
tlipiPilUman  lines,  says  that  he  does  not 
know.oUhe  situation  in  Chicago,  but  that 
thdr^bQim  dissatisfaction  among  tlic  ix>r- 
itcfs^wXnJyyest,  and  tliat  there  is  no  talk 
of  a's'tiilt^Sfoiong  them.  Tliere  are  over 
200  porters  oB'tlie  division,  receiving  sal¬ 
aries  ranging  from  to  $45  a  month,! 
which  is  higher  tliaii  the  wages  paid  in  the  I 
East.  J 


%■ 


CENTRAL  MASSACHUSETTS.  ] 

For  about  a  week  past  the  writer  has  been 
asked  on  an  average  five  times  a  day,  “Why 
don’t  Central  Massachusetts  advance  ?  Is  it 
time  to  buy  it?  What  ails  it ?” etc.,  etc.  All 
of  these  questions  are  difficult  for  either  the 
Beacon  or  the  average  broker  to  answer. 
The  gentlemen  who  hold  the  destinies  of  the 
Central  Massachusetts  Railroad  in  their  hands 
are  eminently  conservative  and  as  eminently 
close-mouthed.  One  might  as  well  attempt  to 
extract  from  an  oyster  an  intelligent  opinion 
regarding  tidal  waves  on  the  moon  as  to  get  a 
"pointer”  from  either  Frank  Jones  or  James  T. 
Furber  regarding  Central  Massachusetts.  In 
the  absence  of  words  let  their  actions  speak. 
The  Boston  &  Maine  has  now  to  all  intents 
and  purposes  got  ready  to  avail  itself 
of  the  Central  Massachusetts  and  to 
throw  business  over  it  in  a  no  incon¬ 
siderable  volume.  It  is  an  open 
secret  that  the  Central  Massachusetts  since 
the  first  of  last  October  has  not  only  earned 
operating  expenses  (something  which  it  never 
did  before),  but  a  handsome  net  towards  the 
payment  of  interest  on  its  bonds.  In  fact  we' 
believe  that  it  will  more  than  earn  the  inter¬ 
est  on  its  bonds  during  the  fiscal  year.  Now 
the  Boston  &  Maine  in  connection  with  the 
Poughkeepsie  Bridge  people,  has  arranged, 
for  through  trains  over  the  Central  Massachu-] 
setts  for  Philadelphia,  Harrisburg,  Pa.,  and 
Washington,  D.  C.  The  first  train  will  leave 
Boston  at  8  A.  m.  on  Monday,  Miy  26,  and 
^  I  will  be  a  fast  express,  making  as  good  time  as 
\  any  of  ‘he  existing  routes.  In  fact,  the  full 
i  time  from  Boston  to  Harrisburg  will  only  be 
■juf/A  1  fifteen  hours.  The  new  line,  which  will  be 
■'opened  for  treight  as  well  as  passenger  busi¬ 
ness,  will  be  made  up  in  parts  of  a  number  of 
existing  lines.  The  distance  by  this  line  from 
Boston  to  Philadeluhia  will  be  42';  mil^ 


'<0 


_  Philadelphia  t  .  _ _ 

made  up  as  follows  :  Boston  to  Northampton, 
Boston  &  Maine  railroad  (Central  Massachu 
setts)  104  miles;  Northampton  to  Simsbury 
New  York,  New  Haven  &  Hartford  railroad 
34  miles;  Simsbury  to  Maybrook  Junction 
Connecticut,  New  England  &  Western  rail¬ 
road,  130  miles;  Maybrook  Junction  to  Hud-| 
son  Junction,  Orange  County  railroad,  I2 
miles;  Hudson  Junction  to  Belvidere,  Lehigh 
&  Hudson  River  railroad,  63  miles;  Belvidere 
to  Phillipsburg  Junction^  Lehigh  &  Hudson 
River  railroad,  14  miles;  Phillipsbnrg  Jan(> 
tion  to  Bethlehem  Junction,  Central  Railroad 
of  New  Jersey,  12  miles  ;  Bethlehem  Junction 


.... 

.0  Philadelphia,  Philadelphia  &  Reading  rail-  , 
road,  56  miles.  Total,  425  '"'•e®-  Boa:  _ 

ton  to  Harrisburg  the  new  route  will  be  A04  ^  —  J — 
^ilSS,  with  the  fare  placed  at  as  low  a  figure 
■Js^o.  The  line  will  be  made  up  as  follows : 

Boston  to  Northampton,  Boston  &  Maine,  104 
miles;  Northampton  to  Simsbury,  N.  Y., 

N.  H.  &  H.  R.  R.,  34  “>les; 

Simsbury  to  Maybrook  Junction,  130 
miles,  C.  N.  E.  &  W.  R.  R. ;  May¬ 
brook  Junction  to  Hudson  Junction,  Orange  . 

County  railroad,  12  miles  ;  Hudson  Junction  | 

to  Belvidere,  Lehigh  &  Hudson  River  rail¬ 
road,  63  miles;  Belvidere  to  Phillipsburg 
Junctiob,  Lehigh  &  Hudson  River  railroad, 

14  miles;  Phillipsburg  Junction  to  Allentown, 

Central  Railroad  of  New  Jersey,  17  miles  ; 

Allentown  to  Harrisburg,  Philadelphia  & 

Reading  railroad,  90  miles.  Total  464  miles. 

Hartford  will  be  in  the  combination  by  spe¬ 
cial  connection  at  Simsbury  with  the  through 
trains.  The  “deal”  was  made  through  S.  B. 

Opdyke,  ir.,  of  Hartford,  general  superinten- 
dent  of  the  Central  New  England ;  C.  J. 

Hancock,  general  passenger  agent  of  Ihel 
Philadelphia  &  Reading;  H.  P.  Baldwin,' 
general  passenger  agent  of  the  Central  Rail¬ 
road  of  New  Jersey ;  N.  L.  Firman,  superin¬ 
tendent  of  the  Lehigh  &  Hudson  River  road  ; 

C.  N.  Yeamans,  superintendent  of  the  New 
York,  New  Haven  &  Hartford  in  Connecti¬ 
cut,  and  James  T.  Furber,  general  manager  of 
the  Boston  &  Maine.  When  the  Centrall 
Massachusetts  is  exterded  to  Springfield  to 
connect  with  the  Poughkeepsie  lines  from 
'rariffville,  and  the  road  now  building  to 
Harrisburg  is  completed  next  fall,  this  will 
open  up  a  very  short  line,  not  only  to  the 
points  mentioned,  but  to  all  leading  Western 
centres.  In  fact,  it  is  figured  up  that  with 
these  lines  completed  the  Boston  &  Maine 
and  its  connections,  including  the  Pennsyl* 

,  vania  at  Harrisburg,  will  have  a  line 
[Boston  to  Chicago  at  least 
fliaii  «iy  eAlgttnrtliwngft 
'of  westbound  business  that  the  Boston  * 

Maine  and  its  connections  can  throw  o't't  ‘”®1 
Central  Massachusetts  In  the  combine  will  be 
quite  considerable.  Possibly  it  was  m  t''®* , 

, of  the  opening  up  of  this  new  line  that  the: 

Central  Massachusetts  have  let  off  the  price 
lof  their  stocks  this  week.  One  would  be 
kafe  to  ba.ik  on  an  upward  movement  mi 
[hem,  as  soon  as  some  of  the  weak  holders  j 
Are  shaken  out,  always  provided  the  general 
(market  continues  strong. 


The  Decadence  of  Tips. 


There  is  talk  of  a  strike  of  Pullman  car  porters: 
If  it  should  be  decided  upon,  it  will  be  terrific  in 
its  results.  From  years  of  experience  in  striking, 
—passengers,— Pullman  car  porters  must  un 
doubtedly  be  awarded  the  palm  as  the  champion 
strikers  in  the  whole  country. 

We  leave  it  to  the  fancy  of  any  traveler  who 
has  been  struck  by  one  of  these  porters  to  picture 
the  result  should  their  combined  striking  power 
be  brought  to  bear  upon  any  company,  however 
powerful  that  company  might  be. 

I  Indeed  it  seems  that  the  Pullman  Company  has 
tolerated  a  practice  of  striking  among  its  porters, 
which  said  porters  will  now  exercise  upon  its  em¬ 
ployer.  The  only  point  of  weakness  in  the  pro¬ 
posed  movement  is  that  having  always  found  the 
individual  strike  effective,  the  porters  will  not  be 
able  to  co-operate  in  the  larger  effort. 

The  complaining  employes  allege  that  tips  have 
fallen  off  one-half,  and  are  still  going.  Well, 
let  them  go  They  are  the  most  thoroughly  una- 
merican  of  anything  in  our  railway  service. 

It  may  be  remarked  in  this  connection  that,hard 
as  the  porter’s  lot  is  declared  to  be,  the  scores  and 
hundreds  of  applications  for  the  position  on  file  in 
the  Pullman  ofiBces  show  that  there  are  many 
waiting  to  fill  vacancies. 


Another  attempt  by  the  Georgia  Legislature  to 
tax  Pullman  cars  indirectly  has  miscarried, 
thanks  to  the  Supreme  Court  of  that  State.  This, 
however,  adds  but  another  to  the  long  list  of  sim¬ 
ilar  cases,  in  which  States  and  countries  have 
tried  to  levy  and  collect  taxes  upon  Pullman 
equipment  to  which  they  were  not  entitled.  The 
result  is  always  the  same.  The  Courts  never  fail 
!  to  rebuke  the  rapacity  of  those  who  try  to  get 
that^to  which  they  have  no  right. 


- 
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A  ROYAL  TRAIN. 


Pullman’s  Latest  Triumph  In  Cateringr 
to  the  Traveling 


Five  Cara  Connected  j  with  Vesti- 
buled  Platforms  Impervious  to 
Weather  Changes. 

In  Case  of  Accident  It  Is  Impos¬ 
sible  for  Telescoping  to 
Occur. 

The  Great  Pennsylvania’s  Limited. 

jgSlity  years  aco,  George  stepbeason  was  maUag  experi¬ 
ments  whlcb  led  up  to  tae  Eocket,  a  locomotive  destined 
tojiave  the  way  (or  rapid  railway  travel. 

Thirty  years  ago,  rude  sleeping-cars  were  In  use,  and 
the  first  palace  sleeper  was  constructed  six  years  later; 
the  Pioneer  In  name  and  In  (act  o(  the  1,300  cars  now 
owned  and  operated  by  the  Pullman  Palace-Car  company- 
The  most  eminent  engineers  o(  the  time  persisted  In 
declaring  that  no  such  machine  as  the  Bocket  could  be 


hour.  The  inventor,  with  the  vision  o(  a  seer,  discerns 
things  that  are  hidden  (rom  the  common  gase.  With 
seven-league  boots  genius  marches  (ar  in  advance  o(  the 
masses  o(  men,  planting  on  the  heights  the  flag  o(  a 
higher  civilisation.  In  the  ln(aney  o(  the  race  the  orator, 
the  artist,  and  the  sculptor  were  held  In  reverence  as  man's 


(or  wo  are  beginning  to  realise  that  progress  depends 
not  so  much  upon  the  so-called  line  arts  as  upon  the  use- 
(ularts.  The  Invention  o(  printing  and  the  creation  o( 
the  railway  are  the  two  leading  events  in  the  history  o( 
man;  and  the  railway  as  an  agent  o(  civlllnUon  Is  not 
inferior  to  the  art  o(  printing.  The  work  o(  George 
Stephenson  Is  to-day  the  most  potent  Intiuence  (or  good  In 
existence  on  earth.  It  makes  neighbors  o(  men  separa- 
rated  by  continents;  and,  in  bringing  (ace  to  (ace  the 
peoples  of  remote  climes,  tends  to  unite  In  one  humane 
brotherhood  all  the  races  o(  the  world. 

BUT  IN  BAILWIT  TRAVIL 

high  speed  Is  not  the  sole  requisite;  comfort  aud  safety  are 
equally  essential  conditions.  More  comforts  and  greater 
security  to  lUe  attend  everywhere,  step  by  step,  the  pro¬ 
gress  of  civilisation.  And  to  It  must  be  with  the  railway, 
and  so  It  will  be  In  any  long  period  o(  Its  development 
But  (or  thirty  years  after  Stephenson’s  Rocket  startled  the 
world  the  Inventive  faculty  In  sleeping-car  construction 
was  dormant.  New  Rockets  wore  made,  (aster  Rockets, 
Rockets  that  would  whirl  you  along  forty,  fifty,  sixty  miles 

rushing  railway  trains;  tried  In  vain  to  realise  Shake¬ 
speare's  Invocation  to  the  beauty,  the  sweetness,  and 
charm  of  sleep. 

The  sleepers  that  antedated  the  "Pioneer"  were  scarcely 
worthy  the  name;  they  provoked  a  desire  for  rest  which 
was  not  realised.  The  real  sleeping-car,  the  car  that 
recalled  graphically  Cervantes'  benediction— "Now  bless¬ 
ings  light  on  him  that  first  Invented  sleep  "—appeared 
only  twenty-five  years  ago.  The  sleeping-car  has  been 
brought  to  such  perfection  that  the  public  has  ceased  to 
look  for  further  Improvements  of  a  fundamenul  nature. 
Not  less  to  the  traveler  than  to  the  casual  observer  does 
the  exIsUng  Pullman  company’s  sleeper  appear  perfect  in 
all  Its  appointments.  Its  beds.  Its  couches.  Its  lavatories. 
Its  decorations.  In  design  and  execuUon,  Its  numberless 
architectural  and  other  excellencies,  constitute  seemingly 
the  nearest  possible  approach,  on  wheels,  to  the  con¬ 
veniences  and 


an  oscillation  of  the  cars -a  swaying  movement,  not  only 
very  dliagreeable  to  passengers,  but  unnecessarily  expen 
sive  to  the  company  operating  the  road,  since  It  Increase 
the  resistance  of  the  train  to  Its  motive  posrer. 

The  construcuon  of  the  vestibule  consists  primarily  of  a 
broad,  thick  frame  of  steel,  like  a  huge  Inverted  ox-bow, 
which  Is  supported  by  strong  elastic  pressure  derived  from 
springs.  These  springs  bear  against  both  the  top  and 
bottom  of  the  steel  frame,  as  well  as  against  the  solid  tim 
bers  composing  the  platform  of  the  oar  and  the  upper  part 
of  the  superstructure.  The  effect  of  the  springs  upon  the 
steel  frame  Is  to  cause  them  to  project  several  Inches  be¬ 
yond  the  vertical  plane  of  the  end  of  the  car,  when  It  Is 
detached  (rom  the  train.  But  when  two  vestibule  cars 
are  connected  the  efisct  of  the  ordinary  close  coupling  de¬ 
vices  In  use  Is  to  cause  the  steel  frames  with  whlcb  they 
are  provided  to  be  farced  backward ;  and  the  pressure 
springs  being  thereby  compressed,  the  broad  faces  of  the 
frames  press  upon  each  other  In  close  contact  throughout 
the  whole  surface,  and  with  very  considerable  force.  This 
frictional  contact  of  the  vestibule  frame  plates,  under 
strong  spring  pressure,  serves  to  check  the  tendency  to 
oscillation  and  the  checking  infiuence  can  be  Increased  to 
any  desired  extent  by  Increasing  the  pressure  of  the  con¬ 
tact  surfaces  through  enlarging  the  supporting  springs. 
In  this  way  great 

STRADINRSS  OP  MOVBHXNT 

may  be  Imparted  to  the  enure  train  whereas,  at  present 
the  swaying  moUon  caused  by  oscillation  of  cars  varies, 
being  greater  in  some  than  others.  It  la  evident  that  the 
comfort  of  passengers  will  be  Increased  In  the  ratio  of  the 
reducUon  of  the  swaying  tendency  of  cars  In  rapid  motion; 
and  especially  will  this  be  the  case  with  passengers  occupy¬ 
ing  upper  berths.  It  (allows  that  the  swaying  motion  of 
the  cars  being  reduced  to  the  minimum,  a  train  of  given 
weight  will  make  a  higher  rate  of  speed  with  the  same 
motive  power,  upon  the  same  road  bed,  and  with  the  same 
degree  of  comfort  to  passengers. 

But,  after  all,  the  safety  of  the  passenger  Is  the  prime 
consideration  In  every  step  of  railway  construction,  from 
theroad-bed  to  the  last  detail  of  rolling  stock.  Speed  Is- 
Important;  comfort  Is  desirable;  luxuries  of  the  table,  the 
couch,  and  the  toilet  are  Indispensable.  But  as  all  these 
would  be  freely  sacrificed  to  save  a  single  life.  It  follows 
that  any  feature  of  car  construction  that  diminishes  or 
tends  to  diminish,  even  In  a  small  degree,  the  chances  of 

A  usual  result  of  collision  on  railways  la  the  telescoping 
of  the  oars.  With  the  present  method  of  construction, 
when  a  train  Is  suddenly  checked  the  tendency  of  the 
superstructure  of  the  oar  Is  to  (old  down  with  Its  roof 
upon  the  fioor,  but  by  the  method  of  construction  herein 
described,  the  existing  buSsr  being  devised  to  act  In  a 
hortiontal  plane,  coinciding  with  the  plane  of  the  plat¬ 
form,  In  the  event  of  a  slight  elevation  of  one  car  above 
another  through  accident,  the  platform  of  the  elevated 
ear  almost  Inevitably  crashes  through  the  framework  of 
the  adjoining  car,  with  disastrous  effect.  But  the  heavy 
steel  frames  which  form  the  foundation  of  the  vestibule  In 
these  cars  are.  In  (act,  spring  butters  arranged  In  a  verti¬ 
cal  plane,  and,  extending  as  they  do  from  the  solid  tim¬ 
bers  of  the  platforms  to  those  'of  the  roof,  they  sustain 
the  whole  tuperstrueture,  and  tend  not  only  to  reinforce 
the  braces,  inserted  to  strengthen  the  oar,  and  so  prevent 
It  from  racking,  but  constitute  a  powerful  barrier  if  not 

PaOTRCTION  ASAINST  TBLRSOOPINU. 

The  Idea  of  spring  buffers  arranged  In  a  vertical  plane 
extending  from  base  to  apex  of  the  car  body  Is  entirely 
new;  and  that  It  Is  practicable  to  make  these  buffers  as 
effective  throughout  as  the  exIsUng  horlsontal  buffer  Is  at 
the  point  of  contact  with  the  platform  Is  obvious;  and 
this  means  that  through  Mr.  Pullman's  latest  device, 
telescoping  can  absolutely  be  prevented;  so  can  also  the 
horrors  of  fire  In  a  wrecked  train;  (or  the  latter  disaster 
Is  the  almost  Invariable  result  of  the  former. 

The  train  of  five  cars  under  one  roof,  whlcb  has  been  on 
exhibition  at  the  Tan  Bnren  street  station  of  the  Illinois 
Central  railway  (or  two  or  three  days,  constructed  by  the 
Pullman  company  In  accordance  with  the  devices  we  have 
tried  to  dessrlbe.  Is  the  finest  railway  train  In  the  world, 
the  finest  train  ever  constructed.  It  Is  the  handsomest 
train,  exteriorly  and  Interiorly,  ever  placed  on  rails.  Ex¬ 
teriorly,  os  already  observed.  It  presents  the  appearanos 
of  a  block  of  artistically-finished  houses,  while  Interiorly 
It  rivau  both  In  beauty  and  decoration,  and  In  varied 
living  conveniences,  an  elaborately  flnUhed  and  richly 
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President  Harris  stated  that  he  had, 
since  mldnljiht,  Juno  30,  been  operat¬ 
ing  the  LouUville  Southern  under  the 
lease  on  account  of  the  East  Tennessee, 
Virginia  and  Georgia  Company,  sub- 
ject,  however,  to  the  approval  of  the 
Board  of  Directors  and  stockholders  o£ 
the  Southern. 

The  contract  was  read  and  uimnl- 
mously  approved.  The  contract  is  a 
long  one  and  covers  thirty  pages  of 
type-written  manuscript.  The  most  im¬ 
portant  features  are  as  follows: 

Eirst-Tho  East  Tennessee,  Virginia 
„  !  and  Georgia  Company  is  to  operate  the 

road,  and  after  paying  all  the  fixedl 
irnll.  charges  and  operating  expenses  the  net 
'  earnings  are  to  bo  equally  divided  be¬ 
tween  the  two  companies. 

Second— The  Louisville  Southern  Com¬ 
pany  now  has  outstanding  $4,000,000 
of  bonds,  of  which  $2,300,000  is  scoured 
by  mortgages  upon  the  main  stem  and 
equipment  and  $1,500,000  is  being  se¬ 
cured  by  motrgage  on  the  Lexington 
and  Georgetown  extensions.  It  is  agreed 
that  the  Louisville  Southern  Company 
shall  issue  new  bonds  to  the  amount  oC 
$5,000,000,  bearing  only  five  per  cent, 
interest,  to  run  for  fifty  years,  dated 
July  1.  1800.  The  five  millions’  of  bonds 
are  to  be  deposited  with  a  trust  com¬ 
pany  to  lie  hereafter  selected.  Four  mil¬ 
lions  are  to  bo  issued  only  in  taking; 
up  the  $4,000,000  of  six  per  cent,  bonds 
outstanding.  The  remaining  one  million 
are  to  be  used  only  in  paying  off  the 
present  floating  debt  of  the  Louisville 
Southern,  in  purchasing  additional  equip¬ 
ment.  terminal  facilities  and  betterments 
DSlAwLi.  of  the  property.  Only  $500,000  of  bonds 

_  are  to  be  issued  at  present,  and  the  East 

Tennessee,  Virginia  and  Georgia  Kail- 
When  "the  City  Hall  clock  struck  the  way  Company  agrees  to  purchase  the 
hour  of  twelve  Monday  night,  June  the  same  at  a  price  to  he  hereafter  flxed 
30,  LouiSville’s  pride-The  Louisville  by  the  parties  concerned,  the  proceeds 
Southern— passed  into  the  control  of  the  to  be  applied  as  above  stated. 

East  Tennessee,  Virginia  and  Geor^a  Third- A 11  the  net  earnings  of  the  road 
Hallway  Company,  subject,  however,  to  are  to  be  appUed  to  the  indebtedness  of 
the  approval  of  the  directors  and  stock-  the  Louisville  Southern  Company,  ao- 
holdeis  of  the  foimer  company.  cording  to  its  maturity  and  priority,  but 

Some  weeks  ago,  Mr.  Theodore  Harris,  the  East  Tennessee.  Virginia  and  Georgia. 
President  of  the  Louisville  Southern,,  Company  guarantees  that  such  net  eavn- 
and  Judge  A.  E.  Klchards,  a  member  of  aHer  Payment  of  the  operatin* 

the  directory,  went  to  New  York,  and 
after  careful  deliberation  negotiated  thaj 
deal  whereby  the  Louisville  Southern, 
the  railroad  which  means  so  much  to  thol 
■business  interests  of  Louisville,  foundj 
an  ally  in  the  East  Tennessee,  Vii-giniJ 
and  Georgia,  the  most  powerful  arm  of 
the  great  Richmond  Terminal  system 
^yrhich  covera  the  South  with  a  magnifi¬ 
cent  network  of  Iron  lines. 


rCIEIlT  RAILRD^'^UP. 

Louisrille  Southei^lLFori 
ally  Leased  To  the  ^ 

V.  and  G. 

The  Stockholders  and  Dlreotors  ^ 
the  Soathern  Meet  and  Ratify 
the  Contract  Unanimously. 

The  Leuees  Ag:re6  To  Onarantee  An 
Itsne  of  Five  million  l)ollari 
of  New  Bonds, 


Which  Will  Be  Used  To  Redeem  the 
Ones  Now  Outstanding  and  Bet¬ 
ter  the  Road. 


'PERiVIS  OB’  THE 


The  directors  and  stockholders  of  thi 
Louisville  Southern  yesterday  ratifie)^ 
the  work  of  President  Harris  and  Jiidgl 
Richardson.  The  office  of  the  Louisvilla 
Southern  on  the  second  floor  of  tlia| 
Courier-Journal  mulvlng  piv;i»eq£«l 
animated  scene  yesterday  afternoon. 
First  there  was  the  directors’  meeting, | 
which  was  held  at  3:30  o’clock.  Presi¬ 
dent  Iheodore  Harris,  Vice  Presldenll 
Dennis  Long,  Mr.  Vernon  D.  Price,  Mr. 
•Tulius  BamlKTger,  Judge  AV.  B.  Hoke, 
Col.  'I'.  W.  Bullitt,  5Ir.  E.  T.  Halsey, 
Judge  A.  E.  Richards,  Mr.  H.  T.  Han- 
ford.  Mr.  Wm.  Cornw.rll  .and  Mr.  .Tamesj 
A.  Shiittleworth  were  in 
President  Harris  laid  i)cf( 

Hie  cmtract  with  .  ic  East  1.nim«seo. 
Virgini-  and  Georgia  Railroad  Company. 
The  contract  was  dated  June  27  and 
executed  by  Mr.  Hairls  for  the  Louis¬ 
ville  Southern  Company  and  by  Gen. 
Samuel  Tbomas,  President,  for  the  East 
Teimossoo,  Virginia  and  Georgia  Com- 
‘pany.  Under  it  the  Ijoulsville  Southern 
■WBsleaaerl  for  a  term  gf  ninoty-nlno  j^ears 
to  the  East  Tcnnesbeo.  Virginia  and 
Georgia,  the  lease  to  commence  July,  1, 

taho.  - 


expenses  and  taxes,  shall  he  sufficient  to 
pay  the  interest  on  the  new  5  per  cnt. 
bonds,  and  further  agrees  to  indorse  this 
guarantee  upon  the  back  of  each  of  those 
bonds.  The  following  is  to  be  the 
form  of  the  indorsement: 

“  For  value  received,  the  East  Tennes¬ 
see,  Virginia  and  Georgia  Railway  Com¬ 
pany  guarantees  tliat  the  obligee  of  tlio 
within  bond  will  pay  to  the  holder  of  tlic 
same  the  principal  and  Interest  thereof, 
according  to  its  tenor.  In  witness 
whereof  the  East  Tennessee,  Virginia  and 
Georgia  Railroad  Company  lias  caused  its 
official  signature  to  be  attached  hereto  by 
its  Ihresicient,  and  attested  by  its  Secre¬ 
tary  with  its  corporate  seal  attached."’ 

The  6  per  cents.,  as  fast  as  they  are 
offered  for  exchange,  are  to  be  de¬ 
posited  with  a  trust  company  hereafter 
t.o  tie  agreed  upon,  and  not  cancelletl  un¬ 
til  ail  tlic  bonds  under  the  roswetive 
mortgages  are  surrendered,  and  if  any 
of  the  6  per  cent,  bondholders  refuse 
to'  make  the  exchange  or  attempt,  by 
legal  proceedings,  to  claim  0  per  cent, 
interest,  then  the  trust  company  lioldlng 

_ _  6  nor  cent,  bonds  so  exchanged  sliall 

attendance.!  assert  the  same  for  the  benefit 


cent,  bonds  to  the 

. .  _  t.  difference.  The-. 

obicet  being  to  prevent  any  holder  of 
a  8  per  cent..  Iiond  from  gaining  any  adc 
vantago  Jor  refusing  to  ciako  tlio  ex¬ 
change.  The  East  Tennessee,  Virginia, 
and  Georgia  Conumuy  agrees  to  pay  to 
the  Louisville  Southern  Company  $5,- 
OOO  per  year,  in  quarterly  installmente, 
to  be  used  in  keeping  up  its  corporate! 


It  is  again  intimated  that  lim  Hieepinc 
car  porters  will  strike.  They  have  been  re¬ 
ported  as  nitendiiig  to  strike  for  several 
lyceks  past,  but  tiiuir  actions  have  belied 
the  reports  concerning  them,  if  tliey  do 
strike  Jt  will  only  be  done  to  satisfy  the 
cravings  for  notoriety  of  their  would-be 
lender,  who  tried  his  hand  with  the  waiters 

Zlflmore^“ndsays^h;^^^^^^^ 

that  there  are  only  two  sleeping  car  com 
panies,  and  that  there  are  not  more  th.,,.' 
1,6U0  porters  in  the  eountrv.  .should  the? 
Bn! 

uui  the  men  know  that  they  are  receiving 
good  wages,  they  know  that  they  are  sat^f 
lied,  and  they  also  know  that  tliav  rannnt' 

a..ds  that  it  the  worst  should  come  passen- 
pis  would  rather  make  up  their  own 
bertlis  than  stay  at  home.  But  yjr.  p„ii. 
iiiciii  &(l(js  ttifit  ii6  do6s  not  think  the  rnoii 
will  strike  and  that  all  investigations  are 
contrary  to  such  a  probability. 
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GINCIinTATl,  9,  1890 


^MR.  PULLMAN’S  PORTERSv 


ARB  THINKING  SBRIOUSIjT  OF  A 


The  Pnbllo  No  lionger  to  Be  Relied 

Upon  for  Their  — They 

AUo  Object  to  the  Company’s  Sye- 
j  tern  of  “Docklii*.*’ 

[  Will  they  strike? 

And  if  they  do.  what  will  be  the  result? 
There  will  be  more  than  a  passiuR  interest 
'  taken  in  the  outcome  of  any  strike  the 
Fuilman  porters  may  organize. 

Forat^p  time  it  has  been  hinted  tiiat 
!  these  Wien  would  make  a  formal  demand 
for  higher  wages— wages  snfflcient.  as  they 
claim,  to  enable  them  to  live. 

“It’s  a  risky  thing,”  said  one  of  the  por¬ 
ters  to  a  Timss-Star  reporter,  “to  talk  agin 
the  Pullman  companj’.” 

Several  porters  were  approached  on  this 
subject,  but  they  were  mostly  as  dumb  as 
the  clams  in  a  first  class  cafe.  Some ! 
admitted  they  were  barely  making  a  living, 
others  claimed  they  could  not  support  them-  i 
selves  and  contemplated  speedily  resigning 
their  places. 

The  undoubted  reason  of  this  general 
complaint  is  the  marked  falling  oft  of 
“tips.”  The  system  of  tipping  porters  has 
until  recently  cut  a  decided  figure  in  their  1 
income.  On  most  of  the  roads  tliroughout 
the  country  these  tips  would  more  tlian 
recompense  the  porter.  This  was  a  known 
fact  and  their  wages  were  fixed  accordingly. 
It  was  as  good  a  thing  for  the  Pullman  Oar 
company  as  for  the  porters. 

But  times  are  changing.  It  is  a  curious 
fact  that  travelers  are  slowly  but  surely 
outgrowing  tlie  tipping  habit.  As  one 
porter  expressed  it:  “They  are  getting  tired 
of  paying  our  wages.”  Now  the  ones  who 
feel  this  directly  are  the  porters.  They 
claim  it  has  cut  down  their  receipts  60  per 

The  wages  paid  the  Pullman  porter  run 
from  $8  to  $30  a  month,  the  pay  depending 
on  their  run.  In  carrying  on  a  business  of 
such  dimensions,  where  so  many  men  are 
entrusted  with  their  property,  the  company 
necessarily  enforces  the  strictest  and  most 
rigid  discipline,  and  this  discipline  cuts  the 
salaries.  Every  car  is  invoiced  once  a 
month  and  if  anything  is  missing  or  the 
car  is  damaged  in  any  way,  a  slice  is  de¬ 
ducted  from  the  porter’s  salary  to  pay  for 
the  shortt^e  or  break.  In  a  sleeper  towels, 
sheets,  pillows,  brushes,  brooms,  in  fact 
every  article  that  can  be  moved,  are  taken 
in''acconDt,  even  to  the  brasses  in  the  wheels, 
that  are  sometimes  removed  when  the 
wheel  is  suffering  from  a  hot  box.  The 
shortage  during  the  month  will  sometimes 
run  as  high  as  $8.  due  to  unavoidable  mis¬ 
haps  and  carelessness  of  the  porter.  It  the 
tips  are  not  forthcoming  the  deduction  of  $8 
from  $16  is  still  more  serious. 

This  is  an  exaggerated  case  of  supposition, 
however,  for  the  shortage  rarely  readies 
this  sum,  but  it  always  amounts  to  some¬ 
thing.  In  the  buffet  cars  the  same  aystematio 
rigidity  is  observed.  Everything  in  the 
catingline  is  msaanred  and  weighed  and 
counted. 

Someone  Will  remark  right  here  that  it  is 
perfectly  proper  to  make  the  porter  pay  for 
what  he  losee  or  breaks.  When  lie  breaRs 
or  loses  through  bis  own  negligence  then  be 
should  pay  up,  but  there  are  just  enough  of 
those  nnaccoiintaole  inevitable  mishaps 
where  the  absentminded  traveler  carries  off 
a  portion  of  Uie  sleeper,  and  things  of  a  like 
.  unaspoidaMe  watoeet  te-sum  up  a  ne*t  total, 
and  it  does  seem  bard  tliat  the  porter  re¬ 
viving  tliese  beggarly  wages  should  ha  vs  to 


I  In  another  respect  the  life  of  a  porter  is 
not  a  mild  mid  snmmer's  dream.  Their 
hoars  are  very  long.  There  are  porters  who 
leave  here  that  are  not  relieved  from  duty 
until  they  reach  Boston  thirty-six  hours 
later.  During  that  run  they  perhaps  snatch 
a  few  hours’  sleep  on  the  sofas  in  the  smok¬ 
ing  department. 

In  the  face  of  these  facts,  we  hear  almost 
constant  complaints  against  the  porter — 
his  Inattentiveness  to  passengers,  his  lazi¬ 
ness  and  general  wortblessnese. 

At  hrst  every  porter  approached  by  the 
reporter  professed  total  ignorance  of  any 
strike.  But  one  by  one  they  admitted  they 
felt  as  if  they  would  like  to,  though  no  ac¬ 
tion  has  been  determined  upon  by  the  local 
men,  it  is  claimed.  After  talking  with  sn 
intelligent  porter  for  some  time  many  of 
the  above  facts  were  learned.  He  was  snb- 
Btantiated  in  everything  be  said  by  bis  fel¬ 
low  porters. 

“So  yoH  know  nothing  of  the  strike?” 
was  put  squarely  at  the  porter  after  be  had 
ulked  awhile.  I 

“No,  ’deed  I  don’t,  sir.  If  there  is  any 
strike  among  the  porters  I  don’t  know  of 
it” 

"Will  there  be  one P’ 

“I  can’t  tell  yon,  sir;  that  depends.  There 
is  some  little  talk  of  one.  Sometliiiig  must 
be  done,  for  we  can’t  stand  this  much 
longer,  Last  month  my  sbortoge  was  $4  50. 
New,  I  don’t  think  I  was  careless,  at  least¬ 
ways  I  don’t  remember  of  neglecting  any¬ 
thing,  but  somehow  that  much  stuff  turned 
up  missing.” 

“Is  there  a  local  or  national  anion  of 
porters?” 

“Not  as  I  know  of.  I  think,  perhaps, 
there  is  a  union  of  porters  in  Chicago,  but 
there  is  none  here,  and  there  is  no  national 
one.” 

“Well,  you  can’t  strike  without  a  union 
of  some  kind,  can  you?”  suggested  the  r»- 

He  answered  this  with  a  very  knowing 
look  and  said: 

“Walt  until  the  time  comes.” 

“What  are  your  hours  on  the  car?  are 
they  regular?” 

"Do  you  mean  our  run?  That  depends 
where  we  are  going.  If  we  run  to  Bmton 
we  liave  thirty-six  hours.  If  to  Columbus, 
we  have  a  very  short  run.” 

“On  these  long  runs,  do  they  furnish  you 
with  your  meals?” 

The  porter  almost  bad  a  fit  at  this  ques¬ 
tion. 

"Do  they  feed  ns?  Well,  I  reckon  not: 
catch  us  getting  anything  to  eat  off  of  that 
company!  We  have  to  cut  the  bread  just 
so  thick,  and  every  slice  must  be  accounted 
for.  We  are  given  so  mucli  coffee  and  that 
must  make  so  many  cups,  or  else  they  want 
to  know  the  reason  why.  Now,  sir,  do  you 
think  we  get  much  to  eat  at  Mr.  Pullman's 
expense?  I  eat  only  two  meals  s  day;  I 
can’t  afford  to  eat  more,  and  yet  I  am  one 
of  tlie  beet  paid  men.” 

"Wii®  »re  the  best  tippers,  men  or 
women?'* 

This  question  provoked  another  smile  of 
an  anusnal  breadth. 

"The  gentlemen,  air,  are  the  only  ones 
wa  look  to.  Why,  the  ladies  we  coimt  es 
dead  beads;  we  never  count  anything  on 
them.  Once  in  a  great  while  some  lady 
who  baa  traveled  a  great  deal  gives  a  porter 
ten  cents,  and  then  she  expects  his  undi¬ 
vided  attention  the  rest  of  the  trip.” 

"Who  are  the  best  tippers  among  the 
men?” 

"The  drummem  are  good  tippers;  they 
want  everything  the  beet,  and  tbey  are  will¬ 
ing  to  pay  for  it.-  But  it  i^  hard  to  tell,  for 
tliere  are  lots  of  men  who  wonld  no  more 
think  of  forgetting  ns  than  thty  would  their 
meal,  and  then  tliere  are  othera  that  would 
BO  more  remember  ns  than  tbey  would  for- 
I  get  their  meals.” 

1“Can  you  always  size  a  roan  up?” 

"Pretty  well,  but  sometimes  we  miM  it. 
The  other  day  a  crabbed  old  gintleroan  got 
on  my  car  and  was  a  Imther  to  me  all  da*. 

I  Thinks  I,  there  le  one  of  thoaa  old  dyspeptic 
I  dead  haada:  bntdhat  old  atan  Whan  ha  left 


handed  me  a  silver  dollar  and  said  thank 
you  besides.” 

“This  dropping  off  in  tips— can  you  ac¬ 
count  for  it?” 

“I  can’t  explain  It;  but  I  know  this,  tips 
have  fallen  away  about  fifty  per  cent,  and 
are  still  falling.’’ 

“Are  bridal  couples  generons?” 

“You  find  close  ones  in  that  line  as  well 
as  in  any  other.  If  a  man  is  of  a  giving  dis¬ 
position  he  will  give  whether  lie  is  on  his 
wedding  trip  or  going  to  be  lianged.  The 
tip  Is  sometimes  more  generous  on  this  oo- 
coniit.  but  not  more  frequent.” 

Finally  a  leading  question  was  asked  the 
porter.  It  was  intended  to  fathom  his  real 
views,  but  somehow  it  did  not  succeed  very 
well. 

"Would  you  rather  have  your  pay  raised 
to  $45  a  montli  and  receive  no  tips,  or  have 
it  go  along  as  it  is?” 

“We  would  rather  have  it  raised  to  $45. 
If  tiroes  were  like  they  used  to  be  we  wonld 
let  well  enougli  alone.” 


THE  COUEIEE-JOEKXA7 
LOUISVILLE, 


y  /  Knifing  George 

prominent  Western  rJfcoSj.  officer 

”  There  is  a  big  contest  JiDb»}yeeu 
and  the  Vanderbilts,  ^hicnLat- 
fcacU  very  Uttle  attention,  bu^^lil^ 
ihiia  been  on  for  five  years  now,  ovc^^n^ 
the  Vanderbilts  bought  into  the  Wagi^ 
Palace  Car  Company,  and  wlilch  is  gSib 
ting  fiercer  all  the  time.  About  oncCT 
each  year  the  announcement  Is  made  that 
the  Vanderbilts  have  purchased  a  new 
railroad.  Tliis  year  it  was  the  Big  Four 
system.  Each  such  announcement  means 
more  to  Piilhiiau  than  anybody  else  in 
the  country,  for  it  means  the  throwing 
off  of  the  Pullman  and  the  substitution 
of  the  Wagner  sieeper.  The  New  York 
Central,  the  Hudson  lliver,  the  Michigan 
Central,  the  Lake  Shore,  the  Big  Four 
end  the  Northwestern  all  use  nothing  but 
iWagiier’s.  Pullman  happened  to  have  a 
twcutv-iive  years’  contoct  with  the  Un¬ 
ion  Pacific,  or  when  the  Northwestern 
Union  Pacific  deal  wiis  made  the  use  of 
the  Wagner  would  have  lieen  part  of 
the- contract. 

,  “  Undoubtedly  the  Wagners  will  he 
Jninning  on  the  Union  Pneilio  in  11113. 
Fuilman,  evidently  dreading  tiio  Vundcr- 
hilt  extension,  has  latterly  oeen  making 
these  twenty-four  year  contracts.  'I'hut 
alone  sa  ved  him  the  vast  Union  Pacific. 

William  II.  Vanderbilt  had  succeeded 
in  Ms  light  against  U.  U  Oalile  and 
.  88.  H-  Porter  in  1888,  tlie  Hock  Island 

would  not  be  running  Pullmans.  Pull¬ 
man  got  the  Atchison  and  Athii  tie  and 
J’.'vciiic  last  year  when  he  math-  Ids  con¬ 
tract  with  the  Union  Pucilic.  lie  has 
I  now  about  1 10,000  mib'S  of  r-.'ud  a  aainst 
about  30,000  coutrolied  by  the  IVagiier 
.lieople.”  _  ‘I 


1& 


HKRALP,^ 

SATlJUnAY,  •  JUiNE  21.  1890. 


CARS  IS  A  HBif: 

A  Nijbt  Express  Wrecked  On 


TWO  MEN  AUE  KILLED. 

Many  of  the  Passengers  More 
Or  Less  Injured.  ! 

-  I 

BISHOP  KEANE  AMONG  THEM. 


Missil.*’  e"  K.llkt.  .bphtly  injared.  |“.“rrn^‘in“Se  of"  ou"^  I 

JOSRPK  1N0ALL8,  sllghll.  Injured.  T  fi,"  u®. P  J  I 

E.  W.  Paob,  New  yark,  foot  hurt.  T ^-IhB  of  .M r  Aclienhcil  was  placed  Inl 

.  Nbwmak,  New  HsTeu,  Conn.,  „„dertaKer  in  Phil nde^hla  and  \ 

‘"joHN  RnniB  Clarksbure.  W.  Va..  lie  was  well  | 

%7n,!l'A«Kkn.  sleepln,-esr  conductor.  The^body^-J  ^r^^^^^^r^^rrud  s^e^n'l'ro  ' 

!*  Fraiik'Grsson,  a  fireman  from  Baltimore,!  t'®  ^omc  ,  kxpbrienob 

Ininped  off  the  iab  without  hurtln?  himself.  bnoineir  fitzobrald  s  expbrimob^ 

*  The  Baltimore  Bleeper  Fanwood  was  thrown  Enelncer  Flizeerald,  ot  Engine  824,  came 
partially  down  the  bank  and  both  trucka  to  this  city  alter  the  accident,  fie  said  this 
wore  torn  off.  The  other  cars  remained  on  aficmoon: 

the  track,  and  no  one  except  In  the  Wash-  •■Wo  were  lust  a  few  minutes  past  Childs’ 
iugtou  car  was  injured.  „nen  the  accident  occurred.  Fireman  Mc- 

CONDITION  OF  THB  wotJiTDED.  Nuniara  Was  sUllUB  In  his  box  looking  ont  of 

All  of  the  passengers  except  Bishop  Keane  window.  I  was  not  paying  much  atten- 
and  Congressman  Kelley  and  wife,  who  re-  non  to  him  but  was  busy  watching  the  on_ 
turned  to  Washington,  went  on  to  Phlla- 1  gine  and 

delphla  and  New  York.  ,  ^rlr'l,rnox'i.ad  been  carried  a^^^^ 

Bishop  Kosne  was  on  Ms  way  to  New  .  ®  .ro„icic  «$  a  Hash  I  leaped  down  behind  the 
York  to  take  a  steamer  for  Enroph.  O"  Ms  y 

return  to  Washington  ho  was  taken  to  thed  .  oosUlon  when  the  box  on  my  side 
Providence  Hospital.  The  surgeons  In  chargol'  ,o,.u  offaud  thrown  high  lu 


When  the  Baltimore  and  Ohio  aennir^ 
possession  of  the  properly  of  the  StaWjj 
Island  railroad  ho  was  transferred  to  fflW 
latter  svstom  a«  chief  engineer.  In  .Mr.  Anin 
enbeiPs  long  experience  In  tbU  country  MT 
not  only  became  celebrated  as  one  of  the 
most  skillful  men  In  liiaprofcBSion.buthewns 
CMually  well  known  as  u  man  ofremarkablsr 
general  kiiiiWledgc,  and  his  opinion  upon  alU 
railroad  matters  was  of  great  value.  Amonf 
his  more  Important  acbleveniciits  as  an  engi-s 
neor  is  the  coiistnicliou  of  the  Arthur  Kilt 
bridge,  connecting  the  Staten  Island  Railroad’ 

'  system  with  the  Baltimore  and  New  York,  j 
Ills  name  will  also  always  be  known  as  IbR 
builder  of  the  bridge  of  the  Pittsburg  and 
Wheeling  railroad  over  the  Mouougahela 
BAter.  _  ,  .  c-' 

Mr.  Ackonhell  was  one  of  the  most  proto* 
Inent  raemhei-s  of  the  American  Society  of 
Civil  Engineers.  He  was  a  widower  and 
leaves  five  children,  the  eldest  being  14  years 
old.  At  the  time  of  the  iiccident  Mr.  Acken- 
hell  was  returning  from  Baltimore,  where  he 
had  been  transacting  Important  coiifldeutlal 
buslnosa  for  the  company.  Since  be  has  been 
In  the  employ  of  the  Staten  Island  Railroad 
be  has  been  residing  with  his  family  at  St. . 
George,  3.  I.  .... 

Fireman  McNamara  was  about  28  years 
il  old,  and  leaves  widow  and  one  child. 

•  Hon.  Lloyd  Lowndes,  of  Cumberland,  w  as 


psssengers  who  boarded  the  train  at  Washing¬ 
ton,  were  ahead  of  the  other  sleepers.  It  was 
derailed  and  hurled  down  an  embankment  .‘50 
feet,  and  broken  in  too  by  striking  against  a 
stone  abutment.  The  Lebanon  contained  17 
passengers,  all  of  whom  were  more  or  loss 
Injured.  Charles  Ackenhell,  chief  engineer 
of  the  Staten  Island  Rallroiid,  was  thrown 
from  the  car  Into  the  roadway,  whore  he  was 
found  unconscious.  Ho  was  placed  In  a 
train  for  Philadelphia,  but  died  before  reach- 
lug  there. 

‘The  following  Is  a  list  of  the  killed  and 
Injured: 

KILLED. 

Charles  Ackenbeil,  of  New  York. 

Fireman  JoHH  McNamara, of  Philadelphia. 

INatJHKP. 

Bishop  Keane,  of  the  Cstbollc  Cniverslty. 
■Washington,  U.  C.,  head  cut  and  bruised 
about  the  body.  .  . 

'  Albert  Pierob,  Mount  Clare.N.J.,  Injured 
about  the  head. 

Mrs.  Albert  Pierce,  Injured  about  the 

'  "j.^’c.  Richard,  East  Orange.  N.  J.,  leK®®*- 

Miss  Bisktha  Richard,  daughter  of  J.  L. 
Richard,  head  cut.  ,  r 

M  iss  Grace  Dablie,  nelce  of  J.  0.  Richard, 
head  cut. 


aide  rodVear  Childs’  Station.  The  rod  fell  jeguso  the  accident,  as  its  running  time  from  particulars  of  the  flood,  but 
under  the  train  derailing  Ihe  sleepers  to  Philadelphia  was  two  hours  and  Uu,t  have  been  something  like  a  cl 

Lebanon  and  Fanwood.  The  traiu  tan  t'Qrly-llve  minutes.  as  the  signal  ofllce  had  received  n 

about  1,500  feet  after  the  rod  broke.  ihe  station  at  Childs’ was  considerably  Hon  respecting  It. 

The  Washington  car  left  rlio  road-  flaniaged  by  the  revolving-rod.  J  “Fire  and  flood  doth  pursue  mt 

bed  at  the  west  abutment  of  the  bridge,  east  .  iit„  total  damage  is  estimated  at  sbontj gjn.tor,  “and  my  family  are  m 
of  tUe  station,  and  was  thrown  down  the  *1.5,000.  •  ,  railroad  trains.” 

nank  Into  the  middle  of  the  public  road.  The  Uje  wreck  was  soon  cleared  away  and  tralnsj  — - 1. 

Baltimore  sleeper  was  thrown  partly  down  running  at  naylight. 

the  bank,  but  the  only  serious  damage  to  It  0,^,^  engineer  ackenheil. 

was  the  tearing  out  of  boll,  trucks.  The  bal-  Ackenheil,  who  was  killed,  was  ' 


was  the  tearing  out  of  boll,  trucks  Ihe  bal-  Ackenheil,  who  was  k 

r'e.^^Vn'liVjr-hs^d^^  -‘l‘'“Twa?rnrBrn‘!i^^ 

“The  three  iloepers  were  lu  the  rear  of  the  tireleft.  He  was  born  In  baaen  oaae  i, 
train.  The  Ant  went  over  the  brldjfe  and  penv,  abont  4b  ycarengo.  lie  received  a  very 
broke  in  too.  The  aucond  was  off  the  track  \jor*ouKU  preliminary  training  in  his  native 
and  partially  down  the  embankraeul,  and  the  completed  his  education  at  the 

third  remained  on  the  track.  „  niversily  of  Heidelberg,  graduating  With 

Dr.  Whitaker,  of  Che.  ry  Hill,  and  Dr.  El  is.  of  civil  engineer.  After  serving  a 

Of  Elkton,  armed  at  ®  ““f  P^'  p  years  under  the  government  In  the  black 

Bobb  and  Palmer,  ol  Wilmington,  at  4  W.  T-A.  no  came  to  this  country,  and  20  yaara 
The  passeneciV  wounds  were  Aretaed  at  a  i  f'«  .  entered  the  employment 

fsrm.Lnse  forwarded  ® .“d  oido  Rsllroad.*^  Ao  ha. 


to  Philadelphia  and  New  York.”  I  nunained  constantly  with  this  c 

CARING  FOR  THE  INJURED.  II  except  for  Hie  Short  lime  that  I 

An  Associated  Press  dispatch  from  Phils- y  chief  engineer  of  the  Rochester  at 
4elpbla  says  as  soon  as  news  was  received  by  |  RjniroaJ-.  - 
the  Baltimore  and  Obio  officials  there  a 
wrecking  train  was  scut  to  the  scene  from 
Wilmington.  Superintendent  J.  Van  SiniUi, 
of  the  Philadelphia  division,  took  a  car  and 
went  down  from  Philadelphia  at  an  early  , 
hour. 

The  company  made  immediate  preparations 
for  removing  the  Injured.  Those  whose 
homes  were  sDUth  from  the  point  of  the  acci¬ 
dent  were  returned,  and  those  whose  homes 

were  up  North  were  taken  to  Philadelphia  g  ^  ^ 

and  thence  forwarded  to  their  destinations.  f  If 

Ttia  injuries  were  slight  In  every  case  excopt  f 
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Ipokterswoft  strike 


THE  PULLMAN  COMPANY  NOT  UNEASY 


“The  palace  car  porters  will  not  strike,” 
said  a  prominent  ofllcial  of  the  Pullman 
company  yesterday.  “I  notice  by  the  dis¬ 
patches  in  this  morning's  papers  that  the 
organization  calling  itself  the  United 
Brotherhood  of  Railway  Porters,  now  in 
session  at  Baltimore,  is  giving  out  that 
there  will  be  a  strike.  There  is  no  pros-, 
pect  of  it.  In  the  first  place,  the  men  have 
no  organization,  and  if  thej’  did  have  and 
ordered  a  strike,  it  could  not  be  successful. 
The  company  is  so  far  independent  of  the 
porters  that  it  can  get  along  without  them 
entirely.  If  they  should  strike,  we  could 
fill  their  places  at  once,  and  were  we  un¬ 
able  to  do  this  the  cars  would  run 
out  Just  the  same  and  neither 
the  traveling  public  nor  the  company 
would  be  inconvenienced  a  particle.  Our 
conductors  are  aide  to  take  the  same  care  of 
the  cars  and  passeugers  a.s  the  porters  and 
can  ea.slly  HU  their  places  tn  a  pinch.  If  the 
I)orters  should  strike  they  would  be  the  most 
surprised  lot  ot  men  that  ever  undertook 
anything  ol  the  kind.  Thaj-  are  the  most  In- 
slgnlHcant  part  of  ouiTsystera  and  that  Is  the 
principal  reason  they  are  so  poorly  paid. 

"They  would  be  foolish  to  strike  for  many 
other  reasons,  chief  of  which  Is  that  they 
have  a  very  good  thing  now  and  the  most  of 
them  know  It.  Their  pay  from  the  company 
Is  small.  It  is  true,  hut  the  palace  car  porter 
earns  In  a  month  about  the  same  amount  a-s 
a  good  mechanic,  much  more  than  the  aver¬ 
age  clerk,  and  their  duties  are  very  light. 

A  hotel  rharabermald  does  four  times  the 
work  they  do.  t'onslderlug  the  labor  required 
of  them  and  the  kind  of  service  It  i-s.  It  is  my 
opinion  that  the  pay  i-ecelved  from  the  com-  , 
pany  Is  sulhclent.  It  Is  more  than  Is  paid  for  3 
such  service  In  towns  and  cities,  aud  why  the 
company  should  pay  more,  simply  because 
the  labor  1.S  performed  while  flying  across  the 
country  on  a  railroad,  I  can’t  see. 

"A  good  deal  of  what  the  porters  get  above 
their  wages  they  earn.  Now.  as  to  their 
meals,  which  mo.st  of  them  get  for  nothing, 
the  landlords  of  the  hotels  and  eating  houses 
are  glad  to  give  them.  The  passenger,  or  the 
guest,  pays  for  these  meals  in  the  cud,  but  It 
is  the  porter  who  sends  them  to  the  house.  I 
believe  this  perquisite  for  the  porters  is  a  ic-  j 
gltlmate  one.”  I 

“How  does  the  company  regard  Upping?”  I 

“I  think  everybo(jjy  Is  opposed  to  the  prac¬ 
tice  of  tipping,  and  yet,  strange  to  say.  every 
one  Indulges  In  It  and  thereby  supports  It. 
No  rules  that  can  be  formed  governing  the 
IKirters  will  do  away  with  the  custom  cn- 
tirel3'.  Many  hotels  and  restaurants  have  a 
rule  of  summitry  dismissal  for  wallers  ac- 
'  ceptlng  Ups  or  fees.  Yet  the  rule  Is  con¬ 
stantly  broken  by  the  guest,  who  thinks  he 
will  get  a  little  the  best  of  it  It  he  puts  a 
quarter  now  and  then  where  It 

will  do  the  rao.st  good.  I  confess 

that  the  practice  on  the  sleeping  cars  of  this 
country  has  grown  Intoasy.stem  of  extortion. 

It  Is  hardly  as  bad  as  the  paragruphers  In  the 
ntsvspapcrs  make  it,  yet  It  Is  bad  enough  to 
be  regarded  as  a  form  of  levying  tribute,  and 
I  whllw  a  man  can  travel  across  the  continent 
without  tipping  a  penny,  he  Is  cither  a  very 
nervy  chap  or  else  a  penurious  wretch.  The 
porters  have  the  thing  reduced  to  such  a 
nicety  that  Iho  pa.sscngers  are  generally  glad 
to  get  ofl  with  their  lives. 

“While  we  are  on  this  subject  I  may  as  well 
tell  you  that  if  the  colored  palace  car  porter  In- 
’cinh)  having  a  strike  on  the  Pullman  system 
had  belter  Inaugurate  It  soon.  His  day  is 
asi  coming.  The  Pullman  company  has  bee% 
considering  for  a  long  time  a  plan  to  replace 
■  the  colored  porters  by  white  men,  and  has 
about  concluded  to  do  so.  If  the  ‘coon'  wants 
to  go  and  go  for  good,  all  he  .has  to  do  Is  to 
Wrlke.  If  white  men  are  employed  as  porters 
M*rc  will  be  a  chance  to  do  away  with  the 
pipping  evil.  A  white  person  has  not  the  same  I 
nmedllecUnn  for  a  gratuity  that  a  negro  has. 

wonld  pay  the  white  porters  living  wager 
^Htbe  change  jrould  be  heneUclal  In  mat 


porteniB  Chicago  than  In  any  city  In  the  / 
world.  They  have  an  organization  known 
as  the  Charles  Sumner.  Hallway  Porters'  As¬ 
sociation.  The  colored  porter  has  so  long , 
been  associated  with  the  sleeping  car  system 
In  this  country  that  he  h.as  quite  naturally 
become  imbued  with  the  belief  that  he  is  an 
Integral  part  of  it.  and  necessary  to  the  com-  • 
pany  and  the  public.  The  fact  of  the  matter  ; 
is  that  both  parties  could  get  along  without  ' 
him  very  handily.  On  the  cars,  lii  the  full 
regalia  of  the  meager  uniform  required  by  the 
company,  the  porter  Is  such  an  autocrat  ^ 
that  timid  persons  dread  to  travel  for' 
fear  of  him.  The  only  being  able  to  hold  his 
own  with  him  Is  the  great  American  railway 
hog.  and  he  seldom  gets  much  the  best  of  If, 

Most  travelers  would  be  quite  willing  to  pul 
up  with  some  little  Inconvenience  If  they 
could  be  relieved  of  the  tyranny  of  the  por- 

Publlc  sj'mpathy  Is  counted  on  by  the  por¬ 
ters  in  the  event  of  tbelr  striking.  One  of  the 
leaders  In  the  Charle.s  Sumner  oivauizatlon, 
a  very  sensible  colored  man.  said  yesterday 
that  the  company  was  entirely  to  blame  for 
the  existence  of  this  evil. 

“They  say  they  want  the  practice  broken 
up,”  said  one  of  the  porters.  “That  Is  all  stuff, 
and  only  Intended  to  fool  the  public.  Why, 
to  every  man  they  hire  they  point  out  to  him 
the  large  amount  he  will  b?  able- to  make  out 
of  his  tips.  You  can  bet  It  Is  a  pretty  stiff  sum 
when  they  are  trying  to  induce  a  good  man  to 
enter  tbelr  emi>loj-.  hut  It  Uivlndles  comslder- 
ably  when  you  have  to  get  It  out  of  the  cold, 
cold  world.  I  would  rather  work  fot 
less  and  hare  It  Come  as  wages  than 
to  dc])cnd  on  the  tip  system.  It  de¬ 
moralizes  us.  and  It  is  a  poor 
system  for  everybody  concerned.  In  order 
to  get  a  living  out  of  the  hu.slness  I  am 
obliged  to  make  a  raid  on  the  people  who 

train  ro'jbery.  Of  course,  porter.;  work  the 
passengers:  If  tney  didn't  they  would  starve, 
for  one  can’t  live  on  Sl'i  or  Sl.'i  a  month,  even 
when  they  do  get  a  lew  meals  and  an  occa¬ 
sional  lodghig  free.* 

“Don’t  you  believe  them  when  they  tell  you 
they  can  get  along  without  us.  Our  work  is 
much  more  re, sponsible  than  the  public  has 
any  Idea  of,  and  it  all  of  us  should  strike  the 
company  would  have  to  come  to  lime.  1 
don't  teileve  In  striking,  now  or  at  any  lime, 
when  the  results  can  be  gained 
any  other  way,  and  Just  now  the 
porters  are  in  no  shape  to  do 
anj  thlng  for  themselves.  We  are  not  orgar.- 

successful  end.  In  the  next  thirty  d:iys  wc 
expect  to  hold  a  number  of  meeliiigs,  :it 
which  plans  will  be  discussed  and  adopted  | 
toward  placing  us  in  a  po.“lUon  to  demand  a 
fair  day's  wages  for  a  fair  day’s  work.  The 
sooner  the  public  strikes  on  the  tip  proposi¬ 
tion  the  sooner  the  porters  will  strike  for  reg-  i 
ular  pay."  .  | 

The  .'dtuation  wa.s  struck  by  the  las^ remark  I 
of  the  speaker.  It  Is  said  about  the  railway 
ofllces  that  the  porter  Is  worried  over  the  sit¬ 
uation,  not  so  much  on  account  of  the  natural 
distaste  of  freemen  to  tlp.s,  but  because  of  late 
the  tlp.s  are  becoming  leas  and  less  frequent. 

"That's  what’s  de  matter,  boss,”  said  one  of 
the  porters  last  night.  “Tips  Is  getlln’ 
mighty  scarce  an’  It's  a  lucky  nigger  that 
gets  a  cent  ahead  these  day.s.  Passengers  Is 
BCtttn' so  stingy  they  don't  give  up  nothin' 
unless  they  has  to.  and  most  obde  time  they 
gives  us  a  nickel.  Purty  hai'd  times  for  de 

The  trouble  between  the  Culinary  Alliance 
and  the  Chicago  Walters'  League  re¬ 
sulted  Saturday  night  In  the  latter  organiza¬ 
tion  adopting  resolutions  refusing  to  work 
with  the  alliance  members.  This  de¬ 
termination  Is  likely  to  develop  con¬ 
siderable  trouble  for  the  restaurant- 
keepers  and  hotel  proprietors.  In  many 
cslahllshmcnU  tnembevs  ot  both  orders  are 
employed,  and  the  proprietor  will  be  obliged  to 
chouse  between  them  as  to  which  will  go  and 
which  will  stay.  This  Is  sure  to  breed  a  row, 
the  fellows  who  are  turned  out  doing  their 
share  toward  It.  It  Is  said  that  the  trouble 
between  the  two  organizations  has  grown  out 
of  an  attempt  to  use  the  waiters  for  julUical 

"When  we  had  our  strike  In  the  spring." 
said  a  member  of  the  league  who  was 
formerly  with  the  alliance,  "you  will  re¬ 
member  irai  one  of  the  political  clubs 
sent  us  check  for  a  good  sized 
amuuni  -..  :s  along.  The  pun».se  was  evlw 
dent  aim  yc  Just  ought  to  I.  it.,  seen  the  ef-\ 
feet  from  i;.c  Inside.  It  Immediately  dawned  I 
uimn  the  men  that  the  organization  wa.s  a 
soft  thing  to 'work  the  politicians  by  and  It  j 
was  disgusting  the  way  a  lot  of  them  went  j 
hustUug  after  a  few  dollars,  working  botlfl 
llrilT*  i‘  -  and  rqpqMl«ga>.  Fpmjtrg!, 


president  of  lie  aUlance,  liked  to  have  lost^ 
fits  eyesight  looking  for  politicians  willing  to 
give  up  for  afpl-onpw  of  support  from  the 
1  wallers.  NaliArally  he  fell  In  with  re¬ 
publicans,  and  Is  training  with  them 
now  In  the  hope  ot  being  sen 
to  the  Icglslgture.  )Tho  colored  waiters  are 
the  worst  In  the  lot.  They  are  the  most  mer¬ 
cenary  set  of  fellows  you  ever  heard  of,  and 
would  sell  out^nyqilng  they  could,  eyen  their 
freedom,  forgprlcO.  They  have  got  onto  a 
great  fact  In  the  '  last  few  years,  and  that  is 
that  no  political  party  cares  for  them  except 
for  their  vote*.  They  voted  for  many  years 
because  of  prejudice  and  fear.  Now  they  will 
cast  their  ballots  for  what  there  Is  In  It.  The 
coon  In  politics  is  ‘out  for  the  stuff,’  and  or¬ 
ganization  Into  Just  'such  bodies  as  the  Culi¬ 
nary  Alliance  Ik  what  has  taught  him  this 
more  thasi  all  the  political  speeches  or  edito¬ 
rials  ever  written.” 


THE  CHICAGO  HERALD 


1VEDNESDAY,  JULY  16,  1800.  ! 

A  Jjj’atlcal  Monopoly. 

ofilclal”  of  a  sleeping  car 
company  says  that  the  colored  porters  ; 
may  strike  if  they  want  to;  that  the  ' 
j  monopoly  can  easily  fill  their  places  with 
'  white  men.  But  it  is  not  the  design  of  the 
monopoly  to  abolish  the  tax  imposed  upon 
passengers  who  buy  accommodations  from 
the  monopoly  and  are  entitled  for  the  high 
sum  paid  to  the  services  of  agents  and  ser¬ 
vants  of  the  monopoly  without  paying  an 
additional  snm.  The  porters  get  their 
meals,  he  says,  legitimately.  This  is  his 
idea  of  what  is  legitimate:  The  porter  in¬ 
duces  passengers  to  send  to  an  eating 
house  or  hotel  for  a  meal  or  to  go  there; 
the  keeper  of  it  gives  him  a  mouthful  in 
payment.  “The  passenger  pays  for  it  in 
the  end.  I  believe  this  perquisite  of  the 
porter  is  a  legitimate  one." 

The  prominent  official  is  willing  to  ac¬ 
knowledge  that  the  fee  tax  is  a  burden. 
He  sayst  . 

I  confess  that  the  practice  on  the  sleeping  cats 
of  this  country  has  grown  Into  a  system  of  ei- 
tortlcn.  It  Is  hardly  as  bad  as  the  paragrapherj 


out  tipping  a  penny,  he  la  cither  a  very  nervy 
'  chap  or  else  a  penurious  wretch.  The  porters 


Nevertheless  the  prominent  official 
thicks  the  car  porter  is  paid  quite  enough. 
He  is  paid  from  eight  to  fifteen  dollars  a 
month,  and  must  deadbeat  or  steal  or  buy 
his  meals  and  pay  for  his  uniform  out  of 
that,  besides  paying  house  rent  or  doing 
his  share  in  a  family— for  even  colored  por¬ 
ters  are  men  and  are  sons  or  fathers.  It 
would  appear  to  fair  minded  human  beings 
that  a  monopoly  which  compels  its  servants 
to  extort  money  from  its  patrons  instead 
of  paying  its  servants  living  wages  is  a 
piratical  monopoly.  But  It  does  not  follow 
that  the  pirate  can  be  changed  into  a  de-  | 
cent  citizen.  The  monopoly  has  rights 
which  every  one  is  bound  to  respect,  and  | 
one  of  them  is  to  be  a  piratical  monopoly . 

■  to  whatever  degree  it  pleases. 


EXTRACTS 

FROM  THE 

Daily  Eastern  Argus, 

PORTLAND.  MAINE, 

DESCRIPTIVE  OF  THE  FIRST  TRIP  OF  THE 
‘‘SEA  SIDE  AND  WHITE  MOUNTAINS  SPE¬ 
CIAL,”  FROM  THE  PEN  OF  GEORGE  L. 
BARROWS,  SPECIAL  REPRESENTATIVE  OF 
THE  PAPER,  W'HO  ACCOMPANIED  THE 
TRAIN,  CHICAGO  TO  PORTLAND. 


VESTIBULED  TRAIN  EN  ROUTE 


Filled  with  Excursionists  Bound  for  Portland. 

A  LARUE  CROWD  WITNESS  THE 
START  FROM  CHICAUO. 

Many  Who  Would  Come  Cannot  Secure 
Passage. 

OVER  100  GUESTS  TO  BE  ENTER¬ 
TAINED  NEXT  SATURDAY. 


Description  of  the  Mai^niflcent  Hotel 
on  Wlieeis. 

[SPECIAL  DISPATCH  TO  THE  AKOCS.J 

Chicago,  June  26. 

“  All  aboard.  ” 

It  is  nearly  5  o’clock,  and  the  finest  train 
in  the  world,  the  “  Sea  Side  and  White 
Mountains  Special,”  stands  upon  the  tracks 
of  the  Chicago  &  Grand  Trunk  Railway 
at  the  Dearborn  Union  station,  all  ready  to 
start  upon  its  first  trip  to  the  Pine  Tree 
State. 

Its  destination  is  Portland,  the  metropolis 
of  Maine,  and  a  city  which  is  fast  becoming 
recognized  all  over  the  American  continent 
as  oifering  to  summer  tourists  unequaled  ad¬ 
vantages  for  the  spending  of  the  warm  sea- 

As  the  train  stands  there  with  its  large 
locomotive  blowing  clouds  of  steam  as  if 
anxious  to  be  off  and  away,  let  us  examine 
this  luxurious  conveyance  during  the  few 
moments  that  elapse  before  the  conductor 
will  give  the  final  signal  for  the  start. 

The  Chicago  &  Grand  Trunk  and  Grand 
Trunk  Railways  have  long  realized  the  need 
of  a  through  train  from  Chicago  to  Maine, 
and  in  connection  with  the  Pullman  Company 
have,  after  much  effort,  placed  before  the 
public  this  magnificent  train  which  stands  be¬ 
lt  is  a  solid  vestibuled  train  built  expressly 
by  the  Pullman  Company  for  this  route,  and 
far  surpasses  any  of  their  former  productions, 
and  when  this  is  said,  it  conveys  a  startling 
impression  to  those  who  have  traveled  in 
their  luxurious  coaches  which  travel  over  the 
leading  roads  of  the  country.  It  is  literally  a 
moving  palace,  with  all  the  comforts  and  con¬ 
veniences  of  the  finest  hotels,  with  numerous 
attendants  to  minister  to  the  wants  of  the 
traveler. 

The  train  arrived  from  the  Pullman  Com¬ 
pany's  shops  on  Monday,  and  yesterday  was 
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A  PULLMAN  VESTIBULED  TRAIN. 

CHICAan  CiRAXO  TRi:Xt{  RAITAVA-i', 

GRAXtJ  TRUXIC  RAILWAY, 

PULLXtAX  PAT.ACB  VAR  VOMPAXY. 

THE  FINEST  TRAIN  IN  THE  WORLD. 


Leaves  CHICAGO  Wednesdays, 

June  26,  July  3,  July  10.  July  17,  July  24,  July  31,  Aug.  7  and  Aug.  14, 

1889. 


placed  on  exhibition  in  the  Dearborn  station 
from  3  to  9  p.  m.  A  large  number  of  invita¬ 
tions  had  been  sent  out  and  thousands  of  the 
leading  citizens  of  Chicago  inspected  this 
moving  palace.  In  the  evening  it  was  bril¬ 
liantly  lighted  by  electricity,  and  the  praise  of 
those  who  saw  it  was  unstintingly  given. 

The  exterior  of  the  train  is  strikingly  hand¬ 
some  and  will  attract  attention  wherever  seen. 
I  he  polished  brass  and  the  gilt  and  black 
painting  form  a  pleasing  picture,  and  on  the 
forward  car  the  words,  ‘‘The  Sea-Side  and 
White  Mountains  Special,”  quickly  tell  the 
spectator  its  destination.  The  train  is  made 
up  of  six  cars  as  follows: — 


ser.oy  1A>/.  2.  ^OA 


EXTRACTS  FROM  THE  DAILY  EASTERN  ARGUS,  PORTLAND,  ME. 


All  the  cars  are  finished  in  mahogany. 


The  carpets,  draperies,  furnishings,  lounges 
and  easy  chairs,  present  an  ideal  picture  of 
comfort  and  luxury  absolutely  without  an 
equal  on  any  train  in  the  world. 

One  of  the  most  interesting  features  of  the 
train  service  to  the  ladies  will  be  found  in  a 
“lady  attendant,”  or  more  correctly  speak¬ 
ing,  a  matronly  superintendent  of  this  hotel 
on  wheels,  who  accompanies  the  train  and 
will  prove  a  needful  help  to  ladies  and  espec¬ 
ially  to  those  traveling  with  children. 

The  train  is  crowded,  every  berth  being 
taken,  and  several  who  desired  passage  could 
not  be  accommodated.  There  are  over  115 
passengers,  a  large  majority  being  ladies, 
mostly  members  of  the  Chicago  Art  Institute 
on  their  way  to  Cushing’s  Island,  and  who 
are  in  charge  of  Mr.  N.  H.  Carpenter,  the 
secretary  of  the  institute.  Representatives 
of  the  Chicago  Inter-Ocean  and  the  Portland 
Argus  accompany  the  party.  There  is  a 
large  crowd  in  the  station  to  see  the  train 
off.  The  train  officials  who  go  through  to 
Portland  are :  Special  Agent  of  Passenger 
Department,  A.  I-.  Clark;  Pullman  Con¬ 
ductor,  V.  H.  Coffin :  Pullman  Dining  Car 
Conductor,  R.  H.  Myrick  ;  l.ady  Attendant, 
Miss  Kate  State ;  Electric  Light  Engineer, 
B.  J.  Jones.  Also  numerous  porters,  wait¬ 
ers,  and  other  attendants.  The  final  call  is 
given  and  the  finest  train  in  the  world  starts 
on  its  trip  of  neirly  1,200  miles  to  the  Atlan- 


ARRIVE  AUIAGARA. 

PORTLAND’S  VISITORS  VIEW  THE 
MAMHOTH  FALLS. 

The  Argil!  Man’s  Description  of  the 
Delightful  Journey. 


ALL  ARE  IN  THE  BEST  OF  SPIRITS 
AND  ENJOYING  THEMSELVES. 

Thirty-Two  from  Clereland  Join  the 
Excursionists. 


Niagara  Falls,  June  27. 
For  seventeen  hours  this  morning  the 
“Seaside  and  White  Mountain  Special”  has 
been  rapidly  journeying  to  the  eastward,  un¬ 
til  at  10  o'clock  this  morning  the  greatest  nat¬ 
ural  wonder  of  the  world,  Niagara  Falls,  was 
reached,  and  for  eight  hours  the  happy  pleas¬ 
ure  seekers  have  viewed  this  mighty  volume 
of  water  and  adjacent  scenery. 

On  leaving  Chicago  the  passengers  settled 
themselves  comfortably  in  their  luxurious 
apartments  to  enjoy  the  scenery  during  the 
few  remaining  hours  of  daylight,  with  a  feel- 


I  ing  of  intense  satisfaction  and  with  the  firm 
impression  that  this  journey  was  to  be  one  of 
1  the  memorable  events  of  their  lives.  The 
'  first  meal  was  a  most  enjoyable  one,  and  the 
thoughts  that  the  same  dining  car  and  the 
I  same  attentive  and  courteous  attendants  were 
to  accompany  the  train  to  its  destination 
were  most  pleasing. 

The  scenes  on  the  train  during  the  even- 
j  ing  were  most  brilliant.  The  electric  lights 
rendered  the  entire  train  as  light  as  day,  and 
the  bright  costumes  of  the  ladies  formed  a 
pleasing  contrast  with  the  elegant  furnishings 
of  the  cars.  At  every  station  crowds  of  peo¬ 
ple  who  had  heard  of  the  coming  of  the 
finest  train  in  the  world  gathered  to  witness 
its  passage  through  their  town. 

At  about  3  o’clock  this  morning  Port 
Huron,  the  border  town  of  the  United  States, 
was  reached  and  the  entire  train  was  loaded 
on  to  a  massive  ferry  boat  and  taken  across 
the  St.  Clair  river  to  the  Canadian  shores. 
Here  everyone  found  their  watches  an  hour 
slow,  the  time  changing  from  central  to 
eastern  standard  at  that  point. 

Everyone  was  early  astir  in  the  morning 
and  the  fine  scenery  in  the  vicinity  of  Dun- 
das  and  Hamilton  came  in  for  a  great  deal 
of  attention.  By  the  time  the  tardy  ones  had 
finished  breakfast  Niagara  Falls  was  reached 
and  a  day  of  pleasure  commenced. 

Niagara  Falls  is  admitted  to  be  the  great¬ 
est  natural  wonder  in  the  world.  Here  the 
mighty  volume  of  waters,  clear  and  spark¬ 
ling,  which  forms  the  outlet  of  the  great 
lakes,  Superior,  Michigan,  Huron,  St.  Clair 
and  Erie,  is  precipitated  in  one  mighty  fall 
over  a  precipice  of  160  feet.  Some  idea  of 
this  rush  of  water  may  possibly  be  had  by 
remembering  that  the  total  area  of  the  great 
lakes,  of  which  Niagara  is  the  outlet,  com¬ 
prises  over  86,000  square  miles. 

Anthony  Trollope  wrote :  “  Of  all  the 
sights  on  this  earth  of  ours  which  tourists 
travel  to  see  I  am  inclined  to  give  the  palm 
to  Niagara.  I  know  of  no  other  thing  so 
beautiful,  so  glorious  and  so  powerful.” 

“Niagara  cannot  be  described;  it  cannot 
be  pictured  ;  it  can  hardly  be  understood  ;  it 
can  only  be  studied.  Seen  once,  the  mind 
may  take  away  the  idea  of  having  familiar¬ 
ized  itself  with  the  great  cataract,  but  each 
recurring  visit  impresses  more  and  more  the 
idea  of  the  grandeur,  majesty  and  mystery  of 
the  infinite  as  here  expressed.” 

Niagara  Falls  is  517  miles  eastward  from 
Chicago  and  is  the  terminus  of  the  Great 
Western  Division  of  the  Grand  Trunk  Rail¬ 
way.  The  Niagara  river  below  the  falls  is 
spanned  by  the  Suspension  bridge,  justly 
ranked  as  one  of  the  great  bridges  of  the 
world.  The  height  of  the  railroad  tracks 
above  the  water  is  258  feet.  The  length  of 
the  bridge  between  towers,  822  feet. 

Goat  Island  parts  the  water  of  the  river 
into  two  mighty  streams,  one,  the  smaller, 
falling  over  a  straight-lined  mass  of  lime¬ 
stone  rock,  and  the  other,  sweeping  with  a 
thunderous  noise  over  a  hollow-curved  ledge 
into  the  great  chasm  below.  The  former  is 
the  American  Falls  and  the  other  the  Horse 
Shoe  or  Canadian  Falls.  The  view  from  the 
Canadian  side  is  thought  to  be  the  most 


grand  and  comprehensive,  while  that  from 
the  American  side  gives  a  more  vivid  and 
lasting  impression.  The  scenery  is  grand 
bejfond  description,  and  will  be  later  de¬ 
scribed  more  in  detail. 

At  6:30  all  are  aboard  and  the  train  is 
about  to  start  for  Kingston,  where  a  steamer 
will  be  taken  for  a  trip  through  the  wonder¬ 
ful  rapids  of  the  St.  Lawrence. 

At  Niagara  Falls  the  party  were  joined  by 
another  party  of  thirty-two  from  Cleveland, 
Ohio,  and  vicinity,  who  were  provided  with 
another  car,  the  “China,”  an  exact  counter¬ 
part  of  the  other  cars,  and  which  was  sent 
out  from  Chicago  for  their  use.  They  will 
accompany  the  Chicago  vestibule  party  to 
Cushing’s  Island.  Every  one  is  in  the  best 
of  spirits  and  are  enjoying  themselves  hugely. 

Major  Traut,  the  commissary  for  the  en¬ 
tire  Pullman  service,  accompanies  the  train 
and  is  looking  after  his  department  in  great 

James  Lightford,  well-known  to  Portland 
people,  who  is  now  in  the  employ  of  the  Sew- 
all  Car  Heating  Company,  is  on  the  train 
in  charge  of  the  electrical  light  apparatus  and 
steam  heating. 


WILL  BE  WITH  US  TO-BAY. 

PORTLAND’S  WESTERN  VISITORS 
TO  ARRIVE  AT  12.80. 


All  Anxious  to  See  the  Beautiful  City 
by  the  Sea. 

THE  ELEGANT  TRAIN  MUCH  AD- 
MIRED  AT  MONTREAL. 


Further  Description  of  the  Journey  by 
the  Argus  Representative. 

[special  dispatch  to  the  AROfS.] 

Montreal,  June  28. 

After  another  day  of  unalloyed  pleasure 
the  party  on  the  Limited  Vestibule  for  Port¬ 
land  find  themselves  at  Montreal  in  the 
early  evening,  with  several  hours  in  which  to 
take  in  the  metropolis  of  British  North 
America. 

After  leaving  Niagara  Falls  most  of  the 
tourists  retired  early  after  partaking  of  an¬ 
other  bounteous  supper  in  the  dining  car. 
During  the  night  the  cities  of  Toronto,  Co- 
bourg  and  Point  Hope  were  passed,  and  at  a 
little  before  5  o’clock  this  morning  Kingston 
wharf  was  reached,  and  at  5  : 30  the  steamer 
started  on  its  course  over  Lake  Ontario,  a 
large  majority  of  the  passengers  being  on 
board.  The  train  proceeded  to  Montreal 
where  it  was  found  waiting  when  the  boat  ar- 

The  day  has  been  one  of  intense  interest 
and  excitement,  and  the  passage  down  the 
tortuous  St.  Lawrence  and  the  fierce  rapids 
have  formed  a  memory  that  never  will  be 
forgotten. 

On  leaving  Kingston  the  first  stopping 
place  on  the  American  shore  was  Clayton,  a 
place  of  considerable  importance  as  a  lum¬ 
bering  port,  and  during  the  trip  Alexandria 
Bay,  Brockville,  Prescott  and  other  towns 
were  touched. 

About  five  miles  below  Prescott  is  Chimney 
Island,  on  which  the  remains  of  an  old 
French  fortification  are  to  be  seen.  The 
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first  rapid  of  the  St.  I^awrence  is  at  this 
island,  called  the  Galop  Rapid.  It  is  not  so 
extensive  as  the  succeeding  rapids  or  half  so 
exciting,  but  it  prepares  the  traveler  from 
its  less  turbulent  waters  to  pass  the  increas¬ 
ing  swiftness  of  those  following.  The  next  is 
the  Long  Sault,  a  continuous  rapid  of  nine 
miles,  divided  in  the  center  by  an  island. 

The  usual  passage  for  steamers  was  on  the 
south  side  ;  the  channel  on  the  north  side 
was  formerly  considered  unsafe  and  danger¬ 
ous,  but  examinations  have  been  m.ide,  and 
it  is  now  descended  with  safety.  The 
steamer,  after  fully  entering  this  rapid,  rushes 
along  at  the  rate  of  something  like  twenty 
miles  an  hour,  the  steam  is  shut  off  and  she  is 
carried  along  by  the  force  of  the  current 
alone.  The  surging  waters  present  all  the 
appearance  of  the  ocean  in  a  storm,  but  un¬ 
like  the  ordinary  pitching  and  tossing  at  sea, 
this  going  down  hill  by  water  produces  a 
highly  novel  sensation. 

Lake  St.  Francis  is  the  name  of  that  ex¬ 
pansion  of  the  St.  Lawrence  which  begins 
near  Cornwall  and  extends  toCoteau  du  Lac* 
a  distance  of  forty  miles.  After  leaving  this 
town  we  get  into  the  Coteau  Rapids,  a  very 
Rne  rapid  about  two  miles  in  length;  in  some 
portions  the  current  is  very  swift.  Seven 
miles  lower  down  we  enter  the  Cedar  Rapids. 
At  first  sight  this  rapid  has  the  appearance  of 
the  ordinary  rapids,  but  once  the  steamer  has 
entered  it  the  turbulent  waters  and  pitching 
about  renders  the  passage  very  exciting. 
There  is  also  a  peculiar  motion  of  the  vessel, 
which  seems  like  settling  down,  as  she  glides 
from  one  ledge  to  another.  A  short  distance 
below  this  we  enter  the  Split  Rock,  so  called 
from  its  enormous  boulders  at  the  entrance. 
A  person  unacquainted  with  the  navigation  of 
these  rapids  will  almost  involuntarily  hold  his 
breath  until  this  ledge,  which  is  distinctly 
seen  from  the  deck  of  the  steamer,  is  passed. 
At  one  time  the  vessel  seems  to  be  running 
directly  upon  it,  and  you  almost  feel  certain 
that  she  will  strike,  but  a  skilled  hand  is  at 
the  helm,  and  in  an  instant  more  it  is  p.assed 
in  safety.  We  now  come  to  the  last  of  this 
series  of  rapids,  called  the  Cascade  Rapids. 
This  is  a  very  fine  rapid.  It  is  remarkable 
on  account  of  its  numerous  white  crests  foam¬ 
ing  on  top  of  its  darkish  waters,  through 
which  the  vessel  passes,  and  as  the  shortness 
of  the  waves  has  the  effect  of  pitching  the 
steamer  as  if  at  sea,  the  sensation  is  very  en¬ 
joyable.  After  passing  the  Cascades  the  river 
again  widens  into  a  lake  called  lake  St.  Louis, 
where  the  dark  waters  of  the  Ottawa  by  one 
of  its  branches  joins  the  St.  Lawrence.  This 
series  of  four  rapids  are  eleven  miles  in  extent, 
and  have  a  descent  of  eighty-two  and  one  half 
feet.  On  this  lake  the  tourist  from  the  deck 
of  the  steamer  has  a  magnificent  view  of  the 
Montreal  Mountain,  about  thirty  miles  distant. 

After  passing  through  this  lake,  Lachine  is 
reachtd.  It  is  nine  miles  from  Montreal,  with 
which  it  is  connected  by  railroad.  It  derives 
its  name  from  the  first  settlers,  who  when  they 
reached  this  point  thought  they  had  discov¬ 
ered  the  passage  which  would  lead  them  to 
China.  The  Lachine  Rapids  begin  just  be¬ 
low  the  village.  Un  the  opposite  side  stands 
Caughnawaga,  an  Indian  village  lying  on  the 


south  bank  of  the  river  near  the  entrance  of 
the  Lachine  Rapids,  and  derives  its  name 
from  the  converted  Indians,  who  were 
called  “Caughnawagas,”  or  praying  Indians. 
Shortly  after  leaving  this  Indian  village  the 
tourist  can  contemplate  the  new,  magnificent 
bridge  recently  constructed  by  the  Canadian 
j  Pacific  Railway,  and  spanning  for  the  second 
[  time  the  mighty  St.  Lawrence.  It  is  built 
on  the  most  recent  scientific  principles  and 
resembles  the  great  International  Railway 
bridge  at  Niagara.  The  steamer  now  glides 
down  the  rapid  stream  with  increasing  swift¬ 
ness,  which  clearly  denotes  that  a  formidable 
rapid  is  ahead.  Stillness  reigns  on  board  ; 
away  goes  the  steamer,  driven  by  an  irresisti¬ 
ble  current,  which  soon  carries  her  to  the  first 
pitch  of  the  Lachine  Rapids,  the  most  formid¬ 
able  of  them  all,  the  most  difficult  of  naviga¬ 
tion,  and  the  last  of  the  rapids.  The  steamer 
after  emerging  from  its  first  pitch  rises  firmly 
un  the  surging  billows,  flanked  by  rocks  on 
each  side,  steers  straight  in  the  swift  current, 
guided  by  the  steady  eye  and  sure  piloting  of 
the  man  at  the  helm.  Conversation  is  almost 
impossible,  the  grandeur  and  magnitude  of 
the  scenes  around  on  all  sides  inspires  silence, 
and  no  wonder  that  tourists  annually  make 
the  “  running  of  the  rapids  ’’  a  worthy  link  in 
the  chain  of  their  traveling  tour  through  the 
Dominion.  The  steamer  now  comes  in  full 
view  of  one  of  the  greatest  wonders  of  the 
present  age,  the  Victoria  Bridge,  spanning 
the  noble  St.  Lawrence,  two  miles  long,  the 
longest,  the  largest,  and  most  costly  bridge 
in  the  world.  The  scene  whilst  passing  un¬ 
der,  looking  up  from  the  deck  of  the  steamer, 
is  magnificent.  After  passing  this  beautiful 
work  of  engineering  skill  the  tourist  has  the 
splendid  panorama  of  the  fine  city  of  .Montreal 
brfore  him,  the  most  prominent  object  being 
the  two  towers  of  the  church  of  Notre  Dame. 

The  city  of  Montreal  is  the  largest  and  , 
most  papulous  city  in  British  North  America. 

It  was  founded  by  M.  de  Maisonneuve  in  1643, 
on  the  site  of  an  Indian  village  named  Hoch- 
elaga,  and  dedicated  to  the  Virgin  Mary  as 
its  patroness  and  its  protectress,  and  for  a 
long  time  bore  the  name  of  Ville  Marie.  It 
is  laid  in  the  form  of  a  parallelogram,  and 
contains  some  300  streets,  with  a  population 
of  about  210,000.  The  traveler,  in  approach¬ 
ing  the  city  from  the  river,  is  struck  with  the 
peculiar  beauty  of  the  large  cut-stone  build¬ 
ings  which  front  the  majestic  river,  resembling 
in  their  solid  masonry  and  elegance  the  build¬ 
ings  of  European  cities.  It  would  be  usele.ss 
to  undertake  an  enumeration  of  all  the  places 
of  interest  in  and  about  Montreal,  for  we  be¬ 
lieve  that  there  are  but  few  places  on  the 
Amjrican  continent  where  can  be  found  so 
much  of  interest  to  the  traveler,  whether  in 
pursuit  of  health  or  pleasure,  as  in  this  city. 

The  Thousand  Islands  extend  along  the 
St.  Lawrence  river  from  Kingston,  near  the 
outlet  of  Lake  O.itario,  to  Brockville  a  dis 
tance  of  some  40  miles.  This  wonderful  ar¬ 
chipelago,  known  collectively  as  “  The  Thous¬ 
and  Islands’’  (but  which,  in  reality,  numbers 
a  trifle  over  1,700),  embraces  every  form,  va¬ 
riety  and  size  imaginable,  from  a  tiny  mass 
of  rock,  its  bosky  crest  just  peeping  above  the 
clear  blue  of  the  deep  waters,  to  extensive 
islands,  many  acres  in  area,  ever  varying  in 
formation  and  picturesque  beauty. 

Large  numbers  visited  the  train  here  this 
evening.  It  was  brilliantly  illuminated,  and  [ 
the  usual  expressions  of  wonder  and  of  delight 
were  manifested.  Among  the  visitors  were 
Sir  John  McDonald,  Premier,  and  other  lead¬ 
ing  Canadian  officials. 

The  train  will  arrive  in  Portland  at  about 
12.3010  morrow,  and  the  members  of  the  party 
are  all  anxious  to  get  their  first  view  of  old  1 
ocean.  The  train  leaves  here  at  i  o’clock  to¬ 
morrow  morning.  I 


1 


CHICAGO  TO  PORTLAND. 


ARRIVAL  OF  THE  SEA-SIDE  AND 
WHITE  MOUNTAINS  SPEUIAL. 

A  Hearty  Reception  by  Portland  Citi¬ 
zens  to  the  Western  Visitors. 

HOW  THE  PASSENGERS  LIVE  ON 
THIS  MOVING  PALACE. 

A  Resume  of  the  Trip  and  Other  Inter¬ 
esting  Matter. 

“  Portland.” 

Never  did  a  word  sound  sweeter  than  did 
the  name  of  the  beautiful  Forest  City  to  the 
tourists  on  the  vestibule  special  as  the  magni¬ 
ficent  train  rolled  into  the  Grand  Trunk  depot 
Saturday  noon.  Not  but  what  they  had  had 
a  delightful  trip  and  thoroughly  enjoyed  the 
varied  scenery  and  wonders  unfolded  on  their 
journey,  but  they  had  arrived  at  Portland, 
the  mecca  of  their  pilgrimage ;  they  had 
reached  the  sea  and  were  anxious  after  a  short 
re.st  to  enter  upon  the  enjoyment  of  the  won¬ 
ders  and  revelations  of  old  ocean  and  its  ad¬ 
jacent  scenery. 

Friday  evening  after  the  arrival  of  the  boat 
at  Montreal  at  6  o’clock,  a  majority  of  the 
party  secured  carriages  and  drove  about,  ob¬ 
taining  a  general  idea  of  the  city,  which,  like 
Brooklyn,  is  called  the  City  of  Churches,  and 
it  has  some  magnificent  structures  in  that 
line.  By  far  the  greater  number  of  passen¬ 
gers  were  asleep  in  their  comfortable  berths 
when  at  l  a.  m.  the  train  pulled  out  of  Bona- 
venture,  the  Grand  Trunk  depot,  a  new  and 
magnificent  building,  and  started  on  the  last 
part  of  the  journey.  In  a  few  moments  Vic¬ 
toria  bridge  was  reached,  and  the  train 
dashed  into  the  Egyptian  darkness  of  what 
is  said  to  be  the  longest,  largest  and  most 
costly  bridge  in  the  world.  A  word  in  regard 
to  this  bridge  may  not  come  amiss. 

The  Victoria  bridge  which  spans  the  St. 
Lawrence  at  Montreal  was  completed  in  1859 
from  the  designs  of  Robert  Stephenson  and 
A.  M.  Ross.  It  is  9,184  feet,  or  nearly  two 
miles  in  length.  It  consists  of  25  tubes,  sup¬ 
ported  by  24  piers  and  two  terminal  abut¬ 
ments.  The  center  tube  is  detached  at  both 
ends,  and  the  double  tubes  are  bolted  together, 
and  to  the  piers  at  their  inner  junction,  and 
free  at  their  outer  ends.  These  free  ends 
rest  upon  rollers,  and,  as  openings  are  left 
between  each  set  of  double  tubes,  the  expan¬ 
sion  and  contraction  caused  by  the  extremes 
of  Canadian  climate  are  amply  provided  for. 
They  are  of  the  uniform  breadth  of  16  feet, 
and  are  arranged  for  a  single  track  within. 
Their  height  varies  from  18  feet  6  inches  at 
the  terminal  tubes  to  22  feet  for  the  center 
tube.  The  center  tub:  is  60  feet  above  the 
summer  level  of  the  river.  The  first  stone 
was  laid  on  July  20th,  1854,  and  the  first  pas¬ 
senger  train  crossed  December  19th,  1859. 
The  following  data  are  from  Mr.  Legge’s  book 
about  the  bridge  :  Cubic  feet  of  ma.sonry, 
3,000,000;  tonsofiron, in  tubes,  8,250  ;  num¬ 
ber  of  rivets,  2,500,000;  painting  on  tubes, 
30  acres,  four  coats — equal  to  120  acres; 
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force  employed,  3,040  men,  142  horses,  four 
locomotives.  Total  cost,  $6,300,000.  1 

Uuriiig  the  night  stops  were  made  at  the  j 
cities  of  St.  Lambert,  St.  Hyacinthe,  Rich¬ 
mond  and  Sherbrooke.  At  6. 15  a.  m.  when 
the  train  arrived  at  Island  Pond,  the  first  town 
over  theline,  a  large  number  of  the  passengers 
were  up,  and  all  ready  to  lake  in  the  beauty 
of  the  mountain  scenery  through  which  they 
would  soon  pass.  Gorham,  N.  H.,  the  gate¬ 
way  to  the  White  Mountains,  was  reached 
shortly  before  9  o’clock,  and  here  the' regular 
train  from  Montreal  which  arrives  in  Portland 
at  12.15  was  overtaken.  Both  trains  were 
late  and  the  vestibule  special  received  orders 
to  go  ahead  of  the  regular,  and  after  leaving 
one  or  two  passengers  for  the  White  Moun¬ 
tains  started  for  Portland  about  30  minutes 
late.  It  was  a  splendid  run,  the  heavy  train 
going  at  a  rapid  rate  and  with  a  motion  so 
slight  that  it  could  hardly  be  felt.  At  times 
the  rate  of  over  60  miles  an  hour  was  attained,  | 
and  not  only  was  the  lateness  of  30  minutes  t 
made  up,  but  the  train  arrived  in  Portland 
over  15  minutes  ahead  of  time,  which  speaks 
volumes  for  the  road-bed  and  efficiency  of  the 
Grand  Trunk. 

The  views  as  the  cars  whirled  down  the 
Androscoggin  valley  were  superb  ;  the  moun¬ 
tains  were  seen  at  their  best  and  the  tourists 
were  delighted  with  the  scenery. 

When  the  train  arrived  at  the  Grand  Trunk 
station  there  was  a  large  crowd  waiting  to 
welcome  it.  After  stopping  long  enough  to 
allow  a  few  through  passengers  to  alight,  the 
train  pulled  out  into  Commercial  street  to  the 
head  of  Long  wharf.  Here  thousands  of  peo¬ 
ple  were  congregated,  and  amid  the  booming 
of  cannon  the  passengers  alighted.  An  arch 
of  welcome,  bearing  the  words,  “Chicago, 
Welcome,  Portland,”  was  erected  across  the  1 
head  of  the  wharf,  and  a  line  of  trees  lined  the 
sides.  The  First  Regiment  Band  was  sta¬ 
tioned  near  the  train,  and  to  its  enlivening  1 
strains  the  tourists  marched  down  the  wharf  ' 
and  boarded  the  steamer  S.  K.  Spring,  where  | 
the  Garden  band  was  located,  and  which 
played  a  welcoming  selection.  The  members 
of  the  committee  of  the  Board  of  Trade  were 
here,  there  and  everywhere,  and  untiring  in 
their  efforts  to  make  the  welcome  a  success. 

A  large  number  of  leading  citizens  boarded 
the  steamer,  E.  P.  Shaw,  and  with  the  First 
Regiment  Band  aboard  acted  as  a  consort  to 
the  Spring  during  her  trip  to  the  islands.  All 
along  Commercial  street  flags  and  bunting 
were  profusely  displayed  and  the  shipping  in 
the  harbor  was  gayly  decorated.  The  steam¬ 
ers  slowly  moved  down  the  harbor  and  were 
continually  saluted  by  the  various  steamers 
met.  The  ferry  boat  Cornelia  II.  was  decked 
from  end  to  enil  and  steamed  about  the  har¬ 
bor  to  allow  the  large  party  aboard  of  her  a 
full  view  of  the  proceedings. 

The  Shaw  accompanied  the  Spring  as  far  as 
Cushing’s  Island  and  turned  about  and  re¬ 
turned  to  the  city,  while  the  other  boat 
steamed  out  and  around  the  island,  returning 
through  White  Head  passage,  thus  giving  the 
tourists  an  excellent  idea  of  the  island  which 
is  to  be  their  home  for  some  weeks  to  come. 

An  excellent  lunch  was  served  aboard  the 

Shaw.  I - 1 

The  Chicago  party  were  very  much  pleased 
with  their  reception  and  were  enthusiastic  in 
their  praise  of  Portland  and  the  islands.  Yes¬ 
terday  they  were  all  comfortably  settled  and 
by  to^ay  will  be  in  full  enjoyment  of  their 
outing. 

The  habits  of  through  passengers  vary. 
Those  who  are  traveling  for  the  first  time  or 
those  who  are  interested  in  scenery  are  likely 
to  be  early  astir,  and  the  colored  porter  quite 
likely  has  an  order  to  call  number  so  and  so 
at  an  early  hour. 

The  ordinary  traveler  arises  about  7  o'clock 
while  the  old  stager  sleeps  until  he  hears  the 
magic  words  (magic  in  the  sense  of  getting 
anyone  up)  “Last  call  for  breakfast.” 

Breakfast  is  the  first  thing  that  demands 
attention,  and  tl|^  dining  car  is  reached  with 


no  more  inconvenience  than  walking  through 
the  rooms  of  one’s  own  home.  An  elegant 
breakfast  is  served  on  all  the  Pullma'  Com¬ 
pany’s  cars.  After  breakfast  the  gentlemen 
retire  to  the  smoking  apartments  or  the  ob¬ 
servation  car,  and  an  hour  or  two  is  passed  in 
this  manner,  after  which  they  settle  down  in 
some  comfortable  seat  and  with  a  book  from 
the  library,  or  at  a  game  of  whist,  pass  away 
the  time  to  luncheon,  which  is  served  at 

A  luncheon  on  a  Pullman  car  is  no  mean 
meal,  the  menu  being  extensive  and  wide  in 
range.  It  must  be  remembered  that  during 
all  this  time  the  train  is  running  at  a  speed 
ranging  all  the  way  from  30  to  60  miles  an 
hour.  The  afternoon  is  spent  in  about  the 
same  way  as  the  morning  unless,  perchance, 
the  train  may  stop  for  some  time  and  an  op¬ 
portunity  given  to  inspect  some  place  of  in¬ 
terest.  Dinner  is  served  from  5.30  to  8  and 
is  a  good  one.  An  idea  of  the  meal  may  be 
obtained  from  the  following  menu  which  was 
served  on  the  “Sea  Side  and  White  Mountains 
Special :  ” 


Coffee. 

Table  Water  from  Portland  Springs. 

A  fine  wine  list  is  always  found  on  a  Pull¬ 
man  car  bill  of  fare.  In  the  evening  the  time 
is  variously  spent.  Those  who  desire  to  retire 
early  can  do  so,  and  by  notifying  the  porter 
can  have  their  berth  or  drawing  room  ready 
at  any  time. 

A  great  many  gentlemen  avail  themselves 
of  the  facilities  of  the  composite  car  and  after 
a  bath  in  a  full  sized  bath  room  undergo  the 
operations  of  the  tonsorial  artist  with  as  much 
ease  and  safely  as  in  any  barber  shop  in  a 
large  city.  There  are  but  five  barbers  in  the 
entire  Pullman  service  and  they  run  only  on 
the  limited  vestibuled  trains. 

The  .arrangements  all  through  the  vesti¬ 
bule  train  are  of  the  latest  and  most  im¬ 
proved  pattern.  Instead  of  the  usual  pump 
in  the  wash  room  patent  faucets  are  used  and 
the  water  enters  the  bowls  just  under  the 
edge.  The  water  is  carried  in  large  air  tight 
,  tanks  under  each  car  and  is  supplied  with  a 
^  powerful  pressure  from  the  air  brakes,  the 
air  entering  the  tanks  from  the  brake  cylin¬ 
ders  instead  of  being  exhausted  into  the  open 
'  air  as  is  usual  on  common  cars.  The  train  is 
I  provided  with  a  brake  cord,  so  that  the  train 
I  may  be  stopped  from  any  car,  or  in  case  the 
train  breaks  apart  the  brakes  are  automat¬ 
ically  set.  What  is  called  an  air  signal  is  also 
attached,  .so  that  the  conductor  instead  of  go¬ 
ing  through  the  laborious  process  of  pulling 
the  bell  cord  of  the  entire  length  of  the 
train  and  ringing  the  gong  in  the  engine, 

'  merely  touches  a  cord  and  the  locomotive’s 
whistle  blows.  Take  it  all  in  all,  life  in  a 
vestibule  train  is  a  most  luxurious  mode  of 
^  traveling. 

A  RESUME  OF  THE  TRIP. 

I  While  the  Argus  readers  have  been  kept 
I  thoroughly  posted  from  day  to  day  on  the 
I  progress  of  the  first  trip  of  the  “  Sea  .Side 
1  and  White  Mountains  Special”  from  Chicago 
I  to  Portland  and  the  places  of  interest  briefly 
,  described,  there  are  a  few  things  which  may 
I  be  mentioned  that  owing  to  the  hurry  in 


sending  matter  en  route  were  necessarily 
omitted. 

From  Fort  Gratiot  to  Hamilton  the  Grand 
Trunk  road  passes  through  one  of  the  most 
fertile  parts  of  Canada,  and  which  is  termed 
the  “Garden  of  the  Dominion.”  Fruits  of 
all  kinds  are  raised  in  abundance,  and  they 
are  early  on  the  market. 

It  is  now  perfectly  safe  to  visit  Niagara 
Falls,  and  has  been  for  the  past  two  or  three 
years,  for  since  the  State  of  New  York  and 
Canadian  Government  have  taken  possession 
of  the  land  about  Niagara  the  danger  of  be¬ 
ing  robbed,  so  to  speak,  by  hackmen  and 
others  has  been  done  away  with.  This  sea¬ 
son  there  is  a  firm  named  Miller  &  Brundage, 
who  furnish  carriages  at  the  Ponce  de  Leon 
Hotel  at  St.  Augustine,  Fla.,  whs  have  made 
an  arrangement  by  which  the  tourist  can  see 
all  the  points  of  interest.  They  issue  a 
series  of  tickets  which  are  good  for  a  ride 
from  the  depot  or  hotel  to  all  the  attractions 
and  all  expenses  paid.  The  majority  of  the 
party  took  the  carriages  of  this  firm  and  vis¬ 
ited  the  following  places  :  — 

The  old  whirlpool  where  the  water  whirls 
in  powerful  circles  to  the  Canadian  shore  and 
with  deep  suction  seeks  to  get  out  of  the 
narrow  gorge  which  is  the  cause  of  the  whirl 
itself.  F'rom  the  whirlpool  to  the  Canadian 
side,  over  the  driveway  of  the  suspension 
bridge,  which  is  under  the  railroad  track. 
When  the  train  arrived  at  Niagara  it  passed 
slowly  onto  this  bridge  and  stopped  in  the 
center,  and  the  first  view  of  the  falls  and  rap¬ 
ids  was  obtained.  The  cantilever  bridge  is 
just  above  the  suspension  bridge  and  above 
that  is  a  new  su.spension  bridge  for  carriages. 
After  crossing  suspension  bridge  the  whirl¬ 
pool  rapids  were  visited,  and  then  Table 
Rock,  where  some  made  a  trip  under  the 
falls  clothed  in  oilskins ;  to  Goat  Island 
group,  stopping  at  Bath  Island,  Lunar  Island, 
Three  Sister  Islands,  Biddle  Stairs  and  Ter¬ 
rapin  Rocks,  and  thence  to  the  depot.  Eight 
hours  were  spent  at  Niagara. 

On  Friday  morning  the  steamer  Algerian 
was  taken  for  the  sail  down  the  St.  Lawrence. 
The  scenery  through  the  Thousand  Islands  is 
very  pretty.  The  rapids  were  interesting  and 
exciting,  but  space  forbids  further  mention 
than  h.is  already  been  given  of  them.  The 
steamer  reached  Montreal  about  6  o’clock, 
and  as  she  steamed  in  through  the  steam¬ 
ships  of  the  Allan  and  Dominion  lines,  so 
familiar  to  Portland  people,  it  seemed  some¬ 
thing  like  home.  A  fine  view  of  the  Victoria 
bridge  was  obtained  while  passing  under  it 
before  landing  at  Montreal. 

THE  RAILROAD  OFFICIALS. 

Much  interest  has  been  taken  by  the 
Chicago  &  Grand  Trunk  and  Grand  Trunk 
railroads  in  the  success  of  this  limited  vesti¬ 
bule  train,  and  without  doubt  they  will  be 
rewarded  by  seeing  their  efforts  appreciated 
by  a  liberal  patronage  of  the  finest  train  in 
the  world. 

Conductors  Coffin  and  Myrick  and  Miss 
State  of  the  Pullman  Company  were  atten¬ 
tive  and  courteous  and  much  liked  by  the 
entire  party,  and  Special  Agent  A.  L.  Clark 
was  invaluable  in  his  information  of  all  points 
of  interest. 

Mr.  H.  W.  Kibbie  of  the  Grand  Trunk 
rendered  great  aid  to  the  passengers  by  his 
explanations  of  the  scenery  down  the  St. 


The  “Special”  left  for  Chicago  at  five 
o’clock  to-day.  A  number  of  passengers 
will  join  it  at  Montreal  and  other  places  along 
the  line.  It  arrives  at  Chicago  Tuesday 
morning  at  11  o’clock. 

The  most  powerful  engines  in  the  Grand 
Trunk  service  were  used  on  the  train. 

Elegant  stationery  bearing  the  imprint 
“  En  Route,  Pullman  Vestibuled  Train,  Sea¬ 
side  and  White  Mountains  Special”  was  fur¬ 
nished  the  passengers,  and  the  writing  desks 
in  the  library  car  were  frequently  occupied 
by  the  ladies  writing  messages  on  this  dainty 
paper. 


Geo.  M.  Pullman, 
Marshall  Field, 


Norman  Williams, 
O.  S.  A.  Sprague, 


Henry  C.  Hulbert, 
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ANNUAL  STATEMENT. 

Pullman’s  Palace  Car  Company. 

FISCAL  YEAR  ENDING  JULY  31,  1890. 


INCOME  ACCOUNT. 


BBVBNUE. 


From  Earnings  of  Cars, .  $7,473,135  87 

“  Patents, .  11,624  00 


Manufacturing,  Rentals,  Dividends,  Interest,  &c.,  1,376,201  39 


DISBUBSBMBNTS. 

Operating  expenses,  including  maintenance  of  upholstery 
and  bedding,  legal  expenses,  general  taxes  and 

insurance, . -  -  $3,274,604  64 

Proportion  of  net  earnings  paid  other  interests  in  Sleep¬ 
ing  Car  Associations  controlled  and  operated  by  this 

Company, .  1,022,625  65 

Interest  on  Debenture  Bonds, .  65,600  00 

Dividends  on  Capital  Stock, .  2,000,000  00 

Contingency  Reserve, .  100,000  00 

$6,462,830  29 


Surplus  for  the  Year— being  excess  of  revenue  over 
ordinary  disbursements,  carried  to  credit  of  Income 

Account, .  ■  ■  $2,398,130  97 


SeT.(^f  Vol.  ^ 
Page  S  ^ - 

_ Envelope _ 

_ Foldout__^ _ 

*^lnsert 


FINANCIAL  STATEMENT. 


Ser.^/  Vol._2= 

Page  ^  0 


_ Envelope 

_Foldout 
Insert 


ASSST8. 


1112  Cars  and  Equipments,  including  fran¬ 
chises,  . 


$17,200,113  04 


♦Amount  invested  in  other  Car  Associa¬ 
tions  controlled  and  operated  by  this 

Company, . 

Real  Estate  and  Plant,  508  acres  of  land. 
Car  Works,  homes  for  workmen,  and 
other  improvements  at  Pullman,  Ills., 
Real  Estate  and  Pullman  Building,  Chi- 


Real  Estate  and  Plant,  Detroit  Shops, 
Real  Estate  and  Plant,  St.  Louis  Shops,  - 
Real  Estate  and  Plant,  Wilmington  Shops, 
Lumber  and  other  Construction  Material 
and  Operating  Supplies,  including  Cars 
in  process  of  construction,  etc.. 

Patents,  . 

Furniture  and  Fixtures  in  the  several 
offices  of  the  Company, 

Stock  in  Union  Foundry  and  Pullman 
Car  Wheel  Works, 

Other  Stocks  and  Bonds,  - 
Receivers’  Certificates, 

Cash, . 

Demand  Loans,  .... 
Time  Loans,  -  -  .  . 

Balance  of  Accounts  Receivable  and 
Payable,  -  -  .  . 


$  437,500  00 
3,189,522  09 
20,747  21 
306,168  09 
1,900,000  00 
300,000  00 

1,249,936  58 


5,259,205  40 


993,023  74 
398,287  99 
131,242  50 
167,889  08 


3,981,807  28 
99,129  86 

112,577  18 


7,403,873  97 


TOTAL  ASBIIT8, 

♦Total  number  of  cars  operated,  including  Association  cars,  2135. 


$43,013,515  40 


LIABILITIES. 

Capital  stock  issued,  260,000  shares,  par 

value,  $100  each,  .  .  .  .  $25,000,000  00 

Outstanding  Bonds: 

8  per  cent.  Currency  debenture  Bonds: 

Fourth  series,  due  August  15, 1892,  820,000  00 

Amount  received  from  sale  of  old  cars, 
leased  from  Central  Transportation 

Company, .  441,370  49 

TOTAL  LIABILITIES,  $26,261,370  49 


SURPLUS— Invested  in  the  Assets  of  the 

Company, . 

Less  written  off  during  the  year: 

For  loss  on  old  cars  sold  or  destroyed, 
replaced  by  new,  etc.. 

For  depreciation  on  Cars  transferred 
from  “Cars  andEquipments”account 
to  account  of  other  Car  Associations 
controlled  and  operated  by  this  Com¬ 
pany,  . 

For  balance  of  account  for  rebuilding 
and  remodelling  cars  into  latest 
standard  Pullman  cars,  - 
For  estimated  depreciation  of  cars 
out  of  regular  service,  but  used  for 
temporary  purposes. 


Embraced  in  the  following  accounts: 
Contingency  reserve. 

Depreciation  account,  (franchises,  pat¬ 
ents,  etc.) . 

Income  account,  .  -  -  - 


$17,019,452  43 

$66,867  52 

13,211  70 

87,238  30 

100,000  00  267,307  62 

$16,752,144  91 

713,940  00 

1,100,000,  00 
14,938,204  91 
$16,752,144  91 


$43,013,516  40 


PULLMAN’S  PALACE  CAR  COMPANY. 


Twf.ntv-Three  Year  Statement. 
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MEMORANDUM. 

Showing  the  Cost  of  Assets,  Amount  of  Liabilities,  Gross  Earnings  anti  Expenses  at  the  close  of  each  Fiscal  Year  since  the  formation  of  the  Company,  1868  to  iSgo,  inclusive. 


YEAR 

ENDING 

Priyierty  ofthe 
efompany, 
Originsl  Cost. 

LIABILITIES 

Gross  Kevenne. 

Gross  Expenses,  Main 
tenance  of  Equipment 
Taxes  and  Insurance, 
Rebuilding  and 
Reinodeling  of  Cars, 

Rentals  of 
Leased  Lines. 

Coupon  Interest 

Interest,  Discount, 
and  Exchange. 

Net  Revenue 
applicable  to 
Dividends  and 
Surplus. 

Balance  of  Net  Revenue 
carried  to  credit  of 
Income  Account  after 
deducting  Dividends 
paid. 

Balance  of 

Net  Revenue  added 
to  previous  Surplus. 

Loss  on  Cars  sold, 
replaced  by  new, 
estimated  depreciation 
of  Cars,  Taxes  on 
Capital  Stock,  doubtful 
Debts,  and  sundry 
losses,  Ac. 

Accumnlated  Net 
Surplus  at  Cr.  of 
Income  Account. 

Capital  Stock. 

Bonds  and  other 
Liabilities. 

Total. 

J”'y  3- 

^  ^  . . 

^165,666  66 

120,667  13 

284,000  00 

1872.... 

8,476,656  83 

4,000,000  00 

3,247,641  38 

7.247.641  38 

2,036,778  39 

721,908  34 

284,000  00 

$  115,950  91 

914,919  14 

460,417  14 

753,531  17 

753,531  17 

“ 

1873.... 

10,841,917  73 

4,000,000  00 

5,240,983  43 

9.240.983  43 

2,994.497  OI 

1,127,777  91 

284  000  00 

252,351  29 

1,330,367  81 

870,775  61 

1,624,306  78 

1,624,306  78 

1874.... 

11,045,939  50 

4,897,000  00 

4,133,648  24 

9,030,648  24 

2,681,409  87 

1,141,364  74 

284,000  00 

384,428  36 

871,616  77 

370,256  77 

1,994,563  55 

1,994,563  55 

i87S--- 

11,257,390  72 

5,826,200  00 

3,106,400  OI 

8,932,600  OI 

2,558,646  97 

1,059,414  92 

284,000  00 

266,356  89 

948,875  16 

330,227  16 

2,324,790  71 

2,324,790  71 

1876.... 

11,667,790  29 

5,938,200  00 

21923.341  99 

8,861,541  99 

2.555.0II  36 

1,032,706  56 

284,000  00 

230,269  21 

1,008,035  59 

481,457  59 

2,806,248  30 

2,806,248  30 

1877.... 

11,960,284  07 

5,938,200  00 

2,786,013  68 

8,724,213  68 

2.570,639  20 

1,054.910  69 

264,000  00 

229,578  97 

1,022,149  54 

551,093  54 

3,357,341  84 

*  $121,271  45 

3,236,070  39 

“ 

1878.... 

12,213,165  37 

5,938,200  00 

2,786,013  68 

8,724,213  68 

2,160,829  79 

891,757  34 

264,000  00 

197,865  74 

807,206  71 

336,150  71 

3,372,221  10 

t  83,269  41 

3,488,951  69 

1879.... 

12,104,544  65 

5,938,200  00 

2,429,013  68 

8,367,213  68 

2,196,734  99 

969,386  31 

264,000  00 

165,890  00 

797,458  68 

326,402  68 

3,815,354  37 

t  78,023  40 

3,737,330  97 

1880.... 

13,280.313  26 

5,990,200  00 

2,895,003  81 

8,885,203  Si 

2,635,468  51 

988,671  08 

264,000  00 

168,979  24 

1,213,818  19 

740,942  19 

4,478,273  16 

§  83,163  71 

4,395,109  45 

1881.... 

16,308,097  10 

8,023,800  00 

3.143.590  42 

11.167,390  42 

2,995,496  08 

1,076,409  36 

264,000  00 

191,867  OI 

1,463,219  71 

981,053  71 

5,376,163  16 

**  235,456  48 

5,140,706  68 

1882.... 

21,295,279  60 

12.574,600  00 

2,696,856  04 

15,271,456  04 

3.737,538  27 

1,401,027  10 

264,000  00 

190,038  72 

1,882,472  45 

1,011,535  95 

6,152,242  63 

tt  128,419  07 

6,023,823  56 

» 

1883....; 

23,095,368  77 

13  269,500  00 

2.999.390  24 

16,268,890  24 

1  4,093  245  22 

1,369,715  84 

264,000  00 

171,074  35 

2,288,455  03 

1,053,313  03 

7,077,136  59 

250,658  06 

6,826,478  53 

1884....  1 

26,169,382  41 

15,924,800  00 

2,710,870  49 

18,635,670  49 

5,318,328  86 

2,350,547  07 

264,000  00 

171,466  39 

2,532,315  40 

1,192,694  40 

8,019,172  93 

§§  485,461  OI 

7,533,711  92 

1885.... 

28,466,426  06 

15,925,000  00 

4,049.849  52 

19,974.849  52 

5,613,628  79 

2,757,660  57 

162,528  76 

171,453  02  j 

2,521,986  44 

1,248,024  44 

8,781,736  36 

***  290,159  82 

8,491,576  54 

1886.... 

28,794,654  66 

15,927,200  00 1 

3.702,905  65 

19,630,105  65 

5,623  512  10  j 

2,959,802  91 

66,000  00 

168,050  00 

2,429,659  19 

iri5S,63i  19 

9,647,207  73 

ttt  482,658  72 

9,164,549  01 

1887.... 

29,349,669  97 

15,927,200  00  j 

2.829,719  39 

18,756,919  39 

6,440,931  81  ! 

3,404.720  93 

66,000  00 

159,150  00 

2,811,060  88 

1,536,884  88 

11,041,673,89 

ttt  448,923  31 

10,592,750  58 

“ 

1888.... 

34,641,663  53 

19,872,900  00 

2,216,370  49 

22,089,270  49 

7,509.754  38 

3,850,853  09 

132,450  00 

3,526,451  29 

2,015,561  29 

12,780,911  87 

§§§  228,518  83 

12,552,393  04 

1889.... 

40,782,691  95 

25,000,000  00 

1,261,370  49 

26,261,370  49 

8,303,295  50 

4,176,600  21 

79,527  10 

4,047,168  19 

2,251,530  19 

14,905,023  23 

****383,701  77 

14,521,321  46 

1890.... 

43,013,515  40 

25,000,000  00 

1,261,370  49 

26,261,370  49 

8,860,961  26 

4,397,230  29 

65,600  00 

4,398,130  97 

2,398,130  97 

17,019,452  43 

tttt  267,307  52 

16,752,144  91 

•  Written  off  to  “  Guarantee  Fund  Account,”  on  account  of  doubtful  debts  and  taxes  on  Capital  Stock . 

t  Written  off  for  loss  on  old  cars  sold,  replaced  by  new;  taxes  appertaining  to  previous  years;  and  suspense  at 


NOTES. 

»ija7LjlS 


g  Written  off  for  loss  on  old  ca 
Los^b^  Pittsburgh  Riota,  i 


tf  Written  off  for  loss  on  ol 


_  jf  Erie  4  Atlantic  S.  Coat 

Erie  Railway  Co.  (our  proportioi 
■  ■  ■  ^am^lorc  & 


(ten  off  for  loss 

■  ■  111 

_ Iway  Cl 

nated  depreclatic 


d^stro^ed,  replaced  by  new^. . . 
lore  4  Ohio  Association  cars  (oi 
:d  by  new 


•  proportion).  . 


t  31.801  6S 
106.665  oS 


Written  off  for  lo 
Balance  of  accou 
Estimated^deprec 


old  cars  sold  or  destroyed,  replaced  by  new . 

rebuilding  and  remodeling  cars  into  latest  Standard  Pullman  C 
I  of  cars  out  of  regular  service,  but  used  for  temporary  purpnsel 


g  151,806  ^8 


ttt  Written  off  for  loss  on  old  cars  sold  or  destroyed,  replaced  by  new . 

Balance  of  account  for  rebuilding  and  remodeling  cars  into  latest  Standard  Puilman  Car 
Estimated  depreciation  of  cars  out  of  regular  service,  but  used  for  temporary  purposes . . . 

Patents  expired . . 

tXt  Written  off  for  loss  on  cars  sold  or  destroyed 

Depreciation  of  cars  trr— “■ - 

by  this  Company... 


ansferred  from  “  Cars  at 


S  69,071  83 
>37.6>5  10 


)  Written  off  for  diflerence  In  amount  rcceivi 

built  in  place  of  them . 

Difference  in  amount  received  for  6  old  cars  a 
Estimated  depreciation  of  cars  out  of  regulai 


It  used  for  temporary  purposes . 

for  44  old  cars  sold  to  C.  4  N.  W.  and  Wabash  It.  R’s, 

i  ’cosVof  d  ’liew  cars  built  to  replace . 

lervlce,  but  used  for  temporary  purposes . 


lJ»8,4i9_g7 


S5  Written  off  for  loss  on  old  cars  sold  or  destroyed,  replaced  by  new^^. ..........  . . . 

Balance  of  account  for  rebuilding  and  remodeling  cars  into  latest  Standard  Pullman  Cars . . . 
Estimated  depreciation  of  cars  out  of  regular  service,  but  used  for  temporary  purposes . 

For  doubtful  accounts . 


Eslims 


Depreciation  of  cars 
by  this  Compani 
Balance  of  account  f 
Estimated  depreciati 


ttttWritten  off  for  loss  on  cars  sold 
Depreciation  of  cars  transferred 

Balance  of  account  ^>r  rebuildir 
Estimated  depreciation  oi  cars  c 


stroyed,  replaced  by  new 


or  destroyed,  replaced  bv  new 
from  “Cars  and  Equipments” 


t  58.dO»  < 
91,703  56 


9  448.9^.3  31 
t  338,518  8.t 


F.  C.  N.  Robertson, 

_ Auditor. 


PULLMAN’S  Palace  Car  Company. 


Annual  meeting. 


THURSDAY,  OCTOBER  i6tH,  1890. 
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President  Pullman  supplemented  his  annual  report  with 
the  following  general  information: 


During  the  fiscal  year  contracts  have 
been  renewed  for  a  period  of  twenty-five 
years  with  the  following  railroad  compan¬ 
ies:— Louisville,  Evansville  St.  Louis 
Consolidated;  Eio  Grande  Western;  Cin¬ 
cinnati,  Hamilton  &  Dayton;  Denver  & 
Eio  Grande;  and  New  York  &  New  Eng¬ 
land.  New  contracts  have  been  made  for 
a  similar  period  of  twenty-five  years  with 
the  following  railroad  companies Central 
New  England  &  Western;  Pennsylvania, 
Poughkeepsie  &  Eoston;  Florida  Central  & 
Peninsular;  Chicago  &  Eastern  Illinois; 
Evansville  &  Terre  Haute;  and  Old  Colony. 
We  have  also  assumed  the  management  of 
the  bulk  of  the  tourist  car  business  of  the 
Northern  Pacific  railroad  company,  thus 
securing  to  this  company  the  control,  to  a 
great  extent,  of  this  class  of  business  in 
this  country. 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year  101  sleeping,  parlor, 
dining,  special  and  tourist  cars,  costing 
.f  1,365,503.40,  or  an  average  of  813,519.83 
per  car.  Orders  have  been  placed  at  the 
company’s  works  for  119  Pullman  cars, 
the  estimated  cost  being  about  .816,500.00 
each,  or  an  aggregate  of  81,963,600.00. 

The  number  of  cars  employed  in  the 
service  is  2,135,  of  which  1,849  are  standard, 
and  286  tourist,  or  second  class  cars. 

The  number  of  passengers  carried  dur¬ 
ing  the  year  was  5,023,057 ;  the  number  of 
miles  run  177,033,116.  During  the  previous 
year  the  number  of  passengers  carried  was 
4,242,542,  the  number  of  miles  ruti  144,842,- 
618.  The  year  just  ended  shows,  therefore, 
an  Increase  of  a  little  over  18  per  cent,  both 
in  the  number  of  passengers  carried  and 
miles  run. 


The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  120,686  miles— a  net 
increase  of  about  3,000  miles  during  the 
year. 

There  has  been  added  during  the  fiscal 
year  to  the  company’s  investments  in 
shops  and  plant,  852,435.12.  The  value  of 
manufactured  product  of  the  car  works 
of  the  company  for  the  year  w'as  88,105,- 
431.58,  and  of  other  industries,  including 
rentals,  82,108,226.52,  making  a  total  of 
810,213,658.10,  against  810,388,164.53  for  the 
previous  year. 

The  average  number  of  names  on  the 
pay-rolls  at  Pullman  for  the  year  was  4,582, 
and  wages  paid  82,733,019.27,  making  an 
average  for  each  person  employed  of 
8596.46,  against  8579.06  for  the  previous 
year. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufacturing 
and  operating  departments  is  12,367; 
wages  paid  during  the  year,  86,249,891.65. 
The  number  of  employes  for  the  previous 
year  was  11,063,  and  wages  paid  85,770,- 
345.26. 

The  Pullman  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  end  of 
the  fiscal  year  of  8392,851.47,  a  gain  of 
$109,857.47  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1,200  to  1,625,  and  the  aver¬ 
age  for  each  depositor  has  also  increased 
Irom  8235.82  to  8257.60. 

The  entire  enrolment  of  pupils  in  the 
public  school  for  the  school  year  was  1,167 
— 599  boys  and  568  girls— with  a  regular 
staff  of  21  teachers. 
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The  population  of  Pullman,  as  shown  by 
the  census  of  July  31st,  1890,  is  10,680  per¬ 
sons,  as  against  10,610  in  the  previous  year. 
1,985  employes  are  living  outside  of  Pull¬ 
man,  but  in  its  immediate  vicinity,  many 
of  them  having  bought  homes. 

Vestibule  Patents. 

As  you  have  already  been  informed 
through  the  public  press,  the  Circuit  Court 
of  the  United  States  for  the  District  of 
Massachusetts  has  rendered  a  decision 
fully  sustaining  the  claim  of  this  company 
to  tlie  valuable  inventions  whereby  solid 
vestibule  trains,  with  flexible  connections, 
are  made  practicable. 

This  decision,  supplementing,  as  it  does, 
a  decree  granted  by  the  United  States 
Circuit  Court  for  the  Northern  District  of 
Illinois,  settles  a  question  of  great  im¬ 
portance  and  value  to  this  company;  and 
it  is,  perhaps,  of  sufticient  interest  to  this 
meeting  to  warrant  me  in  giving  a  brief 
history  of  the  causes  which  led  to  the  in¬ 
ventions  and  subsequent  development  of 
vestibule  connections. 

The  policy  of  the  company  has  always 
been  to  spare  no  expense,  pains,  time  nor 
skill  to  improve  the  cars  and  other  facilities 
furnished  by  it  to  the  traveling  public. 

About  five  years  ago,  after  having 
brought  the  sleeping  and  parlor  cars  to 
what  was  generally  acknowledged  as  a  very 
high  state  of  perfection  as  individual  cars, 
the  desirability  of  constructing  a  train, 
which  should  be  practically  a  unit,  of  which 
the  several  cars  should  be  considered  and 
described  as  rooms  in  a  hotel,  and  to  which 
access,  through  its  entire  length,  would  be 
perfectly  convenient  and  safe,  became 
manifest.  Study  and  experiments  were 
commenced,  which  resulted,  in  the  spring 
of  1887,  in  producing  the  first  and 
only  complete  vestibuled  train  ever  con¬ 
structed. 

The  train  was  placed  on  exhibition  in 
leading  cities  of  the  country.  The  verdict 
of  railway  managers  and  the  traveling 
public,  who  had  the  opportunity  of  seeing 
it,  was  unqualified  in  its  favor,  both  on 
account  of  its  beauty  and  convenience, 
and  more  especially  because  of  its  greater 
safety  to  human  life. 

This  train,  with  three  others  subse¬ 


quently  completed,  was,  in  June,  1887, 
placed  in  service  on  the  Pennsylvania 
Route,  forming  the  line  known  as  the 
“New  York  and  Chicago  Limited.” 

One  effect  of  the  great  advantages  ac¬ 
cruing  from  these  trains  was  immediately 
felt  in  an  extraordinary  increase  of  travel, 
amounting  to  upwards  of  seventy  per  cent., 
as  compared  with  the  results  of  the  Lim¬ 
ited  trains,  composed  of  the  best  Pullman 
cars,  wbicli  had  previously  occupied  the 
line. 

But  a  still  more  important  demonstra¬ 
tion  of  its  value  has  been  by  actual  test  in 
serious  railway  accidents,  several  of  which 
have  occurred  to  these  trains  since  their 
operation  began.  Collisions  have  happen¬ 
ed,  at  a  speed  of  forty  miles  an  hour,  as 
appears  by  evidence  in  the  litigation,  with¬ 
out  injury  to  passengers. 

The  evidence  in  the  litigation  also  dis¬ 
closes  that,  within  a  very  few  days  after 
these  trains  were  placed  in  service, 
mechanical  officers  of  a  competing  com¬ 
pany  were  observed  in  a  train,  making 
sketches  and  measurements  which  enabled 
them  to  copy  all  the  features  of  the  vesti¬ 
bule  connection.  As  a  resuB-  similar 
trains  were,  during  the  month  of  December, 
1887,  placed  in  service,  between  New  York 
and  Chicago,  upon  the  lines  of  the  New 
Y ork  Central  and  Lake  Shore  railroads. 

This  company  immediately  instituted 
suit  against  the  Lake  Shore  railway  com¬ 
pany  and  the  Wagner  company  to  enjoin 
them  from  the  use  of  what  is  known  as  the 
Sessions  patent,  covering  frictional  contact 
between  the  ends  of  adjacent  cars,  design¬ 
ed  to  modify  oscillation  and  to  prevent 
telescoping. 

The  suit  was  ably  defended.  Models 
and  drawings  of  the  prior  state  of  the  art, 
dating  back  thirty  to  forty  years,  wi  re 
produced  for  the  purpose  of  proving  the 
patent  invalid. 

In  May,  1889,  a  decree  of  injunction  was 
granted  by  the  Circuit  Court  of  the  United 
States  for  the  Northern  Pistrict  of  Illinois, 
enjoining  the  defendants  from  the  use  and 
consequent  advantages  of  the  frictional 
contact  of  the  face  plates  whicli  form  the 
vestibule  ends  of  the  cars. 

Upon  the  entering  of  the  decree  the  de- 


fendant  companies  removed  the  backing 
springs  from  the  top,  so  as  to  allow  the  face 
plates  to  separate  and  leave  an  open  space, 
which  would  technically  evade  the  lan¬ 
guage  of  the  decree,  but  would,  at  the  same 
time,  retain  many  other  advantages  of  the 
vestibule,  especially  its  facilities  for  passing 
from  car  to  car,  and  also  the  general  ap¬ 
pearance;  and  they  still  continued  not  only 
to  operate  the  trains,  but  to  widely  adver¬ 
tise  them  as  the  most  complete  vestibule 
trains  in  existence. 

Meanwhile  Letters  Patent  No.  403,137, 
known  as  the  Pullman  Patent,  for  a  new 
and  useful  improvement  in  solid  vestibule 
connections  had  been  issued.  The  purpose 
of  this  invention,  briefly  stated,  is  to  trans¬ 
form  the  hitherto  open  and  dangerous  plat¬ 
forms  of  passenger  cars  into  vestibules,  and 
to  so  unite  the  vestibules  as  to  practically 
render  them  indistinguishable  from  the  car 
bodies.  This  result  is  accomplished  by  a 
system  of  flexible  and  movable  joints  or 
parts  so  arranged  that,  no  matter  what  con¬ 
ditions  of  travel  the  vestibules  may  be  sub¬ 
jected  to,  their  alignment  is  so  perfectly 
retained  tliat  none  of  the  disturbing  influ¬ 
ences  of  mechanical  displacements  of 
ordinary  railway  travel  will  influence  or 
destroy  the  continuity  or  safety  of  any 
part  of  the  vestibule  structure  in  its  rela¬ 
tion  to  any  other  part  or  to  the  car  bodies. 

The  combined  result  of  this  and  the 
Sessions  patent,  with  its  heavy  iron  face 
plates  kept  in  contact  by  powerful  spring 
pressure,  is  the  continuous,  solid  train,  af¬ 
fording  at  once  safety  to  the  passenger 
passing  from  car  to  car,  and  practically 
insuring  him  against  the  daTigers  resulting 
from  telescoping  and  collision. 

Suit  was  thereupon  instituted  in  the 
United  States  Circuit  Court  for  the  District 
of  Massachusetts  against  the  Wagner 
Palace  Car  company  and  the  Boston  and 
Albany  Kailroad  company.  The  defend¬ 
ants  insisted  that  the  patent  was  not  a 
valid  one,  and  that,  if  it  were  valid,  the 
form  of  vestibule  they  used  did  not  consti¬ 
tute  an  infringement.  TTpon  both  the  above 
questions  the  case  was  decided  in  favor  of 
this  company. 


Upon  the  question  of  utility  and  patent¬ 
ability  the  Court  says: 

“  Of  the  great  advantages  of  the  vestibule 
system  over  the  old  open  platform  cars, 
both  in  respect  to  the  safety  and  conven¬ 
ience  of  passengers,  there  can  be  no  doubt. 
Where  a  patented  improvement  possesses 
such  marked  utility,  and  has  so  speedily 
and  universally  come  into  public  use,  the 
court  should  hesitate  to  declare  the  patent 
invalid  for  want  of  novelty,  because  these 
circumstances  tend  strongly  to  prove  in¬ 
vention.  The  railroad  passenger  tratflc  of 
the  country  is  immense,  the  dangers  inci¬ 
dent  to  the  open  platform  connection 
between  cars  are  well  known,  and  the 
fact  that  an  inventor  has  succeeded  in 
overcoming  this  danger  to  human  life,  and 
at  the  same  time  has  materially  increased 
the  comfort  of  railway  travel,  should  not 
escape  the  mind  of  the  court  in  dealing 
with  the  question  of  invention.  Consider¬ 
ing  the  amount  of  thought  in  the  country 
directed  toward  improvements  in  railway 
mechanism,  whereby  greater  safety  and 
comfort  may  be  secured  to  the  traveling 
public,  it  hardly  seems  possible  that  the 
Pullman  vestibule  system,  in  view  of  what 
it  has  accomplished,  and  the  immediate 
recognition  of  its  merits,  was  the  result  of 
the  exercise  merely  of  mechanical  skill, 
and,  therefore,  not  patentable  under  the 
laws  of  the  United  States.” 

Upon  the  question  of  infringement  the 
Court  says:  “  Upon  the  construction  now 
given  by  the  Court  to  the  Pullman  patent, 
I  have  no  doubt  that  the  structure  used  by 
the  defendants  is  within  the  patent.  *  *  * 

“The  structure  of  the  defendants  may 
not  work  perfectly,  but  it  contains  the 
substance  of  the  Pullman  invention.”  *  * 

The  Company  is  to  be  congratulated 
upon  the  results  of  this  important  litiga¬ 
tion,  obtained  in  different  courts  in  remote 
parts  of  the  country,  confirming  it  in  the 
exclusive  control  of  these  great  safety 
devices,  which  have  been  so  generally 
sought  for  by  the  leading  railroad  com¬ 
panies  of  the  country,  and  so  generally 
commended  by  the  traveling  public. 
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THE  PENNSYIiVANIA  lilMITED. 


IPhilai>bl,phl4  Tiiiaa,  Jckb  29th,  1890.] 

We  have  been  mnnitted  to  reprint  a  portion  of 
a  letter  dictated  oy  an  English  gentleman  to  a 
friend  in  Great  Britain,  in  wbichhe  gives  an  Eng¬ 
lish  view  of  the  Pennsylvania  Railroad’s  great 
Limited. 

“  Arriving  at  Chicago  from  Denver,  I  continueil 
my  journey  to  New  York  via  the  Pennsylvania 
Railroad  on  their  luxurious  train,  the  ‘  Limited.’ 
We  left  Chicago  at  6.00  P.  M.  and  I  was  given  a 
comfortable  berth  in  a  magnificent  sleeping  oar. 
Before  going  to  bed  1  read  awhile  by  the  aid  of  a 
cute  electric  light,  one  of  which  ia  furnished  to 
each  passenger  who  r^uests  it,  the  entire  train 
being  lighted  by  electricity.  I  retired  about  ten 
o’clock  and  slept  soundly  until  we  arrived  at 
Pittsburgh  in  the  morning,  when  1  arose  and 
dressed.  The  steward  of  the  dining  car  then 
announced  breakfast  as  we  pulled  out  of  Pitts- 

went  forward  to  the  dining  car  and  was 
given  a  seat  by  a  window.  On  every  hand  were 
snowy  napkins,  tablecloths,  glistening  glassy, 
and  shining  silverware,  miniature  mosquito 
screens  in  each  window,  allowing  a  delightful, 
cool,  sweet  morning  breeze.  In  the  car  above 
each  table  were  fresh  natural  flowers,  waiters 
uniformed  in  white  jackets,  and  an  air  of  Oriental 
luxury  pervaded  the  entire  scene;  it  was  some- 
tliing  1  had  never  dreamed  of.  And  such  a  de¬ 
lightful  breakfast,  everything  one  could  wish  for, 
berries,  chops,  steaks,  toast,  cofl'ee,  Ac.  It  is  not 
a  simple  buffet,  but  a  veritable  hotel  on  wheels. 
.After  breakfast  I  went  into  the  smoking  ear,  an¬ 
other  elegant  oar,  luxuriously  upholstered  easy 
chairs,  writing  desks  for  those  who  wished  to  use 

them,  ail  the  papers  of  the  principal  American 
cities  on  file  to  read  as  well  as  books.  Smoking 
my  cigar  it  seemed  as  though  I  were  whirling 
through  fairyland.  After  a  while,  growing  rest¬ 
less,  I  bethought  of  exploring  the  train.  In  the 
front  of  the  ear  is  the  dynamo  by  which  the  elec¬ 
tric  lighting  is  furnished ;  piled  to  the  top  of  the 
car  were  mail  bags  and  luggage  of  all  kinds; 

then,  of  course,  comes  the  smoking  room  of  the 
car,  at  the  end  of  whieh  is  a  barber  shop.  I  had 
not  seen  that  before,  but  there  it  was,  with  a  uni¬ 
formed  barber  in  attendance;  but  the  most  sur¬ 
prising  feature  of  this  compartment  was  a  neat 
and  attractive  bath-room.  I  then  saw  the  cooking 
apartment  with  the  white-capped  colored  cooks 
busy  with  their  pots  and  pans. 

“  Then  through  the  lovely  dining  ear  again 
and  tlie  four  sleeping  cars,  which  I  hardly  knew 
from  the  fact  that  all  the  berths  had  been  made 
up  and  thev  were,  as  if  by  magic,  transformed 
into  superbly  furnished  day  coaches.  Each  car 
has  a  uniformed  attendant  to  look  after  the  wants 
of  passengers ;  if  one  gets  tired  the  attendant  will 
furnish  a  pillow  so  that  you  may  rest  comfort¬ 
ably.  All  the  cars  on  the  train  are  vestibuled  so 
that  one  can  walk  from  end  to  end  without  com¬ 
ing  in  contact  with  the  open  air.  They  also  con¬ 
tain  elegant  wash-rooms,  closets,  and  other  con¬ 
veniences.  A  colored  maid  is  aboard  to  attend  to 
ladies  and  children.  ... 

“  Continuing  on  through  the  train  I  heard  a 
queer  noise  and  paused  on  the  threshold,  not 
knowing  whether  I  was  intruding  upon  an 
official’s  car  or  not.  A  polite  official  of  the  train 
informed  me  that  I  could  go  through  the  car  as  it 
was  the  observation  car,  and  every  passenger  had 
free  access  to  it.  As  soon  as  I  turned  a  little  cor¬ 
ner  in  the  car  I  spied  this  sign,  ‘  Stenographer 
and  "lypewriter  Services  Free.’  There  he  sat 
writing  on  his  machine  with  a  pile  of  shorthand 
notes  before  him.  It  nearly  took  my  breath 
away  •  to  dictate  a  letter  to  one's  friends  in  Scot¬ 
land  thousands  of  miles  away  while  you  are  fly¬ 
ing  along  the  rails  at  forty  miles  an  hour,  having 
it  written  on  a  typewriting  machine  and  posted 
on  the  train,  was  too  much  for  me.  Yet  here  is 
the  evidence  of  it.  _  ... 

“  The  observaUon  car  is  a  large,  handsomely 
furnished  drawing  room  ear,  with  broad,  glass 
windows  and  elegant  easy  chairs,  and  at  the  rear 
end  is  a  large  platform  enclosed,  on  which  are 
placed  camp  stools  for  the  passengers  who  wish 
to  sit  out  there  and  view  the  scenery  and  inhale 
the  pure  mountain  air.  It  also  has  a  splendid 
library  containing  books  by  prominent  Englisli 
and  American  authors,  also  for  the  use  of  the 
passengers.  I  fear  I  am  in  dreamland.  Were  I 
a  few  years  younger  America  would  be  my  home. 
I  am  Americanized  to  such  an  extent  now  that  1 
shall  never  be  able  to  put  up  with  our  traveling 
inconveniences  at  home.” 


^ He  rf  CRl T I Q. 

LOUISVILLE, 


JULY  13.  1890. 


I  GArZY  ROMANCE. 


fA  trlemi  of  George  Pullman  De 
f,  f  From  a  Mean  AX^ack. 

Iljp  ThJckitk’  has  received  fce  follow- 
Ing  fyii  a  gentleaian  who  ask  that  it 
»e  pAlishetl  ill  justice  to  mAg 
'V  -  iplliuan.  ^ 

'itor  CWfze— Dear  Sir: 
article  was  originally  prim 
'Chicago  He^xild  and  a  few 
was  copied  into  the  Coiiricr-Jotti 
It  reads ; 

Nearly  a  generation  ago  Chauneey 
bbard  was  President  of  the  New 
’ork  Central  railroad.  Working  on 
le  road  in  subordinate  positions  were 
Jwo  bright,  ambitious  young  men,  who 
Tittracted  the  attention  of  the  railroad 
king  of  the  day  and  so  won  his  favor  as 
to  secure  interest  in  their  rapid  promo¬ 
tion.  Years  have  rolled  away,  and 
Chauneey  Vibbard  is  a  poor  man  and 
worn  with  years.  The  roads  he  found¬ 
ed  have  passed  into  the  hands  of  the 
Vanderbilt  family.  One  of  those  young ; 
jnen  was  Marvin  Hughitt,  now  the 
Vanderbilt  lieutenant  in  the  West, 
President  of  the  vast  Northwestern 
system  and  the  power  that  rules  tile 
action  of  the  Union' Pacific.  The  other 
young  man  was  George  Pullman,  now 
the  autocrat  of  the  sleeping-car  service 
of  two  continents. 

“  A  few  days  ago  Chauneey  Vihliard 
came  to  Chicago  en  route  to  St.  Paul. 
He  wanted  a  jiass  fi-om  Chicago  to  St. 
Paul.  He  thought  tliat  one  of  those 
young  men  whom  years  before  he  had 
sent  West  with  such  backing  as  he  only 
Could  give  might  help  him.  He  applied 
first  to  Sir  Geoige  M.  Pullman,  of  Great  i 
Britain  and  Italy.  The  uniformed 
menial  who  took  his  card  into  the  au¬ 
tocrat’s  private  office  returned  witli 
the  cold  message  that  Mr.  Pullman 
could  not  spare  ^he  time  to  see  him. 
The  ex-railroad  magnate  turned  to  Mar¬ 
vin  Hughitt,  and  ih  answer  to  his  card 
Mr.  Hughitt  Came  running  out  of  his  I 
private  office  to  greet  his  old  backer. 
He  threw  his  arras  around  tne  old 
man’s  neck — both  are  gray  now — but 
Mr.  Hughitt  sold'  ‘  Mr.  Vibbard  ’  In 
the  same  quiet,  deferential  manner  as| 


of  old,  and  Mr.  Vibbard  said  ‘  Mar.v  ’ 
as  Ip  years  gone  by.  When  Mr;  Hi«h- 
iH  found  out  what  Mr.  Vibbard  Want-  i 
ed,  an  annual  pass  was  made  out  over  > 
the  entire  Northwestern  system  for  I 
“Chauneey  Vibbard,  ex-President  of; 
the  New  Y’ork  Central  railroad.”  Next ' 
an  annual  pass  over  the  lines  of  the 
Wagner  Sleejiing  Car  Company  was 
procured  for  Mr.  Vibbard,  and  while 
he  lives  Marvin  Hughitt  will  see  that 
those  passes  will  be  renewed  every 
year  This  was  not  all,  for  during  Mr. 
Vibbard's  stay  in  Chicago  every  atten¬ 
tion  was  shown  him  by  Mr.  Hughitt, 
and  there  are  rumors  of  a  little  lunch-- 
eon  at  Mr.  Hughitt’s  club,  and  among 
the  guests  Sir  George  M.  Pullman  was 
not  numbered. 

Tliat  Is  a  very  pretty  romance,'  but 
It  lacks  the  essential  element  of  truth. 

T  have  known  Mr.  Pulliam  socially  and 
as  a  business  man  for  over  fifteen  years, 
and  the  article  contains  charges  that  I 
believe  to  be  untrue,  because  they  are 
not  in  keeping  with  his  character.  He 
is  one  of  the  best  men,  take  him  all 
over,  I  ever  knew.  He  is  the  best  dis¬ 
ciplinarian  I  ever  saw,  at  the  same  time 
kind  and  considerate,  flvery  employe 
of  Pullman,  if  he  is  and  has  been  raised 
a  gentleman,  Is  his  devoted  friend.  His 
employes  are  loyal  to  him  In  an  unus¬ 
ual  degree-because  he  Is  just  in  his  de¬ 
mands  upon  them— and  they  all  know 
the  benefits  to  be  derived  from  his 
ft-iendshlp.  There  Is  no  man  living 
who  would  do  more  for  an  old  faithful 
employe  than  Geo.  M.  Pullman.  Envy, 
like  death,  “loves  a  shining  mark.”  I 
believe  Mr.  Pullman  has  been  done 
great  injustice  and  I  am  surprised  at 
our  paiKTS  copying  such  trash  as  the 
inclosed  article.” 


8l 


THE  PENNSYLVANIA  LINES 

W'KST  C)K  Ir’lTTSHr  TKGH. 


PULLMAN  DINING  CARS 

RUN  AS  FOLLOWS  : 

On  Fort  Wayne  Route  train  No.  2r-Thr  Pennsylvania  Limited— 
from  Chicago  daily  at  5  00  P.  M  ,  to  New  York  daily  at  7.00  P.  M — 
serving  Dinner,  Breakfast,  Luncheon  and  Dinner. 

On  Fort  Wayne  Route  train  No.  \  —The  New  York  Express— 
from  Fort  Wayne  daily  at  5.15  A,  M.,  to  Pittsburgh  daily  at  5.55  P.  M. 
Central  time,  6.55  P.  M.  Flastern  time-serving  Breakfa.st,  Dinner  and 
Suyjper. 

On  Pennsylvania  Railroad  train  No.  b— The  Pennsylvania  Limited 
— from  New  York  daily  at  10.00  A.  M.,  to  Chicago  daily  at  9.45  A.  M. — 
serving  Luncheon,  Dinner  and  Breakfast. 

On  Pan-Handle  Route  train  No.  b.—  The  Indianapolis  Express— 
from  Richmond  daily  e.xce])t  Sundays  at  7.00  A.  M.,  to  Indianapolis 
daily  except  Sundays,  at  9.30  A.  M. — serving  Breakfast. 

On  Pan-Handle  Route  train  No.  b.—The  New  York  Express — 
from  Richmond  daily  at  7.20  A.  M.,  to  Pittsburgh  daily  at  5.55  P.  M., 
Central  time,  6.55  P.  M.  Eastern  time — serving  Breakfast,  Dinner  and 
Supper. 

On  Fort  Wayne  Route  train  No.  b.—Thc  Fast  Line— ixova  Chicago 
daily  at  3.15  P.  M.,  to  F'ort  Wayne  daily  at  7.45  P.  M. — serving  Supper. 

On  Pan-Handle  Route  train  No.  b— The  Fast  Line— Sxom  Indian¬ 
apolis  daily  at  5.30  P.  M.,  to  Richmond  daily,  at  7.30  P.  M. — serving 
Supper. 

On  Fort  Wayne  Route  train  No.  b.—  The  Western  Express— ixom. 
Pittsburgh  daily  at  7.10  A.  M.  Central  time,  8.10  A.  M.  Eastern  time,  to 
Chicago  daily  at  9.30  P.  M. — serving_Breakfast,  Dinner  and  Supper. 

On  Pan-Handle  Route  train  No.  9. — The  Western  Express — from 
Pittsburgh  daily  at  7.10  A.  M.  Central  time,  8. 10  A.  M.  Eastern  time, 
to  Richmond  daily  at  7.30  P.  M. — serving  Breakfast,  Dinner  and  Sui)per. 


THE  PENNSYLVANIA  LINES 

WKS'r  OK  KIT'TSBURGI-1. 

PULLIMAN  DINING  CARS 

RUN  AS  FOLLOWS: 

On  Vandalia  Line  train  No.  20— 77/^  Pennsylvania  Special— ixoxA 
St.  Louis  daily  at  8.10  A.  M.,  to  Indianapolis  daily,  at  2.50  P.  M. — 
serving  Breakfast  and  Dinner. 

On  Pan-Handle  Route  train  Ho.  2^— The  Pennsylvania  Special— 
from  Chicago  daily  at  10.30  A.  M.,  to  Newark  daily,  at  9.20  P.  M. — 
serving  Dinner  and  Supper. 

On  Vandalia  Line  train  No.  2\—The  St.  Louis  Express-lxom 
Indianapolis  daily  at  i.oo  P.  M.,  to  St.  Louis  daily  at  7.40  P.  M.— 
serving  Dinner  and  Supper. 

On  Pan-Handle  Route  train  No.  2\—Thc  Chicago  Express— ixoxa 
Newark  daily  at  6.20  A  M.,  to  Chicago  daily  at  5.00  P.  M.— serving 
Breakfast  and  Dinner. 


PENNSYLVANIA  DINING  CARS 

RUN  AS  FOLLOWS: 

On  Pennsylvania  Railroad  train  No.  %—Thc  Western  Express- 
from  New  V'ork  daily  at  6.30  P.  M.,  to  Philadelphia  daily  at  9.00  P.  M. 
— serving  Supper. 

On  Pennsylvania  Railroad  train  No.  2^-The  Pennsylvania  Special 
— from  Altoona  daily  at  7.05  A.  M.,  to  New  York  daily  at  4.00  P.  M. — 
serving  Breakfast  and  Dinner. 

On  Pennsylvania  Railroad  train  No.  21— Touis  and 

Chicago  Express — from  New  York  daily  at  2.00  P.  M.,  to  .\ltoona  daily 
at  10.40  P  -VL — serving  Dinner  and  Sup])er. 


u. 


tHE  EXAMIJQ^EB, 
SAIT  FEAlTCISCOs 


JULY  9,  1890. 


DINING-CARS  ORDERED. 

An  Improved  Service  for  the  Over¬ 
land  Fast  Mail  Train. 

A  NEW  RAILROAD  FOR  MENDOCINO. 

Proposition  to  Have  Pullman  Cars  Run 
From  Denver  to  This  City— Chan*es 
on  the  OUnlon  PaclUo  — Stubbs’  Pass. 

President  Huntington  of  the  Southern 
Pacific  Company  has  piaccd  an  order  this 
week  with  the  Puilman  Car  Company  for 
the  construction  of  three  dining  cars  that 
are  to  bo  used  on  the  Central  Pacific  road 
for  the  accommodation  of  the  passengers  of 
the  fast  mail  train.  The  cars  are  to  cost : 
$15,000  apiece,  and  will  be  equipped  with 
ail  the  latest  appliances  for  that  particular 
branch  of  the  railway  service.  Pullman 
promises  to  have  the  cars  ready  by  the 
middle  of  October. 

It  is  not  the  intention  to  run  the  ears 
thi'ough  between  Oakland  pier  and  Ogden, 
but  only  back  and  forth  between  Wells  and 
Truckeo.  The  train  leaving  here  at  8  p.  m. 
daily  will  take  on  one  of  the  dining  cars  at 
Truckeo  the  following  morning,  breakfast,  ! 
lunch  and  dinner  being  served  before  Wells 
is  reached  the  same  evening,  where  the  oar 
will  be  dropped.  The  train  leaving  Ogden 
in  the  nighttime  will  take  on  a  dining-car  at 
Wells  the  next  morning,  sidetracking  it  at 
Truckeo  the  same  evening  after  dinner  is 
served.  In  this  way  the  cars  will  be  kept  | 
running  back  and  forth  across  Nevada.  The 
eating-houses  along  the  line  will  continue  1 
to  be  used  for  the  passengers  of  the  sec-  1 
ond-class  train  and  the  crews  of  the 
freight  trains. 


The  Railway  Register. 

July  12,  1890. 

—The  St.  Charles  Car  Works  recently  turned 
out  a  large,  handsome  private  car  for  the  Presi¬ 
dent  of  the  Mexican  Central.  There  are  six  com¬ 
partments,  elegantly  furnished.  The  car  weighs 
89,000  pounds,  and  it  cost  about  $20,000. 

^ •  —  The  Decadence  of  Tips. 

There  is  talk  of  a  strike  of  Pullman  car  portet's: 

If  it  should  be  decided  upon,  it  will  be  teriffic  in 
its  results.  From  years  of  experience  in  striking, 

— passengers, — Pullman  car  porters  must  un 
doubtedly  be  awarded  the  palm  as  the  champion 
strikers  in  the  whole  country. 

We  leave  it  to  the  fancy  of  any  traveler  who 
has  been  struck  by  one  of  these  porters  to  picture 
the  result  should  their  combined  striking  power 
be  brought  to  bear  upon  any  company,  however 
powerful  that  company  might  be. 

Indeed  it  seems  that  the  Pullman  Company  has 
tolerated  a  practice  of  striking  among  its  porters, 
which  said  porters  will  now  exercise  upon  its  em¬ 
ployer.  The  only  point  of  weakness  in  the  pro¬ 
posed  movement  is  that  having  always  found  the 
j  individual  strike  effective,  the  porters  will  not  be  i 
I  able  to  co-operate  in  the  larger  effort.  ! 

The  complaining  employes  allege  that  tips  have 
fallen  off  one-half,  and  are  still  going.  Well, 
let  them  go  They  are  the  most  thoroughly  una- 
1  merican  of  anything  in  our  railway  service. 

I  It  may  be  remarked  in  this  connection  that,hard 
as  the  porter’s  lot  is  declared  to  be,  tbe  scores  and 
I  hundreds  of  applications  for  the  position  on  file  in 

the  Pullman  ofiBces  show  that  there  are  many 


Railroad _ _  _ , _  _ 

kind  of  Pullman  service  is  to  be  established 
between  this  city  and  Denver,  via  Ogden, 
on  the  completion  of  the  broad-gauge  route 
between  Ogden  and  Denver.  Thu  situation 
is  a  peculiar  one,  there  being  three  roads 
between  Ogden  and  eastern  Colorado  and 
four  conhecting  lines  at  the  latter  place. 
All  of  these  roads  want  a  Pullman  service ' 
.into  San  Francisco  that  will  not  give  one  an 
advantage  over  the  other,  and  they  are 
looking  to  the  Southern  Pacific  to  settle  the 
matter,  in  view  of  the  fact  that  the  South 
ern  and  Union  Pacific  and  Northwestern 
roads  are  now  runnhig  a  through.  Puilman 
service  between  this  city  and  Chicago. 

The  Southern  Pac|Sc  is  willing  to  run  one 
through  car  each  way  dally  between  thi.s 
city  and  Denver  for  the  accommodation  of 
these  lines,  and  one  or  two  additional  Pull¬ 
mans  whenever  most  of  their  seats  are  sold 
for  the  entire  trip  to  and  from  this  city. 

Whether  this  proposition  will  be  accepted 
remains  to  be  seen.  There  is  some  talk, 
however,  of  an  entirfly  different  arrange¬ 
ment  being  made.  It  is  thl.s :  For  the  Mid¬ 
land  route,  running  between  Denver  and 
Ogden,  to  haul  to  and  from  these  places 
the  through  Chicago  Pullman  car  of 
tlie  Burlington  and  Rook  Island 
roads  and  the  St.  Louis  Pullman 
'  of  the  Missouri  Pacific.  This  would 
I  amount  to  an  extension  of  the  Pullman  sor- 
'  vice  of  these  three  roads  to  Ogden.  At  the 
latter  place  passengers  would  have  to 
change  to  the  Southern  and  Union  Pacific 
fast  mail  train  in  coming  to  and  going  hrom 
this  city. 

Both  propositions  are  nowbeiugdlscussed 
by  the  interested  comtianips. 


.o  fill  vacancies. 


6ltv0niv1« 

JTILY  7,  1890. 

A  recent  press  dispatch  says  that  the; 
Pullman  car  porters  in  tlie  territory  ofl 
Chicago  are  about  to  strike  for  higher' 
wages,  and  will  be  joined  by  the  porters  of. 
San  Francisco.  J.  P.  Meehan,  superin-’ 
tendeiit  of  the  Pacific  Coast  division  of 
the  Pullman  lines  says  that  be  does  not , 
know  of  the  situation  in  Chicago,  hut  that 
there  is  no  dissatisfaction  araon^he  nor- 1 
ters  m  the  West,  and  that  there  is  no  talk 
of  a  strike  among  tliem.  There  are  over 
200  porters  on  the  division,  receiving  sal- 1 
aries  ranpng  from  $25  to  $45  a  month,  1 
^ich  is  higher  than  the  wages  paid  in  the 


W'iA-  ^^0 

'B0\S  open  a  CLDB-Hfllii 


Caught  Swinging  in  Costly  Ham¬ 
mocks  In  an  Old  Shed. 


ALL  CHARGED  WITH  ROBBERY. 


Tbe  Foliee  Think  They  Have  the  Pull* 
man  Car  Thieves. 


Five  boyi,  whose  ages  ranged  from  ten  to 
sixteen  res rs,  weie  arraigned  before  Polioe 
Jnstioe  Btilsiiig,  of  Jersey  City,  yesterday, 
laccnsed  of  breaking,  entering  and  larceny. 
They  were  Charles  Harris,  of  Wayne  streeti 
John  Gardo,  of  Twelfth  street;  Thomas 
Moore,  of  No.  33.5  Henderson  street;  James 
Boyd,  who  had  no  home,  and  Frederick  No¬ 
ble,  of  No,  15U  Hteuben  street.  Harris  amt 
Boyd  aro  colored.  The  srreste  were  made  by 
PoUoeniaii  Btanler  and  Detective  McBride, 
and  they  solve  the  mystery  aiirroniiding  re¬ 
cent  robberies  of  the  Pnllman  palace  cars  in 
the  Pennsylvania  Bailroad  station. 

A  nnmber  of  thefts  have  been  committed 
in  the  Pennsylvania  yards  of  late,  and  the 
railroad  detectives  and  tbe  polioe  were  nnt 
to  work  to  ferret  out  tbe  thieves.  Several 
tramps  have  been  arrested  and  accused  of 
tlie  thefts,  hut  no  evidence  could  he  pro¬ 
duced  to  show  that  they  were  guilty  and 
they  were  discharged.  Another  robbery 
was  committed  last  Saturday  night.  A 
number  of  articles  were  stolen  from  one  of 
tbe  pajjace  cars  and  some  tools  were  taken 
Irotn  an  engine-room. 

Policemau  Stanley  was  watching  the  rail¬ 
road  yards  Wednesday  night  when  a  strai 
ger  approached.  'Ike  stranger  pointed 
five  youngsters  who  were  prowling  aboiit, 
and  said  the  boys  bad  stolen  sdme 
articles  from  one  of  tbe  Pullman  cars.  Tlie 
boys  made  their  way  to  tbe  rear  of  No.  40 
Bailroad  avenne,  and  Policeman  Stanley 
followed  them.  There  was  a  wooden  shed 
1  in  tbe  yard,  and  the  policeman  suspected 
they  had  eptered  it.  Be  pushed  in  thedoor 
I  and  saw  the  two  colored  boys  and  their 
three  white  companions  swinging  in  expen¬ 
sive  hammocks.  It  was  evident  that  the 
youngsters  had  made  an  attempt  to  oonvert 
the  old  shod  into  a  club-house.  Scattered 
abont  the  gronnd  were  remnants  of  choir 
prints.  The  youngsters  were  enjoyli 
themselvoi  liiigely  wlien  they  were  sii 
prised  li.v  Po  ioomaii  Stanley. 

fl  e  polioimaii  aconsed  tbe  boys  of  liari 
robbed  tlie  palace  cars,  hnt  they  denied 
'1  hey  were  taken  to  Police  Headanarters  a 
examined,  and  it  was  learned  that  they 
I  broken  into  one  of  the  cars  BMnrdar  nil 
and  sioleii  a  lver  knives  and  other  artiulo 
It  was  believed  that  some  one 

to  the  case.  William  Hohroidt.  whnltvi 

par.waiiSr.'iiaj’**” 
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^liilianta  ^^ullantl  ^ailnraii  ^oni^aitin, 

OFFICE  CF  THE  PRESIDENT, 


'mac/e.,  ^  e^ec^ 

'nea:^/.' 


H.  S.  HAINES,  -  -  .  General  Manager. 

C.  D.  OWENS,  ....  Traffic  Manager. 
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Immense  Steel  Tabular  Car 
Works  to  be  Established 
Near  Bradford,  Pa. 

NEW  CITY  OF  CHARMONY. 

Will  be  Built  at  Once  and  Give  Em- 
plojmeiit  to  SOOO  Hands- 
Buflalo  Men  Interested. 

IT  IS  BACKED  BY  BIG  CAPITAL. 


(From  Yesterday's  Sunday  News.) 
rSPECIAL  TO  THE  SUNDAY  HEWS,] 

Philadelphia,  July  o.— The  town  of  Pull- 
uiau,  near  Chicago,  which  has  long  been  the 
car  building  metropolis  of  the  West,  is  to  be 
eclipsed  by  a  Pennsylvania  enterprise.  Mil¬ 
lions  of  money  have  been  raised  to  start  a 
car  building  plant  in  McKean  county  which 
Is  ^stined  to  revolutionize  passengei-  car 
tMulding.  The  wooden  car  which  either 
burns  up  in  an  accident  or  smashes  ii 
kindiing  wood  is  to  be  replaced  by  a  struct!..  „ 
I  with  a  frame  work  of  hollow  steel  tubes 
I  whicl^  will  not  give  way  under  any  pi-obable 
shock  or  strain  to  which  thev  will  be  sub¬ 
jected. 

John  W.  Post  is  the  inventor  of  this  car. 
The  cars  will  not  telescope  in  an  accident, 
and  if  rolled  down  an  embankment  the  worst 
that  can  happen  to  the  inmates  will  be  a  se- 
I  vere  bruising.  While  rushing  along  at  t50 
miles  an  hour  the  train  forms  a  continuous 
steel  projectile,  which  cannot,  under  ordin¬ 
ary  circumstances,  be  seriously  damaged.  It 
is  expected  that  it  will  reduce  the  loss  of  life 
by  railway  ac-cidents  to  a  minimum. 

The  Steel  Tubular  Car  Company  has  a 
paid-up  capital  of  J5,0<;0,000.  It  has  pur¬ 
chased  5.500  acres  near  Bradford,  McKean 
county,  and  there  the  new  City  of  Charinony 
is  to  rise  as  a  rival  of  Pullman.  The  immense 
works  to  Jie  built  at  once  will  employ  .5000 
employes,  While  future  extensions  will  in- 
i  crease  this  many  times.  A  model  city  is  to 
be  laid  out  with  neat  cottages,  perfected 
■  drainage,  water  and  light  systems,  and  all 
under  the  control  of  the  company. 

The  site  is  on  Tooney  creek,  near  a  large 
'lake  and  in  alieautiful  valley,  through  which 
run  the  Rochester,  Pittsburg  &  Buffalo,  and 
the  New  York,  Lake  Erie  &  Western  rail¬ 
roads.  It  is  to  be  a  typical  cit3-,  in  which 
beauty  of  scenery,  health  and  steady  em- 1 
ployment  are  exijected  to  produce  a  modern 
Utopia.  I 

This  is  by  far  the  largest  manufacturing 
establishment  of  its  kind  ever  undertaken  ini 
this  State.  It  is  backed  by  men  of  ability! 
and  unlimited  capital.  The  plans  are  all 
perfected  and  work  is  now  under  way. 
the  BACKER.S  OF  THE  ENTERPRISE. 

The  capital  of  the  company  is  f 5,000,000,) 
half  of  which  was  secured  a  few  days  .since, 
by  an  English  syndicate;  the  remainder  is  ini 
the  bonds  of  peopKe  throughout  the  United' 
Btates.  . 


)f  i?S^ofk  is 


Col.  A.  I.  Wilcox,  vice  prc.sident;  John  W’ 
Post,  general  manager,  and  the  following 
board  of  directors:  Henry  E.  Perrino,  Har¬ 
low  C.  Palmer,  John  G.  Valentine,  Col.  J.  A. 
Marrow,  Givou  Pike,  H.  C.  Low.  M.  T 
Chandler,  Col.  R.  F.  Young,  H.  D.  Money 
and  E.  John  Ellis, 

Within  the  next  eighteen  months  the  com- 
miiy  expect  to  have  the  plant  completed  and 
their  cars  running  oii  most  of  the  roads.! 
W  uen  the  size  of  i.  s  ,  plant  is  considered, 
work  must  be  pnshikl  rapidly  to  complete 
everything  within  a  year  and  a  half. 

Josiah  S.  Briean,  architect  and  engineer, 
1413  Gilbert  sti-eet,  of  this  city,  has  been 
cons^tly  occupied  for  the  past  eight  months 
on  the  various  plans,  which  have  been  ap¬ 
proved.  N, 

THE  WORKSHOPS. 

The  maia  building  is  to  be  E-shaped.  hav¬ 
ing  three  fronts  of  644  feet  and  two  680x00 
feet,  live  stories  high,  each  18  3-3  feet,  built 
of  stone  to  the  third-.stoi-y  wrindow  sills,  the 
remainder  being  brick,  with  a  galvanized 
iron  comice  and  a  k-ftyHght  on  the  ^f. 

This  shop  is  where  the  cars  will  be  built  up 
and  all  the  heavy  work  done.  The  interior 
construction  is  all  of  iron  except  the  floors 
end  roof,  the  latter  to  be  covered  with  slag. 
A  number  of  large  tank  tow'ers  wUl 
surround  this  building  with  patent  auto¬ 
matic  sprinklers,  making  it  comiiaratively 
fire-OTOof.  At  the  end  of  each  of*  the  wings 
•  be  a  four-floor  bridge,  connecting  an  ele- 
r  with  the  main  building,  to  be  used  for 
raising  the  cars  from,  the  various  depart^ 
ments  to  the  paint  ships  in  the  fifth  story^ 
These  elevators  will  be  the  largest  ever  con¬ 
structed,  having  'a  lift  of  60  tons,  90  feet 
high. 

Two  interior  buildings,  40x300  feet,  two 
stories  high,  of  stone,  will  be  used  for  up¬ 
holstering,  tin  work  and  plumbing.  Among' 
the  other  buildings  ai'e  a  boiler  bouse,  63x 
196  feet,  having  afbapacity  of  4500  horse- 
two  stories  high,, 
60x200  feet,  to  coiftaln  four  .500-horse  power' 
engines  and  one  300-horse  power  to  drive  the 
dynamos  in  the  second  story,  which  will 
fttraish  electricity  for  1000  arc,  2000  iucau- 1 
descent  lights  and  10  electric  welding  ma- 

.Cfhine.s.  ’’ 

The  pumping  station  will  contain  two  du¬ 
plex  compound  pumps  and  pressure  tanks  on 
the  second  floor;  the  blacksmith  shop,  76x207  | 
feet,  fitted  with  forges,  furnaces  and  trip 
hammers;  a  foundry,  100x336  feet,  equipped 
with  cupola,  blower  and  traveling  crane- 
three  engine  houses,  34x45  feet,  of  stone,’ 
with  Spanish  tile  roof,  each  to  have  a  pair  of 
S50-borse  power  engines,  furnishing  the 
power  for  the  main  building. 

Located  from  the  factory  will  be 

the  office  building,  connected  by  a  corridor. 
The  building  is  to  he  six  stories  high,  50x208 
feet,  of  red  stone  with  iron  construction  and 
terra  cotta  arches  fonning  the  floors,  and 
lined  inside  with  buff  brick  and  tiles,  with 
floors  of  granolihtic  and  parquetry.  There 
will  be  three  elevators  run  by  hydraulic 
power,  one  of  these  going  to  the  top  of  a  ' 
tower  in  the  center  of  the  building,  210  feet 
high  and  30  feet  square,  commencing  at  the 
first  floor.  A  clock  with  four  faces,  each  10 
feet  in  diameter,  will  be  placed  near  the 
apex. 

In  the  basement  are  to  be  two  storage 
safes  and  20  distributed  on  the  other  floors 
Particular  attention  has  been  j»aid  to  the  ' 
sanitary  and  plumbing  arrangements.  I 

On  the  sixth  floor  a  dining-room  with 
kitchen  and  pantry  will  be  located.  Oma- 
mental  buildings  will  be  erected  for  scale 
houses,  of  which  there  will  be  three  each,  of 
60  tons  capacity.  I 

In  the  construction  will  be  used  65  585 
perches  of  stone,  13.416,000  brick,  3505 
window  frames.  121,044  lights  of  glass. 

2  running  feet  of  skylight,  13,000  tons  ' 
of  iron  and  197  24-inch  ventiiators. 


THE  MORNING  CALL. 
SAN  FRANCISCO. 
JtrLY  12.  1890- 


Id  regard  to  the  Press  dispatch  of  a  few 
days  since  that  the  porters  In  the  employ  of 
the  Pullman  Palace  Car  Company  were 
about  to  strike  for  higher  wages,  J.  P. 
Meehan,  Division  Superintendent  of  the 
above-mentioned  company,  said  yesterday: 

“There  Is  absolutely  nothing  in  the  re¬ 
port.  It  has  no  foundation  whatever,  and 
seems  to  have  all  come  from  an  Interview 
with  one  of  our  porters,  who.  In  all  proh-. 
ability,  is  a  discharged  employe,  and  for 
this  reason  wanted  to  intimate  that  he  ex¬ 
pressed  the  sentiment  of  a  large  number  of 
men. 

“It  would  be  strange.  Indeed,  If  among 
sucli  an  army  of  men  as  we  employ,  no 
fault-finders  could  be  found,  and  induced 
to  say  something  untruthful  about  the  com¬ 
pany.  There  are  ‘kickers’  and  ’kickers,' 
but  to  say  that  these  lew  voice  a  general 
sentiment  among  their  co-workers  is  to 
exaggerate.  A  more  contented  lot  ol  men 
cauiiot  be  found,  and  If  this  needs  any 

Sroof  1  can  point  out  mauy  porters  who 
ave  been  in  the  service  of  this  company 
for  over  twenty  years. 

‘‘They  receive  wages  amounting  to  from 
$15  to  $G5per  mouth,  and,  considering  tlie 
fact  that  this  is  unskilled  labor,  1  think  that 
the  majority  regard  these  wages  as  ample 
I  remuneration  for  tne  services  rendered. 
Tile  men  are  compelled  by  a  rule  o£  the 
company  to  provide  themselves  witli  uni- 
I  forms.  If  this  were  not  so,  they  would 
take  little  pride  in  keeping  tliemselves 
tidy.  We  have  tried  furnishing  uniforms, 
and  liave  found  that  it  would  nut  work. 

“It  is  all  bosh  to  talk  about  the  traveling 
public  having  to  pay  more  for  sleeping-car 
service  tliau  is  charged  at  the  office.  Our 
porters  are  not  beggars  liangliig  on  tlie 
charity  of  passengers.  Every  porter  in  the 
service  knows  that  to  ask  a  passenger  for 
money  means  Immediate  dismissal,  and 
they  know  also  that  this  rule  is  not  a  dead 
letter,  but,  ou  the  contrary,  is  strictly  en¬ 
forced  upon  all  occasions.’’ 

I  A  Bi!eoJul  restihuled  Pullman  frain,  run¬ 
ning  from  Weehawkeu  Ferry,  or  Jci-aey 
City,  through  to  Ban  I-raucisco,  designated 
as  “Mecca’s  I’Ugrimiige  to  tlie  Paeifle 
(’oaHt,"  made  oy  llic  New  York  Order  of  the  Myillo 
alirinc,  will  laiss  through  t'hlengo  the  night  of 
July  ;;2  over  the  Unrllnglou  ronlo  to  St.  Paul 
:  and  the  Northern  PnriHu  via  the  Yeliowstoiio 
Park  through  to  dcKtiiintiun.  ^he  trnin  leaves 
New  York  at  I  p.  ra.,  July  21,  and  will  arrive  In 
9nti  Fraiiciseo  at  7  a.  in..  Aug.  3.  The  pilgrlnis 
will  bo  met  in  Chicago  by  the  MysUc  Shrliio  pcos 
pic  and  will  he  entertained  here  In  tniidiy  an<l 


Richmond  and  Danville  Railroad  Company. 


OFFICE  OF  GENERAL  SUPERINTENDENT 

and  ASSISTANT  GENERAL  MANAGER, 

1300  Pennsylvania  Avenue, 

Washington,  D.  C.,  July  31,  189U. 


General  Order  | 

No.  15.  f 

In  addition  to  his  duties  as  Superintendent  of  the  First 
District,  Mr.  C.  P.  HAMMOND  is  hereby  appointed  Acting 
Superintendent  of  the  GEORGIA  PACIFIC  DIVISION,  with 
headquarters  at  Birmingham,  Ala.  Superintendents  of  the 
Second  and  Third  Districts  will  report  to  him  from  this  date. 

All  reports  heretofore  made  to  the  General  Superintendent 
of  the  Georgia  Pacific  Division  will,  until  further  notice,  be 
made  to  the  Acting  Superintendent. 

W.  H.  GREEN, 

General  Superintendent. 

Approved  ; 

PEYTON  RANDOLPH, 

General  Manairer. 


V\0  ?nV^ 


PeLLMAN  PORTERS’ WAGE& 

Week,  but  They  Do  Not  Get  It| 

EXPECTED  TO  LIVE  UPON  Til?. 

Pauengers  Who  Cat  Down  Even  TAli 
Pittance  by  Petty  Larceny. 


A  nnmber  of  letters  from  colored  porters  | 
on  Pnllniau  cars  complaioing  of  remediable 
ills  have  been  receired  at  Tax  Wonu>  office. 

I  asking  Tax  Woxu>  to  let  the  pnblio  kn^ 
vbat  the  porters  suffer.  Borne  oC  the  lettm 
have  dealt  rrith  Individual  cases,  while  others 
have  dealt  with  the  subject  at  large.  The 
individual  complaints  scai'oely  come  within 
the  province  of  a  newspaper,  but  the  soh- 
eral  oppression  of  a  class  of  waKo>earnore  is 
something  that  appeals  strongly  to  The 
WoBUJ.  It  la  the  paper  of  the  wage-earner, 
the  people’s  advocate. 

One  of  these  porters  writes :  '  ‘  The  people 
see  the  porters  well  dressed  in  a  neat  uni¬ 
form,  and  road  in  the  papers  about  the  great 
sums  the  porters  receive  in  tips,  and  make 
np  their  minds  that  the  porters  are  doing 
well  and  are.  or  ought  to  be,  contented  and 
happy.  They  do  not  know  that  the  porter 
most  spend  more  than  two  months' wages 
for  his  uniform  and  that  the  public  no 
longer  tips  them. " 

Another  writes  that  the  colored  porters 
held  a  representative  meeting  in  Chicago  a 
short  time  ago  to  form  an  organlxation  tor 
the  purpose  of  enforcing  better  wagea 
They  intended  to  strike,  bnt  could  not 
secure  harmony.  ^ 

Another,  who  writes  to  expiain  his  castfc 
says:  "We  gotaifi  ahiontb.  By  the  year 
that  comes  to  ts.  as  a  week.  Out  of  that 
we  must  make  good  the  towels  and  other 
things  stolen  by  the  passengers  and  buy  onr 
nuitorms  at  big  prices  twice  a  year.  The 
Company  expects  ns  to  make  onr  living  out 
nf  tips.  My  clothes  cost  me  $62.60  last 
year,  and  losses  on  the  oar  brought  my  earn¬ 
ings  down  to  $8  a  week. " 

Teaterday  aWom-p  reporter  interviewed 
several  porters  in  relation  to  the  complaints. 
Each  agreed  that  the  complainants  who  had 
written  had  understated  rather  than  exag¬ 
gerated  the  difficulty.  They  agreed  that 
tiis  rules  were  severe  and  the  pay  poor,  so 
much  so  that  many  had  gone  into  other 
businesses.  *  ’  There  are  many  of  us. "  said 
one,  "who  have  have  served  for  years  on 
the  cars  and  have  beobme  so  aconstor  led  to 
the  life  that  we  could  not  get  along  in  other 
work.  That  makes  ns  hold  on.  though  we 
are  barely  getting  food  and  clothes  for  our¬ 
selves  and  leaving  onr  families  to  shift  for 
themselves. " 

In  one  gronp  seen  by  the  reporter  an  in¬ 
telligent  porter  acted  as  spokesman,  with 
')  iwtf  a  doren  lisSssiets.  who  ogepaionaUr 


'  TnppISSented  fals  atatemenU  and  cornoWoit 
in  all  he  said.  Be  said:  "The  men  are 
classed  under  roles  which  extend  all  over 
the  country.  Them  are  porters,  buffet 
waiters  and  cooks:  then  again,  in  coses 
where  certain  roaoe  run  trains  that  carry 
Pnllman  oarlor  oara  short  distances,  sair 
100  miles,  a  colored  man  acts  as  both 
conductor  and  porter  and  receives  *40 
per  month.  Thia  man.  whe  remre- 
senta  lesa  than  l  pur  cent,  of  ^le 
fraternity,  has  no  complaint  to  make.  He 
is  regarded  as  a  prince  among  paupers,  The 
cooks  and  buffet  waiters  have  no  partionlar 
fault  to  find,  aa  comnared  with  the  porter. 
The  buffet  waiter  acts  as  porter  snd  is  papa- 
ble  of  furnishiug  a  light  meal  to  the  patrons 
of  his  oar.  He  receives  $86  Mr  month  and. 
of  courae,  tips  from  the  pnbilo  make  up  for 
him  the  deffmenoy  in  wlary.  He  gets  paid 
only  when  he  works,  llie  portor-tiio  men 
who  mskes  un  the  berths,  keeps  the  ca^ 
clean  and  tidy,  waits  on  everybody  and  is 
responaible  for  the  linen,  towels,  brnsbes 
snd  other  sleeping-car  appurtenancos-is 
I  the  man  who  haa  the  grievajice.  He  receives 
$16  per  month.  Ail  above  that  amount  mnat 
coma  from  the  geuerons  public,  a  groat 
:  many  of  whom  do  not  know  the  poir  i 
I  follow’s  oonditition  and  regard  him 
i  as  a  blxok  man  with  a  sineoiire. 
They  do  not  qneatipn  what  he  does  with 
himself  at  night  while  they  sleep.  They  are 
satisfied  to  find  the  newly  blsokod  shoes  in 
the  morning  when  they  arise  from  their 
1  berths.  If  they  are  generous  and  niidcr- 

they  are  new  on  the  ro^  the.  porter  gets 
nothing,  aa  blacking  shoes  is  often  re- 
gardedaa  part  of  hia  high-ialaned  duty. 
Tbeae  perquiaita#  cost  him  hia  rest  and 
sleep,  and  on  a  long„rnn,  like  that 

but  now  they  pals  the  purlers  without 
notice.  Of  course  people  do  nor  know  the 
5ilt?y  wages  paid  th'^vorters.  The  Mssen- 
gers  decline  to  pay  high  rates  for  the  com¬ 
forts  of  PnUman  cars  and.  in  addition,  pay 

srr?.??iw!5  fh‘.r?ra%“.‘atiVdra 

!n^^grto“^S^-"rdV‘1^7.1g."‘^V^^^^ 

the  cause  of  the  present  dissatisractioii. 

I  Out  of  the  wages  m^e  the  porters  are 
1  obliged  to  keep  themselves  dressed  nicely  In 
uniforms  costing  $ao  and  caps  costing 
$2.60.  These  uniforms  are  made  by  one 
Hyams,  a  clothier  on  Greenwich  strMt.NiW 
York,  and  the  men  mnst  go  to  him  for  what 

***®^ondnotor8  who  receive  from  $73  to  $90 
per  month  pay  the  aame  price  tor  tteir  uni¬ 
forms  as  do  the  porters,  the  only  diffcre  os 
being  in  the  stele  of  buttons.  \\o  are  told 
that  the  unlfoma  worn  by  rocnlar  train 


The  Railway  Age 

Vol.  XV.  Chicago,  July  19,  1890.  No.  29jl 

It  is  not  likely  that  the  sleeping  car  porters  of  the 
country  will  be  so  foolish  as  to  undertake  the  strike 
which  the  newspapers  assert  they  are  oonteniplatiug. 
While  many  of  these  men  receive  small  pay,  notwiih 
standing  the  contributions  of  passengers,  on  account 
of  their  being  assigned  to  unfavorable  runs,  a  strike 
would  be  utterly  hopeless  in  view  of  the  facts  that 
their  labor  is  not  of  a  skilled  character  and  that 
while  there  are  less  than  2,000  sleeping  car  porters 
re(]uired  in  the  country  there  are  several  hundred 
thousand  young  colored  men  from  whom  their  ranks 
^ould  be  recruited.  ^ 

/Lining  cars  are,  it  appears,  at  last  to  be  placed  on 
the  Southern  Pao  fie  lines,  thereby  completing  con¬ 
tinuous  dining  car  service  across  the  continent  to 
California.  It  is  asserted  that  the  Southern  Pacific 
company  has  placed  an  order  for  the  construction  of 
three  dining  cars,  to  cost  $1.5,000  each,  which  are  to 
be  ready  for  the  winter  travel  and  are  to  run  between 
Ogden  and  San  Francisco.  The  introduction  of  such 
service  on  the  Central  Pacific  route  would  of  course 
be  followed  by  a  similar  improvement  on  the  southern 
line  to  Los  Angeles  and  very  likely  on  the  coast  line 
between  San  Francisco  and  Portland.  y\ 


line  to  Los  At 
[between  San  I 


forms  as  do  tbo  pprter..  the  only  diffore  os 
being  In  the  ste*»  of  buttous.  \\e  are  told 
that  the  unlfortna  worn  by  reenlar  train 
conduetors.  ouUidewaf  the  Pullman  Co^ 
pany,  which  are  maddWjjffist  aa  good  mate¬ 
rial,  cost  leaa  than  Pbiladelpbia. 

Every  theel.  towal,  pillow  cbm  and  other 
articfea  of  bedding,  as  weU  as  combs, 
brushes  and  aoap,  are  county  in  each  car 
before  It  ieavea  on  a  train.  Tlie  aame  imm- 
ber  must  be  accounted  for  when  the  car  re¬ 
turns.  If  a  shortage,  oecum.  the  ppi-tor  U 
charged  with  the  articles  lo-t  at  their  full 
value.  This  Is  deducted  from  his  $lo  per 
month.  There  have  been  casos  when  the 
buys  have  been  hi  debt  to  the  Company  at 

**  "*A*giK-ut  de3*of  the  tronbl.e  is  duo  to  the 
ignorance  on  part  of  the  public  of  tie  ^li¬ 
man  Comoany’s  rules.  'IheythiiA  the  Com¬ 
pany  is  rloh  and  can  stand  the  loss  of  a 
towsl  or  so.  and  very  otten  several  of  them 
are  loat  on  a  long  trim  Women  are  the 
worst  in  that  resrect  aiid  if  tl.ev  have  chil¬ 
dren  with  them  viry  oflen  idck  n|)  a  tpaol 
to  wash  a  dirty  face  with  and  then  quietly 
shove  It  in  a  saiol-el  as  a  niofui  thing  to 
have  on  a  Joumev.  It  is  the  overj-dey 
abneas  of  this  kind  that  eanae  the,  combs  ; 
and  brushes  in  the  wash-tooms  to  I  e  last, 
eiiod  by  light  chains.  The,  porter  must  be 
vigilant  til  all  timei.  If  he  is  i .ol  there  i 
will  ^  so  many  obarges  aaalnat  his  ralayy 
I  lor  lost  article!  that  bis  wages  would  not 
boy  bread. " 


Des  Moines,  Iowa,  July  16,  1890. 

To  the  Editors  of  The  Railway  Age: 

Returning  from  California  and  reading  over  back  nnm- 
here  of  The  Railway  Aoe  I  note  with  great  pleasnre  yonr 
admirable  editorial  on  “Remove  the  bar.”  Many,  very 
many  right  thinking  persons  will  heartily  thank  yon  for 
this  note  of  enggestion  and  warning.  To  issne  orders 
that  “no  employe  shall  frequent  saloons”  or  “use  liqnors” 
and  then  furnish  the  rninons  flnld  in  quantity  and  thns 
tempt  men  to  do  what  in  another  order  ie  prohibited  is 
sorely  not  ooneistent.  And  now  if  the  beer  and  wine  sa¬ 
loon  oonld  be  baniehed  from  the  buffet  Bleeping  oars  it 
would  be  a  move  in  the  right  direotion.  Being  on  the 
trains  almost  constantly  the  evils  are  apparent  to  me. 

\  Bam’i,  B.  Babnitz,  , 

^/The  Pullman  company  is  bnilding  16  fine  vestibule  draw?  . 
ing  room  sleeping  and  buffet  oars  for  the  Delaware  Laoka- 
wana  t  Western  road  for  service  between  Buffalo  and  | 
Now  York  oity  in  oonneotion  with  the  Grand  Trunk  i 
road  for  Ohioago. 

Hussle— Pullman  of  Chicago  had  an  order  for  a  parlor 
car  the  other  day  to  be  done  in  48  hours  and  he  got  it  out. 
What  do  you  think  of  that? 

Flash— Friend  o'  mine  in  New  York  had  10  minutes  to 
make  a  train  in  yesterday  and  he  made  it. — [Ex. 
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PDLLIIAN  PORTERS’  WAGES. 


The  Rules  Allow  Them  $2.50(3 
Week,  but  They  Do  Not  Get  It.! 


EXPECTED  TO  LIVE  UPON  TIPS 


PBiucugcrs  Who  Cot  Down  Even  ThU 
PittBDcc  by  Petty  Larceny. 


'•n^RimentHd  bu  vtetrmenta  and  coincided 
in  all  be  said.  He  eeld:  "fbe  incu  are 
classed  under  roles  winch  extend  ai*  over 
the  coniitrr.  There  are  porters,  buffet 
waiters  and  cooks:  then  aiiain,  in  cusos 
where  certain  roads  run  trains  that  carry 
I'nilman  narlor  oars  short  distances,  say 
100  miles,  a  colored  man  acts  as  both 
conductor  and  porter  and  receives  *40 
per  month.  This  man.  whe  remre- 
■ents  less  than  1  per  cent,  of  the 
fraternity,  has  no  complaint  to  make.  He 
is  reearded  as  a  prince  amons  paupers,  The 
cooks  and  buffet  waiters  have  no  particular 
fault  to  Und.  as  oomnured  with  the  porter. 
The  buffet  waiter  acts  as  porter  and  is  capa¬ 
ble  ot  furnishiuB  a  light  meal  to  the  natrons 
of  his  oar.  He  receives  per  month  and, 
of  oonrse,  tips  from  the  public  make  up  for 
him  the  delioiency  in  salary.  He  gets  paid 
only  when  he  works.  The  porter-tho  man 
who  makss  up  the  berths,  keeps  the  cars 
clean  and  tidy,  waits  on  everybody  and  is 
responsible  for  tbo  linen,  towels,  brnshos 
and  other  sleeplnit-car  appurtjmancos-is 


A  number  of  letters  from  colored  porters 
on  Pnllniau  cars  complaining  of  remediable 
ills  have  been  received  at  Tub  Would  office, 
asking  The  Would  to  let  the  public  kiiojv 
what  the  porters  suffer.  Some  of  the  lettei's 
have  dealt  with  individual  cases,  while  others 
dealt  with  the  subject  at  large.  The 
individual  complaints  scai'oely  come  within 
the  province  of  a  newspaper,  but  the  geu- 
eral  oppression  of  a  class  of  wage-earners  is 
something  that  appeals  strongly  to  The 
WoBLD.  It  is  the  paper  ot  the  wage-earner, 
le  people's  advocate. 

One  of  these  porters  writes :  ‘  ‘  The  people 
_3e  the  porters  well  dressed  in  a  neat  uni- 
form,  and  read  in  the  papers  about  the  great 
us  the  porters  receive  in  tips,  and  make 
their  minds  that  the  porters  are  doing 
well  and  are.  or  ought  to  be,  contented  and 
banpy.  They  do  not  know  that  the  porter 
must  spend  more  than  two  months'  wages 
for  his  uniform  and  that  the  public  no 
longer  tips  them. " 

Another  writes  that  the  colored  porters 
held  a  representative  meeting  in  Chicago  a 
short  time  ago  to  form  an  organization  tor 
the  purpose  ot  enforcing  better  wages. 
They  intended  to  strike,  bnt  could  not 
secure  harmony.  ^ 

Another,  who  writes  to  explain  bis  csset^ 
sys:  “  Wo  got  «lo  a  month,  fiy  the  year 
that  comes  to  *2. 48  s  week.  Out  of  that 
aust  make  good  the  towels  and  other 
things  stolen  by  the  passengers  and  buy  our 
nuitormi  at  big  prices  twice  a  year.  The 
Company  expects  ns  to  make  onr  living  out 
of  tips.  My  clothes  cost  me  462.50  last 
year,  and  losses  on  the  csr  brought  my  earn¬ 
ings  down  to  $2  a  week.  ” 

Yesterday  aWoBLD  rooorter  interviewed 
several  porters  in  relation  to  the  complaints. 
Each  agreed  that  the  complainants  who  had 
written  had  understated  rather  than  exag¬ 
gerated  the  difficulty.  They  agreed  that 
the  roles  were  severe  and  the  pay  poor,  so 
much  BO  that  many  had  gone  into  other 
bnainesses.  ’  *  There  are  many  of  us.  ”  said 
one,  "who  have  have  served  for  years  on 
the  cars  and  have  become  so  aconstor  led  to 
the  life  that  we  could  not  get  along  in  other 
work.  That  makes  ua  hold  on.  though  we 
are  barely  getting  food  and  clothes  for  our¬ 
selves  and  leaving  onr  families  to  shift  fur 
themselves  ” 

In  one  group  seen  by  the  reporter  an  in¬ 
telligent  porter  acted  as  spokeaman,  with 
naif  a  dcren  listeners,  who  o^sipnally 


many  of  whom  do  not  know  the  pepr 
fellow's  oonditition  and  regard  him 
as  a  black  man  with  a  siueciirp. 
They  do  not  question  what  he  does  with 
himself  at  night  while  they  sleep.  They  are 
satisfied  to  find  the  newly  blacked  shoes  in 
the  morning  when  the 
berths.  If  tliey  are  gt 
stand  the  Bituation.  as 


do.  they 
l^inc 


the  road  the  porter  gets 
*  ing  shoes  is  often  *“ 
his  high-salaried  ' 


fardedaa  part  of  ws  high--, - . 

bese  perquisites  cost  him  his  rest  and 
sleep,  and  on  a  long  run.  like  thr 
from  Jersey  City  to  Chicago  or  b 
LoSs.  this  loaa  la  aerioip.  tor  rears 
the  public  were  liberal  with  the  J'oys. 
but  now  they  pais  the  porters  without 
notice.  Of  course  people  do  not  know  the 
paltry  wages  paid  the  porters.  The  passen¬ 
gers  decline  to  pay  high  rates  for  the  com¬ 
forts  of  Pullman  cars  and,  in  addition,  pay 
the  porters  for  the  service  the  extra  rates 
entiSe  them  to.  The  falling  off  iii  '  tips '  has 
been  gradual,  until  at  present  what  money 
porters  receive  in  that  way.  added  to  the 
»16  per  month  salary,  will  pot  average 
enough  to  afford  a  living.  This  Is  partly 
the  cause  of  the  present  dissatisfacvion. 
Out  of  the  wages  made  the  nprters  are 
obliged  to  keep  themselves  di  eased  nicely  m 
uniforms  costing  llto  and  caps  costing 
‘*2.60.  These  nnifoims  are  made  by  one 
Hyams,  a  clothier  on  Greenwich  street.  Ntw 
York,  and  the  men  must  go  to  him  fur  what 

***"^londnotor8  who  receive  from  975  pi  990 
per  month  pay  the  same  price  tor  their  um. 
forms  as  do  the  porters,  the  only  difiere  pi 
being  in  the  style  of  buttons,  ^to  are  told 
that  the  miiforma.  worn  by  rocnlar  tram 
conductors,  ouUidewat  the  Pullman  Com¬ 
pany,  which  are  rand^Nypst  as  good  mate¬ 
rial.  cost  less  than '  9^10  Philadelphia. 
Every  ****^*’^*^’Jj’'gP*\°'*  as '^con  ■*” 
brushea  end  soap,  are  counteil  in  each 
before  it  leaves  on  » train.  The  sauie  ii 
her  mnst  be  accounted  for  wlien  the  cat 
turns.  If  ashorUge.ctecnrs,  the  poite; 
charged  with  the  articles  lost  at  their 
value.  This  is  deducted  from  his  91. >  per 
month.  Tliere  liave  been  eases  when  the 
boys  have  been  in  debt  to  the  Company 
the  end  of  the  monll'..  . ,  ,  .  ... 

"  A  great  deal  of  the  trouble  is  line  to  tl.. 
ignorance  on  part  of  the  public  of  tie  Pull¬ 
man  Comoany's  roles.  '1  hey  think  the  Cc 
paiiv  la  rich  and  can  stand  the  loss  c.  _ 
towel  or  so.  and  very  oJ.ten  several  of  them 
are  loit  on  a  long  trio.  Women  are  the 
worst  in  that  resi  ect  and  if  ti.ev  liave  chil¬ 
dren  with  them  viry  often  lock  up  a  towel 
to  wash  a  dirty  face  with  and  then  quieily 
shove  it  ill  a  snicl.cl  as  a  m  otul  thing  to 
have  on  a  jonmev.  It  is  the  overy-day 
abuses  of  this  kind  that  cause  the  combs 
and  brushpB  In  the  wasti-iooms  to  le  last- 
cned  by  light  chains.  Tlit'  porter  must  lie 
vigilant  at  all  times.  If  he  is  not  there 
will  be  so  many  charges  against  liis  lalary 
lor  lost  articles  that  hia  wagec  would  not 
bny  bread."  _ 
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It  is  not  likely  that  the  sleeping  car  porters  of  the 
country  will  be  so  foolish  as  to  undertake  the  strike 
which  the  newspapers  assert  they  are  contcniplatiiig. 
While  many  of  these  men  receive  small  pay,  notwiih 
standing  the  contributions  of  passengers,  on  account 
of  their  being  assigned  to  unfavorable  runs,  a  strike 
would  be  utterly  hopeless  in  view  of  the  facts  that 
their  labor  is  not  of  a  skilled  character  and  that 
while  there  are  less  than  2,000  sleeping  car  porters 
rei|uired  in  the  country  there  are  several  hundred 
thousand  young  colored  men  from  whom  their  ranks 


, could  be  recruited. 


Di.ning  cars  are,  it  appears,  at  last  to  be  jilaced  on 
the  Southern  I’ac  fic  lines,  thereby  ooinploting  con¬ 
tinuous  dining  car  service  across  the  continent  to 
California.  It  is  asserted  that  the  Southern  I’acific 
company  has  placed  an  order  for  the  construction  of 
three  dining  cars,  to  cost  $1,'),(I0(I  each,  which  arc  to 
be  ready  for  the  winter  travel  and  are  to  run  between 
Ogden  and  San  Francisco.  The  introduction  of  such  . 
service  on  the  Central  I’acifie  route  would  of  course 
be  followed  by  a  similar  improvement  on  the  southern 
lino  to  Los  Angeles  and  very  likely  on  the  coast  line  1 
.between  San  Francisco  and  Portland.  y\ 

>  -  ^ 


Remove  the  Bar. 

IS  Moines,  Iowa,  July  16,  1890. 


To  the  Editors  of  The  Kailway  Aoe; 

Returning  from  California  and  reading  over  back  num¬ 
bers  of  The  Railway  Aoe  I  note  with  great  pleasure  your 
admirable  editorial  on  “Remove  the  bar.”  Many,  very 
many  right  thinking  persons  will  heartily  thank  yon  for 
this  note  of  suggestion  and  warning.  To  issue  orders 
that  “no  employe  shall  freqnent  saloons”  or  “nse  liqnors” 
and  then  fnrnish  the  rninons  flnid  in  quantity  and  thns 
tempt  men  to  do  what  in  another  order  is  prohibited  is 
surely  not  consistent.  And  now  if  the  beer  and  wine  sa¬ 
loon  oonld  be  banished  from  the  buffet  sleeping  oars  it 
wonld  be  a  move  in  the  right  direction.  Being  on  the 
trains  almost  constantly  the  evils  are  apparent  to  me. 

Sam’l  B.  Babnitz. 


The  Pullman  company  is  building  15  fine  vestibule  draw^  i 
ing  room  sleeping  and  buffet  oars  for  the  Delaware  Laoka-  I 
wana  It  Western  road  for  service  between  Buffalo  and  j 
New  York  city  in  oonneotion  with  the  Grand  Trunk 
road  for  Chicago. 

Hussle— Pullman  of  ChicafiO  had  an  order  for  a  parlor 
car  the  other  day  to  be  done  in  48  hours  and  he  got  it  out. 
What  do  you  think  of  that? 

Flash— Friend  o'  mine  in  New  York  had  10  minutes  to 
make  a  train  in  yesterday  and  he  made  it.  — [Ex. 


The  Chicago  Evening  Post 

SATURDAY.  JULY  215.  185)0. 

NOVEL  WAR  IN  RATES. 

Pullman  and  Wagner  Companioa 
About  to  Begin  Cutting. 

RESULT  OF  THEIR  LONG  FEUD. 


Agrefesslvo  Policy  Lately  Adopted  by 
the  Vaiidorbllts— UortUs  and  Chairs 
Likely  to  Be  'N'cry  Cheap. 


Raraors  are  afloat  that  a  war  In  rates  1 
one  class  of  passenger  traflle  is  likely  1 
break  out  in  a  new  and  unexpoctod  placi 
IXeretoforo,  when  the  roads  have  had  o 


0  burying  their  ton: 
miles  of  their  coiiipe 

Iways  remained  ste 
Is  might  eari'y  their 
nothing  and  offer 


idy.  The  west- 
passengers  for 
ill  kinds  of  in- 


respeetive  lines.  The  agents  of  the  trunk 
Hues  might  break  each  other’s  heads  over  the 
unigraut  businer.s  and  carry  pas.sengers  from 
Chicago  to  New  York  for  nothing,  but  still 
the  rates  of  berths  in  Pullman  sleepers  and 
scats  in  their  palace  cars  remained 
the  same.  They  knew  nothing  of  cuts 
and  were  strangers  to  all  demoralization. 
Now  it. is  said  they  have  got  to  comedown 
to  the  level  of  ordinary  passenger  rates  and 
bo  subject  to  the  same  kind  of  rough  hand¬ 
ling  as  these  have  had  to  endure.  A  rate 
war,  it  is  said,  is  to  be  shortly  iuaugurated 
between  the  Wagner  and  the  Pullman  com- 
pauioa.  The  comiietitlon  between  them  is 
becoming  keener  and  more  bitter  every  day. 
For  year.s  past  the  Pullman  company  has 
been  trying  to  gobble  up  the  only  rival  that 
has  offered  it  imy  oppu.sitiuu  to  speak  of  in 
Its  desire  to  mouoi>olize  the  business  of  the 
whole  country.  It  is  said  that  it  would 
gladly  have  paid  three  times  the  face  value 
of  each  share  of  Wagner  stock  if  thereby  it 
could  only  have  secured  control  of  the  af¬ 
fairs  of  its  great  competitor.  A  greater, 
even,  than  Pullman,  though,  hold  command 
of  the  situation,  and  the  V auderbilts  refused 
to  go  into  any  alliance  with  the  Ital¬ 
ian  nobleman.  Not  content  with  refusing 


Tjrn.yo 


An  evening  paper  published  the  absurd  ru¬ 
mor  yesterday  that  the  Pullman  and  Wagner 
Sleeping-Car  companies  were  about  to  engage 
in  a  serious  rate  war.  While  it  would  no 
doubt  be  gratifying  to  the  public  if  a  reduc¬ 
tion  in  the  present  exorbitant  charges  for 
sleeping-car  accommodations  were  mode, 
there  is  not  the  slightest  prospect  that  this 
will  be  done  voluntarily  by  the  tw6  great  cor¬ 
porations  which  control  the  entire  sleeping-car 
service  of  this  country.  The  only  chance  tor 
the  pubUc  to  ever  enjoy  lower  sleeping-car 
rates  than  are  now  in  effect  would  be  by  Con- 
grcssioual  or  legisUtive  action.  Both  Mr. 
Pullman  and  the  Vanderbilts  (the  latter  own¬ 
ing  the  Wagner  company)  have  too  good  an 
eye  for  the  main  chanc^to  engage  in  a 
rate  war.  During  all  their  squabbles  and  dis¬ 
agreements  they  have  never  had  smy  trouble 
as  reganis  the  maintenance  of  rates.  Neither 
could  gain  anything  by  such  a  fight.  A  rate 
war  would  not  help  them  to  adjust  the  con¬ 
tentions  between  them.  Both  parties 

are  so  wealthy  and  powerful  that 

they  could  stand  a  rate  war  for 
any  length  of  time  and  neither  would  feel  the 
loss  very  seriously.  The  bone  of  contention 
between  the  two  companies  is  as  to  which  is 
to  have  the  greater  number  of  roads  over 
which  to  run  its  cars.  The  Wagner  cars 
run  a^SBt  exalHgively  over  lines  owned  and 
controlled  by  the  Vanderbilts,  and  the  reason 
.4hat  Wmrnpf  nnm  hovo  lately  supplanted  PulL 
man  ears  on  a  large  number  of  roads  is  due 
to  the  fact  that  the  Vanclerbilfts  h^e  acquired 
control  or  a  large  interest  in  such  Tbflds.  The 
only  way  by  winch  Mr.  Pullman  can  hope  to 
keep  the  Wagner  cars  from  obtaining  fisher 
foothold  in  the  territory  he  now  controls  is  to 
give  his  roads  favorable  terms  and  make  long- 
tiirreriBontrrajtflsrWtth  them.  This  is  the  course 
Mr.  Pullman  has  pursued  for  some  time  past, 
and  he,  no  doubt,  intends  to  pursue  that  ^ 
course  in  the  future,  or  at  least  until  such 
time  as  an  agreeirient  can  be  perfected  be¬ 
tween  the  two  companies  for  an  amalgama-  ' 


l?ufal0  ©cueing 
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LUXURIOUS  CARS 

Exhibition  of  the  B.  &  O.’a  New 
and  Magnifloont  Royal 
Blue  Line 

Hundreds  of  railroad  men  and  citizens 
who  pass  much  of  their  time  traveling 
expressed  their  admiration  of  tbs  new 
D  Baliimors  and 

Ohio  Railroad  Company,  which  was  on 
exhibition  at  the  depot,  Twenty-third 
and  Chestnut  streets,  late  yesterday 
afternoon.  The  train  consists  of  a  parlor 
oar,  a  passenger  coach,  a  combination 
eeanh  and  a  baggage  car.  The  equip¬ 
ment  when  complete  will  consist  of  thirty 
ooaohes,  which  will  be  used  exolusively 
for  the  six  fast  express  trains  that  run 
over  the  Baltimore  and  Ohio,  Philadel¬ 
phia  and  Reading  and  Joisay  Central 
Railrosds  between  New  York,  Philadsl- 
'  phia  and  Washington. 

I  The  coaches  are  all  constructed  on  the 
I  vestibule  pattern  by  the  Pullman  Com¬ 
pany,  and  are  equal  iu  comfort  as  well 
as  strength  to  the  famous  sleepers.  The 
color  of  the  oars  is  a  royal  blue  with  sil-  I 
ver  stripes,  each  coach  being  ornamented 
with  a  coat  of  arms,  in  colors,  of  Penn¬ 
sylvania,  Maryland  or  New  Jersey, 
hvery  car  has  been  supplied  with  a  Jan- 
ney  platform  and  an  anti-telescoping  at¬ 
tachment.  * 

.  The  appointments  are  luxurious  and 
perfect,  a  feature  being  a  smoking  apart¬ 
ment  attached  to  each  coach,  which  hat 
also  an  elogantly-fitted  toilet-room.  The 
parlor  oar  is  furnished  with  revolving 
chairs  upholstered  with  washable  hair 
oushioDB,  made  of  white  horse  tails.  Be¬ 
sides  a  luxuriantly-fitted  smoking  apart¬ 
ment  there  is  a  private  apartment  at 
each  end  of  the  car  which  can  he  se¬ 
cluded  from  the  rest  of  the  oar  by  silk 
curtains. 

The  train  throughout  is  boated  by  hot 
water,  whioh  is  heated  by  steam  from 
the  loeomotivo,  and  in  each  oar  is  an 
emergency  heater,  isolated,  whioh  oan 
heat  the  water  in  case  of  an  accident  to 
the  locomotive.  The  lighting  is  done  by 
a  system  of  four  burners  to  each  globe 
whioh  gives  a  clear,  steady  light,  and 
which  is  so  regulated  that  all  or  one 
burner  can  be  turned  on  or  off  at  a  time. 
The  gas  is  stored  in  tanks  under  the  oars 
and  runs  through  pipes  over  the  roofs, 
and  each  oar  can  carry  a  forty  hours’ 
supply. 

The  passenger  ooaohes  have  seats  for 
seventy  each,  and  each  car  has  a  porter 
In  charge  to  look  after  the  wants  and 
oontribute  to  the  convenienoe  of  the  pas- 
;  seugers.  The  train  has  gone  to  Baltl- 
I  more,  where  it  will  be  exhibited  prior  to 
being  put  into  regular  service. 


-fp 


Chicago,  Milwaukee  &  St.  Paul  R’y  Co. 


OFFICE  OF  THE  PRESIDENT. 

‘  •  5  8  Uf!V  ' 

Chicago,  July  31st,  1890. 

Cl  RCU  L.AR. 

Mr.  E.  P.  Ripley  has  been  eleeted  Third 
Viee-President  of  this  Company  and  will  have  eharge 
ol  its  Traffic  Affairs,  and  perform  such  other  duties 
as  may  be  assigned  to  him  by  the  President  or  Board 
of  Directors. 


President. 


SUWANKK  RI^i^IR  ROUTE 
TO  FLORIDA. 


<|eornia  ^outhcrn  ^  ^^'loriila  |{ailroail, 
^acon  ^  IJjirmiiii^liam  |{ailroail. 

CIRCULAR  No.  9. 

frei'/^ rM^rr/  (^-f fife 

e've'l  ^'iz  ^ 

fCf.  //  /e  U- ee^ ■fzzj.ee/ y/jy^eij^c 
ez-ize-t  zhjrzt'ijf  '/fet-if  i  ~/\j:if  /= 


^ez<fzee:z:) 

J^e-neta/ G^ikcftt^ezete 


Richmond  and  Danville  Railroad  Company. 

OFFICE  OF  GENERAL  MANAGER, 

WASHINGTON,  D.  C,  July  31st  1890. 

General  Order  ) 

No.  39.  f 

I.  Mr.  I.  Y.  SAGE  having  resigned  his  position  as  General 
Superintendent  of  the  Georgia  Pacific  Division,  that  office  is 
hereby  abolished. 

II.  The  jurisdiction  of  Mr.  W.  H.  GREEN,  General  Super¬ 
intendent  of  the  lines  east  of  Atlanta,  is  hereby  extended  over 
the  Georgia  Pacific  Division,  taking  effect  this  date. 


General  Manager. 


THE  COUnmS-JOTJElN'^AE:  LOpTSTII.LE, 


1890. 


S  r JbA'S^OnXIKG,  JULY  27, 


iCortablr 


Long  bofore  the  vestibiile  nnd  tho 
Improved  methods  of  heating  and  Ught- 
In;',  the  dining,  or  hotul,  oar  waa  built, 
Attached  to  the  train,  a  tew  minutes 
before  meal  time  the  passenger  only 
has  to  'wnlk  in,  take  a  seat  and  order 
a  meal,  tho  cuisine  being  of  tho  stylo 
and  quality  of  the  best  m^tropulitaa 
hotels,  the  prices  at  the  rate  of  sev¬ 
enty-five  cents  and  one  doUar  for  each 
meal 

A  oortain  class  of  people  do  not  care 
to  travel  in  the  common  day  coatihes 
by  iky,  and  tii.9  psrk»  ««  tgw  built. 


[ow  Long  Rides  By  Ball  Have 
Been  Transformed  Into  De- 
lightful  Journeys. 


The  First  Pullman  Complete  Sleep- 
inc-Oar,  the  "Pioneer,”  Com¬ 
pared  With  the  Modern. 


Uag-uiacent  Safety  Yestibnie  T 
Compoied  of  Sleeping,  Parle 
and  Dining:  Cars, 


mIiuu  Ltud, 


Provided  With  Bath  Eooms,  a  Barber 
Shop,  and  Everything  Else 
For  Comfort. 


INTERIOR  or  A  SLEEPER. 

Rich  oarpetfl.  hangings  and  upholsterlngs 
began  to  be  used,  then  came  the  buffet, 
provided  with  an  oil  stove  and  every¬ 
thing  necessary  to  provide  a  nice  lunch 
served  ou  a  movable  table  at  tho  trav- 
erer'B  seat.  As  time  went  on  the  hang¬ 
ings  and  furnishings  became  richer,  but 
occasionally  there  would  be  a  wreck  andi 
the  handsome  palace  mounted  on  paper 
wheels  would  be  demolished.  The  great 
sleeping  oar  magnates  set  the  heads  of 
their  men  to  thinking,  and  the  result 
was  the  vestibule  car,  which  is  to-day 
comparatively  new.  As  far  as  safety  in 
ti-avol  is  oonoemed  It  is  nest  in  order 
to  the  Westinghouse  nlr  brake.  In  a 


THB  FINKaT  THAIW  ON 


passengers  pan 
spoudenee  wUil 


DXaJtY  by  day 
and  night  is 
now  demanded 
by  tho  travel¬ 
ing  public,  and 
the  raUruad 
that  provides 
the  boot  cars 
and  the  fastest 
trains  gets  the 
tlrrough  busi¬ 
ness,  ivhile  iVi, 
cumivet  i  t  o  r 
lug¬ 


ging  behind  get  left. 

When  Georgo  Pullman  bull 
“Pioneer”  in  1864,  which  was  t 
C'mplete  Pullman  car,  a  new  era 
toad  travul  began.  Tho  car  wc 
in  the  Chieago  and  Alton  yards  _  _ 
cago,  at  a  cost  r  1  il8,000,  which  seemed 
tremendiiiia  in  those  days.  A  few  years 
later  tho  cars  were  still  looked  ou  as 
a  luxury  which  only  the  rich  could  af¬ 
ford,  hut  now  tliere  are  few  who  have 
to  travel  all  night  who  will  not  plonk 
clown  $2  for  a  berth  on  one  of  the  1V11- 
man  or  Wagner  curs,  so  that  ho  can  got 
a  good  night’s  sleep  and  wake  up  not 
Covered  with  dust  and  cinders.  Many 
years  have  passed  since  the  “  Pioneer” 


DimWO  EN  BOOTB. 

is  composed  entirely  of  vestibule  oars, 
tlie  one  next  to  the  engine  being  a  com¬ 
posite  baggage  and  smoking  oar.  Tho 
tmln  Is  heated  throughout  by  steam  from 
tho  locomotive  and  lit  by  electricity, 
the  current  being  generated  by  a  dj  ,iuuio 
in  the  baggage  compartment  of  the  com¬ 
posite  car.  Next  to  tliis  car  is  tho 
dining  car,  tod  there  arc  throe  sleepers, 
fitted  up  in  white,  mahogany  an  dold 
gold.  Two  of  the  cars  ure  state  room 
cars,  that  is,  each  berth  is  separate  from 
the  other,  and  a  patty  of  two  or  four 
can  occupy  a  comportment  in  strict 
privacy  at  niglit. 

These  oomporlmont  cars  are  being  used 
in  America  more  and  more  each  year 
and  the  Mann  Boudoir  oars  now  owned 
by  the  IhiUnian  company  are  built  on. 
this  plan.  The  Louisville  Southerni 
toses  those  coaches  exclusively  betweew 
%tful8Vllle,  and  Chattanooga.  Fnrtl^ 
miirovcmeuW  may  be  expected  and  <sij«h 
^eUtf  long  railroad  ride  grows  less'Ad 
vhmTfcti  rpsonie  task  and  becomes 
■iKu^il^  doUghtful  jouniey^  4 


THE  VESTIBULE. 

With  the  coming  of  the  vestibule 
attempts  were  made  to  do  away  with 
the  deadly  oar  stoves  and  heaters ;  also, 
tlib  coat^  lamp.  Bunte  roads  Ihave 
abolished  them,  a^id  now  running  into 
fjOulBville  are  elegant  Wagaer  and  PulU 
tnan  BledPlng-earR,  fitted  with/  steam 
lieaters,  electric  lights  and  gas  fixtures. 
Some  of  the  cars  are  provided  -with 
elcotrio  lights  in  each  berth.  The  cars 
fitted  with  dectrio  lights  run  on  tho 
through  tratna,  and  when  detached  from, 
the  TMulax  train,  the  current  k  lur- 
nished  by  a  storage  battery,  and  w'hcn 
ou  a  regtilar  troiu  by  a  dynamo  on  the 
tender  of  the  engine  or  in  the  baggage 


Kansas  City,  St.  Joseph  &  Council  Bluffs  R.  R.  Co. 


St.  Joseph,  Mo.,  August  i,  1890. 

Mr.  W.  C.  Brown  is  appointed  General  Manager, 
with  headquarters  in  St.  Joseph,  to  take  effect  on  this  date. 


APPROVED 


\/\lftSH'N 
S'!-/!  fi 


THE  BLUE  LINE. 

Gucits  of  the  Baltimore  and  Ohio  En- 

-Certuliied  on  a  Superb  Train  of  Care. 

Baltimore  and  Ohio  railroad  officials  gave  a 
noTel  reception  yesterday  on  board  a  train  ol 
oars.  A  great  many  guests  were  invited  to  the 
Baltimore  and  Ohio  depot  to  inspeot  a  new 
train  of  Pullman  cars  to  bo  run  on  the  fast  line 
between  Washington  and  New  York.  This  line 
is  already  known  as  ••The  Koyal  Blue  Lino”  on 
account  of  the  prevailing  color  of  the  exterior 
of  the  oars.  The  train  that  stood  in  the  depot 
yard  with  its  huge  now  engine  which  will  run 
it  between  this  city  and  New  York  at  the  rate 
of  60  or  60  miles  an  hour  represent  about  the 
furthest  advance  made  in  point  of  elegance 
and  comfort  in  traveling,  'me  ordinary  pas¬ 
senger  coach,  which  is  eight  feet  longer  than 
usual,  is  handsomely  upholstered  and  has  a 
cozy  smoking  compartment  partitioned  off  at 
one  end.  The  Pullman  parlor  car  is  most  con¬ 

venient  in  its  arrangement  and  Inxurious  in  its 
fittings.  In  keeping  with  the  rest  of  the  train 
0»en  the  baggage  car  is  elegantly  finished.  The 
cars  are  lighted  with  gas,  which  is  stored 

away  under  heavy  pressure  in  tanks  under¬ 

neath  the  body  of  each  car.  The  result  is 
an  illumination  at  night  that  will  enable  one  to 
road  with  comfort.  All  of  the  latest  devices  to 
add  to  comfort  and  iniure  safety  have  been 
placed  in  those  cars— improved  air  brakes,  au¬ 
tomatic  signals,  Janney  platforms,  with  vesti¬ 
bule  connections  and  the  Pullman  anti-tele- 
scoping  arrangements.  The  vestibule  plat¬ 
forms  dre  brightly  illuminated  at  night  with 
gas,  so  that  the  passage  from  one  car  to  an¬ 
other  can  be  made  without  going  out  into  the 
dark.  The  huge  new  Baldwin  engine  attached 
to  the  train  was  as  far  ahead  of  the  ordinary 
locomotive  as  the  coaches  behind  were  ahead 
of  the  ordinary  railroad  oars.  It  is  a  coke- 
burning  engine  and  makes  no  dirk  The  rail¬ 
road  officials  have  such  confidence  in  the  clean¬ 
liness  of  the  engines  of  this  pattern  that  they 
have  had  Pullman  cars  intended  for  the  “Blue 
line”  upholstered  in  plush  of  delicate  cream 
tints.  The  guests  of  the  company  yesterday 
included  many  Members  of  Congress,  news¬ 
paper  mou  and  well-known  citizens.  A  stream 
of  guests  were  passing  through  the  train 
for  two  hours.  They  were  received  by 
tiaucral  Passenger  Agent  Scull,  Oeneral  Agent 
Alvey  and  City  Passenger  Agent  Smith  of  the 
Baltimore  and  Ohio,  and  Mr.  N.  Main,  the  rep¬ 
resentative  of  the  Pullman  Company  in  Wash¬ 
ington.  In  the  baggage  cor  a  table  was  set  and 
the  guests,  after  inspecting  the  cars,  discussed 
the  marvels  they  had  witnessed  over  a  colla¬ 
tion  quite  as  elegant  as  anything  else  about  the 
train.  The  Baitimoro  and  Ohio  Company  is 
having  other  coaches  of  the  same  sumptuous 
character  constructed  and  as  rapidly  as  possi- 
blejwill  equip  all  the  ‘‘flyers”  betw  een  Washing- 
‘on  and  New  York  in  this  superb  manner.  . 


Pf//L/IDA 
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“THE  ROYAL  BLUE.” 


&  O.’S  NEW  LIMITED  CARS. 


plendict  Eqalpinent  for  the  Baltimore 
and  <)lilo‘s  Now  York  Trains. 

A  largo  number  Of  railroad  officials,  news¬ 
paper  men  and  others  assembled  at  the  Bal¬ 
timore  and  Ohio  Kallroad  Station,  at 
Twenty-fourth  and  Chestnut  streeU,  yes¬ 
terday  afternoon,  to  Inspect  a  train  of  the 
new  passenger  equipment  which  Is  soon  to 
bo  put  In  operation  between  New  York, 
ATraintVai  at  the  Station  Yesterday  and  Philadelphia  and  Washington.  Thoequlp- 
the  Coaches  Were  Greatly  Admired.  nient  when  complete  Will  consist  ot  thirty 
Railroad  ofiScials,  Oonncilmen  and  a  large  coaches,  which  will  be  used  exclusively  for 
number  of  other  well-known  citizens  yester-  the  six  fast  express  trains  that  run  over  the 
day  afternoon  inspected  one  of  six  new  trains  I  naUiinore  and  Ohio,  Philadelphia  and 
shortly  to  be  put  into  operation  by  the  Balti-  Reading  and  Jersey  Central  Railroads  be- 
more  and  Ohio  Railroad  Company  between  tween  the  points  named. 

New  York  and  Washington.  All  were  of  The  cars  are  the  product  of  the  Pullman 
the  opinion  that  the  cars  were  of  the  finest  Company  shops,  and  are  considered  by 
build  and  the  most  handsomely-furnished  many  railroad  men  to  surpass  in  elegance 
that  ever  rested  on  wheels.  The  cars  are  just  completeness  any  passenger  coaches 

out  of  the  shops  of  the  Pullman  Company,  »»  ‘  La 

and  are  painted  a  glossy  dark  blue  with  sill  ^ho  train  on  exhtbl  loi,  y^^^^ 
ver  trimmings,  from  which  the  train  is  called  “I 
“The  Royal  Bine  Line."  On  the  sides  of 

^rwl*^d“p  painted  ibe  coat  of  arms  of  dark  blue,  decorated  In  silver,  and  I 
Maryland,  Peimsylvania  and  New  Jersey,  in  received  the  appellation  of  ..The 

honor  of  the  three  States  through  which  the  s,oye.l  Blue.”  The  passenger  coaches  within 
*  t  ^  ,  ■  .are  finished  In  buy  wood,  mahogany  and 

The  coaches  are  finished  In  mahogany  and  .  .  —  . 

oak  in  the  interior  and  are  sixty  feet  long 
with  a  seating  capacity  of  seventy.  The  up¬ 
holstery  is  partioularly  rich  and  luxurions. 


Each  ear  contains  a  smoking  and  a  toilet 
room.  The  illumination  of  the  train  is 
strikingly  unique  aod  complete.  It  Is  pro¬ 
vided  with  a  series  of  ornamental  gas  lamps, 
each  containing  four  jets.  The  system  is 
known  as  the  Pintsoh,  and  condensed  evap¬ 
orated  gasoline  is  stored  In  tanks  under  the 
car  in  sufficient  quantities  to  last  several 
days.  The  lamps  are  arranged  so  that  all 
can  be  lighted  collectively  or  singly,  and 
are  provided  with  a  porcelain  reflector 
which  causes  a  brilliant  and  yet  mellow 
li^t  to  be  cast  uniformly  over  the  car. 

The  heating  apparatus  oonsista  of  pipes 
through  which  water,  raised  to  a  high  tem¬ 
perature  by  the  engine,  is  forced.  All  the 
cars  have  the  Janney  platform  and  are  vesti- 
buled.  Lights  are  under  the  roof  of  eaob 
platform.  These  trains  will  make  the  fastest 
time  of  any  regular  traiu  in  this  country, 
making  the  distance  between  Jersey  City 
and  Washington,  225  miles,  in  five  hours. 

In  addition  to  the  regular  corps  of  porteri 
on  the  Pullman  parlor  cars,  a  porter  will  be 
reserved  to  attend  to  the  wants  of  passengers  1 1 
on  the  general  train.  The  use  of  this 
handsome  equipage  is  without  any  addi¬ 
tional  oost  to  the  public. 


/n/e  /-  ^90 


BE.4.UTIFUL  BAILBOAD  TRAIN. 

The  New  “Blue  Line”  of  the  Baltlmor*  A 
Ohio  Railroad  Company. 

The  first  train  ot  the  new  “blue  line”  of 
the  Baltimore  & 

the  Rtation  at  Twenty-third  and  Cbeetaut 
Streets  yesterday  and  attracted  the  admiring 
attention  ot  hundreds  of  connoiiaenrs,  in- 
oludiiig  som  e  of  Philndeliihia’s 
politicians  and  prominent  officials  of  other 

^^Thir'traln  is  a  novelty  inasmuch  as  aU  ot 
the  coaches  are  constructed  on  the  vestibule 

uUo"'K2i 

In  comtort  as  well  as  streagth  to 


)bo  equal 

_ famous  vestibule  sleopera 

departure  from 


for  70  passengers.  The 
iliolstery  Is  done  In  old  gold  velvet,  while 
e  self-rolling  window  shades  are  of  silk- 
faced  rep  of  the  same  hue.  Each  car  Is  fur¬ 
nished  with  a  smoking  room,  almilar  In 
construction  to  the  separate  compartment 
In  a  parlor  car,  which  Is  fitted  up  In  Har¬ 
mony  with  the  rest  of  the  car,  and 
contains  scats  for  twelve  persons.  Ad¬ 
joining  the  smoking  room  Is  a  toilet 
gentlemen,  supplied  with  a  lava- 
inlng  water,  gas,  etc.,  while  a 
similar  room  lor  Indies  Is  constructed  ut  the 
Ollier  end  of  the  car.  Each  enr  has  a  porter 
In  charge,  who  Is  to  look  after  the  wants  and 
contribute  to  the  convcnicuce  of  the  passou- 
gcia. 

The  entire  train  Is  vestlbulcd  and  every 
coach  Is  supplied  with  a  Janney  platform 
■  intl-telcscopIng  attachment.  The  Sea- 
autoniatlc  signal,  which  Is  connected 
with  the  engine  by  a  tube,  is  also  used. 
The  train  Is  provided  with  safely  steam- 
beating  apparatus,  which  Is  connected  with 
the  engines  and  receives  Its  steam  from  this 
Bonree.  In  case  a  locomotive  without  steam 
connections  Is  used,  or  the  t  rain  left  for  any 
length  of  time  on  a  siding.  Baker’s  patent 
heater,  with  which  each  car  Is  provlded,can 
be  used  as  an  auxiliary  means  of  beating 


Illumination  of  the  train  Is  onnpf  tl 
features  which  strikes  the  vlsllor  as’ being 
particularly  unique  and  complete.  It 
provided  by  a  series  of  ornanieiitnl  and  i 
tisllc  gas  lamps,  each  lamp  furnishing  four 
flames  of  bright  white  light,  which  burn 
side  a  closed  transparent  globe.  They 
also  supplied  with  n  white  porcelain  reflector 
overboad,  which  reflects  the  light  down¬ 
ward  and  sheds  a  brilliant  but  mellow  light 
throughout  tbe  cars.  The  gas  supply  fur 
these  lamps  Is  provided  by  the  Plntsch  sys¬ 
tem  and  Is  stored  In  tanks  under  tbe  car, 
which  contain  an  ample  supply  for  the  trlf; 
from  Washington  to  New  York  and  return. 
■  •  •  longer  runs  are  easily 


invMtional  yellow  aud 
brownish  red.  and  it  of  a  pleasing  royal  Wn^ 
with  silver  stripes,  each  car  being  ornamented 
with  a  coat  ol  anna.  In  colors,  of  PenusylvanU, 
Maryland  or  New  Jersey,  representing  the  Stales 
through  which  seven  of  the  new  trains  will  run 
each  way  daily  between  Washington 
York. 

From  the  baggage  carlo  the  parlor  car  ip  me 
>ar.  every  coach  Is  perfect  in  appointment,  and 
each  cat  has  been  especially  constructed 
view  to  avoid  telescoping  ^ 
collUlon.  Another  feature  la  a  smtAjlfl 
log  apartment  atiached  to  each  coach,  equal  In 
appointments  to  the  regular 

smcklng  apartments.  Each  coach  has  alao  M 

-  room,  wltn  towels,  mirrotsand  everything’^ 

neccsBftry  except  *  razor  atid  a  tooth  brush,  liio 
upholstering  is  of  the  tlucst  seal  plush  and  lb* 
seals  are  broad  and  roomy.  The  pnflof 
furnished  with  revolving  chairs  upholstered jnUi 
washable  hair  cushions,  made  of  while  horse 
tails  Besides  a  luxuriantly  fitted  smoking 
parlment  there  tsa  private  apartment  “* 

id  of  thecar  which  can  be  scclooed  I - — 

ist  ot  the  oar  by  silk  curtains.  i 

‘The  train  throughout  Is  heated  by  hot  water 
•hlch  Is  heated  by  steam  Irom  the  locomotlTV 
nd  In  each  ear  is  an  emergency  heater.  Isolatetffl 
•bloh  can  heat  the  water  In  case  of  an  acoldeifl 
>  the  locoraeilve.  The  lighting  Is  done  by* 
astern  ot  four  burners  to  ouch  globo  which  gWF 
clear,  steadv  light,  and  which  la  so  regulated 
sat  all  or  one  burner  can  be  turned  on  or  off  at 
_tlme.  The  gas  la  stored  In  tanka  under  the 
cars  and  runs  through  pipes  over  the  rooQ,  ano 
each  car  can  carry  a  forty  hours’  supply. 

Vice-President  C.  K.  Lord,  assisted  by  buperlh^- 
.anuent  J.  Van.  Smith  and  Passenger  Agent  G 
R.  Maekenzl%made  It  pleasant  tor  the  vlsito™, 
especially  Mr.  Mackenzie,  who  made  a  number 
of  his  characteristic  speochea  Meaara  sMniH 
dale  and  Downing,  of  tbe  Pennsylvania 
expressed  tholr  admiration  ot  the  train.  Wil¬ 
liam  E  Lockwood  had  no  objection  to  makeWRl 
admitted  that  It  was  all  right.  Among-trfh^ 
present  were  EC.  Knight. Senator  MacAl^r.GW^ 
Engineer  Smedley.E  K.  Jamison.  Train  Matter  J. 
E  Spurrier.  Freight  Agent  George  T.  Lincoln. 
Superintendent  of  the  Baltimore  &  Ohio  Dining 
Car  Service  Q.  E  Duvoll,  M.  K.  Pa«imore.  Itmm 
Martin,  Eastern  superintendent  of  th^o  PullmM 
Car  Service;  J.  S.  Merrill,  superintendent  of  th* 

Pullman  service  on  the  Baltimore  &  OJ»to 

tern-  Edward  E  Sbarwood,  secretary  ComlIla^ 
olal  Excbange.  The  train  lell  ®'‘’**“®^ 
whore  it  will  be  held  until  August  10,  when 
regular  wrvlce  will  begin.  ^ 


d  lor,  a 
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- service  between  St.  Louis,  New  York, 

Chicago  and  Boston,  making  the  round  trip 
with  one  filling  of  the  lankis.  The  use  of  j 
these  lights  not  only  does  away  with  the 
dlsHgreeuhle  smell  attending  on  the  use  of 
kerosene  oil,  but  a  much  safer  and  more 
brilliant  light  Is  ntl'urded.  Besides  the  oars, 
the  vestibules  arc  also  supplied  with  these 
lights,  and  easy  access  to  and  egress  from 
tbe  coaches  at  night  Is  secured. 

Among  those  who  visited  the  train  yes¬ 
terday  were  E.  C.  Knight,  C.  K.  Lord,  J. 
Van  Bmllb,  Geo.  J.  LIdcoId,  C.  R.  Mac¬ 
kenzie,  IL  W.  Uow,  W.  E.  I-ockwood,  B. 
K.  Jamison,  W.  B.  Thornton.  E  K.  Ste¬ 
venson,  S.  L.  Smodley  and  ILW.  Downing. 


'fcua.ilf- 
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I  K  ■mndiom*  Tr«ln  of  CoiiehM  on  th« 

I  P  BftUlmorB  mild  Ohio. 

\  f  Upon  a  sida  track  In  tbe  yard  of  tha 
Baltimore  and  Ohio  depot  yesterday 
'  attemoon  atood  tha  handsomest  train  of 
passenxer  coaches  In  this  country  and 
^refore  in  the  world.  The  rich  and 
aloaty  dark  blue  exterior  of  the  cars, 
with  neat  silver  trimmings,  reflected  the 
bright  July  sun  and  made  a  brilliant 
nicture.  An  artistically  painted  repre- 
Motatlon  of  the  Maryland  coat-of-arma 
adorned  each  side  of  the  cwichea.  while 

ton.’’  Indicated  the  cities  between  which 
the  train  will  run.  The  blue  color  of  the 
can  ii  somtthlnif  n«w 
h&s  Already  been  christened  ‘The  Royal 
,  Blue  Line/  Ae  Its  speed  averages  a  mile 
A  minute,  eomebody  suggested  yesterday 
that  It  will  look,  as  It  flies  acr(^  tha 
country,  like  a  streak  of  blue  lightning. 

The  cars  are  fresh  from  the  Pullman 
ahona.  and  are  the  finest  snecimens  of  rail¬ 
road  rolling  stock  ever  sent  out  frona  tliat 
famous  manufactory  of  paUces  on  wheels. 
They  are  hnllt  of  bay-wood,  which  closely 
resembles  mahogany,  with  a  roof  of  oak. 
All  the  conveniences  which  a  parlor  car 
affords  are  to  bo  found  In  thw  regular 
nasaenger  coaches.  An  unmolested  view 
and  a*^  flood  of  light  Is  afforded  by  the 
niate-glass  twin  windows,  while  heavy  rep 
curtalnB  take  the  place  of  the  ordlni^y 
wooden  shutter.  Cinder  screens  and  de-  v 
fleotors,  common  in  all  Pullman  cars,  are  / 

*'iufi^sixty  feet  in  length,  or  eight  feet 
longer  than  the  naual  coach,  there  la 

Saswingers  tha^^TOmy.  old-gold  plush 
jinholsttred  seats.  There  is  also  a  delight- 
■Uly  cosy  smoking-room,  with  lounge  and 
easy  ohaira,  in  one  end  of  the  oar,  and  Im¬ 
mediately  adjoining  it  ia  a  retiring-room 
lot  men.  fitted  with  washstand  and  toilet 
“ "lessories  exactly  similar  to  those  found 
f  the  finest  Pnllman  aleeping-oars.  A 
feot-room  tor  ladies  isat  the  other  end  of 
■  I  ear  Tbe  partition  which  cuts  off  the 
oklng-room  affords  a  place  for  a  large 
which  reflects  the  entire  length  of 

Jnde’rneaMi  each  car  la  a  tank  feet 
ig  and  nearly  two  feet  In  diameter 
Bd  with  a  thousand  feet  of  comoressed 
an  ample  supply  for  four  four-flame 
gas-lamps  for  forty-eight  hours.  The  gas 

nary  kerosene  oil  lamp  an<f  is  entirely  free 
’  from  the  disagreeable  odor  tliat  always 
Ijioeompanies  burning  oil.  The  method  of 
lighting  used  is  known  as  the  Pintsch  gas 
>«tern.  Gas  lamps  Illuminate  the  vesti- 
'  bules  and  plattorms.so  that  in  passing  from 
'  car  to  car  and  In  getting  on  and  o® 
the  dangers  of  the  usual  dark  platforms 
are  entirely  avoided.  All  the  cars,  it 
Should  be  added,  are  vestibiilcd,  have  the 
Wanney  platform  and  the  Pu  l  man  anti- 
sMosooplng  arrangements,  rendering  acci¬ 
dents  by  telescoiiing  almost  impossible. 
The  cost  of  each  car  is  about  19,000,  or 
±Wlc«  tlie  average  value 

The  train  was  inspected  yesterday  by  a 
large  number  of  promineut  people  of  this 
BtfL  and  naturally  attraoteil  a  lull  repre¬ 
sentation  of  railroadmen,  among  lliem  be¬ 
ing  L.  S.  Brown,  District  passenger  agent 
of  the  Richmond  and  Danville  road.  Ihe 
visitors  wore  received  by  Genersl  I  assen- 
ger  Agent  Scull.  General  Agent  Alvey, 
and  City  Passenger  -Agent  Sn'>G>.  of  toe 
Baltimore  and  Ohio,  and  Mr.  N.  .Main,  the 
representative  of  the  Pullman  ('onipany 
Tu  Washington.  The  clean  and  liaiidsom^e 
dMgaae  car  was  transformed  I  n  •  o  a  lu  iich- 1 
“^V^nd  sronn  I  the  long  table  the  ^mesta  | 


/ 


Till 


luxury  on  wheels. 


I  of  Traveling  to 
..0.1111.61011  or  New  York. 

Iho  beautiful  cars  ot  the  new  ‘Tvoynl 
Blue  train”  of  the  Plilladelpl.ia  and  Read- 
lag,  the  Baltimore  and  Ol.io  and  the  New 
Jersey  Central  Railroad  Comiiaiiies  were 
the  admiration  of  a  throng  ol  poonle  who 
aB.sembled  at  the  Baltimore  and  Ohio  Rall- 
road  Kiati-m,  Tweuty-foiirth  and  Chestnut 
cl  tiiem^*  aftcriioou  to  gel  a  gliiujiso 


train  consisted  of  a  baEca-.a  p-.r  » 
emhination  coach  and  baggage “rar  two 
?  l'“>l“»b”arror 
ai.  i  hoy  nro  a  aeviation  from  the  con- 

Itunuylvania  and  Kew  Jersey,  tbrouffli 
wJiich  they  p.,8s  on  their  trip  between 
W^'ll.lngto.’.  Baltimore  and 

arfi-eMn.myt  '“*7®,  Janney  platform, 
aro  vostiuuied  aud  have  the  anthteleBrnn. 
lug  attnehmont.  They  are  also  supplied 
w  ilpl  ’'utomalic  signal  device, 

vwiicli  cuniiecis  by  a  tube  running  under 
the  engine.  They  are  illuminated  at  niglit 
wi.h  compressed  gas.  each  car  carrying  ! 
lorty  hours  suimiy,  „,„i  nie  heating  is  by 

acr  otnmodatlnns  for  70  i.ersous.  A  sm"k! 
mg  apartment  ia  attached  to  each  one 
Which  is  eyiial  to  a  Pullman  car.  The 
toilnt  rooms  aro  well  cqulnpad  and  the  ud- 
lolstoring  Is  of  the  linest  plnsli.  Tho  par- 
wm  “i"  i"*  ’*  ’’“J  1*  upholstired 

vv  th  horse-hair  cloth  made  of  the  tails  of 
Whbo^horsea.  The  wood  work  is  of  oak  and 

n.  '>“V«  six  tr.ilus  of  these 

cars,  which  w  1  run  dally  Iroin  Vsw  v,„  tr 
to  Washington.  ^  ^ 


THE  ROYAL  BLUE. 


gathered  to  toast  the  ^enterprise  and  pros¬ 
perity  of  the  road.  A  beautiful  parlor  car, 
upholstered  in  white  hair  cloth,  which  will 
be  a  feature  of  the  train,  was  also  greatly 
admired.  As  the  engines  drawing  tnese 
New  York  trains  burn  coke,  there  is  no 
dust  or  cinders,  and  the  white  covering  of 
the  chairs  is  always  clean. 

“The  Baltimore  and  Ohio  Road,”  said 
Mr.  Scull,  to  a  Post  reporter,  “has  invested 
1300,000  111  these  superb  coaches,  and  it  is 
proposed  that  all  tho  cars  purohaaed  in  tho 
future  shall  be  up  to  this  high  standard. 
For  instance,  if  we  need  fifty  new  cars  for 
emigrant  traflSo,  we  will  take  our  ordinary  ' 
coaches  for  that  purpose,  and  buy  Pullman 
cars  for  passenger  travel.  Each  month, 
since  the  Now  York  through  service  was 
established,  has  shown  an  increase  in  busl 
ness  over  the  previous  month.  We  are  also 
proud  of  the  fact  that,  although  onr  in¬ 
crease  of  busl  ness  last,  year  was  14  per  cent, 
over  the  previous  yedr,  owing  to  the  enor¬ 
mous  traffic  connected  with  the  inaugura¬ 
tion  and  the  conclave,  nur  increase  this 
year  will  be  equally  as  larm,  without  any 
abnormal  Influences  to  swellour  receipts.” 


jj  An  DnofflolBl^I.«p«-ctlon  ot  the  Baltimoro 

nm"  “'®  Baltimore  and 

Ohio  Station  at  Iwenty-fourtli  and  Chestnut 
streets  yesterday  atlernoon  there  stood  a  line 
01  cars,  which,  for  several  hours,  was  sur- 
rouuded  by  an  admiring  crowd  of  people, 

I  “  1  centre  of  attention  from 

ail  the  incoming  and  departing  travelers. 

I  It  was  the  wonderful  new  “Royal  Blue- 
tram,  soon  to  be  put  in  regular  sei  vice  be- 
I  York  and  Washington,  and 

which  IS  said  to  be  the  finest  equipped  train 
in  the  country.  ^ 

Invitations  had  been  issued  to  the  riewspa-  * 
pers.  railroad  men  and  others,  and  some 
time  was  spent  in  enjoyable  inspection  of 
the  cars.  Tne  train,  which  is  a  counterpart 
of  six  others,  derives  its  title  from  tlie  exte- 

rior  appearances  of  the  coaches,  which  are 

finislied  lu  dull  indigo  blue,  with  silver 
irl?"/]'"®?;  .  ^‘'®‘'®  “''®  ooaclies,  each 
from  the  Raltimore  shops.  Each  car  is  sixty 
leet  in  length  and  will  accommodate  seventy 
people.  Eacli  is  liandsomelv  and  brightly 
finished  in  rich  old  gold,  and  sevcril  re¬ 
markable  features  have  been  introduced. 

in  the  cosy  smoking  compartment  there 
are  shades  before  tlie  windows,  dust  screens. 

heavy  carpets  and  well-appointed  toilet  ar¬ 
rangements.  The  Rulinmn  on  the  rear  of 
W®i.!f®‘u  of  comfort  and  luxury. 

White  horsehair  chaire,  one  of  many  ne'w 

I  inn!?.'®,®’  “?®  “®,®‘^;.  manifold 

I  comforts  of  a  I’ullmaii,  tliere  is  a  special 
apartment  to  which  a  party  ol  four  or  five 
may  Withdraw  lor  private  conversation  or 
the  transaction  of  business. 

vestibuled  and  are  pro- 
V  ded  with  Baker  s  patent  heaters,  which 
*«'npernlure  throughout, 
“'®  engine,  thus  doing 

supplied  with  the  Sessions  automatic  signal 
device,  which  connects  by  a  tube  runniim 

liantiy  ligliied  by  the  celebrated  Rintscli 
gas  system  which  not  only  enables  passen¬ 
gers  to  read  111  any  part  of  the  train  with 
eemlort,  hut  also  illuminates  the 
vestibules  and  platforms. 

The  exterior  of  each  car  is  adorned  with 
ind  ®  1®'“’  -Maryland,  Reiiosvlvania 
nomplimcnt  to  the 

throe  States  through  which  the  trams  run 
Among  those  who  looked  through  the 
rirTi  w®'®,’  .P“®enger  Agent  Jlacken- 
IS-  C.  Knight,  Thomas 
g1T  c\  .?•  Henry  L. 

Vnn’smiJh’  '^'ce  president;  J. 

Van  Smith,  supermtendent;  George  J.  Lin- 
^  ®8®"‘>  William  E.  Lock- 

Thoreton““*^  ^  Smedley  aud  William 
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A  81HHT  AT  PALACE  CARS. 

To  Run  on  the  “Roynl  nine  Lino” 
tt-om  Washington  to  New  York 
The  “Royal  Blue  Lino”  of  the  Balti¬ 
more  aud  Ohio,  the  Philadelphia  and ' 
fading  and  the  Jersey  Central  tUilroatX 
in  lor  operation  about  Augua^ 

coaches  have  been  built  by 
the  Pullman  Car  Company,  which  will  be 
three  roads  at  that  time. 
The  first  three  of  these  thirty  which 
have  been  sent  out  wore  standing  at  the 
Baltimore  and  Ohio  depot  yesterday  aft¬ 
ernoon,  and  were  inspected  by  a  large 
number  of  onthusiastfo  men  more  or  lt»a 
interested  in  railroads. 

I  'V'*'®  common-day  coaches 

and  a  parlor  car.  Ihe  whole  train  was 
I  vestibuled.  The  day  coaches  are  sixty- 
length,  have  a  seating  ca¬ 
pacity  for  about  seventy  people,  with 
seats  upholstered  in  an  olive  yellow 
piush.  ihe  broad  windows  are  curtained 
with  heavy  drops  of  a  sliajlar  shade.  In 
eitlior  end  ol  tho  car  is  a  huge  mirror.  A 
smoking-room  is  also  in  the  forward  end 

Vie®**  «hutofl 

from  the  rest  of  the  car  except  bv  a  door 
Tlie  whole  trein  ia  warmed  with  a  pat-^ 
ent  heater  which  conaistu  of  a  larfire  stove 
m  one  corner  of  the  car,  tightly  inclosed 
In  an  iron  casing.  Water  Is  either  heated 
by  tills  stove  or  by  the  engine,  and  tho 
cars  are  wartned  by  the  hot  water  which 
1  courses  through  them  in  four  pipes  on 
I  either  side.  The  stove  is  not  often  called 
Into  requisition  only  lu  cases  of  emoi- 
genoy  is  it  used.  In  this  stove-room  is  a 
steam  jacket,  and  the  steam  is  foroed  Into 
this  jacket  from  the  engine,  and  the 
water  is  warmed  fay  it.  Thus  all  danger 
stove”  is  removed. 

the  cars  are  lllumiuniod  at  night  bv 
corjpresf.ed  gas,  which  is  carried  in  tania 
under  the  ears.  One  suTjply  of  gas  is 
i  ^fUcient  ior  three  round  trips  from  New 
j  York  to  WaahiuR'fcon. 
i  J  Tf’C  exterior  of  the  cars  is  painted  a 
I  dar,!  bine,  twined  with  silver,  uud  they 
bear  the  coats-of-arms  of  Pennsylvania,  1 
Maryland  aud  New  Jersev,  the  three  I 
I  Btates  through  vvhioh  the  cars  run.  | 
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(niOK  under  the  eneine 
called  Erato  and  ).  L  iL,  .  P®'”''”'  c**-  >8 
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which  guard  again: 
I  passengers.  The  ! 
and  the  drawing-rc 
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I  Cfl^plaint  AsuiURt  Clie  WaKit* 


.ostn-n  LlmIt<yK’*  leaviug  liostpn  yestenl^ 
lornliiK.  Wo  ;;iiil  for  pm*  h^-ilis  ,lhrough 
>  1<(juIev1Uc,  hilt  this  njci'iiliitf  th©>.eai’  'vruii 


Ih.v  the  eniiilo.voK  of  the  Wanner  Compaiiv  to 
pet  oir  and  ialto.  rontmoii  day  eoachcs  on 
Iho  h.  and  N.  railroad,  Mo  irljale.  rliock 
was  given  ns,  and  no  c-xplajisiioii  on-  ajado- 
py  made.  Wo  theiefoio  havd  boon  iiial- 
Imated  liy  Iho  Wagner  Sloeplnpciir  Com- 
I  p'liiy,  and  lake  tliis  means  of  calling  the 


t  TICKET  AGENTS  ON  AN  EXCURSION.  I 

They  Eeave  for  Kansas  City  and  Denver  I 
on  a  Special  Train. 

It  required  nine  PiUlmnn  vestibuled  palace 
coaehes  and  three  bagga«e.<!ar8  for  the  accom¬ 
modation  of  the  International  Association  of 
Railway  Ticket  Agents  who  left  the  Chicago 
and  Alton  Depot  last  evening  on  their  annual 
excursion  to  the  mountains.  General  Passen¬ 
ger  Agents  James  Charlton  and  E.  L.  Domai 
of  the  Chicago  and  Alton  and  Union  Pacific 
respectively  took  special  charge  of  the  party. 

A  special  time  card  has  been  issued  giving  the 
excursion  party  the  right  of  way  over  all 
other  trains,  which,  should  no  accident 
mar  the  progress,  wiU  land  thorn  at  Kansas 
City  at  8:30  this  morning,  in  ample  time  for 
^e  champagne  breakfast  tendered  by  the 
Midland  Hotel  proprietors.  The  party  will 
reach  Denver  by  7:30  Tuesday  morning,  where 
convention  work  wUl  be  the  order  of  business 
for  several  days.  All  of  the  principol  mount¬ 
ain  resorte  will  be  visited,  including  Salt 
Lake  Mid  Garfield  Beach,  The  parti  will 
leave  Denver  Aug.  18  for  Chicago  via  St. 

**2^  Spnn^eld,  reaching  here  the  night 
of  Aug.  About  360  ladies  and  gentlemen  ' 
compris^  the  party  from  Chicago,  to  be  in- 
cre^db^arge  ^cessions  from  St.  Louis,  I 
Kansas  City,  and  Topeka.  ^  I 


ol  the  whole  business  will  be  none 
t  of  from  $1  to  «8  under  the  half-fare 
Thousands  of  tourists  and  people 
omes  in  the  East  have  waited  till  the 
;  time  to  obtain  the  benefit  of  the  re- 
Grand  Army  rates.  These  tickets 
numerous  that  they  will  flood  the 
until  their  limit  has  expired.  * 


cy/v^ 

AcTONVAt,E,  Que.,  Aug.  10.— LSpeoial.J— i 
and  2  o’clock  this  morning  section  No. 

1  (^the  Grand  Army  excursion  en  route  from  | 
CJiicago  to  Boston  left  Montreal.  The  train 
consisted  of  seven  Pullman  cars.  Shortly  after 
3  o’clock  fire  was  discovered  in  the  Pullman 
car  Freeport,  and  investigation  showed  that 
an  explosion  or  one  of  the  car  lamps  had 
'  caused  the  outbreak.  The  train  was 

\  then  about  fifty  miles  east  of  Mont- 

:  real,  between  -*Upton  and  Actonvale 

stations.  Thorofcwaere  ten  pa-ssengers 

.  in  the  Freeport,  aUlrom  Chicago.  The  alarm 
of  fire  was  giysll  by  the  porter,  and  the  passen¬ 
gers,  though  in  a'  ’  terribla  fright  and  in  in¬ 
describable  confusion  all  escaped  without  se¬ 
rious  injury,  though  several  wore  scorclied. 

They  were  fonq^  to  leave  the  car  so  quickly 
that  aU  their  fishing,  money,  baggage,  etc., 
were  lost.  Asiimong  this  list  were  many  med¬ 
als,  dccoratlous,  etc.  the  loss  is  a  grievous  one. 
The  cars  in  front  and  rear  of  the  Freeiiort 
were  detached  and  taken  to  Actonvale  and  Up¬ 
ton  with  tHe  escaped  party  from  the  Free¬ 
port. 

The  rapidity  \?tWi  which  the  flames  shot 
through  the  car  was  remarkable,  and  an  hour 
from  the  time  of  the  explosion  the  car  was 
entirely  consumed.  The  passengers  who  lost 
their  clothing,  etc.,  were  supplied  with  neces¬ 
sary  wearing  apparel  from  among  the  passen¬ 
gers  of  the  other  cars,  and  soon  were  comfort¬ 
able.  The  torward  section  of  the  train,  after 
a  short  stop  at  Actonvale,  proceeded  on  its 
journey,  and  the  jxirtion  which  was  takei»‘ 
i  back  to  Upton  was  attached  to  Section  Nq._i6. 
The  total  loss  sustained  is  estimated  at'j^,- 
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The  royal  blue  line  trains  recently  placed  on  the 
New  York,  Philadelphia,  Baltimore  and  Washington 
line,  running  over  the  Baltimore  &  Ohio,  Philadel¬ 
phia  &  Reading,  and  Central  of  New  Jersey  Rail¬ 
ways,  are  among  the  finest  ever  placed  in  service 
in  this  country.  We  give  herewith  plans  of  the 
coaches  and  parlor  cars  used  in  these  trains,  and  an 
interior  view  of  one  of  the  parlor  cars.  The  coaches 
are  as  handsome  as  the  ordinary  parlor  car,  and,  as 
will  be  seen  from  our  plan,  are  fitted  with  a  spacious 
smoking  room.  There  are  l.S  seats  on  each  side  of 
the  body  of  the  coauh,  exciusive  of  the  three  sofas, 
and,  as  will  be  noted,  the  smoking  room  has  a  large 
seating  capacity.  The  coaches  are  finished  in  ma¬ 
hogany,  the  plush,  window  curtains,  etc.,  harmon¬ 
izing  with  the  same.  They  are  CO  ft.  long  over 
end  sills  and  10  ft.  wide  at  eaves.  They  are  fitted, 
as  is  the  entire  train  of  baggage,  combination  and 
parlor  cars,  with  the  Pullman  vestibule,  combina- 
nation  Janney-Miller  platforms,  Allen  paper  wheels, 
and  the  Safety  Car  Heating  &  Lighting  Company’s 
standard  system  of  steam  heating.  The  coaches 
have  the  Hale  &  Kilburn  scats.  The  train  is  lighted 
throughout  by  the  Pintsch  gas  system. 

The  parlor  car  plan  shows  a  very  convenient  ar¬ 
rangement.  There  are  18  parlor  chairs  in>the  par¬ 
lor,  nine  low  wicker  arm  chairs  and  four  sofas,  sup¬ 
plying  36  seats  in  all.  The  partitions  marked  A  and 
B,  inclosing  the  open  drawing  room,  run  up  only  to 
the  height  of  the  wicker  chairs,  and  have  curtains 
above  producing  a  very  pleasing  effect,  as  indicated 
by  our  photographic  view,  which  is  taken  looking 
toward  the  open  drawing  room  end.  The  smoking 
room  is  of  good  size,  and  as  may  be  seen  in  the  plan, 
is  very  effectively  cut  off  from  the  car  and  its  pas¬ 
sage  by  a  small  ante-room  and  two  doors.  The  door 
leading  from  the  passgo  into  the  ante-room  is  a 
plain  glass  door,  lettered  “Smoking  Room”  and 
is  self-closing,  being  fitted  with  a  spring.  The  door 


leading  from  the  ante-room  into  the  smoking  room 
is  alight,  leather  covered  dour  with  plain  glass,  and 
swings  both  ways.  The  parlor  car  is  fitted  with  bay 
windows,  there  being  three  bays  on  each  side.  Drink¬ 
ing  water  is  accessible  outside  the  toilet  rooms,  a 
faucet,  tumber  holder  and  drip  being  placed  in  the 
corner,  outside  the  locker,  connected ,  as  shown,  with 
the  cooler  in  the  men’s  toilet  room.  The  parlor 
cars  are  richly  decorated,  and  a  beautiful  pattern  of 
white  hair  cloth  is  used  largely  in  the  upholstering. 

The  entire  train  is  painted  in  “royal  blue”  a  very 
rich  but  quiet  coloring.  On  the  side  of  each  car  is 
painted  the  coat  of  arms  of  Maryland,  with  very  . 
pleasing  effect. 

The  framing  of  the  coaches  is  of  the  Pullman 
standard,  and  it  is  reinforced  by  the  Pullman  anti- 
telescoping  metal  plate  trussing.  This  excellent  de¬ 
vice,  designed  by  Mr.  H.  H.  Sessions,  manager  of 
the  Pullman  works,  consists  of  an  angle  iron  frame 
extending  around  each  end  of  the  car,  and  a  steel 
plate  extending  across  the  ends  beneath  the  end  sills. 
The  angle  iron  frame,  3x4x1  in.  in  dimensions,  ex¬ 
tends  up  from  the  end  sill  on  each  side  of  the  car, 
and  is  bent  over  the  curve  of  the  roof,  the  two  arms 
being  connected  at  the  top  by  an  angle  iron  extend¬ 
ing  horizontally  across  the  base  line  of  the  monitor. 
The  bottom  of  the  car  is  strengthened  by  the  steel 
plate  which  extends  across  the  end  beneath  the  sill. 
This  plate  is  5-16  in.  thick,  and  20  in.  wide  in  its 
center  and  12  in.  wide  at  its  ends.  This  is  attached 
to  the  sill  by  an  angle  3x4x4  in.  The  effect  of  the 
whole— the  bottom  plate  and  the  angle  iron  frame— 
is  to  greatly  strengthen  the  ends  of  the  car,  binding 
all  the  members  of  the  car  framing  firmly  together, 
and  resisting  spreading  or  splitting  strains  in  colli¬ 
sions.  It  appears  to  effectually  guard  against  the 
terrors  of  telescoping.  This  construction,  by  the 
way,  is  going  in  all  the  new  Pullman  cars. 

For  the  material  for  our  illustrations  wo  are  in¬ 
debted  to  Mr.  T.  H.  Wickes,  second  vice  president 
of  the  Pullman  Palace  Car  Co.,  and  Mr.  E.  W. 
C-rieves,  master  car  builder  of  the  Baltimore  &  Ohio. 
The  cars  were  built  by  the  Pullman  Works,  which 
also  built  similar  cars  for  the  Philadelphia  &  Read¬ 
ing,  for  its  quota  of  the  New  York  &  Washington 
line  equipment. 


LEFT  ON  THE  CAES. 

What  Becomes  of  the  Many  Little 
Articles  That  Are  Left  Behind 


BY  THOSE  WHO  RIDE  lU  SLEEPERS. 


Bnreans  for  the  Restoration  of  Lost  Prop- 
ert  7  at  the  VfSces. 


SOME  OP  THE  THINGS  OFTEN  FORGOTTEN 


'Oh,  there  It  ie,”  joyfully  exclaimed  one 
wo  ladies  in  the  oflSce  of  Mr.  C.  h.  Mer¬ 
rill,  the  District  Agent  of  the  Pullman  Car 
Company,  yesterday  morning  as  she  eagerly 
grasped  a  handsome  gold  watch  and  chain 
•‘■^at  one  ot  the  clerks  was  examining. 

"Don’t  be  so  hasty,  my  lady.  Is  this  the 
owner,  Charlie?"  queried  the  clerk,  address¬ 
ing  the  colored  porter  who  had  been  on  duty 
the  night  preceding  on  the  Pullman  oar  in 
which  the  watch  was  found,  and  who  had 
entered  the  office  with  bis  "find,"  just  a 
lew  moments  previous  to  the  impetuous  and 
hurried  entrance  of  the  ladies  in  the  quest 
for  the  watch. 

“Yes,  sir.  This  is  the  lady,"  was  the 
answer  of  the  ebony-bued  gentleman,  with  a 
glance  of  recognition  and  a  smile  of  satisfac¬ 
tion,  as  he  thought  of  the  liberal  fee  he  had 
already  received  from  the  same  person  for 
services  rendered  on  the  journey  from  New 
York  to  Pittsburg,  aud  anticipated  the  still 
more  generous  one  in  store  for  him  from  the 
thoroughly  delighted'woman;  and  who  ex¬ 
claimed,  as  she  caressed  and  fondled  the 
dainty  little  timepiece:  “1  am  so  happy  to 
get  it  again.  I  was  afraid  I  never  would 
see  it.  Dreadfully  careless  of  me  to  leave  it 
under  my  pillow,”  and  in  a  sort  of  apolo- 
gctical  way  continued:  "But  yon  see  I  am 
cot  in  the  habit  of  arising  so  early  in  the 
morning,  and  had  barely  time  as  it  was  to 
make  my  toilet  in  order  to  meet  my  friends 
when  the  train  stopped  at  the  station. 

KNEW  WHERE  SHE  EBPT  IT. 

‘•■When  I  discovered  my  loss  I  didn’t  even 
know  whether  the  train  stopped  here  or 
went  on  to  Chicago,  but  I  knew  perfectly 
well  that  I  left  it  under  my  pillow,  and  that 
the  porter  would  find  it  when  he  made  up 
the  berth." 

"Well,  Miss,  sign  this,  please,"  remarked 
the  clerk,  at  the  same  time  passing  her  a 
little  slip  of  paper  which,  with  her  name  at¬ 
tached.  was  a  record  of  the  transaction,  to 
be  kept  by  the  Pullman  car  officials,  "and 
then  yon  are  at  liberty  to  take  your  watob." 


I  No  sooner  sain  than  done,  and  alter 
kquietly  slipping  a  greenback  into  the  band 
I  of  the  waiting  porter,  the  ladies  left  the 
I  office,  the  possessor  of  the  watch  exclaiming: 
I  “How  very  fortunate  I  am,  anyway,"  and 
the  other  one  replying:  “How  very  careless 
I  you  were,  anyway.” 

“Do  you  have  many  such  cases?"  was 
asked  Mr.  Merrill.  “Well,  no,  not  many 
such  oases,"  with  an  emphasis  on  the  such. 
“Seldom  are  we  custodians  for  a  gold  watch 
even  for  a  few  moments,  but  handkerchiels, 
i  rubbers,  overshoes,  gloves  and  umbrellas 
I  are  brought  in  from  the  cars  in  job  lots 
I  every  day.  The  losses  of  those  articles, 

,  however,  do  not,  as  a  rule,  result  in  a  hasty 
I  visit  from  the  losers.  They  sometimes  send 
a  messenger  boy  down  directly,  but  usually 
I  telephone." 

j  “Which  are  the  most  thoughtless,  the 
.  ladies  or  gentlemen?” 

“Both,*  was  the  laconie  reply.  “Judg¬ 
ing  from  our  experience,  man  leaves  his 
umbrella  aud  woman  her  rubbers,  if  it  isn’ : 
raining,  and  man  his  gloves  and  woman  her 
handkerchief,  if  it  is  raining.  Occasionally, 
too,  people  get  the  wrong  valises  and  bring 
them  here  to  have  the  mistake  rectified,  and 
it  is  really  amusing  to  hear  the  muttered 
oaths  of  the  man  as  he  carries  in  some  fair 
one’s  valise  that  resembles  his — only  in  out¬ 
ward  appearance— and  requests  that  in  ex¬ 
change  for  it  and  its  daintv  contents  we 
find  for  him  his  own  grip,  with  his  collars 
and  hose. 

NEVER  SEE  THE  BLUSHES. 

“The  blushes  and  confusion  of  the  maiden 
or  matron,  as  she  opens  the  valise  snpposed 
to  be  hers,  and  imagines  her  own  being  in¬ 
vestigated  in  a  like  manner,  we  never  see, 
us  she  always  sends  one  of  the  sterner  sex 
around  to  look  up  her  property — usually 
her  husband  or  brother.” 

“Is  everything  brought  to  this  office,  that 
IS  found  on  the  Pullman  cars?" 

"Supposed  to  be.  That  is,  everything 
found  on  the  Pittsburg  sleepers.  Those  that 
go  on  through  to  Chicago  or  New  York,  of 
course,  deposit  what  they  may  find  in  the 
offices  at  those  places.” 

“You  must  have  very  reliable  porters?" 

"We  are  compelled  to  have  such,  not  so 
much  for  what  is  lost  as  for  what  might  be 
lost  were  they  otherwise.  A  car  lull  of 
sleeping  passengers,  each  one  of  whom 
carries  more  or  less  money;  and  has  more  or 
less  valuable  jewelry  about  bis  person,  and 
his  clothing,  would  be  rather  a  riskv  place 
to  station  any  other  than  a  perfectly'honest 
man.  We  don’t  take  porters  on  probation, 
as  far  as  their  honesty  is  concerned.  They 
must  have  established  good  reputations  be¬ 
fore  applying  to  us.  We  investigate  a  man’s 
record  back  five  years,  always,  belore  em¬ 
ploying  him  as  a  porter,  and  frequentlv  go 
farther  back  than  that,  and  if  there  is' the 
faintest  suggestion  of  dishonesty,  we  have 
nothing  to  do  with  him.  Even  then  we  are 
deceived  occasionally,  but  he  receives  bis 
dismissal  from  service  at  the  first  complaint 
of  dishonesty  that  is  sustained  against 


Soiiietiliug  New  and  Homethiug  Nice. 

When  the  Pullman  Company  undertake 
to  get  up  something  new  in  the  line  of 
palace  sleeping  coaches  they  are  sure  to 
produce  as  well,  something  nice. 

This  has  been  again  illustrated  in  the 
splendid  line  of  new  Buffet  Drawing¬ 
room  and  Sleeping  Coaches  they  have 
just  completed  and  turned  over  to  the 
Chicago  &  Grand  Trunk  Ry.  to  run  every 
day  in  the  year  between  Chicago  and 
Boston  via  Toronto  and  Montreal.  These 
cars  leave  Chicago  on  Limited  Express 
3:16  p.  m.,  arriving  at  Toronto  next 
morning,  Montreal  in  the  evening,  and 
Boston  the  following  morning. 

Many  features  new  to  most  of  the  trav- 
eling  public  have  been  incorporated  in 
these  moving  palaces.  They  contain 
twelve  full  sections,  drawing-room  and 
smoking-room.  A  splendid  Buffet  serv¬ 
ice  is  in  connection  with  each  car,  fronf 
which  a  dainty  and  attractive  lunch  can 
be  procured  at  all  seasonable  hours.  The 
lighting  is  accomplished  by  gas,  the 
Pintsch  system  being  used,  for  which  is 
claimed  safety  beyond  the  suspicion  of 
danger;  a  powerful,  clear,  beautiful,  and 
satisfactory  light,  enabling  the  occupants 
to  read  in  any  portion  of  the  car. 

The  water  is  forced  from  storage  tanks 
by  air  pressure,  thus  doing  away  with 
the  hand-pump.  The  berth-rods  fold 
automatically  out  of  sight  when  not  in 
use,  giving  a  roomy  and  airy  appearance 
to  the  cars  during  the  day  season. 

The  combination  of  the  rich  lustre  of 
the  mahogany  finishing,  the  blue  and 
gold  of  the  decorations  and  the  harmon¬ 
ious  tints  of  the  upholstery  and  draperies, 

firoduce  an  ideal  picture  of  comfort  and 
uxury  which  cannot  fail  of  appreciation 
by  the  many  thousands  of  summer 
travelers  who  select  this  popular  route 
for  Canadian,  New  England  and  East¬ 
ern  cities,  not  forgetting  the  Thousand 
Islands,  Adirondack  regions,  White 
Mountains,  Green  Mountains,  Portland, 
Maine,  and  the  hundred  and  one  fashion¬ 
able  and  attractive  summer  resorts  of  the 
North  Atlantic  Coast. 

In  addition  to  this  splendid  service 
“The  Seaside  and  White  Mountain 
Special "  will  continue  to  leave  Chicago 
every  Wednesday  at  5  p.  m.  until  and 
including  Aug.  27. 
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:LEFI  ON  THE  CAES. 


What  Decomes  of  the  Many  Little 
Articles  That  Are  Left  Behind 


BY  THOSE  WHO  KlUE  IN  SLEEPERS, 


Bnreans  for  the  Restoration  of  Lost  Prop¬ 
erty  at  the  Offices. 


SOME  OF  THE  THINGS  OFTEN  FORGOTTEN 


“Oh,  there  it  is,”  joyful! v  exclaimed  one 
of  two  ladies  in  the  office  of  Mr.  C.  L.  Mer¬ 
rill,  the  District  Agent  of  the  I’ullnian  Cur 
Company,  yesterday  morning  as  she  eagerly 
grasped  a  h  andsome  gold  watch  and  chain 
that  one  ot  the  clerks  was  examining. 

“Don’t  be  so  ha.sty,  my  lady.  Is  this  the 
owner,  Charlie?”  queried  the  clerk,  address¬ 
ing  the  colored  porter  who  had  been  on  duty 
the  night  preceding  on  the  Pullman  car  in 
which  the  watch  was  found,  and  who  had 
entered  the  office  with  his  “find,”  just  a 
few  moments  previous  to  the  impetuous  and 
hurried  entrance  of  the  ladies  in  the  quest 
for  the  watch. 

“Yes,  sir.  This  is  the  lady,”  was  the 
an.swer  of  the  ebony-hued  gentleman,  witii  a 
glance  o!  recognition  and  a  smile  of  satis  ac¬ 
tion,  as  he  thought  of  the  liberal  lee  he  had 
already  received  from  the  same  person  lor 
services  rendered  on  the  journey  from  New 
Y'ork  to  Pittsburg,  and  autieipated  the  still 
more  generous  one  in  store  lor  him  from  tlie 
tlioroughly  delighted  woman;  and  who  ex¬ 
claimed,  as  she  caressed  and  fondled  the 
dainty  little  timepiece:  “I  am  so  happy  to 
get  it  again.  I  was  afraid  I  never  would 
see  it.  Dreadlully  careless  of  me  to  leave  it 
under  my  pillow,”  and  in  a  sort  of  apolo- 
gctical  way  continued:  “Hut  you  see  I  am 
not  in  tile  habit  of  arising  so  early  in  the 
morning,  and  had  barely  time  as  it  was  to 
make  my  toilet  in  order  to  meet  my  friends 
when  the  train  stopped  at  the  station. 

KNEW  WHERE  .SHE  EEET  IT. 

‘■When  I  discovered  my  loss  I  didn’t  even 
know  whether  the  train  stopped  here  or 
went  on  to  Cliioago,  but  I  knew  perfectly 
well  that  I  left  it  under  my  pillow,  and  that 
tlie  porter  would  find  it  when  he  made  up 
the  berth." 

“Well,  Miss,  sign  this,  please,”  remarked 
the  clerk,  at  the  same  time  passing  her  a 
little  slip  of  paper  which,  with  her  name  at¬ 
tached.  was  a  record  of  the  transaction,  to 
be  kept  by  the  Pullman  car  officials,  “and 
then  you  are  at  liberty  to  take  your  watch.” 


’tly  slipping  a  greeuhack  into  the  hand 
oi  the  waiting  poricr,  the  ladies  left  tlie 
offiee,  the  possessor  of  the  wateii  exclaiming: 
“Mow  very  fonuiiale  I  am,  anyway,”  and 
the  otlier  one  replying;  “liow  very  careless 

“Do  you  liave  manv  such  case.s?”  was 
asked  Mr.  Merrill.  "Well,  no,  not  many 
such  cases,”  with  an  empliiisis  on  ihe  such'. 
“Seldom  are  we  eustudiuns  for  a  gold  watch 
even  for  a  few  moments,  but  handkerchiels, 
rubbers,  overshoes,  gloves  and  umbrellas 
are  brought  in  from  the  cars  in  job  lots 
every  day.  The  losses  of  those  article 
however,  do  not,  as  a  rule,  result  in  a  has 
visit  from  the  losers.  Tliey  sometimes  send 
a  messenger  boy  down  directly,  but  usually 

•'Which  are  the  most  thoughtlef 
ladies  nr  gentlemen?” 

"Both,”  was  the  laconic  reply.  “Judg- 

uuibrella  and  woman  her  rubbers,  if  it  isn’ 
raining,  and  man  his  gloves  and  woman  tier 
Iiandkerchief,  if  it  is  raining.  Dccasionally, 
too,  people  got  the  wrong  valises  and  briiig 
them  here  to  have  the  mistake  rectified,  and 
musing_  to  hoar  the  muttered 
e  fair 


- .  3  he  Carrie 

!o  that  resembles  his- 


NEVER  SEE  THE  BI.USHES. 

“The  blushes  and  confusion  of  the  maiden 
or  matron,  as  she  opens  the  valise  supposed 
to  he  hers,  and  imagines  her  own  being  in¬ 
vestigated  in  a  like  manner,  we  never  see, 
as  she  always  sends  one  of  the  sterner  sex 
around  to  look  up  her  property — usually 
her  husband  or  brother.” 

“Is  everything  brought  to  this  office,  that 
is  found  on  the  Pullman  cars?” 

"«ii|)po,sed  to  he.  Tliat  is,  cvervthing 
found  on  the  Pittsliurg  sleepers.  Those  that 
go  on  through  to  Chicago  or  New  Y'ork,  of 
what  tliey  may  find  in  the 


”Vou  tl! 
“W'e  ar 


y  reliable  porters?” 


e  ph, 


uipelled  to  have  such 


less  valuable  jewelry  about  liis  person,  and 
his  clotbiug,  would  be  rather  a  risky  place 
to  station  any  other  than  a  pcrfectly  lioiiest 
man.  Wc  lioii’t  take  porters  on  probation, 
as  far  as  their  iionesly  is  concerned.  Tliev 
must  have  established  good  reputations  be¬ 
fore  applying  to  us.  We  investigate  a  man’s 
record  back  five  years,  always,  beloro  em¬ 
ploying  liiiii  as  a  porter,  and  frequentlv  go 
tarther  back  than  that,  and  if  there  is '  the 
faintest  suggestion  of  dishonesty,  we  have 
nothing  to  do  with  him.  Kven  then  we  are 
deceived  oceasioimlly,  but  lie  receives  his 
disiiiis8.nl  frnin  service  at  the  first  coinpUiiiit 
of  dishonesty  that  is  sustained  against 
him." 


Soinotliiiig;  N'ph  and  Somolliiiig'  Xive. 

When  the  Pullman  Company  undertake 
to  get  up  something  new  in'the  line  of 
palace  sleeping  coaches  they  are  sure  to 
produce  as  well,  something  nice. 

This  has  been  again  illustrated  in  the 
splendid  line  of  new  Buffet  Drawing¬ 
room  and  Sleeping  Coaches  they  have 
just  completed  and  turned  over  to  the 
Chicago  iS:  Grand  Trunk  Ry.to  run  every 
day  in  the  year  between  Chicago  anil 
Boston  via  Toronto  and  Montreal.  These 
cars  leave  Chicago  on  Limited  Kxpress 
:5:15  p.  m.,  arriving  at  Toronto  next 
morning,  Montreal  in  the  evening,  and 
Boston  the  following  morning. 

Many  features  new  to  most  of  the  trav¬ 
eling  public  have  been  incorporated  in 
these  moving  palaces.  They  contain 
twelve  full  sections,  drawing-room  and 
smoking-room.  A  splendid  Buffet  serv¬ 
ice  is  in  connection  with  each  car,  fronf 
which  a  dainty  and  attractive  lunch  can 
be  procured  at  all  seasonable  hours.  The 
lighting  is  accomplished  by  gas,  the 
Pintsch  system  being  used,  for  which  is 
claimed  safety  beyond  the  suspicion  of 
danger;  a  powerful,  clear,  beautiful,  and 
satisfactory  light,  enabling  the  occupants 
to  read  in  any  portion  of  the  car. 

The  water  is  forced  from  storage  tanks 
by  air  pressure,  thus  doing  away  with 
the  hand-pump.  The  berth-rods  fold 
automatically  out  of  sight  when  not  in 
use,  giving  a  roomy  and  airy  appearance 
to  the  cars  during  the  day  season. 

The  combination  of  the  rich  lustre  of 
the  mahogany  finishing,  the  blue  and 
gold  of  the  decorations  and  the  harmon¬ 
ious  tints  of  the  upholstery  and  draperies, 
produce  an  ideal  picture  of  comfort  and 
luxury  which  cannot  fail  of  appreciation 
by  the  many  thousands  of  summer 
travelers  who  select  this  popular  route 
for  Canadian,  New  England  and  East¬ 
ern  cities,  not  forgetting  the  Thousand 
Islands,  Adirondack  regions.  White 
Mountains,  Green  Mountains,  Portland, 
Maine,  and  the  hundred  and  one  fashion¬ 
able  and  attractive  summer  resorts  of  the 
North  Atlantic  Coast. 

In  addition  to  this  splendid  service 
“The  Seaside  and  White  Mountain 
Special"  will  continue  to  leave  Chicago 
every  Wednesday  at  5  p.  m.  until  and 
including  Aug.  27. 
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Pullman’s  Palace  Car  Company. 

ACCOUNTING  DEPARTMENT, 

Office  of  the  Auditor. 


Chicago,  Aug.  27,  1890. 
ORDER  No.  9. 


The  following  appointments  are  made,  to  take  effect 
this  date,  viz.: 


I. 


William  P.  Hoornbeek,  heretofore  Accountant  at 
Pullman  Car  Works,  to  be  Second  Assistant  Auditor,  vice 
William  R.  Harris,  resigned. 

II. 

Frederick  Wild,  Accountant  at  Pullman  Car  Works, 
vice  William  P.  Hoornbeek,  promoted. 

F.  C.  N.  Robertson, 

Auditor. 


mm 


President. 


/  WEDNESDAY.  AUGUST  20. '  1890-TW 


PERISHED  IN  A  WRECK. 


COLONY  BOAD  NEAB  QUINCY. 


Told  by  the  Survivors — Heart-Rending 
Scenes  Witnessed— Honr  the  Accident 
Occurred-Llstof  the  Dead  and  Wounded. 

Bobtok,  Mass.,  Aug.  19.— [SpeoiaL] — ^The 
noon  express  from  Wood’s  Holl  over  the  Old 
Colony  railroad  was  wrecked  at  Quincy  today 
and  fifteen  persons  were  killed  and  between 
thirty  and  forty  persons  injured.  The  dis¬ 
aster  took  place  at  what  is  known  as  the 
President's  bridge,  just  this  side  of  the 
Quincy  station  and  near  the  old  John  Quincy 
Adams  estate.  The  train  was  speeding  along 
at  the  rate  of  forty-five  miles  an  hour  when  it 
rounded  the  curve  at  that  point.  It  consisted 
of  single  engine,  a  baggage-car,  a  drawing- 
car,  smoker,  and  five  ordinary  coaches. 
The  train  was  heavily  loaded,  however, 

I  with  business-men  returning  from  their  sum- 
I  mer  houses  along  the  south  shore,  excursionists, 
and  a  number  of  visiting  Grand  Army  vet¬ 
erans  who  had  spent  the  Sunday  at  Martha’s 
;  Vineyard. 

Whether  the  speed  of  the  train  caused  it  to 
jump  the  curve,  whether  it  was  a  spreading 
rail  or  a  misplaced  switch  that  did  the  work 
is  now  not  known,  but  no  sooner  did  the  engi¬ 
neer  reach  the  cut  than  it  made  a  wild  leap 
against  the  stone  abutment.  So  narrow  was 
the  space  that  it  could  not  speed  on, 
but  such  was  its  force  that  it 
turned  completely  about.  The  cars 
behind  were  thrown  from  the  rails,  but  the 
baggage,  smoker,  and  Pullman  continued 
their  course  over  the  sleepers.  The  fourth 
car,  however,  swung  away  from  the  others  and 
crashed  into  the  engine.  This  car  was  crowd¬ 
ed  with  seventy -five  passengers,  and  not  more 
than  twenty  escaped  alive  and  uninjured.  'The 
engine  boiler  was  broken,  and  the  scalding 
steam  was  forced  into  the  ruined  car,  causing 
unutterable  suffering  among  the  struggling 
mass  of  men  and  women.  The  other  cars 
were  thrown  to  their  sides  and  badly  bunched. 

The  police  and  tire  alarms  were  rung,  and  a 
crowd  rushed  to  the  rescue.  Surgeons  were 
summoned  from  Boston,  and  Superintendent 
Kendrick  hurried  with  a  wrecking  train  to  the 


MR.S.  ORCTirr  ALLEN.  PhHadelphla. 

MRS.  MARY  E.  FENNELLY,  aged  70,  Louis- 
villo,  Ky. 

F.  J.  JOHNSON,  Montpelier,  Vt. 

JOHN  RYAN,  South  Boston,  fireman  of  train. 
FOUR  WOMEN. 

TWO  MEN. 

ALICE  FENNELLY, 

CATHINE  FENNELLY. 

ONE  BOY  of  11. 

Total,  la. 

The  following  died  during  the  afternoon  and 
evening ; 

MRS.  A.  C.  WELLS,  Hartford,  Conn. 
^DAUGHTER of H.L.  Welch  of  Waterville 

The  Injured. 

/  The  following  are  critically  injured : 

/  Mas  OscAa  Fennei.lt  of  Louisville,  Ky., 
(wife  of  .tho  cashier  of  the  Citixons’  National 
(Bank,  Lonisvlllo,  scalded  over  her  whole  body. 

C.  M.  Copp,  Cleveland,  O.,  sotJdod  over  whole 
body  j  not  expected  to  hve  till  morning. 

E.  C.  Bailet  of  Dorchester,  formerly  proprietor 
of  the  Boston  Herald,  scalded  on  face  and  hands. 

’The  following  ore  seriously  but  nut  fatally 
injured; 

Mu.  Mabtha  E.  CsAsn,  at  the  head  of  the 
I  Santa  Rosa  Femals  Seminary.  Santa  Rosa,  Cal.. 
I  (ooe  and  left  arm  slightly  burned. 


Gimmick,  lK,ia  AngelM,  Cal., 
scalded. 

sister  of  Mrs.  Chue,  bad  her 


tho  Adam’s  apple  protruded  through  the  skin.  Mas.  Diuuick,  a  sister  of  Mrs.  Chue,  bad  her 
Near  him  lay  an  elderly  military  man,  calm  f"®*  sud  bunds  scalded  and  suffered  a  compound 
and  dignified  in  appearance,  as  though  lying  I  fra'tu™  left  leg  half  way  be- 

on  his  own  No  bruises  of  any  sort  GeobgbR  Welch  of  Cleveland.  O.,  scald- 

were  visible,  whJe  from  his  pockets  projected  „„  head,  arms,  and  nook ;  condition  critical, 
two  visvtmg  cards  bearing  tho  names  of  “  Miss  Hen  ai  James  Welch,  face,  arms,  and  neck 
Butler  ”  and  “  Miss  Cutler.”  scalded. 

A  woman  dressed  in  dark  satin  and  wearing  |  Mas.  T.  A  AnnisoN  of  Boom  17,  City  Hotel, 
a  handsome  diamond  ring  was 'next  removed.  Cholsea,  Mass.,  face  and  arms  burned  and  thighs 
So  the  work  wu  continued.  bruised.  „  .,00  ...  .  . 

„  Mrs,  Anobew  Toweb,  No.  88  Snlllvan  atroot. 

Narrow  Escapes.  'Charlestown,  spine  hurt  and  back  scalded. 

There  were  some  wonderfully  narrow  es-i  Mas.  Geoeob  M.  Snow  of  Winter  HiU,  daughter 
capes.  Prof.  W.  L.  Hooper  of  Tufts  College,  of  Mrs.  Tower,  face  and  hands  scalded, 
who  was  sitting  in  the  fourth  car,  thus  relates  I  Mas.  Mabt  F,  Snow  of  Charlestown,  faoe  and 
his  experience  *  '  hands  badly  scalded  and  internaUy  injured. 

“I  was  sitting  in  the  fourth  car  on  tho  ,  Mas.  Abbie  R.  AsnoTT,  Louisville, Ky.  face ^d 
^  VA  1.  -J  ‘J  J  -  A  AU  T  Av-i.  T  hands  scalded  and  compound  fracture  of  the  left 

ngh^hand  side  and  next  the  male.  I  think  I  eondition  criticaL 

had  been  dozmg  a  UUle.  Thu  first  thmg  I  capt.  W.  B.  Abbott,  LonisviUo,  Ky.,  hands 
noticed  out  of  the  way  was  tliat  the  car  began  scalded. 

to  sway,  then  to  jolt  up  and  down  pretty  badly,  J.  C.  Bbown,  Lawrence,  slightly  scalded  on 
and  then  all  of  a  sudden  it  seemed  as  haa.ls  and  farA. - 

if  the  seats  were  rising  up  and  bobbing  about  ^  B.  F.  Benson,  conductor  of  Pullman  car  Purl¬ 
in  8  crazy  dance.  Then  wo  came  to  stop  just  side  of  fare  cut  and  oar  nearly  torn  o^  ' 

as  this  crazy  dance  stopped.  The  steam  from  re  “  ’ 

the  locomotive  which  wm  right  under  our  car  q”  Wales  of  Boston,  finger  broken, 

began  to  escape  and  fill  tho  car.  I  did  not  Eltzbeth  Fennellv,  agod  6,  daughter  of  Mrs. 
hear  much  shrieking,  but  there  was  a  sort  of  a  Oscar  Fenuelly,  Louisville,  face,  hands,  arms,  and 
general  groan  to  be  heard  amid  the  crashing  logs  burned. 

and  shivering  of  timbers  and  glass.  As  soon  I  Jessie  McAllistbb,  Fort  Wayne,  Ind.,'face 
as  I  began  to  realize  what  Imd  happened  I  bands  burned.  ,  ,  ^ , 

th.wMo,..d.«ou.,  bduh, 

Wmd  pwtiBlly  pulled  down  m  I  couldn’t,  nu,.  U.  A.  HAtos.  Fort  Wb,o..  Ind,  nnnd- 
However,  I  smashed  tho  wmdow  of  the  seat  m  nolher  of  Miss  MeAllistor,  compound  fracture  of 
front  of  me  with  my  foot  and  crawled  out.”  ,  he  nose  and  knee  sprained. 

Cause  of  the  Accldert.  Luev,  negromaidofthe  Fennellys.badlybnrned. 

There  are  various  theories  as  to  the  cause  Of  and^R^WateS^*' 
the  accident.  For  several  feet  baik  along  the  r,  t.  Needham,  Lawrence,  slightly  injured, 
track  there  is  a  sort  of  furrow  which  seems  to  Mrs.  J.  8.  Needham  of  Lawrence,  body  badly 
indicate  that  something  about  the  engine  bv 
broke  and  plowed  into  the  soil  for  some  dis¬ 
tance,  finally  derailing  it.  The  most  impres¬ 
sion,  however,  seems  to  bo  that  the  engine  r  J — - ■ - - — ■  -  •  — ■ - 

was  thxoum  from  the  track  by  spreading  rails  Fabnram,  Franklin. 

and  It  IS  stated  that  a  gang  of  workmen  had  meyee  Hirschbero  of  Hirsohberg  *  Co..  Boa- 

been  repairing  that  portion  of  tbe  track  and  ton,  badly  scalded  abont  face. 


.  J.  C.  Brown,  La'wrence,  slightly  Ininred. 
.  8.  F.  Stowe,  Somerville,  leg  burned. 

.  F.  B.  Wabneb,  Canandaigua,  N,  Y.,  hand 


may  have  left  some  of  tho  rails  insuftlcieatly  [  Miss  .Minnie  Hebbabd. 

spiked.  There  was  no  switch  near  by  on  that  Miss  Rose  Tccker,  Lexington,  slightly  injured, 
track,  so  that  the  disaster  could  not  have  been  I  Miss  Eva  Ballabd,  NashvlUo,  scalded  about 
caused  by  a  misplaced  switch,  as  was  first 

rumored,  '•'b®  Work  of  Rescue. 

■rhe  first  injured  person  taken  from  the  The  work  of  rescue  was  a  painful  one.  Tho 
•wreck  was  Miss  Martha  E.  Chase  of  Santa  slojiing  lawn  about  the  residence  of  Charles 
Rosa,  Cal.,  and  the  Rev.  Dimmick  and  wife  of  A.  Howland  was  converted  into  a  temporary 
Los  Angeles,  CaL,  were  the  next  two.  Mean-  hospital  and  the  grass  was  red  with  the  blood  ^ 
while  Judge  Edwards  of  Louisville,  Ky.,  wasof  the  dead  and  injured.  Just  below  lay  the* 
having  a  narrow  escape  from  death.  He  sat  tangled  wreck,  with  scores  of  men  struggling 
two  or  three  seats  behind  tho  Fonnelly  party  desperately  to  release  the  dead  or  dying  per- 
from  liouisville.  When  the  crash  came  the  sons  that  remained  crushed  beneath  the  mass 
forward  truck,  rising  through  the  car,  pushed  of  iron  and  wood.  The  sound  of  the  busy 
an  intervening  seat  against  him,  and  as  ha  axes,  tlie  groans  of  men  and  women, 
jumped  to  avoid  it  caught  one  leg  and  held  and  the  anxious  search  of  friends  mode  an  im- 
him  dovm.  Instantly  the  car  became  filled  pression  that  will  never  be  forgotten.  By  dint 
with  smoke  and  escaping  steam  of  hard  chopping  the  rescuing  party  succeeded 
BO  that  it  became  too  dark  to  in  removing  the  body  of  Fireman  Ryan.  This 
see  anything,  and  it  was  hot,  too,  was  completely  torn  in  twain.  A  man  and  a 
and  fearmg  that  he  would  be  burned  alive  woman  were  then  taken  out,  the  latter  being 
Judge  Edwards  broke  the  glass  in  his -window  dead.  The  man  spoke  a  few  unintelligible 
and  thrust  forth  his  head.  Even  then  the  eW  words  on  his  removal,  but  died  in  a  few 
caplng  steam  and  smoke  were  so  thick  that  he  moments.  . 

could  not  sep  or  be  seen  by  tbe  few  persons  The  fourth  car  was  the  scene  of  the  most 
who  began  to  help  the  injured.  At  last  theterrible  suffering.  Men  and  women  there 
smoke  cleared  and  the  party  outside  helpedwere  wedged  into  every  conceivable  shape— 
him  through  the  window,  when  he  found  hissomo  with  blackened  faces  and  wrenched 
only  injuries  to  bo  cute  on  his  wrists,  causednecks,  others  with  great  pieces  of  the  seats 
by  breaking  glass.  For  a  time  he  assisted  intransfixing  them  so  that  tho  rescuers  were 
saving  others,  but  soon,  feeling  faint  fromobligcd  tocut  away  great  masses  of  wood- 
loss  of  blood,  he  was  obliged  to  go  to  the  oitdwork  before  they  could  be  extricated.  In  sev- 
hospital,  where  ho  is  now.  leral  instances  dead  people  were  found  sitting 

Conductor  B.  F.  Benson  of  the  Puritan  hadjbolt  upright  as  if  dazed  by  the  shock.  In  this 
a  singular  experience.  Ho  stood  on  the  plat/posture  sat  a  young  woman  whose  graceful 
form  of  his  oar  when  he  felt  the  jar  of  thewm  was  still  twined  about-o  boy,  but  her  eyes 
cars  leaving  the  track.  Bushing  iilto  the  carwete  glassy  in  death  and  her  faoe  bore  a  look 
tho  final  shock  threw  him  head  first  *<HroctlyDf  concentrated  terror.  The  shapely  head  of 
through  a  window  upon  the  outwiMi.  ^ack.  the  boy  was  charred  to  blackness  and  the  face 
His  only  injury  consisted  of  cute  about  thotwisted  into  a  most  repulsive  expression, 
face  from  contact  with  the  window.  There  was  a  woman,  apparently  46  years  old. 

The  friends  of  Mrs.  George  C.  Hazleton  ofwhose  shoes  had  been  torn  from  her  feet  and 
Washington,  wife  of  Congressman  Hazleton,her  hair  from  her  head.  Her  face  wore  an  el¬ 
and  her  son  John,  aged  19,  are  anxious  in  reJirossion  of  awe  and  her  lips  were  parted  as  if 
gard  to  them,  although  indications  ara  thatti^  prayer. 

they  are  safe.  They  were  two  of  a  party  of  Next  was  a  heavy,  middle-aged  man,  appar- 
ten  stopping  at  tho  Spring^  House,  Nan-ptlJ  »  prosperous  merchant,  whose  neck  had 

Men  himhen  kr  m  kMkwttd-jMBfib  M  thak  i 


IM,  Franklin. 

IBERO  of  Hirschberg  ibCo.,  1 
id  abont  face. 


IE  Tccker,  Lexington,  slightly  injnred. 


tucket,  and  tried  hard  to  get  the  party  to  ootne 
with  them,  but  were  the  only  ones  who  toM 
the  fated  train. 

It  is  reported  that  the  name  of  one  of  the 
unidentified  dead  is  W.  H.  Grady,  and  that 
two  others  are  Mrs.  E.  P.  Johnson  and  her  16- 
year-old  boy.  It  is  also  reported  tliat  the 
niece  of  Mrs.  A.  C.  Wells  of  Hartford,  CooiLi 
is  among  the  unidentified  dead. 

William  Fennell,  a  house-builder  of  Boston, 
was  a  passenger  in  the  fourth  car  of  tho  train. 
It  was  in  this  car,  he  says,  that  most  of  ^ 
casualities  occurred.  The  train  was  numteg 
through  Quincy  at  the  rate  of  thirty  miles  an 
hour.  When  near  President’s  bridge  there 
a  rumbling  sound  followed  by  an  awful  onah, 
Tho  three  forward  cars  lurched  and  left  tiis 
track.  The  fourth  kept  the  rails  and  swept 
along  upon  the  broken  locomotive  which  lay 
in  its  way,  forcing  itself  on  top  of  it.  M)£i 
Fennell  says :  j 

“  Thirty  seconds  after  the  car  struo^  I 
would  have  given  $1,000  for  a  drink 
kind,  from  whisky  to  water.  I  thoufljK 
should  suffocate.  The  death-dealing  MWB 
entered  the  car  in  dense  clouds  from  thaloM 
motive  boiler.  It  filled  every  crevtsA  U# 
nook  and  almost  suffocated  those  whom  it  difi 
not  burn  to  death.  It  caused  all  the  deatl& 
in  my  opinion.  Serious  would  have  been  the 
worst  to  report  but  for  those  deadly  fumes. 
Men  and  women  were  gasping  about  me  as 
they  tried  to  speak  and  shout  as  they  became 
weaker  and  weaker  as  the  steam  filled  theii 
lungs.  I  could  see  them  push  their  hands  -Sf 
feet  through  the  broken  windows  trying  im 
vain  to  get  a  breath  of  fresh  air.  It-  seeHd 
08  though  eight  or  ton  died  right  there  befon 
me.  There  were  forty  or  fifty  passengers 44 
the  car  and  all  seemed  wounded  more  or  lem 
twenty-five  at  least  seriously.  I  saw  them 
crying  for  help  and  I  did  what  1 

could.  I  saw  the  flesh  burned 
from  men  and  women  as  the  cursed  steam  en¬ 
veloped  them,  and  I  heard  them  groaning  ia 
their  death  struggles  as  the  steaming  fames 
became  hotter  and  denser.  The  sights  I  saw 
there  will  never  fade  from  my  memory. 
Finally  I  reached  the  hole  in  the  bottom  w 
the  car  in  some  way  and  crawled  out.  ^ 
about  was  wreck  and  ruin.  The  passengeie 
from  the  other  cars  had  then  hardly 
gathered  themselves  together  and  were 
not  to  be  seen.  But  over  on 

a  fence  bordering  the  railroad  track  were  ten 
or  twelve  men— it  seemed  to  me  100— watoM 
ing  the  ruin  and  powerless  from  fright  mm 
astonishment.  I  screamed,  shouted,  W)’' 
swore  at  them,  but  they  would  not  move,  at 
tho  more  I  cursed  the  more  helpless  thef  k 
came.  These  niou— I  hate  to  call  tbein  tMi-L 
saw  me  rise  from  my  perilous  posiffifi 
saw  me  tear  at  the  boards  of'^S 
car-bottom  with  all  my  might;  iSm 
me  pull  helpless  women  from 
interior  of  tho  steaming  car ;  saw  me  cail|^ 
beneath  a  falling  bar  of  iron  and  unable 
tricate  myself,  or  aid  others,  and  they  refused 
l  J  aid  me.  I  do  not  know  whether  they  wsi^ 
fools  or  cowards,  but  they  received  a  S( 
and  thorough  cursing  from  me.  I  got  01 
the  car  as  best  I  could  and  did  what  I  was 
to  in  assisting  others.”  ' 
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E.  A.  BENSON. 

RAILROAD  CAR. 
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EDWIN  A.  HENSON,  OF  HUFFALO,  NEW  YORK,  ASSIGNOR  OF  ONE-IIALF  TO 
THOMAS  A.  HISSELL,  OF  SAME  FLAC'E. 

RAILROAD-CAR. 


SPECmCATION  formine  part  of  Letters  Patent  No.  436,675,  dated  September  2.  1890. 
Application  filed  J'une  10, 1889.  Serial  No.  313,721.  (No  modelJ 


To  all  whom  it  may  concern: 

Bo  it  known  that  I,  Edwin  A.  Henson,  a 
,  citizen  of  tho  United  States,  re.siding  at  Huf- 

'  falo,  in  the  county  of  Erie  and  State  of  Now 

5  York,  liavo  invented  new  and  useful  Im¬ 
provements  in  Railway-Cars,  of  which  the 
followinjj:  is  8  specification. 

Tlio  object  of  this  invention  is  to  iirovido 
means  for  supporting  a  curtain  or  screen  over 
lo  the  fi.\ed  back  of  the  seat  in  a  railway-car  in 
such  manner  that  the  curtain-support  can  be 
readily  put  in  iilaee  for  use  and  can  bo  easily 
removed  and  folded  away  when  not  required 
.for  use.  In  railway-car.s,  especially  sleeping- 
r  5  cars,  it  often  becomes  desirable  to  temporarily 
increase  the  height  of  the  back  or  partition 
between  two  adjoining  seats  in  order  to  secure 
greater  privacy,  but  without  recourse  to  tho 
head-boards,  which  latter  are  unsightly  and 
20  interfere  with  tho  ventilation. 

My  invention  is  designed  to  accomplish 
these  ends;  and  it  consists  of  a  detachable 
curtain-support,  as  will  bo  hereinafter  fully 
sot  forth,  and  pointed  out  in  the  claim.s. 

25  In  tho  accompanying' drawings.  Figure  1 
■*  represents  a  fragmentary  cross-section  of  a 
railway-car  provided  with  my  improved  cur¬ 
tain-support.  Fig.  2  is  a  vertical  longitudinal 
section  of  the  inner  end  of  the  back  of  a  car- 
30  seat  and  the  lower  portion  of  the  curtain-sup¬ 
port,  on  an  enlarged  scale.  Fig.  3  is  a  rear 
elevation  of  the  lower  end  of  the  curtain-sup- 
port.  Fig.  4  is  a  fragmentary  longitudinal 
vertical  section  of  tho  upper  portion  of  the 
35  curtain-support  and  the  adjacent  side  of  tho 
car,  showing  the  manner  of  supporting  the 
ends  of  the  curtain-rod.  Fig.  5  is  a  horizon¬ 
tal  section  of  the  socket  in  the  side  of  tho  car 
for  sup^rting  tho  outer  end  of  tho  curtain- 
40  rod.  Fig.  C  is  an  end  view  of  this  socket. 
Fig.  7  is  a  cros.s-section  in  lino  x  x,  Fig,  5. 

liike  letters  of  reference  refer  to  like  parts 
in  the  several  figures. 

1  A  represents  one  of  the  sides  of  a  railway- 

45  car,  H  one  of  the  car-seats,  and  C  the  station¬ 
ary  or  fixed  back  of  tho  car-seat  arranged  at 
right  angles  with  the  sides  of  the  car  in  tho 
usual  manner,  with  its  outer  end  secured  to 
the  side  of  tho  car. 

50  c  represents  a  narrow  strip  or  panel  pro¬ 
jecting  inwardly  from  tho  side  of  the  car  and 


arranged  vertically  and  in  line  with  the  seat- 
back  t’. 

1)  represents  a  locking-bolt  secured  to  the 
inner  upper  corner  of  tho  seat-back  C’. 

E  represents  a  detachable  post  provid(‘d 
with  a  foot  E',  which  rests  upon  the  top  of 
the  seat-back  above  the  locking-bolt,  and 
with  an  extension  or  arm  K%  which  extends 
downwar(ll3’  from  the  foot  E'  along  the  inner 
edge  of  the  seat-back.  Tho  foot  E'  of  this 
post  is  provided  011  its  under  side  with  a  re- 
ce.ss  or  socket  c,  in  whicii  the  bolt  D  engages, 
and  the  extension  or  arm  E-  is  providi^d  at 
its  lower  end  with  a  pin  e',  which  engages 
in  a  socket/  formed  in  the  seat-back.  Upon 
placing  the  foot  E'  in  position  with  tho  pin 
e'  inserted  in  tho  socket  /,  and  tho  bolt  1)  in 
the  socket  or  recess  in  tho  foot  E',  the  post  is 
held  sccui-ely  in  place  upon  the  seat-back, 
and  can  bo  readily  removed  upon  withdraw¬ 
ing  the  bolt  D  from  the  socket  e. 

The  extension  E^  is  provided  with  an  open¬ 
ing  or  slot  g,  through  which  the  knob  d  of  tho 
bolt  projects,  and  whereby  tho  latter  can  bo 
actuated. 

II  represents  tho  curtain-rod,  and  IF  the 
curtain  or  screen  suspended  therefrom  in  any 
well-known  manner, 

I  represents  a  socket  formed  in  the  upper 
end  of  the  post  E,  and  in  which  tho  inner  end 
of  the  curtain -rod  TI  is  supported.  Tho 
socket  I  is  provided  with  a  spiral  spring  /, 
which  is  held  in  the  socket  by  a  plate  or  fol¬ 
lower  i'  and  a  screw-bolt  il  The  latter  is  in¬ 
serted  through  an  opening  in  the  follower, 
and  is  secured  with  its  threaded  end  in  tlio 
end  of  tho  socket,  the  spring  forcing  the  fol¬ 
lower  outwardly  against  tho  head  of  the  bolt. 

J  represents  a  socket  formed  in  tho  edge  of 
the  panel  c,  for  supporting  the  opposite  end 
of  the  curtain-rod  II.  Tho  socket  J  is  pro¬ 
vided  with  a  spring-bolt  J',  the  outer  face  of 
which  is  curved  to  conform  with  tho  beaded 
edge  of  the  panel.  Tho  bolt  ,1'  is  provided 
with  a  square  shank  j,  which  is  seated  in  a 
correspondingly-shaped  opening/,  formed  in 
tho  roar  of  the  socket,  wherebj'  tho  bolt  is 
hold  from  turning  in  the  socket. 

/  is  a  spiral  spring  surrounding  tho  .shank 
j  of  the  bolt  and  bearing  with  one  end  against 
the  head  of  the  boltand  its  oppositeend  against 
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llie  end  of  the  socket,  whereb}'  the  bolt  is  held 
with  its  head  projecting;  out  of  the  socket  and 
flush  with  the  i)eaded  ed}?c  of  the  panel. 
I"pon  pressiiifj  the  bolt  .1'  inwardly'  one  end 
5  of  the  curtain-rod  11  can  be  readily  inserted 
in  the  socket  J  and  its  opposite  end  in  the 
socket  I  in  the  head  of  the  post.  'I'lie  spring- 
bolt  J' and  the  spring  /  act  as  cushions  for 
the  ends  of  the  curtain-rod  when  the  latter  is 
lo  secured  in  the  sockets  I  and  J  and  hold  the  rod 
firmly  in  place  against  i-attling  by  the  jolting 
or  motion  of  the  car.  AVhen  the  curtain  is  not 
required  for  use,  the  curtain-rod  11  can  bo 
easily  removed  by  pressing  the  ejid  of  the  rod 
15  against  the  bolt  .1'  until  the  opjiosite  end  of 
the  rod  is  free  from  the  socket  I,  when  the 
curtain-rod  can  bo  with  drawn  from  the  socket 
J.  The  curtain  can  now  be  folded  away  and 
the  post  K  removed  from  tlic  seat-back  upon 
-!o  withdrawing  the  bolt  D. 

I  claim  as  my  invention — 

1.  'J’he  combination,  with  a  car-.seat,  of  a 
detachable  iiost,  a  fastening  whereby  the 
post  is  attached  to  the  inner  end  of  the  car- 

25  seat,  and  a  curtain-rod  extending  out  wardly 
from  the  head  of  the  post,  substantially  ns 
set  forth. 

2.  'J’he  combination,  with  a  car-scat,  of  a 
detachable  post  provided  with  a  foot  by 

30  which  it  is  attached  to  the  car-seat,  a  curtain- 
rod  connected  with  the  upper  end  of  the  post, 
and  a  socket  in  the  side  of  the  car  in  which 
the  opposite  end  of  the  curtain-rod  is  sup¬ 
ported,  substantially  as  set  forth. 

35  3.  'J’lie  combination,  with  a  car-seat,  of  a 

detachable  post  jirovided  with  a  foot  whereby 
it  is  attached  to  the  car-seat,  and  at  its  upper 
end  with  a  socket,  a  detachable  curtain-rod 


seated  in  said  socket  of  the  post,  and  a  socket 
in  the  side  of  the  ear  in  which  the  opposite  40 
end  of  the  curtain-rod  is  supported,  substan¬ 
tially  as  set  forth. 

1.  'I’he  combination,  with  the  post  provided 
in  its  head  with  a  socket  and  a  removable 
curtain-rod  .seated  in  said  socket,  of  a  spring  45 
seated  in  said  socket  and  bearing  against  the 
curtain-rod,  substantially  as  sot  forth. 

5.  'J’ho  combination,  with  the  car-seat,  the 
detachable  post,  and  the  curtain-rod,  of  a 
socket  in  the  side  of  the  car  in  which  the  50 
curtain-rod  is  supported  and  a  spring-bolt  ar¬ 
ranged  in  said  socket  and  bearing  against 
the  curtain-rod,  substantially  as  set  forth. 

0.  'I'he  combination,  with  a  car-seat,  of  a 
detachable  post  provided  in  its  head  with  a  ,55 
socket,  a  spring  arranged  in  said  socket,  a  de¬ 
tachable  curtain-rod  seated  with  one  end  in 
said  socket,  a  socket  in  the  side  of  the  car  in 
which  the  opposite  end  of  the  enrtain-rod  is 
seated,  and  a  spring-bolt  arranged  in  said  6r, 
socket,  substantially  as  set  forth. 

7.  'I'he  combination,  with  the  car-seat  pro¬ 
vided  in  its  top  with  a  locking-bolt  and  in  its 
side  with  a  socket,  of  a  detachable  post  pro¬ 
vided  in  its  foot  with  a  recess  in  which  said  6‘ 
locking-bolt  engages  and  below  its  foot  with 
an  extension  having  at  its  lower  end  a  pin, 
which  engages  in  the  socket  in  the  lower  side . 
of  the  car-seat,  substantially  as  set  forth. 

Witness  mj'  hand  this  28th  day  of  May,  70 
1880. 

EDWIN  A.  BENSON. 

Witnesses: 

jNo.  .1.  Bonner, 

F.  V.  Oeyer. 


The  Cleveland,  Akron  &  Columbus  Railway  Co, 

OmCK  OF  THE 

PRESIDENT  AND  GENERAL  MANAGER. 


Akron,  O.,  September  5th.,  1890. 

NOTICE. 

The  principal  offices  of  this  Company  will  be  established  at  No.  145 
East  State  Street,  Columbus,  Ohio,  on  Monday,  September  15th.,  1890. 

On  and  after  that  date  Columbus  will  be  the  proper  address  of  the 
officers  designated  below,  viz: 

President  and  Gen’l,  Manager. 

Seeretary. 

Treasurer. 

Auditor. 

Chief  Engineer. 

Gen’l.  Freight  and  Passenger  Agent. 
Superintendent. 

Pres't.  &=  Gen'/.  Manager. 


XHE.C.Oi\STITUTIOS. 

ATLANTA.  GA..  BKragMTbEK  3.  1830. 


ABOUT  THE  CAPITOL. 

Ko  JtFirvity  ron  covsrr  taxatiox 
!UAmc  nr  the  vextral. 

A  New  Fire  Insnrn.ioe  Cmn5.....y  Ai.hwered 

by  the  Attorney  Oeiicrcl  in  the  Slvepiuf; 

Car  Case -Under  One  Head. 

It  is  a  sort  of  proverb  tiiat  the  njetliods  of 
the  Central  railroad  system  did  more  liian  any¬ 
thing  else  to  establish  ilio  state  railroad  coui- 
Diission,  by  showing  the  neeessity  for  some 
such  controlHii;'  power. 

It  is  stili  true  that  the  state  oflicials— at  least 
80  tlicy  claim — iiave  more  trouble  in  dealing 
with  the  Central  than  with  ail  the  other  roads 
in  Georgia  put  together. 

It  i3;also  tructliatouoof  the  state  officials  lias 
has  exlianstod  his  stock  of  patience,  and  iir.c 
poses  to  bring  the  big  corporation  to  terms  liy 
Buminary  measures. 

That  is  Comptrollor-Genoral  Wright. 

The  trouble  is  this: 

Tliis  year,  for  tlio  first  time  in  the  history  ( f 
the  state,  the  railroads  are  required  to  mal  « 
returns  for  county  taxation.  It’s  a  giod  deal 
of  trouble,  and  the  Central  simply  hasn't 
taken  it. 

Tliey  liave  regarded  the  v.  arning*  of  tlie 
comptroller  with  .supercilious  indiffereuco. 

“Now,”  .said  the  comptroller  yc-sterday,  “t 
am  going  to  assess  tlio  road  myself.  The  law 
makes  it  my  duty  wlicro  returns  of  ihi.  sort 
are  re(iuired,  and  none  are  made.  I  lias  o  no 
basis  upon  which  to  proceed,  and  I  propose 
to  be  on  the  safe  side,  and  he  ccriaiti 
tliat  the  assessment  Is  high  enough.  I  think 
that  the  ne;tt  time  sve  call  on  the  Central  for  a 
return,  they  will  give  it  promptly.” 

Another  very  relevant  and  very  important 
fact  in  this  connection  is  that  tliero  is  no  ap¬ 
peal  from  the  a8Se:i3ment  of  the  comptroller. 

Ho  has  no  basis  for  his  valuation  and  tlie 
great  big  railroad  is  practically  at  Ids  mercy. 

They  are  very  apt  to  pay  liberally  for  the  fun 
they  liave  had. 

The  Greenwich  Fire  Insurance  Company, 
through  its  general  agent,  Major  Livingston 
Mims,  tiled  their  tinuncial  statement  in  the 
office  of  the  comptroller  general  yesterday  in 
compliance  with  the  form  for  application  for 
license  to  do  business  in  the  state.  They 
deposited  hater  ffij.OOO  in  state  ainl  natioim! 
bonds  with  tlie  comptroller  general,  and  twe  ] 
now  ready  to  do  husiiieKi.  1 

AiiHwcr  In  the  Sleeping  Car  Case.  ^ 

Attornoy-tJeneral  Anderson  Hied  jesterd:^ 
the  ansMcr  of  the  comptroller  general  in  the 
case  of  the  I’ullman  Car  Company  against  tlie 
■tate;  a  bin  of  injunciton  to  prevent  the  col¬ 
lection  of  the  tax  for  ’8S). 


I  The  case  is  one  of  nonsiderabie  interest.  It 
I  is  stylod  on  the  dockets  of  tlie  circuit  court, 
•‘Tlie  rullman  Cur  Company  vs.  W.  A. 
Wriglit,  compti'ollor-goneralof  Georgia.  The 


wer  says ; 
lat  defendant  dl 
ed  to  in  said  bit 
i  of  the  legislaf 


8  of  Ceorgia, 


was  issued  and  levied  as  af 
eaiil,  liecnu.'e  said  eoinplainaut  refi 
to  pay  the  taxes  reijulred  to  lie  paid  bv  said 
or  lo  make  the  returns  to  this  defendant  iu 
cordanco  with  the  requirements  of  said  acts. 

In  view  of  said  reliisal.  tins  defendant,  a _ 

complying  with  the  duties  which  were  imimsed 
on  him  iiy  the  legislatiiic,  issued  said  exec"-'  - 
as  he  felt  In  duty  bound  to  do. 

Tills  deienduiit  dous  not  admit,  but,  on  i: 
mat^iii  ami  iieliel,  dentes  that  the  act  appi 


taxed  as  tlicre'inafter  provided  for— tp  wit 
by  the  tenth  section  of  said  act.  .Said 
coinjibai Hant  s  sleeping  cars  not  being  tax¬ 
able  as  proi^rty  In  said  slate  and  not  being  ro- 

projicrty,  were  not  cimssifled  °  aa  *  sttoleSs 
«f  taxation  with  the^  sleeping  cars  of  — - ’ 

and  which  were  taxed  as  a  portion  of  the  taxaUre 
proiierty  of  each  domestic  corporation. 

The  sleeping  cars  of  all  non-resident 
operated  in  this  state,  were  and  are  c 


operated  in  this  state  -  — '  — 

alike  and  taxed  alike. 

Coniplaimint  does  not  pay  any  tax  to  said  state, 
none  on  its  income,,  none  on  Its  cars,  either  as 
property  or  as  representing  Its  caiiital  stock,  and 
none  as  a  corporation  doing  buBlnesB  In 
this  state.  Althougli  it  receives  the  pro¬ 
tection  of  its  laws,  contracts  with  the 
railroad  corporations  of  said  state  to  haul 
Its  cars  and  is  entitled  to  enforce  said  contracts 
in  the  courts  of  said  state. 

This  defendant  states,  on  Information  and  be¬ 
lief,  that  said  compiainaiit  derives  a  large  income 
from  tlie  contracts  so  made  by  complainant  With 
tlie  railroad  coriiorations  of  said  state. 

It  surely  ought  not  to  complain— this  de¬ 
fendant  certainly  thinks  ainf  believes  it 
sliould  not,  If  the  state  seeks  to  exact  from  it  and 
from  otlier  non-resident  owners  of  sleeping  cars 

X rated  in  said  state,  some  equivalent  in  the 
pe  of  a  .pist  and  reasonable  tax,  for  the  beiie- 
fits^ii^it,  and^Iicj^thus  derive  from  the  legislation 

Keceiviiig  tlie  equal  iirotection  of  its  laws,  it 
seems  to  defendant  to  bo  just  that  thev  sliould 
bear  their  proiiortlon  of  tlie  Imrdens  Incident  to 
the  administration  of  the  state  government. 

Defendant  reiterates  tlie  statement  thatcora- 
Blalnant  lias  made  contracts  with  tlie  Central 
Kailroail  and  liahklng  Company  of  Georgia,  and 
witli  otlier  railroad  corporations  of  said  state  by 
whi.’Ii  its  sleeping  cars  are  Iiaulcd  over 
fiiaiiy,  if  not  all,  the  leading  railroads 
of  llic  state,  not  only  without  fScpJhse  Id 
pomplalnaiit  for  the  transportation  of  said  oars 


the  agents  of  said  railroad  corporations  in  this 
■tate  do  anil  liave  for  some  time  past,  aided  said 
oomiikainanl  in  its  business  in  this  state,  by 
"Vfng''*’"’"" 


.  ig  iierths,  tlio  proceeds  ...  _ _ 

polng  to  complainant  and  adding  largely 

Defendant  claims,  therefore, 

sossed  against  said  complainar. _ _  „ 

legal,  and  prays  that  the  api 
lias  made  for  the  writ  of 

may  lie  denied  liy  this  Iionnrable  cou 

2bi::mmsi‘nti;is"mhaic'“‘^'’'*‘‘  "'*“* '**“ 
Attorney  General  of  Georgia,  Counsel  to 


hat  the  taxes 
the  writ  of  ‘  injunction 
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^  —The  Wagner  Palace  Oar  Company  is  building 
ten  new  sleeping  coaches,  six  ot  which  are  to  be  ' 
put  in  the  Southwestern  limited  trains  running 
between  New  York  and  St.  Louis  via  Indianapolis. 


W.  P.  Hornbeck  has  been  appointed  Second  As- 
^  sistant  Auditor  of  the  Pullman  Oar  Oompauy  vay 
place  of  W.  R.  Harris,  resigned.  y' 


— /  <S~—/ 

OFF  ON  BUSINESS  AND  PLEASURE. 

General  Passenger  and  Ticket  Agents  Leave 
on  a  W  estern  Trip. 

The  semi-annual  convention  of  the  Ameri¬ 
can  Association  of  general  passenger  and 
ticket  agents  is  to  be  held  in  Denver  Sept.  16, 
and  at  8  o’clock  last  night  a  train  of  eight 
Pullman  vestibulcd  coaches  left  the  Union 
Depot  en  route  for  Denver  with  about  150 
agents  and  their  wives  aboard.  The  party 
went  as  the  guests  of  General  Passenger 
Agents  P.  S.  Eustis  of  the  Burlington,  Francis 
of  the  Burlington  and  Missouri  River,  Kenyon 
of  the  Burlington  and  Northern,  and  Hawes 
of  the  Hannibal  and  St.  Joe.  A  similar  ex¬ 
cursion  left  St.  Louis  lost  night  to  join  the 
Chicago  party  at  Omaha  this  morning.  At 
Omaha  and  Lincoln,  Neb.,  brief  stops  will  be 
made  where  the  railroad  men  will  be  enter¬ 
tained  by  the  members  of  the  Chamber  of 
Commerce  and  given  an  opportunity  of  seeing 
the  cities. 

Following  the  convention  at  Denver  a  trip 
will  be  made  up  the  famous  Pike’s  Peak  cog¬ 
way  to  the  summit,  and  several  other  brief 
side  trips  will  be  made  to  add  to  the  pleasure 
and  interest  of  the  occasion. 

General  Passenger  Agent  Charles  S.  Lee  of 
the  Colorado  Midland  will  take  charge  of  the 
party,  and  an  excursion  over  the  newly  con¬ 
structed  Colorado  Midland  to  Salt  Lake  City 
is  expected  to  be  one  of  the  features  of  the 
trip.  In  Salt  Lake  City  the  members  of  the 
chamber  of  commerce  will  become  the  guard¬ 
ians  of  the  railroad  men  and  Gentile  and  Mor¬ 
mon  will  vie  with  each  other  in  extending 
courtesy  and  western  hospitality  to  these 
representatives  of  corporative  wealth.  The 
return  trip  will  be  made  over  the  Denver  and 
Rio  Grande  until  the  Burlington  once  more 
takes  charge  of  the  party  on  the  return  to 
Chicago. 


The  Richmond  &  Danville  Railroad  Company 
announces  that,  beginning  October  1,  it  will 
run  a  solid  vestibule  train,  with  dining  cars,  be¬ 
tween  Ailanta  and  Washington,  D.  C.  The  train 
will  leave  Atlanta  at  noon  and  arrive  at  Wash¬ 
ington  at  C  o’clock  the  next  morning,  going 
through  on  limited  schedule  without  change. 


-Jncliic/ico 

tribune. 


Pullman’s  Palace  Car  Company. 

Chicago,  Sept.  13,  1890. 
EXECUTIVE  ORDER. 

Mr.  J.  B,  Griffin  is  hereby  appointed  Agent  of  the 
Pullman  Building,  to  date  from  the  ist  instant. 

All  employes  of  the  Building  will  report  to  him. 


tribune. 
Sept,  /se-^o 


PniLMAN-WESTMOUSl 

The  Two  Immense  Concerns  Are 
Practically  Consolidated. 


ALL  BUT  DETAILS  AEEANGED. 


George  Westinghouse  Jr.  on  the  Way 
to  Meet  Mr.  Pullman. 


A  VAST  PLAHT  TO  BE  EKECTED. 


The  One  Will  Furnish  Electrical  Motors,  the 
'  Other  Cars. 


CONSUMMATION  OP  A  DEAL  LONG  PENDING. 


PiTTSBCKG,  Pa.,  Sept.  11.— [Special.]— The 
vast  interests  of  Pullman’s  Car  company  and 
the  Westinghouse  Electric  Manufacturing  com¬ 
pany  of  Pittsburg  have  been  practically  united. 
Much  has  been  said  about  this  big  deal,  but 
until  now  nothing  authoritative  has  been  given 
out  for  publication. 

George  Westinghouse  Jr.  left  Pittsburg 
today  in  a  special  ear  for  Chicago  for 
the  purpose  of  conferring  with  George 
M.  Pullman  and  to  arrange  the 
details  of  the  proposed  consolidation  of 
their  respective  interests.  Before  leaving 
here  Mr.  Westinghouse  admitted  the  fact. 
He  said  that  while  it  was  highly  probable  that 
the  interests  of  the  two  corporations  would  be 
made  practically  identical  there  would  be  no 
direct  consolidation,  at  least  for  the  present. 
He  refused  to  make  a  detailed  statement  of 
what  he  hoped  to  bring  about  by  the  confer¬ 
ence.  The  story  published  some  time  ago  of 
the  purchase  of  a  largo  block  of  property  in 
Chicago  as  a  site  for  a  facfory  he  denied. 

“The  companies  at  present  will  not  erect  a 
factory,  as  they  do  not  need  it,”  he  said, 

“  Each  will  maintain  its  own  plant  and  attend 
to  its  own  branch  of  the  business.  The  inter¬ 
ests  wUl  be  so  identified,  however,  that  the 
one  corporation  will  work  into  the  hands  of 
the  other  and  will  make  contracts  for  the 

A  Big  Fartory  In  Prospect. 

As  the  present  works  of  the  Westinghouse 
Electric  and  Manufactmring  company  are  too 
small  for  the  demand  made  upon  them  more 
room  will  have  to  be  found  in  the  near 
future.  It  is  the  intention  to  erect  a  v^t 
plant  for  the  manufacture  of  everything  in 
the  line  of  electrical  apparatus.  IJocated  as 
it  will  be  between  the  Westinghouse  Airbrake 
Works  at  Wilmerding  and  the  Westinghouse 
Underground  Cable  plant  at  Brinton,  it  will 
make  of  a  stretch  of  country  along  the  line  of 
the  Pennsylvania  railroad  for  several  miles, 
anelectrical  town  equaled  nowhere  in  the 
country.  It  is  not  definitely  settled  yet  that 
the  electric  motor  works  will  be  included  in 
the  electric  plant,  as  it  would  facilitate  mat¬ 
ters  to  have  the  motors  and  the  cars  made  at 
the  same  place.  The  Pullman  company  may 
erect  a  car-building  plant  in  the  vicinity  of  the 
proposed  electric  works,  though  it  is  more 
likely  that  the  motor  works  will  be  taken  to 
Pullman.  Mr.  Pullman  is  known  to  own 
quite  a  large  amount  of  electric  company 
stock,  and  it  is  said  that  Mr.  Westinghouse  has 
a  good  deal  of  Pullman  stock  in  his  name. 


new  invention.  Several  roads,  however,  have 
been  completed  and  are  now  in  successful 
operation.  Among  other  places  the  street-car 
companies  at  Pullman  and  at  Lansing.  Mich., 
use  the  Westinghouse  motor,  xne  cars  run 
noiselessly  and  the  cost  of  operating  the  road 
is  said  to  be  remarkably  low.  Negotiations 
are  now  pending  with  one  or  two  of  the  pro¬ 
posed  Pittsburg  roads,  and  it  is  quite  probable 
that  they  will  bo  equipped  with  Westinghouse 
motors  and  Pullman  cars. 

The  effect  of  consolidating  these  two  great 
manufacturing  corporations  will  bo  to  make 
one  of  the  largest  in  the  world.  The  Pullman 
company  is  already  one  of  the  largest  in  the 
United  States,  and  the  Westinghouse  is  un¬ 
doubtedly  the  largest  in  Pittsburg. 

Westinghouse  already  has  orders  for  the 
equipment  of  thirty-six  roads  at  a  cost  'of 
$760,000.  _ 
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The  PriTSBURGH,  Cincinnati,  Chicago  &  St.  Louis 

RAILWAY  COMPANY. 


nSTOTIOIE. 


Pittsburgh,  Pa.,  September  i8th,  1890. 

The  Pittsburgh,  Cincinnati,  Chicago  &  St.  Louis  Railway  Company  having  been  duly  formed  by 
merger  and  consolidation  of  the  Pittsburgh,  Cincinnati  &  St.  Louis  Railway  Company,  the  Chicago, 
St.  Louis  &  Pittsburgh  Railroad  Company,  the  Jeffersonville,  Madison  &  Indianapolis  Railroad  Company, 
and  the  Cincinnati  &  Richmond  Railroad  Company,  the  lines  heretofore  operated  by  those  Companies 
will,  on  and  after  October  ist,  1890,  be  operated  by  the  new  organization. 

The  following  officers  having  been  duly  elected  will,  on  and  after  that  date,  perform  the  respective 
duties  devolved  upon  them  by  the  organization: — 

J.  N.  McCullough,  First  Vice-Presldent,  office,  Pittsburgh,  Pa. 

JAMP:S  McCREA,  Second  Vice-President,  office,  Pittsburgh,  Pa. 

THOS.  D.  MESSLER,  Third  Vice-President  and  Comptroller,  office,  Pittsburgh,  Pa. 

JNO.  E.  DAVIDSON,  Treasurer,  office,  Pittsburgh,  Pa. 

S.  B  LIGGETT,  Secretary,  office,  Pittsburgh,  Pa. 

STEPHEN  W.  WHITE,  Assi.stant  Secretary,  Philadelphia,  Pa. 

JOSEPH  WOOD,  General  Manager,  Pittsburgh,  Pa. 

E.  B.  TAYLOR,  General  Superintendent  of  Transportation,  Pittsburgh,  Pa. 

JOHN  F.  MILLER,  General  Superintendent,  Columbus,  O. 

Communications  relating  to  the  business  of  the  Company  will  be  addressed  to  the  above  officers 
in  their  respective  departments. 


By  order  of  the  Board. 


G.  B.  ROBERTS, 

President. 


Scr.^iy  p~IOoA 


Pittsburgh,  Cincinnati,  Chicago  &  St.  Louis  Railway  Company. 


OFFICE  OF  THE  GENERAL  MANAGER. 


Pm'TSBURGH,  September  20,  1890. 


GENERAL  NOTICE. 


The  Pittsburgh,  Cincinnati  &  St.  Louis  Railway  Company, 

Chicago,  St.  Louis  &  Pittsburgh  Railroad  Company, 

Cincinnati  &  Richmond  Railroad  Company, 

AND 

Jeffersonville,  Madison  &  Indianapolis  Railroad  Company, 
having  been  consolidated,  under  the  laws  of  the  different  states  through  which  they  pass,  into  a  corpo¬ 
ration  to  be  known  as 

The  PITTSBURGH,  CINCINNATI,  CHICAGO  &  ST.  LOUIS  RAILWAY  COMPANY, 
which  latter  organization  has  succeeded  to  all  the  rights,  privileges  and  obligations  of  its  various 
constituent  companies,  and  especially  to  those  rights  and  obligations  which  relate  to  lines  leased  or 
operated. 

Therefore,  beginning  October  ist,  1890,  the  Pittsburgh,  Cincinnati,  Chicago  &  St.  Louis  Railway 
Company  will  operate  all  the  railways  heretofore  operated  by  the  several  constituent  companies,  and,  for 
convenience,  the  different  divisions  will  be  designated  and  made  up  as  follows  : 


Pittsburgh  Division. 


P'rom  Pittsburgh,  Pa.,  to  Columbus,  Ohio ;  from  New  Cumberland  June., 
W.  Va.,  to  New  Cumberland,  W.  Va.,  and  from  Cadiz  June,  to  Cadiz, 
Ohio.  (Formerly  the  Pittsburgh,  Cincinnati  &  St.  Louis  Ry.) 

From  Mansfield,  Pa.,  to  Washington,  Pa.  (Chartiers  Railway.) 

From  Wheeling  June.,  W.  Va.,  to  Wheeling  and  Benwood,  W.  Va.  (P., 
W.  &  K.  R.  R.) 


Cincinnati  Division. 


Indianapolis  Division. 


P'rom  Columbus,  Ohio,  to  Cincinnati,  Ohio;  from  Xenia,  Ohio,  to  Rich¬ 
mond,  Ind.,  and  from  Xenia,  Ohio,  to  Springfield,  Ohio.  (Little  Miami 
R.  R.) 

From  Columbus,  Ohio,  to  Indianapolis,  Ind.,  and  from  Indianapolis,  Ind., 
to  Kokomo,  Ind.  (Formerly  a  part  of  the  Chicago,  St.  Louis  &  Pitts¬ 
burgh  R.  R.) 


p,/ooS> 


Richmond  Division. 


Chicago  Division. 


Louisville  Division. 


(From  Rendconib  Junction,  Ohio,  to  Richmond,  Ind.  (Formerly  the  Cin¬ 
cinnati  &  Richmond  R.  R.) 

Richmond,  Ind.,  to  Anoka  Junction,  Ind.  (Formerly  a  part  of  the  Chi¬ 
cago,  St.  Louis  &  Pittsburgh  R.  R.) 

ip'rom  Bradford  Junction,  Ohio,  to  Chicago,  Ill.,  and  from  Peoria  Junction, 
Ind.,  to  State  Line,  Ind.  (Formerly  a  part  of  the  Chicago,  St.  Louis  & 
Pittsburgh  R.  R.) 

IP'rom  Louisville,  Ky.,  to  Indianapolis,  Ind.;  from  Madison,  Ind.,  to  Co¬ 
lumbus,  Ind.;  from  Columbus,  Ind.,  to  Cambridge  City,  Ind.,  and  from 
Jeffersonville,  Ind.,  to  New  Albany,  Ind.  (Formerly  the  Jeffersonville, 
Madison  &  Indianapolis  R.  R.) 


The  following  officers,  having  been  duly  appointed  by  the  Board  of  Directors,  will,  on 
date  named,  perform  the  respective  duties  devolving  upon  them  under  the  organization : 


William  Mullins, 
M.  J.  Becker, 

E.  B.  Wall, 

R.  F.  Smith, 

E.  C.  Bradley, 

J.  J.  Turner, 
Ralph  Peters, 

F.  G.  Darlington, 
W.  B.  Leeds, 

C.  M.  Bennett, 

H.  I.  Miller, 


Purchasing  Agent, 

Chief  Engineer, 

Sup’t  of  Motive  Power, 
Sup’t  of  Relief  Department, 
Sup’t  of  Telegraph, 

Sup’t  Pittsburgh  Division, 
Sup’t  Cincinnati  Division, 
Sup’t  Indianapolis  Division, 
Sup’t  Richmond  Division, 
Sup’t  Chicago  Division, 
Sup’t  Louisville  Division, 


Pittsburgh,  Pa. 
Pittsburgh,  Pa. 
Columbus,  O. 
Cleveland,  O. 
Pittsburgh,  Pa. 
Pittsburgh,  Pa. 
Cincinnati,  O. 
Indianapolis,  Ind. 
Richmond,  Ind. 
Logansport,  Ind. 
Louisville,  Ky. 


and  after  the 


All  other  officers  and  employes  will  continue  to  perform  the  duties  heretofore  assigned  them. 

JOSEPH  WOOD, 

Approved :  General  Manager. 

JAMES  McCREA, 

Seconei  Vice  President. 


j>,  too  C_ 


Thh  Pittsbukgh.Cincinnati.Chicago  &  St.  Louis  Raii.way  Company. 


(rKNERAIv  NOTICE. 


Pittsburgh,  Pa.,  September  i8th,  1890. 

The  following  Officers  of  this  Company,  having  been  duly  appointed  by  the  Hoard, 
will,  on  and  after  October  ist,  1890,  perform  the  respective  duties  devolved  upon  them 
by  the  organization  ; 

J.  T.  Brook.s,  General  Counsel,  office,  Pittsburgh. 

J.  J.  Hrook.s,  Asst.  Counsel,  office,  Pittsburgh. 

Wm.  Stewart,  General  P'reight  Agent,  office,  Pittsburgh. 

D.  T.  McC.abp:,  Asst.  General  Freight  Agent,  office,  Columbus,  Ohio. 

E.  A.  Ford,  General  Passenger  and  Ticket  Agent,  office,  Pittsburgh. 

Frank  Van  Dusen,  Chief  Asst.  Gen’l  Pass.  Agent,  office,  Pittsburgh. 

M.  C.  Spencer,  Asst.  Treasurer,  office,  Pittsburgh. 

J.  H.  Dury,  Paymaster,  office,  Pittsburgh. 

J.  C.  Snee,  Paymaster,  office,  Columbus,  Ohio. 

By  order  of  Board  of  DireCLors, 

J.  N.  McCullough, 


First  Vice  President. 


_ Envelope 

_ ^Foldout_ 

NTlnsert _ 


j< . Z'4-i' . . Z'4i' . ■>) 

Centers  of’^appHrf  irons. 

TRANSVERSE  SECTION. 


Electric  Light  Car,  Pennsylvania  Railroad 


Vol.  O : 


THE  NEW  YOffK  Tt^AIN?  [ 

A*  Papular  Train  VVkIrli  Im  to  be  Ulwuii- 

Wh  ropret  to  lenni  of  the  doteiiniiin-  ! 
lion  of  tlie  Poiinsylvauia  Eiiilroiid  Com- 
puny  U)  diuoontinue  tho  tlirough  New  • 
York  eervioe  to  tliin  city,  eveu  For  a  few  ^ 
inontlrs  and  if  it  muBt  Ivs  we,hopeit  wll 
be  pxit  on  aftain  eua-ly  in  the  winter.  It 
va«  expc'ctedtlint  tliiw  train  would  lie  i 
lade  a  irermunent  ii\ture,  aa  we  liave  no 
oubt  but  tJuit  it  woiild  soon  liecoine  a  . 
irolitjible  one,  if  it  has  not  already  paid.  ; 
Ji  many  castm  it  pays  better  for  a  com¬ 
pany  to  keep  a  (  riuu  on  all  'he  year  than  1 
nave  to  advertise  it  evei-y  season  against 
'■  an  opposition,  even  if  there  is  a  loss  diir- 
in}7  the  short  jHaiod  it  is  to  lie  taken  off. 
again.  It  would  be  a  difte.ent  thing  if 
aU  the  hotels  were  to  close  and  !>rovide 
no  accommodations  for  visitors,  but 
some  of  our  (rest  hotels  are  open  continu¬ 
ally  and  all  could  bo  aixiomi  undated  even 
if  the  train  (iarried  txvirie  as  many  as  it 
has  during  the  past  summer.  Tliere  are 
a  number  of  permanent  tin, ins  running 
out  of  New  York  on  the  ditferout  roails 
now  under  more  exiiense,  which  ciury  on 
an  average  fewer  passengers  tiian  the  one 
'  0  this  city,  wliich  is  to  Go  discontinued, 
lotwith.stauding  it  has  been  a  good  ad¬ 
vertisement  to  the  Pennsylvania  system 
and  to  the' city.  '  , 

The  liotelpeopleand  othora  are  greatly 
'V.i.A'ledloMr.  F.  N.  Bavksdaie,  Chief 
he  Literary  Division  of  the  Passenger 
jni’tmeut  for  keeping  the  train  on  this 
amor,  os  it  almost  got  off  the  schedule 
t  May.  For  tlie  excellent  service 
dntained  on  the  train  by  the  Pullman 
jmpany,  credit  and  priyse  is  due  to 
-ur.  J.  H.  Simes,  District  Superintendent 
at  Jeraey  City,  and  J.  P.  Keator,  conduc¬ 
tor  for  the  Pullman  Company,  who  has 
received  many  complimeutaiy  mentions 
from  his  passengers,  and  is  a  staunch 
friend  of  Atlantic  City.  We  know  that 
tliis  service  was  greatly  appreciated  by' 
hearing'  strangers  speak  of  it  on  the 
train  and  at  the  depot.  It  has  lieen  the 
means  of  brinMg  a  number  of  visitors 
here  who  would  uot  have  come  only  for 
k^’e  through  service,  and  the  comforts  of 
,  a  Pullman  oar.  This  statement  can  be 
'  substantiated  by  the  wi-iter  in  two  or 
more  instances. 


c  (Lcl- 


Grand  Master  Sargent,  Vice  Grand  Mas- 
'  ter  Hannahan  and  Grand  Secretary  Debs 
■>4  the  Brotherhood  of  Locomotive  Fire- 
len  have  made  an  official  denial  of  the 
■port  that  any  difl'erences  with  Pullman 
nploye.s  had  arisen  during  their  trip  here 
their  special  train.  They  say: 

"he  Pullman  cars  were  in  charge  of  Conduc- 
■  Smith,  one  of  the  most  efficient  and  reliable 
jn  in  the  employ  of  the  company,  and  both 
t  and  his  porters  did  everything  possible  for 
e  comfort  of  the  party.  We  have  nothing  but 
ords  of  respect  and  appreciation  for  the  Pull- 
an  Company,  and  parllcularly  for  the  genial 
m]  good-natured  tnpen  ntendent,  S.  P.  Meehan, 
ho  ptealdes  over  their  interests  here.  Mr. 
eehaii  has  done  more  to  reeonello  the  inter- 
ta  of  capital  and  labor  than  auvonein  this 
otlon  of  the  country.  A  vote  of  thanks  was 


j  Ppksidbst  George  M.  Pullman, 
accompanied  by  Vice^'j  Pjesi^enT 
j  Wickes,  Oeneral'  Manager  Brc^-n,  and 
I  Arohilect  Beman,  spent  Thursday  af- 
I  ternoon  in  Pullman  discussing  the 
question  of  new  repair  shops  which 
I  Mr.  Pullman  thinks  of  building  east  of 
the  gas  house.'  Architect  Beman  and 
I  Manager  Sessions  will  make  plans  and 
estimates  at  Once. 


SAK  FRANCISCO  CHRONICLE, 
SATUBDAY,  SEPTEMBER  13,  1890. 


NOT  A  COMMON  CAKltlEB. 


I  property  lost  by  passengers  occupying  the  com- 
i  pany’i  oars  must  fall.  This  was  the  judgment 


ormation  reaches  us  through  the  passenger  department  of  the 
nond  and  Danville  System  th.it  a  new  fast  e.vpress  train  is  to 
n  on  that  line,  commencing  about  the  first  of  October,  between 
ungton  and  Atlanta.  The  new  train  is  to  be  caded  the' 
shington  and  South-western  Vestibule  Limited, "and  will  leave 
ungton  City  every  day  at  rt  15  a.m.,  arriving  in  Atlanta  at 
he  following  morning,  returning  upon  a  similar  schedule  of 
i  of  arrival  a  d  departure.  The  equipment  will  consist  of 
lan  palace  buffet,  smoking  and  library,  and  sleeping,  dining 
irawing  room  cars,  which  are  being  built  expressly  for  this  ' 


recently  inaugurated  dining  car  service  on  the  Pennsylvani.-! 
Vest  of  Pittsburgh,  has  been  put  in  effect  with  all  the  careful 
rm  to  detail  and  regard  for  the  travelers’  convenience  which 
lenzes  the  management  of  that  organization.  Even  in  such 
laratively  unimportant  matter  as  a  bill  of  fare  this  care  and 
iratiuii  is  shown  in  beautifully  gotten  up  menus  for  the  new 
car  service,  and  General  Passenger  Agent  Ford  shows  that 
not  reached  the  limit  in  the  march  of  improvement  by  in¬ 
explicit  criticisms  of  the  dining  car  service,  or  of  the  appear- 
r  demeanor  of  Pullman  or  train  employees,  bearing  the 
s  name  and  address  for  reply.  'We  venture  to  predict,  how- 
hat  the  criticisms,  if  any,  which  he  may  receive  will  come 
from  the  dyspeptic  fra' entity. 


I  NB^Vr  BININ^  C^.  ; 

ThLy  mil'Eooii  Bfvm  for  Ooiitral 
k  I  Ovorland  Serktto. 

Vhe  tbJ  0«ii- 

about  NovemborlMh.  4il>BDM(41lro^  the 
Pallman  shops  to  Jesse  llMbah  orttm  Foil- 
man  service  has  announced  this  fact,  which 
should  make  glad  all  overland  travelers. 
The  dining  car  is  acknowledged  to  be  the 
coming  thing  on  all  long-distanoe  routes.  | 
No  one  will  regret  that  the  lunch  basket  and 
“  twenty-mlnutes-for-refieshments  "  sta¬ 
tions  are  to  be  relegated  to  the  musenm  of 
stagecoaches  and  canal  packets.  Several 
months  ago  the  Union  Paolflc  put 
dining  cars  on  the  road  between 
Council  Bluffs  and  Portland.  Apparently 
that  action  loclrcd  the  Southern  Pacific 
managers  to  place  their  ordei  for  three  of  1 
the  finest  dining  cars  tne  Pullman  company 
can  turn  out.  They  will  be  named  the  ' 
Yosemite,  Pacific  and  Golden  Gate.  They 
will  be  rail  only  on  the  first-class  fast  mall 
trail),  which  leaves  here  dally  at  8  P.M.  and 
arrives  at  9:45  A.M.  According  to  the 
present  time  schedule  it  will  not  oe  neces¬ 
sary  to  run  the  cars  this  side  of  Summit, 
thus  saviog  the  pull  up  the  west  slope 
o(  the  Sierras.  It  Is  planned  to  keep 
the  three  cars  and  crews  of  dusky 
servitors  on  the  406  miles  of  roar 
between  Trackee  and  Wells,  Utah.  To 
expresF,  East-bound,  is  due  at  Truckeei 
8:15  A.M..  so  breakfast  will  be  In  readine 
tor  travelers  from  here  Ibe  night  prevto 
With  these  dicing  cars  on  the  Central  ro 
itaill  be  possible  for  the  traveler  Id  go 
from  here  to  New  York  without  leaving 
the  train  but  once,  that  being  at  Chicago. 
The  Northern  Pacific  has  been  ruunlng  dia¬ 
log  cars  for  some  time.  The  presumption  is 
that  the  Atchison  this  coming  winter  will 
put  them  on  the  through  run  between  Chi¬ 
cago  and  Los  Angeles. 

The  new  diclog  cats  will  be  In  charge  «t 
the  Pullman  agent  nere,  and  all  the  sup¬ 
plies  for  them  will  have  to  be  sent  from  this 
city,  the  assistant  at  Oakland  pier  will  look 
out  lor  all  details  and  It  Is  probable  that  one 
man  will  be  given  special  charge  of  toe  ta  ' 
of  seeing  ihat  the  cars  axe  kept  snoplLd 
with  all  the  table  luxuries  California  can 
produce.  In  this  way  the  West-bound 
tourist  will  have  the  first  tosio  of  Calitorots 
about  font  hundred  miles  from  its  eastern^, 
bonndaty. _ '  y 


J 


The  paaMBger  ear  shorrn  herewith  la  the  InTentlon  of 
|ir.  L.  P.  Parmer,  jate  General  Passenger  Agent  of  the 
Brie  Railroad,  and  now  Commissioner  of  the  Passenger 
Department  of  ths  Tiuuk  Line  Association,  and  has  been 
patented  by  him  in  this  country  and  Europe.  The  main 
feature  of  novelty  is  the  side  openings  at  the  centre  of 
the  car,  the  end  platform  and  st?p8  being  dispensed 
with.  In  the  Illustrations,  flg.  1  shows  the  exterior  of 
'the  car  with  doors  nt  the  centre  of  Its  length.  It  is  de¬ 
signed  td  have  a  vestibule  connection  at  each  end  with¬ 
out  side  doors.  The  eJitrance  at  the  centre  has  double 


An  EngUih  Ballwsy  Manager  at  Home. 

Washinotos,  D.  C.,  Sept.  U,  issu.  4^,  4.,^  business  at  any  price  and'  the"piotu7e  o)  ;““ha"nd 
To  the  Editors  of  Thb  KAinw AY  AOS.  holding  out  a  letter,  with  a  lace  onff  falling  over  a  wrist 

I  send  you  with  this  a  most  pleasing  sketch  appearing  which  Romney  painted  for  the  Kendal  postoffioe,  turns  the 
in  a  late  issue  of  Edmund  Yates’  paper,  “The  World"  of  the  oonreisation  onoe  more  on  the  land  of  the  lakes.  Sir 
London,  of  sir  Myles  Fenton,  the  general  manager  of  the  ^>8  «  of  nature. 

raUwav.as  he  snends  his  “shed  Saturdays”  °  “"‘'““•y  ^hloh  he  has 


[anager  at  Home.  N.  of  the  undergrouud  railway  belongs  to  another  era  in  the 

ON  D  C  Sent.  II  1890.  ^  f *o«®“>otion,  but  sir  Myles  will  not  be  indnoed  I 


•Lnlal  line,  Dutch  door  Sonth-Esetern  railway,  as  he  spends  his  “shed  S^^rdays”  j  Durer%?oWngs  dtoove^eVby* 


n  a  vertical  line,  as  common  with  double 
car  door  sill  is  just  above  the  statiou  plat- 


at  his  beautiful  seat  Nntfield,  in  the  lake  country.  Wealthy,  himself.  Three  or  font  genuine  Covenanters’  swords  ( 
titled,  distingnlshed  in  his  profession,  honored  by  the  vide  the  pictures;  the  folding  ohair  in  the  ohtmney  corn 


doors.  The  car  floor  8Ul  18  just  aoove  tne  station  pint-  ,  — — 0 - —  —  .  •  -  was  inventeH  Ann  T,„  w 

form,  and  the  steps  up  to  the  floor  of  the  car  are  wholly  ooniidenoe  of  royalty,  the  esteem  of  his  associates  and  the  flooring  “s  htu  hidden  S^theCaii 


within  It,  and  extend  close  to  the  aisle  or  passage  way,  respeot  of  all  who  oome  in  oontaot 

as  shown  in  flg.  2.  The  opening  over  the  steps  in  the  sented  under  so  attractive  a  oharaote 

car  may  be  covered  by  a  sliding  floor,  or  protected  by  a  jo  interest  many  of  your  readers  on 

simple  gate.  Door  openings  are  provided  on  both  sidea  fession  he  adorns  in  the  old  country, 

of  the  car,  opposite  each  other.  The  method  of  framing  '  j^g  - 

is  shown  in  fig.  3,  the  break  in  the  side  sills  being  com-  .u  •  j  » 

pensated  for  by  heavy  diagonal  bracing  to  the  sUls;  bat  1  If  y°" 

in  some  cars  to  bo  built  by  the  Erie  the  framing  is  al-  Vwhk.h  Ws  muI  delights  it  is 

tered  to  carry  the  compression  stresses  above  as  well  as  1  „gbed  Saturday”  for  your  pilgrim 
below  the  door.  |  Mvles  Fenton  has  borrowed  an  expn 


was  invented  and  prodooed  by  its  owner;  the  dark  oaken 
he  is  nro-  »*  half  hidden  by  the  Cairene  rugs  brought  back 

i.lii  by  ‘fdyFeofon  from  Egypt,  and  the  half-dozen  unmis- 
m  not  fail  takable  Chippendale  ahaire  ranged  along  the  wall 


interest  many  of  your  readers  on  this  side  of  the  pro-  earthed  by  her  husband  in  a  Kendal  cottage.  There  is  a 
ision  he  adorns  in  the  old  country.  b°‘b  and  out  of 

Jab  I,  Taylok  Q  P  A  “Ot  there  is  just  time  before  Innoheon  for  the  gen- 

JAB.  Li.  AAYLOB,  u.  c.  A.  gjg,  manager  of  the  South-Esstern  to  tell  you  the  story  of 

If  you  would  hope  to  see  the  indefatigable  general  man-  his  career,  as  he  leans  back  in  the  most  ingeniously  oon- 
er  of  the  Bonth-Eastern  railway  surrounded  by  the  rus-  trived  seat  to  be  fonnd  between  London  and  DoTer. 


in  some  cars  to  be  built  by  the  Erie  tae  framing  *8  tjojty  in  which  his  soul  delights  it  is  neoessary  to  select  a  I  The  Fentons  have  been  Westmoreland  worthies  and 

tered  to  carry  the  compression  stresses  above  as  well  as  1  Saturday”  for  your  pilgrimage  to  Nutfleld.  Sir  Mvio  diguttaTiee  for  at  least  five  generations.  It  is  diffl- 

below  the  door.  |  Myles  Fenton  has  borrowed  an  expressive  word  from  the  Suit  to  believe  that  the  most  distingaished  of  the  race  was 

Some  of  the  advantages  claimed  for  this  car  ara  vocabulary  of  the  engine  drivers  and  devotes  the  last  day  bton  while  George  IV.  still  reigned  and  the  carriages  at 

worthy  of  consideration;  for  Instance,  a  most  important  of  the  week  to  work  at  home  instead  of  going  up  to  the  '  Cahterbnry  were  propeUed  in  the  primitive  fashion  shown 

safeguard  is  secured  in  the  requirement  that  passengers  scene  of  his  offloial  duties  at  London  Bridge.  The  urgent  by  \he  old  print.  His  father  died  before  Myles  Fenton 

must  enter  and  leave  the  car  on  station  or  platform  letters  and  reports  have  been  sent  down  for  his  perusal  wadborn  and  as  he  had  his  own  way  to  make  m  the  world 

must  enter  and  Uave  ‘“e  ra  t«  by  a  special  messenger;  a  telephone  keeps  him  in  oonstant  he  fcok  service  with  the  Kendal  A  Windermere  railway  just 

side,  and  with  the  doors  closed  it  will  be  impossible  to  ^rith  headquarters  if  necessity  requires  it,  but  on  flv^and  forty  years  ago.  In  the  following  year  he  was 

get  on  or  off  wliile  the  train  is  In  motion.  Anotner  ugfled  Saturdays”  he  generally  manages  to  reserve  the  prmnoted  to  a  clerkship  in  the  “East  Lanossbire”  offloe 

feature  of  safety  lies  in  the  elimination  of  dangerous  afternoon  for  the  undisturbed  enjoyment  of  a  country  life,  ani  thenoe  migrated  in  1849  to  the  “Eastern  oountiee.” 

platform  riding,  now  common  on  suburban  trains  on  shortly  after  midday  the  train  arrives  with  phenomenal  Ofe  or  two  other  changes  intervened  before  he  accepted 

many  roads.  punotuslity  at  the  station, whioh  has  been  facetiously  ohrist-  af  the  mature  age  of  five  and  twenty  the  seoretaryship  of 


side,  and  witn  tne  floors  ciosea  ic  w.u  oe  impose.o.e  vo  r  headquariers  if  nee'essity  requires  it,  but  on  flys 

get  on  or  off  wliile  the  train  is  in  motion.  Another  ugflgfl  Saturdays”  he  generally  manages  to  reserve  the  prd 
feature  of  safety  lies  in  the  elimination  of  dangerous  afternoon  for  the  undisturbed  enjoyment  of  a  country  life,  ana 


platform  riding,  n< 
many  roads. 


The  steps  in  this  centre  exit  will  be  4  ft.  wide,  and  ened  “Fentonville,”  and  you  are  warmly  greeted  on  the  plat  jhe  “East  Lanoashire.’’  After  the  amalgamation  of  that 

_ :„vi„  -f  uIaaIaa.  kAAAiiAA  A  focm  fav  tho  omuiDOtent  “G.  M.,”  whoso  pUroing  cyes  sud  line  with  the  “Lancashire  A  Yorkshire”  he  acted  for  a 


the  car  can  be  quickly  emptied  at  stations,  because 
greater  number  of  persons  can  pass  out  at  the  sal 


form  by  the  omnipotent  “G.  M.,”  whose  piercing  eyes  and  line  with  the  “Lancashire  A  Yorkshire”  he  acted  for  a 
I  strongly  marked  eyebrows  are  commonly  Bupposed  to  be  time  as  assistant  secretary  of  the  new  combination;  but 


used  by  nearly  all  of  the  passengers,  who  must  pass  out  that TouVhost”  like  sir  JanTee  Whitehead  and  other  prom-  *  paoity  to  organize  the  whole  of  the  trafiSo  arrangements. 

.  In  single  file,  the  rear  platform  being  comparatively  of  inent  lake  country  men,  is  imbued  with  a  strong  love  for  It  was  a  new  departure,  but  oomplete  snooejs  attended 

'  little  use.  all  that  is  rural.  He  prefers  to  talk  about  the  beauties  of  his  efforts.  As  he  looks  out  on  bis  sunny  garden  over  the 

Mention  might  also  lie  made  of  the  more  gradual  rlsa  the  landscape  or  the  prosreots  of  the  crops  to  disonesing  ink  stained  desk  on  which  so  many  abstruse  oalonlations 

of  the  steps  and  the.  incidental  increased  convenienca  the  possibilities  of  the  channel  tunnel,  the  latest  phases  of  have  been  elaborated  he  tells  yon  with  undisguised  satis- 

I  tn  old  and  feeble  nersons  and  children  It  is  also  possl-  the  perpetual  oonfliot  between  the  8.  E.  and  L.  0.  A  D.,  faction  that  during  a  tenure  of  offloe  whioh  extended  over 

I  to  old  and  feeble  peisons and  thildren.  It  is  ^o  possl  ^g^j^g  of  the  railway  rates  controversy;  and  yon  17  years  636,811,136  passengers  were  conveyed  over  the 

t>le  for  passengers  to  occupy  the  steps  while  the  train  is  gjggtfligflniiriiig  the  sleek  alderneys  grazing  in  the  meadow  Metrbpolitan  system  without  the  loss  of  a  single  life.  One 

5  rin  motion  without  danger  to  life  or  limb.  In  stormy  traverse  when  the  carriage  oomes  to  a  stand- ,  of  his  most  amusing  stories  is  that  of  hie  expedition  to 

weather  one  steps  directly  from  the  car  to  the  station  'fjfl  before  a  gothic  porch,  over  whioh  is  insoribed  the  Broadlands,  on  a  cold  Deoember  day,  to  persuade  lord 

platform,  and  thus  avoids,  to  some  extent,  at  least,  the  motto  of  the  Fentons,  “Virtute  et  Fide  Vinoo.”  Towards  Palmerston  to  open  the  new  line.  The  genial  premier  de- 

raln  that  in  the  case  of  ordinary  cars  drives  down  be-  the  end  of  queen  Elizabeth’s  reign  a  modest  oottage  was  olined  courteously,  adding  laughingly  to  his  refusal  that 

tween  them  and  upon  the  iiasseugers  where  protection  buUt  on  what  was  then  oalled  the  “Fair  green;”  ita  subse-  “his  house  was  fnU  and  an  underground  railway  ont  of 

otsps,  that  annoy  ladies  by  soiling  skirts,  are  avoided.  green”  into  a  stately  mansion  if  his  career  had  not  Just  10  years  ago  sir  Myles  Fenton  beoame  the  general 

In  the  winter  season,  when  Ice  ordinarily  forms  on  the  gbort  prematurely  by  his  arrest  on  a  charge  of  manager  of  the  South  Eastern  and  the  “personal  oondnot- 

platform  and  steps,  this  car  will  be  free  from  such  forgery  in  the  very  dining  room  you  will  visit  presently,  or”  of  traveling  royalty  and  he  has  a  great  many  good 

troubles.  Sir  Myies  Fenton  has  oonsiderably  enlarged  the  low  two'  stories  to  relate  of  his  adventures  in  thie  capacity.  He 


■by  umbrella  is  impossible;  besides,  the  w 


can  pass  out  at  tne  same  ohargoteristios  of  the  inhabitants  of  Westmoreland.  Before  on  the  oompletion  of  the  Metropolitan  railway  in  1862  b 
form  of  car  the  front  exit  is  ;  reached  the  lodge  gates  half  a  mile  off  you  discover  ^  was  selected  to  be  the  general  manager  and  in  that  oa 


In  the  winter  season,  when  Ice  ordinarily  forms  on  the  ^^en  out  short  prematurely  by  his  arrest  on  a  charge  of  manager  of  the  South  Eastern  and  the  “personal  oondnot- 
platform  and  steps,  this  car  will  be  free  from  such  forgery  in  the  very  dining  room  you  will  visit  presently,  or”  of  traveling  royalty  and  he  has  a  great  many  good 
troubles.  Sir  Myies  Fenton  has  oonsiderably  enlarged  the  low  two'  stories  to  relate  of  his  adventures  in  thie  capacity.  He 

WTien  approaching  a  station  it  is  customary  for  train-  storied  house  amongst  the  hills  and  hedgerows  which  per-  finds  time,  in  spite  of  his  manifold  occupations,  to  indulge 
men,  particularly  on  suburban  trains,  to  open  the  end  petnally  remind  him  of  his  native  kendal,  but  like  a  true  in  his  favorite  mental  recreation  of  novel  roadtng-  Asre- 

open,  in  ordci  to  facilitate  the  exit  of  pa^ngera  and de-  i  tiles;  it  would  be  a  difflonlt  task  to  count  either  ths| on  the  shores  of  Windermere.  As  one  might  reasonably 

crease  tlie  length  of  the  stop.  Under  these  conditions  gables  or  the  twisted  obimney  staoks;  the  over-  expect,  sir  Myles  Fenton  has  sooumulated  a  goodly  ooUeo- 

the  cold  air  rushes  in  and  renders  the  ends  of  the  cars  hanging  eaves  are  in  perfect  harmony  with  the  leadedi  tion  of  railway  relics,  but  pictures  evidently  oooupy  the 

almost  uninhabitable,  and  causes  much  complaint;  in  ^{q^ow  panes  and  theolipped  yew  of  troesixteenth  oentury  first  place  in  his  afleotions.  *  ♦  * 

this  car  door  and  step  arrangement,  it  Is  expected  that  pattern  before  the  front  door;  and  the  entrance  derives  Passing  between  hedges  of  clipp^  yew  almost  as  solid 
‘..ir  auch  trouble  will  be  obviated  by  avoiding  the  neces-  !  additional  qusintness  from  the  tangle  of  ivy  whioh  sur-  as  walls  of  masonary,  you  oome  to  the  stables  which  have 

ea8ily  made,andthcdoorsncveropen  when  the  I  ing  from  hla  four  terriers  and  his  particular  pet  Beauty  meditates  starting  a  stud,  hut  as  yet  he  limits  his  horse- 

.jLD.rootion.  Brakemen  being  wliolly  within  the  car,  and  j  ^  be  appeased  until  her  master  reaches  thf/flesh  to  a  single  cob.  He  has  only  now  completed  the 


inpply  of  bisooite.  Nothing  o 


jtD-moiion.  nratvemen  neiug  wi.uiiy  wiiutu  ico  w,  auu  tp  he  appeased  until  her  master  resches  thf/flesh  to  a  single  oob.  He  has  only  now  oompleted  the 

the  extraneous  sounds  shut  out,  the  station  calls  are  .<flen”  where  he  keeps  a  snpply  of  biscuits.  Nothing  oa<  “Lovers’  walk,”  roofed  in  by  the  interlaoed  branobee  of 
more  easily  distinguished.  Further  than  this  is  the  ad-  be  prettier  than  the  cosy  study  in  which  the  owner  o  trees  and  just  wide  enough  fora  single  oonple  to  walk 
ditionul  advantage  of  always  having  the  steps  and  sta-  (  “Fair  green"  gets  through  his  morning’s  work  on  “shot  abreast.  Lady  Fenton  is  as  ardent  a  hortionltnrist  as  her 
tion  platform  well  lighted  without  a  speciallight  on  tha  .Saturdays.”  Although  the  celling  oan  almost  be  touohni  husband  and  this  ideal  promenade  is  being  extended  right 
outside  at  the  ends  of  the  car.  by  the  hand  the  panes  in  the  long  window  at  the  end  o  round  the  grounds.  Plantations  are  sprit^ 

Tb.„.unp  cpaoit,  I.  .b..,  tb..  .1  tb.  “• 


The  construction  aud  extenial  appearance  are  well  shown  p^^pMty'Vrthe”  poet’  W^rdV^oVlK* 'Through’ the”  op'ei  oTMsifV  conifers  and  other  "varieties  of  trees  as  oorreotly 
by  the  cuts,  and  further  description  is  unnecessary,  un-  |  easement  yon  oatoh  a  glimpse  of  green  tnrf,  weU  kep  as  he  oan  draw  up  the  most  oomplloated  railway  etatielios. 
less  it  be  to  state  that  owing  to  the  close  proximity  of  flower  beds  and  clumps  of  lilac  and  prickly  aoaoia.  Oi  The  same  sterling  qualities  whioh  have  enabled  sir  Myles 
the  ends  of  the  cars  a  vestibule  connection  is  practically  '  “shed  Saturdays”  sir  Myles  Fenton  now  and  again  relaxei  Fenton  to  aohieve  snob  signal  suooesa  ever  since  he  won 
estabitohed  between  the  two.  i  his  strict  rule  against  smoking  before  dinner  and  indulgei  his  early  laurels  as  one  of  the  most  astute  and  farsighted 

It  ahniit  dpciilAfl  1  Imf  a  I rniii  i>f  fhri.A  para  rnaAa  in  a  frsgrsut  oigsr  while  he  ehows  you  his  much  prizei  railway  organizers  are  brought  into  play  on  a  minatnre 
af  aoan  vlews  of  Windermere  and  Oonieton  in  sombre  blac>  scale  in  the  administration  of  the  model  domain  at  Fair 

after  thtedesign  will  soon  tecoustructod  for  the  Or^^^  frames.  David  Cox’,  bright  pictures  of  “A  yacht  in  l  green  which  seems  to  reflect  in  th.  oompleteness  of  its 
Branch  of  the  Erie,  and  the  cars  will  be  buUt  with  a  |  hjee^e”  and  “Sheep  in  a  atorui^’  or  the  faded  engravlngi  details,  the  vigorous  management  of  the  line  over  whioh 
view  to  handling  the  commuters  with  the  greatest  com*  mnstrating  the  opening  of  the  Osnterbnry  A  Whltstabll  eo  many  thousands  of  our  feUow  ooentrymen  are  wont  to 
fort  to  them  and  the  least  trouble  to  the  railroad  eom*  Une  in  the  iat  off  days  of  the  pre  Watkln  epoch,  when  th  travel  daring  the  present  season  on  tke  first  stage  of  their.. 
pgbjr,  trucks  were  worked  by  means  of  wire  ropee.  Thj  journey  in  searoh  of  health  and  charge  on  the  ether  side 

^ .  '  —  ■■  !  lUnstration  of  the  inspection  of  the  King’s  Gross  aectioj  of  the  ohsnnel.  _ 


1  forestry  and  be  is  able  to 
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A  Trip  With  the  Flying  Seotchmen. 


It  was  the  writer's  lortnne  to  receive  an  invitation  to 
ride  on  the  locomotive  hanling  the  fastest  train  in  Great 
Britain.  This  is  the  Flying  Scotchman,  which  leaves  New¬ 
castle  at  8:39  p.  m.  and  reaches  Edinbnrgh  at  C:20,  two 
hours  and  forty-one  minntes,  with  one  stop.  The  distance 
is  12iJ^  miles,  and  the  speed,  inolnding  one  stop,  is  there¬ 
fore  46.4  miles  per  hour. 

The  locomotive,  painted  a  green  color,  rather  towers 
above  the  oars.  It  is  a  fine  looking  piece  of  machinery, 
with  only  one  pair  of  driving  wheels,  to  which  send  is  fed 
by  a  steam  jet  of  the  Gresham  Jt  Graven  pattern.  The 
cylinders  are  compound — that  is,  one  is  used  at  a  high 


I  The  fireman  uses  a  shovel  with  a  long  blade,  about  22 


inches  by  8  inches,  and  with  this  and  a  bent  poker  to  reach 
under  the  fire  brick  arch  he  succeeds  in  supplying  coal 
evenly  to  the  fire  and  keeps  it  clean  and  burning  freely. 
During  the  run  he  keeps  down  the  coal  dust  and  cleans 
the  deck  by  the  use  of  a  brush  dipped  in  a  bucket  of 
water.  A  sheet  iron  apron  covers  the  joint  between 
the  engine  and  tender  as  is  the  case  with  the  American  lo¬ 
comotive.  The  valve  motion  used  is  the  Joy.  The  cylin¬ 
ders  are  20  inches  by  24  inches  and  28  inches  by  24  inches, 
and  the  weight  upon  the  two  drivers  is  about  36,000  to  88,- 


_ _ _  _ _  uoou  n  These  locomotives  make  the  run  from  Fork  to  New- 

presBure  and  the  other  at  low  pressure.  The  finish 'of  the  miles,  in  80  minutes,  with  a  total  train  load,  in- 

louomotive  is  of  the  best  and  harmonizes  well  with  the  '  engine  and  tender,  of  216  tons.  On  one  ooca- 

general  onifit  of  one  of  Ihe  finest  trains  in  the  world.  As  ®  minutes.  The  capacity  of  the 

the  eye  reaches  the  large  wheel  covers  that  surround  the  ' ‘®“‘*®'’ “  * 

'  foot  6 inch  drivers  the  suggestion  of  high  speed  iso  ' ‘i-”  tv,.  «r,Di  <•  m  i 


siderably  increased. 

When  the  signal  to  depart  reaches  the  engineer  he  at 
once  starts  the  steam  sand  jet  by  moving  the  handle  of  a 
small  vedve,  not  unlike  a  Westinghonse  engineer’s  air  brake 
valve  in  appearance.  This  movement  causes  a  small  jet 
of  sand  to  be  blown  between  the  driver  and  the  rail.  Then 
a  small  button  is  pulled  which  is  attached  to  a  rod  leading 
from  the  cab  sheet  directly  in  front  of  the  engineer  to  a 
small  valve  at  the  smokeboi,  which  admits  high  pressure 
steam  into  the  low  pressure  cylinder.  The  throttle  is  now 
opened  and  at  once  the  wheels  grind  on  the  sand  and  the 
train  commences  to  move.  As  soon  as  the  high  pressure 
exhaust  has  reached  the  same  amount  as  that  in  the  low 
cylinder  or  nearly  that  amount,  the  button  on  the  steam 
valve  handle  moves  forward  automatically  and  direct 
steam  is  shut  off  from  the  large  cylinder  and  the  engine 
is  working  compound.  In  getting  under  way  the  train 
accelerates  rapidly,  but  at  no  time  is  the  throttle  fully 
opened.  The  cylinder  power  is  great  enough  to  slip  the 
wheels  at  all  times,  even  when  the  sand  is  applied  to  the 
rails. 

There  are  a  few  grades  on  the  line  and  these  are  nnt 
heavy  ones.  The  track  is  quite  crooked 


of  124J^  miles.  The  coal  used  Is  26  pounds  per 
mile  average.  At  the  Gateshead  shops  Mr.  Worsdell  is 
building  several  locomotives  of  the  same  general  pattern 
with  7  feet  7}^  drivers  to  carry  200  pounds  boiler 
pressure.  The  cylinders  are  20  inches  by  24  inches  and  28 
inches  by  24  inches. 

The  line  over  which  the  machine  is  moving  is  not  hilly 
but  it  is  crooked.  It  does  not  seem  possible  as  one  views 
it  from  the  cab  that  it  could  be  the  same  upon  which  the 
runs  of  last  season  were  made.  It  was  then  that  a  speed 
of  81  miles  per  hour  was  attained.  The  officers  of  the 
line  state  that  during  the  first  runs  there  was  little, 
if  any,  more  fuel  used  between  terminals  than  when 
running  at  a  slower  speed.  This  statement  is 
indeed  a  “hard  nut  to  crack”  for  those  who  have 
been  writing  during  the  past  year  of  the  enormous  re¬ 
sistance  of  the  air  at  high  speei  and  the  stupendous  wave 
of  de Section  which  precedes  the  train  and  causes  it  to  be 
ever  climbing  up  the  hill.  But  facts  are  facts  and  these 
writers  will  have  to  find  a  new  wave  or  a  new  roadbed 
theory  to  offset  the  wave  theory,  mitigate  its  evils  and 
cause  the  facts  to  agree  with  the  hypothesis.  But  let  the 
resistance  be  what  it  may  the  train  moves  easily  at  66  to 
70  miles  an  hour  with  but  little  visible  effort  on  the  part 


these  curves,  before  the  track  was  reduced  in  curvature,  _ 
locomotive  drawing  a  Scotch  express  was  overturned. 
The  driver  was  buried  for  three  hours  under  his  engine  in 


only  at  the  one  stop  between  Newcastle  and  Edin¬ 
burgh  was  the  air  brake  used.  If  it  was  necessary  to  slow 
.  jjjiy  pQ^ntthe  engineer  wasawareof  itbefo^  . 


a  hole  made  by  the  steam  and  water  escaping  frfm^the  '  and  shut  off  steam  and  allowed  the  train  to  graduy/ 
boUer  He  was  not  secionslv  iniured  and  «  f..  I  slacken  pace.  This  of  course  takes  more  time  thai^  / 

,  I  slow  the  train  by  means  of  brakes,  but  in  this  case  to  s^ 


keeps  his  eye  ever  on  the  alert  for  the  signals  of  the 
“block  system,”  with  which  the  road  is  equipped. 

The  boilers  of  locomotives  on  English  railways  are  sel¬ 
dom  provided  with  gauge  cocks,  and  these  locomotives 
exception.  Two  water  glasses  are  used  to  deter- 

_ he  water  in  the  boiler,  one  being  placed  upon  each 

side.  Automatic  cylinder  oilers  are  not  in  general  use  and 
instead  the  well  known  “tallow  cup”  is  mounted  upon 
each  side  of  the  cab.  The  cab  is  made  of  steel  sheets 
upon  an  iron  frame,  surmounted  with  a  modern  roof 
which  extends  well  over  the  whole  foot  plate  and  effectn- 


marks  on  his  face  is  as  sound  as  ever.  It 
that  the  writer  rode  on  Aug.  10.  The  comfort  of  the 
enginemen  is  well  oared  for  on  these  engines.  On  each 
side  is  a  comfortable  wooden  seat,  but  without  cushions. 

Good  tight  clothes  boxes  are  provided  and  all  of  the  fin¬ 
ished  parts  are  of  forms  that  are  easily  cleaned.  As  the 
engineman  sits  in  his  seat  on  the  right  hand  side  of  the 
locomotive  he  can  reach  all  the  handles  which  it  is  neces¬ 
sary  for  him  to  operate  with  but  little  movement  of  the  i|  ,  ,  .  ,  j,  „ 

body.  While  running,  however,  he  seldom  sits  down,  but  ,  upon  which  the  raUs  are  carrirf  reduce  the  shocks  to  the 
I— J...  kia  nn  tkA  AiArf.  fni.  t.hA  aiivTinlR  of  the  1  locomotive  and  carriages,  while  upon  the  North  British 

the  rigid  roadbed  and  rail  chairs  cause  the  location  of  the 


.s  unnecessary,  , 

The  roadbed  of  th6  North-Eastern  has  broken  st^  \ 
and  gravel  ballast,  but  on  the  North  British  which  is  toj 
line  used  from  Hawick  to  Edinbnrgh,  the  ballast  is  of 
large  sized  broken  stone.  The  difference  in  the  riding  of 
the  locomotive  is  quite  perceptible  on  these  lines.  On 
the  North-Eastern  the  softer  roadbed  and  the  presence  of 
wooden  blocks  between  the  rails,  and  the  cast  iron  chairs 


rail  joints  to  be  plainly  marked  by  a  series  of  sudden 
shocks.  At  high  speed  these  shocks  cause  one  to  think 
the  locomotive  is  pounding  badly.  lu  fact,  the  condition 
of  the  rail  joints  on  all  European  roads  is  uncompliment¬ 
ary  to  the  engineering  talent,  and  while  the  joints  may 
not  be  in  worse  condition  than  those  in  the  United  States, 
yet  the  use  of  carriages  without  bogie  trucks  results  in 
the  transmission  of  the  shocks  directly  to  the  oar  body, 
id  therefore  it  is  far  less  comfortable  to  read  in  a  Euro 


weather.  The  front  windows - 

frames  hinged  to  the  front  of  the  cab.  In  order  to  pro¬ 
vide  good  vrilitilation  there  is  a  series  of  one-fourth  inch 
holes  punched  in  the  cab  front  sheet  close  op  under  the 
roof.  The  steam  gauge  is  small,  about  half  the  dimen¬ 
sions  of  those  need  in  the  United  States.  During  this  run 
the  hand  of  the  gauge  varied  but  little  from  180  pounds 
per  square  inch,  which  is  the  pressure  used  on  the  com¬ 
pound  locomotives.  To  maintain  this  pressure  the  fire¬ 
man  seemed  to  do  but  little  manual  labor;  however  it 
may  have  been  the  result  of  some  mental  exertion. 
Smoke  at  times  appeared  in  small  quantities  at 
the  top  of  the  stack,  but  during  most  of  the 
run  the  jot  of  vapor  issuing  from  the  smokebox  was  al¬ 
most  entirely  white.  The  absence  of  smoke,  while  soft 
coal  was  being  used  in  this  case,  was  undoubtedly  largely 
doe  to  the  well  arranged  brick  arch  in  the  firebox,  a  fire 
door  air  supply  dtflector  and  a  proper  admission  of  air 
above  the  fire  through  the  fire  door  hole.  The  fire  door 
is  of  ample  form  and  has  a  sheet  iron  shield  to  protect 
the  eyes  of  the  engineer  and  another  to  protect  his  legs. 


Improysd  Bnglish  Binlng  Cars. 

The  London  North-Western  railway  company  have  re¬ 
cently  built  for  service  on  their  lines  to  the  north  of  Eng¬ 
land  two  dining  oars  which  show  considerable  improve¬ 
ment  on  the  saloons  at  present  used  for  the  purpose. 
Each  oar  consists  of  two  ordinary  wagons  coupled  by  a 
gangway,  which  can  be  disconnected,  if  necessary,  in  a  few 
moments.  At  one  end  are  the  kitchen  and  pantry,  fitted 
with  gas  stoves  of  the  latest  make  and  with  capacious  cup¬ 
boards  and  presses.  Here  dinners  of  an  elaborate  charac¬ 
ter  can  be  prepared,  since  all  the  conveniences  of  a  modern 
kitchen,  including  a  large  ref  rigator,  are  found  in  the  small¬ 
est  possible  space.  Electric  beUs,  communicating  with  each 
table,  serve  to  attract  the  attention  of  the  waiter  to  the  trav¬ 
elers  who  desire  to  dine.  The  saloon  itself  is  divided  into 
1  three  compartments,  one  of  which  is  reserved  for  smoking. 
The  passengers  sit  facing  each  other,  between  them  being 
a  table,  which  can  be  folded  up  when  not  required.  The 
decoration  is  extremely  good,  the  panels  between  the  win¬ 
dows  being  of  inlaid  walnut.  The  sides  and  part  of  the 
roof  are  emblemished  with  Lincrusta-Walton  paper.  Ex¬ 
cellent  lavatory  accommodation  is  provided,  and  the  oars 
are  lighted  by  softly  shaded  lamps  supplied  with  oil  gas. 
The  fares  charged  are  to  be  at  the  ordinary  first  class 
rates,  but  the  saloons  will  be  occupied  only  by  such  pas¬ 
sengers  as  IntMid  to  dine.  The  dining  charges  will  be 
fairly  moderate,  the  culinary  arragement  being  in  the' 
hands  of  the  management  of  the  company’s  hotel.  The 
new  oars  are  to  go  into  service  immediately. — [Herapath’s 
Railway  Journal. 


•es.  ±ne  iraoa  is  quite  crooked  and  in  two  places  ■”  ““  - - -  - - - - -  r--- 

makes  a  turn  of  nearly  a  semi  circle.  When  the  looomo-  ‘^®  ‘ooo“oM^®-  Apparently  there  is  no  reason  why  the 
tive,  at  a  speed  of  60  miles  an  hour,  strikes  these  places  ®P®®^  *1®  ““^®  8"  .“>1®®  P®/  ^OTr  as  well  as  70., 

the  lateral  shock  in  the  cab  is  considerable.  On  one  of  ^  '*®  ®DKi“»«f  by  long  experience  is  familiar  with  the  lino 


A  TBAiN  of  eight  Pullman  oars  left  Chicago  on  the  even¬ 
ing  of  Sept.  16  over  the  Burlington  road  carrying  a  large 
number  of  general  passenger  and  ticket  agents  to  th^ 
semi-snnnal  convention  of  their  American  Assooiation 
which  was  held  in  Denver  this  week.  A  large  party  alsd 
left  St.  Louis  at  the  same  time  and  joined  the  Chicago 
members  at  Omaha.  The  convention  is  to  be  followed  by 
a  trip  over  the  new  cog  wheel  railway  to  the  top  of  Pike’s 
Peak  and  afterward  over  the  Colorado  Midland  to  Salt 
Lake  City. 


buffers  and  then  they  proce^  with  a  sort  snake  like 


motion  that  is  disagreeable  in  the  extreme.  This  however 
is  seldom  noticed  because  a  majority  of  the  roUing  stock 
is  kept  in  good  repair.  ... 

Passengers  on  the  lines  north  of  Great  Britain  are  looked 
in  the  carriages  after  they  enter  and  when  the  Scotch  ex 
press  stops  at  the  one  place  in  its  run  great  is  the  howl  of 
the  traveler  to  be  liberated  in  order  that  he  may  get  the 
sweet  bread  and  drink  of  whisky— aU  served  from  the  same 
counter— before  the  train  starts.  Last  year  the  whole  run 
of  124>4  miles  was  made  without  a  stop  and  the  carriages 
are  unprovided  with  toUet  conveniences.  In  the  south  of 
England  and  in  France  and  Germany  the  doors  of  the 
compartments  are  no  longer  looked,  but  can  be  opened 
from  the  window  by  the  passengers. 

The  whole  trip  was  so  well  managed  that,  when  arriving 
at  Edinburgh  at  exaoUy  6:20,  having  been  running  almost 
continually  with  the  same  engine  for  2  hours  and  86  min  - 
hntea  at  an  average  speed  of  about  60  miles  per  hour,  the 
‘loomotive  was  in  sood  condition  to  make  a  return  trip, 
. it,  a  short  time  thereafter. — [D.  "■ 


—The  St.  Louis,  Keokuk  &  Northwestern  Rail-  ^ 
road  (Burlington  route)  has  just  received  from 
the  Pullman  shops  four  vestibule  cars  intended 
for  the  Denver  run,  which  are  models  of  beauty. 
The  finish  is  of  the  Cuban  mahogany.  They  are  / 
equipped  with  a  new  style  of  Scar  itt  reclining  j 
chair,  designed  especially  for  the  Burlington  sys¬ 
tem.  The  panels  between  each  of  the  windows 
are  of  bevel  French  mirrors  with  carved  cornices. 
The  end  finish  of  the  cars  is  of  an  original  and  ar¬ 
tistic  finish,  with  large  French  plate  mirrors.  The 
smoking  room  is  of  liberal  dimensions  and  the  up¬ 
holstery  is  of  olive  leather.  • 


/OS 


Keokuk  &  Western  Railroad  Company. 

OFFICE  OF  OENEIUL  MANAGER. 

Keokuk,  Iowa,  September  24,  1890. 

J.  P.  Boyle  is  appointed  Train  Master,  with  office 
at  Centerville,  Iowa,  vice  J.  G.  Sickles,  resigned. 

T.  R.  Board  is  appointed  Car  Service  Agent,  with 
office  at  Keokuk,  Iowa,  vice  J.  G.  Sickles,  resigned. 
Junction  Cards,  Tracers,  and  Mileage  Reports,  pertain¬ 
ing  to  the  service  of  Company  or  Foreign  Cars,  should 
be  addressed  to  him. 

Changes  take  effect  October  ist,  1890. 


A.  C.  GOODRICH, 

General  Manager. 


of  the  car.  There  is  room,  moreover,  tor  two  or  more 
^  ^  camp  stools  for  sitting  down  when  the  berths  are 

' made  up  and  there  is  also  the  oonvenienoe  of  a  large 
^  /  mirror — no  small  item  in  the  comfort  of  people  while 

^  l'  dressing,  especially  of  ladies.  The  compartments 

yV  y  j  X  arc  placed  crosswise  of  the  oar  and  the  passage  way 

e.'ctends  along  one  aide  the  entire  length  of  the  in- 
^  terior;  but  although  by  this  arrangement  the  passen- 

y  y  ger  occupying  the  seat  next  to  the  outside  window 

perhaps  has  a  small  advantage  this  is  nearly  compen¬ 
sated  for  by  the  fact  that  the  one  sitting  next  to  the 
SLEEPING  CAB  IMPROVEMENTS  NEEDED.  ^jale  jjas  his  own  window  which  can  be  opened  into 

The  modern  Pullman  and  Wagner  sleeping  cars  jjjg  passage  way  and  looks  directly  out  through  the 
embody  so  much  of  elegance  and  good  taste  and  show  other  side  of  the  car.  The  chief  disadvantage  of 
such  a  lavish  expenditure  for  the  comfort  and  pleasure  |  ^jjjg  compartment  arrangement  so  far  as  the  passenger 
of  the  passengers  that  it  seems  ungracious  and  un-  jg  concerned  is  the  fact  that  one  half  the  berths 
grateful  to  suggest  the  possibility  of  improvement.  Re-  ^^jjch  form  the  seats  in  the  daytime  necessarily  face 
calling  the  sleepers  of  a  very  few  years  ago  and  com-  backward,  but  to  many  this  is  not  a  serious  objec 
paring  them  with  the  latest  palace  ears  with  their  costly  jbe  possibility  of  having  a  movable  chair  in 

and  tasteful  woodwork  and  upholstery,  their  spacious  compartment  allowing  the  occupant  to  face  in  any 

drawing  rooms  and  smoking  rooms — the  former  sup-  ,jirection  nearly  removes  this  difficulty.  The  other 
plied  with  lavatories  and  other  conveniences,  their  lib-  objection  is  the  fact  that  unless  the  passenger  travel- 
eral  dressing  rooms,  their  luxurious  high  backed  seats,  jjjg  alone  takes  the  entire  compartment  for  the  night, 
their  steam  or  hot  water  heating  and  brilliant  lighting,  paying  $4  instead  of  $2  for  a  single  berth,  he  or  she 
their  vestibule  connections  and  other  improvements,  jg  Hable  to  have  a  disagreeable  traveling  companion 
the  march  of  progress  is  seen  to  have  been  very  ^be  same  room.  Of  course  the  door  can  be  left 
great  and  it  would  almost  seem  that  ingenuity  and  gpgj,^  and  it  is  sometimes  argued  that  it  is  no  more 
liberality  could  go  no  farther.  Certainly  nothing  is !  undesirable  for  two  strangers  to  lodge  together  in  the 
to  be  desired  in  respect  to  the  features  named.  But  ^ban  in  the  same  section  of  the  ordinary 

the  one  defect  in  the  American  sleeping  car  is  the  gi^gper,  but  this  will  hardly  be  the  feeling  of  most 
lack  of  privacy  at  night,  accompanied  by  sufficient  travelers.  Where  two  friends  are  traveling  together 
room  for  comfortable  dressing.  Accustomed  as  ^bg  compartment  plan  escapes  this  objection,  but  to 
American  travelers  have  become  to  the  idea  of  from  tbe  difficulty  in  regard  to  strangers  being 

twenty  to  forty  people  retiring  for  the  night  in  the  j,brown  together  the  sleeping  car  company  might 
same  room  divided  into  bunks  by  curtains,  behind  g^opt  the  method  of  soiling  the  entire  compartment 
which  the  disrobing  and  dressing  must  be  done  in  individual,  where  desired,  for  $3,  and  it  would 

the  most  uncomfortable  attitudes,  without  freedom  j.jubtless  be  found  that  the  additional  dollar  would 
for  the  movement  of  an  arm,  few  even  yet  can  go  cases  be  cheeifully  paid  for  the  privi- 

through  this  process  without  a  feeling  almost  of  in-  of  privacy  thus  secured.  To  ladies  traveling  alone 
dignation  at  the  publicity  and  the  embarrassing  and  children  and  to  invalids  the  compartment 

painful  limitations  to  motion.  Of  course  it  would  especially  adapted  and  is  the  subject  of  en- 

be  unreasonable  to  expect  in  the  narrow  limits  of  a  ^busiastio  commendation  by  those  who  have  used  it. 
railway  oar  the  spaciousness  of  a  hotel  bedroom,  but  demand  for  privacy  in  sleeping  oars  and 

it  is  evidently  possible  to  so  arrange  the  same  space  enough  to  turn  around  while  dressing  is  in- 

that  is  now  available  so  as  to  give  both  absolute  privacy  greasing  is  shown  by  the  popularity  of  the  style  of 
and  sufficient  room  for  making  the  toilet  in  comfort.  referred  to  and  also  by  the  fact  that  oars  which 
This  can  be  done  by  the  adoption  of  the  compartment  combine  improvements  on  this  method  have  just  been 
plan,  and  although  this  plan  has  disadvantages  for  service  on  the  Shore  Line  between  New  York 

use  by  day  on  long  journeys  it  is  believed  that  its  Boston.  We  hope  to  have  a  full  description  of 
evident  advantage  at  night  would  be  considered  by  ^bese  oars,  which  it  appears  have  state  rooms  accom- 
the  great  majority  of  travelers  to  far  outweigh  the  ob-  persons  and  sections  intended  for  one 

jections.  person.  Each  state  room  contains  a  lavatory,  which 

Practical  demonstrations  of  the  advantages  of  the  constitutes  a  very  great  addition  to  comfort  oom- 
compartment  plan  are  afforded  on  the  few  lines  which  ^j^b  the  public  washing  room,  which  is  fre- 

are  running  the  oars  of  the  Mann  boudoir  pattern,  now  ^^gntly  made  uncomfortable  by  overcrowding.  The  I 
belonging  to  the  Pullman  company.  One  of  the  g^^egement  of  sleeping  accommodations  described 
lines  between  Chicago  and  St.  Paul  runs  daily  in  the  I  ,  reouirements  of  all  passengers,  whether  1 


ind  one  of  the  beat  Pull¬ 


lines  between  Chicago  and  St.  Paul  runs  daily  in^the  requirements  of  all  passengers,  whether 

same  train  one  of  these  oars  and  one  of  the  beat  }  ull-  jj.j^yc]jQg  singly  or  in  pairs,  and  we  cannot  but  be- 
man  pattern,  and  it  is  the  testimony  of  the  oonduc-  ^bat  it  is  the  inauguration  of  a  reform  in  the 

tors  that  the  majority  of  passengers  prefer  the  com-  ^n^gtyuntion  of  sleeping  cars  which  will  ere  long  be- 
partment  car.  These  boudoir  oars  have  twelve  com-  general.  Indeed  the  principle  of  separate  ao- 

partments  with  accommodations  for  the  same  number  gn^mn^ations  has  for  some  time  been  a  demonstrated 
jf  passengers  as  are  offered  by  twelve  sections  in  the  ^^^.g^gg  certain  of  the  limited  trains  on  the  main  a 
iUndard  sleeper,  but  with  the  great  difference  that  although  the  extra  charge  made  for  the  state  " 

each  compartment  is  large  enough  to  allow  the  occu- ;  drawing  room  accommodations  has  prevenU  I 

nants  to  dress  with  perfect  ease  and  has  a  door  which !  being  enjoyed  by  the  majority  of  travel?  i 

'-solute  privacy  and  separation  from  the  rest!  ^  4- 


Mii.wackeb,  Oct.  1— The  Milwaukee  & 
Northern  formally  passed  Into  the  hands  of 
the  Milwaukee  &  St.  Paul  to-d.iy,  and  Boswell 
Miller,  Henry  0.  Payne.  E.  P.  Klpley,  Angus 
Smith.  Frederick  Layton,  Alfred  M.  Hoyt  and 
Frank  S.  Uond,  of  New  York,  became  direct¬ 
ors  of  the  new  organization.  Onicers 
were  ^ected  as  follows:  E.  P. 

Ripley,  Chicago,  vice  president;  P. 

Milwaukee,  secretary;  James 
M.  McKinley,  New  York,  assistant  secretary; 
F.  Q.  Ratiney,  Chicago,  treasurer;  James 
McNabb,  asslstanttreasurer;  W.  N.  D.  Wlnne, 
Chicago,  auditor;  John  W.  Cary,  Chicago, 
general  counsul;  A.  J.  Earllng,  Chicago,  gen- 
'  eral  manager;  W.  G.  Collins,  Milwaukee,  gen¬ 
eral  superintendent. 

The  following  appointments  for  the  new 
conipany  were  announced  by  Vice  President 
Ripley :  General  passenger  and  ticket  agent, 
George  H.  Heafford,  Chicago;  B.  W.  Mc¬ 
Kenna,  assistant  general  suiierlntendent, 
Milwaukee;  G.  E.  Simpson,  superintendent  of 
transportation,  Milwaukee;  J.  F.  Cochrane, 
car  accountant.  All  these  offleers  will  have 
beaduuarters  In  Milwaukee.  - 


r.  Paui-,  Oct.  1.— I'n  the  case  of  tl 
loUs  A  St.  Louis  Railroad  vs.  the  i 
mlsBloners,  in  the  slccpiiig/Vig'cas 
aepln  County,  the  Supreme  Udfft  dec 


BOON  TO  SLEEFINO-CAB  TBAYELEBB. 

Minnesota  Decides  That  I;he  Cpper  Berths 
Must  Be  Closed  When  Not  In  Use. 

St.  Paul,  Minn.,  Oct.  1.— [Speoit^]— The 
Minnesota  Supremo  Court  today  decided  that 
the  upper  berths  of  aU  sleeping-cars  running 
in  this  State  must  remain  closed  when  not  in 
use.  The  case  in  which  this  decision  was  made 
is  quite  a  celebrated  one,  that  of  the  St.  Loui) 
Railroad  vs.  The  State  Railroad  Commission, 
appellants.  The  order  was  first  issued  to  the 
St.  Louis  road,  which  denied  the  right  of  the 
Minnesota  Commissioners  to  make  it,  and  de¬ 
cided  to  make  the  matter  a  test  case.  Judge 
Young  of  the  Hennepin  County  Court,  after  a 
long  hearing,  decided  that  the  commission 
had  no  authority  to  issue  such  an  order.  This 
decision  is  reversed  by  the  Supreme  Court,  and  i 
sleeping-car  porters  must  hereafter  close  all  * 
unused  upper  berths  as  soon  as  the  trains  on 
which  they  are  running  enter  the  State. 


Q^eacon. 


BOSTON,  SATURDAY.  SEPT  27,1890. 

■  '  There  has  been  a  good  deal  of  talk  ot  latei  | 
about  that  wonderful  Harris  Palatial  Car  the 
“feannette."  and  the  daily  press  has  been 
flooded  with  fine  illustrated  articles  descriptive 
of  its  size,  strength,  utility,  beauty,  etc.,  and 
how  it  is  going  to  revolutionize  railway  pas¬ 
senger  equipment.  It  is  a  very  handsome  car 
and  is  in  many  respects  a  fine  sample  of  the 
car  builders’  art,  but  wherein  it  surpasses  the 
latest  products  of  the  Pullman  shops,  except 
in  the  mailer  of  elaborate,  not  to  say  gaudy 
finishings,  it  is  hard  to  discover.  It  finds 
hosts  of  admirers  in  everv  city  where  it  has 
been  exhibited,  but  as  yet  neither  the  Pull¬ 
man  nor  the  Wagner  people  seem  aispdsed  to 
made  overtures  towards  taking  it  into  their 
fold.  While  the  Pullman  people  have  exam- 
I  ined  it  through  an  Eastern  official  of  theris,  we 
I  know  it  to  be  a  fact  that  there  is  not  a  word 
f  of  truth  in  the  report  that  they  have  offered 
a  million  dollars  or  any  part  of  a  million  dol¬ 
lars  for  the  control  of  the  much  vaunted 
Harris  patents.  Palatial  car  stock  will  have 
to  be  boomed  in  the  future,  on  something  be- 
of  Mr.  Pullman  as  a  pur- 


"o 


Pnllman  Report*. 

he  reports  of  the  FuUinan^Palaoe  Car  com¬ 
pany  to  the  Board  of  Taxation  were  made  pub¬ 
lic  today.  There  has  been  much  contention 
tliat  this  company  was  not  properly  assessed. 
The  reports  show  little  property  in  Illinois, 
which  probably  accounts  for  the  low  assess¬ 
ment  in  Illinois,  but  the  report  is  of  interest 
nevertheless.  During  the  last  year  including 
May  1  they  furnished  sleeping  and  parlor- 
cars  in  operating  126,037  miles  of  railroad, 
4,428  miles  in  Illinois.  It  furnished  2,060 
sleeping  and  drawing-room  cars,  fifty  of  them 
in  Illinois.  The  cars  used  in  the  operation  ol 
various  roads  are  assessed  in  other  States,  Ter¬ 
ritories,  and  countries.  All  property 
is  represented  by  its  capital  stock, 
which  is  $24,963,100  paid  up ;  fail 
cash  value  is  $1.33^.  The  assessed  valuatioi 
of  tangible  projierty  for  taxation  in  Cook 
County  is  $663,991.  Part  of  the  assets  of  the 
company  represented  in  the  capital  stock  is 
the  Union  foundry  and  Pullman  Car-Whegl 
works,  for  purely  manufacturing  purposes, 
which  exempts  it  from  levy  by  the  board.  The 
tangible  property  represented  outside  of  Illi¬ 
nois  is  $31,000,748.10.  In  reaching  the  assess¬ 
ment  the  board  has  to  deduct  all  this.  Lost 
year  the  total  assessment  was  $1,091,860.  The 
county  this  year  has  increased  its  capital 
stock  from  $19,000,000  to  $25,000,000. 

The  Union  Stock-Yards  and  Transit  com¬ 
pany  reports  capital  stock  of  $4,400,000,  shares 
worth  about  120.  Its  tangible  property  is  as¬ 
sessed  at  $881,120,  The  claim  has  been  made 
in  the  board  this  year  the  property  was  pay¬ 
ing  7  per  cent  on  $20,000,000.  There  will  be 
an  increase  in  this  corporation,  also,  it  is  said. 


BIU  PCLLIVIAN  EARNINGS. 


Increase  of  $11S,80S  for  September  Over 
the  Same  Month  Last  Tear.  | 

New  Yoek,  Oct.  2.-The  fiscal  year  of  the  PuU- 
man  company  ends  July  31,  and  the  earnings  for 
that  period  have  been  reported.  For  the  month 
of  Augost  the  earnings  increased  $20,963  over  the 
same  period  last  year,  and  for  the  month  of  Sep¬ 
tember  the  earnings  increased  $115,806.  The  3.000 
acres  of  land  which  the  Pullman  company  owns 
adjoining  the  Town  of  Pullman  stands  on  tbs 
books  at  $341  an  acre.  The  present  value  of  this 
land  is  from  $4,000  to  $5,000  an  acre.  It  may  safe- 
'y  represent  a  profit  of  not  far  from 


THE  PULLMANS  WILL  FIGHT. 

Opposed  to  Minnesota's  Law  Relative  to 
Closing  Upper  Berths. 

The  Pullman  Palace  Car  Company  will 
not  abide  by  the  ruling  of  the  Minnesota  Su¬ 
preme  Court,  which  decided  that  the  upper 
berths  of  all  sleeping  cars  running  In  that 
state  must  remain  closed  when  not  occupied. 
The  case  In  which  this  decision  was  made  has' 
been  In  the  Minnesota  courts  for  nearly  three 
years.  It  grew  out  of  an  order  issued  to  the 
St.  Louis  Railroad  by  the  state  railroad  com¬ 
mission.  The  St.  Louis  Road  denied  the  right 
or  the  commission  to  make  such  an 
order,  and  the  matter  was  taken  to  the  Dis¬ 
trict  Court.  Judge  Young,  of  Hennepin 
County,  before  whom  the  case  was  tried,  de¬ 
cided  that  the  commission  had  no  authority 
to  Issue  such  an  order.  From  this  decision 
the  commission  appealed  and  the  Supreme 
Court  held  that  the  commission  had  Jurisdic¬ 
tion  to  make  such  an  order.  The  Pullman 
Company,  which  Is  really  the  party  In  conflict 
with  the  Minnesota  state  commission,  still 
maintains  Its  original  position,  that  the  com¬ 
mission  had  no  right  to  Issue  the  order,  and 
this  It  Is  claimed  the  United  States  Supreme 
!  Court  will  bold  In  spite  of  the  decision  of  the 
Minnesota  Supreme  Court. 

"The  decision  Is  Inoperative,”  said  J.  S.  Run- 
nells,  the  Pullman  company’s  general  coun- 

(sel.  “We  claim.  In  the  first  place,  that  a  rail¬ 
road  commission  has  no  such  autocratic  pow¬ 
ers  as  this  commission  has  attempted  to  en¬ 
force.  They  propose  to  take  from  us  our 
property  without  due  process  of  law  and 
give  It  to  some  one  else.  That  Is  just  what 
their  order  amounts  to.  We  offer  to  sell  a 
lower  berth  for  a  certain  price.  We  give  the 
purchaser  just  what  he  bought  when  we  pull 
down  the  upper  berth.  If  we  are  compelled 
I  to  close  the  upper  berth,  according  to  the 
commission's  order,  a  person  buying  a  lower 
berth  gets  a  whole  section,  if  It  so  happens 
that  the  upper  berth  be  not  taken.  A  person 
who  pays  for  a  whole  section  gets 
no  more.  There  has  been  no  claim 
set  up  by  the  commission  that 
the  purchaser  of  a  lower  berth  does  not  get 
all  he  Is  entitled  to  when  we  give  him  his 
lower  berth  and  close  the  upper.  It  Is  only 
claimed,  tacitly  at  least,  that  inasmuch  as  the 
upper  berth  may  not  be  In  use,  the  occupant 
of  the  lower  berth  should  have  the  use  of 
both  until  the  upper  berth  Is  taken.  As  a 
business  proposition  this  claim  Is  nonsense. 
The  Supreme  Court  does  not  touch  the  merits 
of  the  case  In  the  decision.  It  only  declares 
that  the  commission  has  power  under  the  law 
to  make  the  order  of  which  we  complain. 
Now  we  shall  contend  that  the  commission 
has  no  right  to  take  our  property  and  give  it 
away.  If  they  fall  back  on  their  state  law  we 
shall  still  contend  that  the  State  of  Minnesota 
has  no  right  to  take  our  property  with¬ 
out  due  process  of  law,  nor  can  the 
legislature  of  that  state  delegate  such 
an  autocratic  power  to  any  body 
within  the  state.  Outside  of  the  plain  com¬ 
mon  sense  of  the  matter,  the  United  States 
Supreme  Court  has  decided  that  the  commis¬ 
sion  has  no  right  to  determine  finally  such 
questions  as  these,  depriving  the  railroad 
companies  of  the  right  to  be  heard  In  a  court 
where  It  may  be  determined  whether  or  not 
the  commission's  orders  are  reasonable  and 
just.  If  we  have  no  right  to  a  judicial  hear¬ 
ing  the  commission  has  no  right  to  make  the 
orders. 

“So  far  as  the  enforcement  of  this  rule 
concerns  the  traveling  public,  they  would  be 
the  losers.  If  all  the  upper  berths  were 
closed  and  the  lower  berths  occupied  It  would 
be  necessary-  to  seriously  discommode 
some  passenger  every  time  an  upper  berth 
was  wanted  by  some  late  passenger. 

As  It  Is  now,  the  upper  berths 

are  made,  and  the  sleeper  below 

la  not  much  disturbed  by  the  late  passenger 
climbing  Into  the  upper  berth.  But  If  that 
upper  berth  must  be  pulled  down  and  made 
up  for  a  late  traveler  the  occupant  below 
would  be  Inclined  to  howl  against  the  opera¬ 
tion  of  the  silly  order.  All  we  care  about  the 
order  Is  to  be  able  to  give  our  patrons  good 
service.  If  the  order  should  hold  we  could 
not  saUsfy  the  traveling  public  as  well  as  we 
can  under  our  present  system." 


TUfiEE  NEW  RAILWAYS 


ALL  BETWEEN  CHICAGO  AND  ST,  LOUIS 


The  Atchison,  Burlington  anil  Eastern  1111. 
nols  Figuring  on  Taking  a  Whirl 
at  the  Alton,  Wabash  and  Illinois 
Central— Busonbark  Honored. 


There  are  now  three  first-class  lines  of 
railroad  from  Chicago  to  St.  Louis,  and  in 
a  short  lime  there  wili  be  opened  three 
more  routes,  making  six  in  all.  The  three 
lines  now  competing  for  this  traffic  are  the 
Chicago  &  Alton,  Wabash  and  Illinois  Cen¬ 
tral.  The  proposed  new  lines  are  the  Chi¬ 
cago  &  Eastern  Illinois,  in  connection  with 
the  “Big  Four”  line,  which  runs  from  Indi¬ 
anapolis  to  St.  Louis.  This  route  will  not 
be  by  way  of  Imlianapoli.s,  but  will  strike 
the  “Big  Pour's”  southwestern  route  by 
means  of  a  line  to  be  built  southwest  from 
Tuscola.  Another  line,  which  has  once  ; 
been  in  operation,  but  was  abandoned,  is  \ 
the  Burlington  by  way  of  its  Kansas  City 
line  and  the  St.  Louis  &  Rock  Island  divis¬ 
ion.  It  has  been  common  report  for  some 
time  that  the  Burlington  was  preparing  to 
put  through  trains  on  this  route  once  more, 
and  it  is  even  stated  that  a  new  vestibuled 
equipment  is  being  constructed  for  It. 
General  Passenger  and  Ticket  Agent  P.  S. 
Eustis,  of  the  Burlington,  when  asked 
about  the  matter,  said  j'esterday : 

“The  report  that  the  Burlington  would 
reopen  its  Chicago  and  St.  Louis  line  has 
ndt  been  authorized  by  me,  and  I  do  not 
think  by  any  officer  of  this  company.  I 
will  say  that  we  have  a  good  line  to  St. 
Louis,  and  when  it  was  opened  a  few  years 
ago  it  paid  expenses  within  eight  days  of 
the  time  it  was  opened.  I  think 
it  was  closed  to  through  traffic  to 
avoid  a  threatened  rate  disturbance. 
When  we  reopen  our  St.  Louis  line 
it  will  be  opened  to  stay  open. 
Regarding  the  report  that  we  are  now 
having  built  some  elegant  equipment  for 
the  new  line,  I  will  say  it  is  true  that  we 
are  having  some  elegant  new  equipment 
built,  but  we  are  not  ready  to  say  where  it 
is  to  be  run. .  Further  than  this  I  have  no 
details  to  be  made  public  other  than  to  say 
that  wherever  we  have  established  our 
through  lines  we  are  attacked  by  new  or 
unscrupulous  competitors,  and  it  may  pay 
us  to  enter  the  field  between  Chicago  and 
St.  Louis,  where  the  business  is  large,  and 
we  would  have  everything  to  gain  and 
nothing  to  lose.” 

So  much  for  the  Burlington’s  plans. 
The  other  officials  of  the  road  are  as  un- 
commimicative  as  Mr.  Eustis. 

The  most  important  line  to  be  opened 
between  St.  Louis  and  Chicago  is  one  con¬ 
trolled  by  the  Atchison,  Topeka  &  Santa 
Fe.  This  line  will  be  formed  of  the  Atchison 
proper  from  Chicago  to  Peklp.  From  Pekin 
to  St.  Louis  It  will  he  the  Jacksonville  & 
Southe,islern  Line.  This  route  will  probably 
enter  St.  Louis  over  the  new  Merchants' 
Terminals.  The  Jacksonville  &  Southeastern 
Is  practically  owned  by  the  same  banking 
firms  that  are  now  managing  the  Atchison, 
and  the  Atchison  handles  all  of  Its  Chicago 
freight  traffic  under  a  close  traffic  contract. 
The  opening  of  this  line  has  become  a  neces¬ 
sity  to  the  Atchison  ever  since '  It  ac¬ 
quired  possession  of  the  St.  Louis 
&  San  Francisco.  By  opening  a 
route  via  St.  Louis  the  Atchison  will 
run  on  Its  own  track  over  the  shortest  route 
between  Chicago  and  Fort  Worth,  Dallas  and 
all  Interior  Texas  points,  and  at  the  s.nme 
time  he  able  to  compete  between  Chicago  and 
Galveston  on  time  lor  both  freight  and  pas¬ 
sengers  with  any  competition. 

The  old  lines  between  Cblc.ago  and  St.  Louis 
view  with  alarm  this  stupendous  Invasion  of 
what  they  have  come  to  look  on  as  their  In¬ 
herited  property  by  three  aggressive  cor¬ 
porations,  while  the  lines  from  St.  Louis  to 
the  southwest  are  very  much  alarmed  at  the 
^vaslou  of  their  territory  by  a  through  line 
■^m  Chicago,  and  a  lively  fight  may  be  the 
ll^lt  of  the  opening  of  the  new  lines,  which 
not  far  distant 
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THE  TMES-STiB.': 


SLEEPERS  DISCUSSa 

h.  Q.  AND  C.  MAN  COMPAUE8  THE 
MANN  AND  PVtiEMAN  CARS, 

Ho  Thinks  tho  Former  the  More  Pop¬ 
ular  AVitli  the  Traveling  Public— 
The  Itates  I,o\ver— About  Eocatiug 
liadies  in  Berths. 

•‘Hello,  Timks-Star,  1  see  you  have 
itirred  up  a  discussion  aboutsleepiiigcars,” 
aas  ihe  greeting  from  Mr.  D.  G.  Edwards, 
B.  T.  P.  A.  of  the  Q.  and  C.. 

■  "Yes,  can  you  tell  anything  new  in  that 
sonnectioii?” 

"Well,  I  can  not  say  as  to  that,  hut  it 
may  prove  interesting,  since  the  discussion 
has  come  up,  to  establish  some  of  the  points 
you  made  in  your  article  of  the  22d,  which, 
I  see,  have  been  disputed.  Step  in  liere  a 
moment  and  let  us  have  a  talk  with  a 
ticket  agent  of  the  Cincinnati  Southern. 
I'hat  road  and  the  other  lines  in  the  tineen 
Slid  Crescent  system  are  running  both  Pull¬ 
man  and  Mann  sleeping  cars,  and  their 
ticket  agentought  to  know  something  about 


In  accordance  with  t 
ticket  agent  was  called  < 
if  he  could  say  anyibini 
Would  boot  interest  to  t 
as  follows; 

"About  the  Mann  c 
great  deal  about  them. 


is  suggestion  the 
1  and  when  asked 
on  the  subject  that 
e  public,  started  in 


great  deal  about  them.  Wh  run  both  styles 
of  cars  on  oar  Florida  trains,  and  I  have 
never  known  anyone  to  wait  for  the  Pull¬ 
man  on  the  nigiit  the  Mann  car  goes  out, 
but  I  have  had  family  parties  wait  over  in 
order  to  get  reservations  in  the  Mann  car  in 
preference  to  taking  accommodations  in  the 
rullman.  Taking  the  two  cars,  especially 
with  people  who  are  familiar  with  both,  the 
Mann  car  will  liave  the  preference  every 
time.  But  with  people  who  have  never 
traveled  in  the  Mann  car,  we  aoiiietimes 
nave  a  request  to  save  space  in  tlic  Pullman 

"Wlicn  we  first  commenced  running  the 
Mann  car,  people  said  they  were  not  •Amer¬ 
ican, ’  and  would  1101  do.  blit  our  business 
Increased  steadily,  and  from  points  where 
nil-  competitors  were  l•u!.•niIlg  the  hand- 
foniest  and  finest  of  Piillmiiii  open  ears.” 

"How  about  locating  a  lady  in  a  room  | 
with  a  stranger  of  the  opposite  sox?” 

"That  is  something  we  never  do.  We 
have  a  diagram  of  the  car  in  the  oflice,  and 
[have  never  yet  sold  berths  in  the  same 
mom.  so  aa  to  liave  this  happen.  W'here 
Ihe  car  is  crowded,  we  manage  to  put  two 
ladies  together.  But  liiat  objection  is  rather 
a  sentimental  one  after  nil.  Where  one 
parly  does  not  buy  tliu  entire  section,  the 
door  is  kept  open,  and  it  is  certainly  as  al¬ 
lowable  as  to  have  a  mail  put  in  an  upper 
hertli  of  a  Pullman  with  a  lady  in  the 
lower.  Besides,  everyone  who  Inis  traveled 
i.s  aware  that  when  an  open  Pullman  car  is 

■owded.  the  drawing-room  is  sold  out  in 
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could  gel  it.  hut  ttie  trouble  is.  It  generally 
costs  about  twice  as  much  as  a  section,  bo 
it  is  the  price,  not  the  arrangement,  tiiat  | 
keeps  them  from  being  popular,  lake 
it  during  the  tourist  season,  and  on  the  lines 
that  carry  a  great  deal  of  this  class  of  travel, 
which  is  composed  generally  of  people  who 
are  pretty  well  off,  or  at  least  have  money 
to  spend,  you  will  find  the  drawing  rooms 
taken  nearly  every  time. 

"Now  you  aee  the  situatiuu  from  the 
Btaiidpoint  of  a  man  wlio  deals  directly  with 
the  traveling  public.  1  will  give  you  soine 
more  facts.  For  instance,  the  Wabash  Rail¬ 
road  company  were  operating  the  Mann 
cars  between  St.  Eouis  and  Chicago  tor  a 
long  time.  Tliey  afterward  made  a  W"- 
tract  with  the  Wagner  Car  company.  Iliev 
put  two  oars  on  the  traiu—one  open  and 
Olio  coiiipurtnient  car— hut.  the  deiiiand  for 
space  ill  the  coinparluient  car  (which  is 
jnst  the  same  us  a  Maiiir  car)  was  so  great 
iliat  llie  oompiiny  issued  iin  order  iiisiruct- 
liig  agents  to  give  the  preference  in  thecom- 
purtmeut  car  to  paying  pusseiigers.  and 
nussengers  holding  passejs  or  fiee  transpor¬ 
tation  liad  to  take  space  in  the  open  car. 
Besides,  the  attractiveness  in  tills  style  of 
car  was  so  great  tbe  Ciiicago  &  Alton  were 
obliged,  in  deference  to  the  demands  of 
their  patrons,  to  put  on  compartment  cars. 

“Tbe  New  York  Central  look  up  Uieplan 
and  built  some  beautiful  compartment  cars 
for  their  New  York  and  Chicago  Limited. 
The  Big  Four  is  running  compartment  cars 
betwee?!  here  and  Chicago  now,  and  I  am 
willing  to  bet  a  new  hat  that  at  least  one, 
if  not  all,  of  llic  other  Chicago  linra  from 
here  will  have  compartment,  curs  before  six 
months  have  passed. 

"You  see  the  Rullman  company  own  the 
Mann  cars  now,  and  as  they  are  alwav.s  try¬ 
ing  to  get  tlie  best,  you  will  hnd  before 
long  tbev  will  have  a  car  which  will  com¬ 
bine  the’best  featurep  of  both  pians.  Soine 
day  wbeii  you  liave  time,  call  on  Mr.  C.  C. 
Chase,  district  superintendent  of  the  Rull¬ 
man  and  Mann  Car  companies,  and  he  will 
show  you  Uie  improvements  they  have  al¬ 
ready  commenced  to  make  in  the  Mann 
Bars  on  tbe  Queen  and  Crescent.  For  :n- 
swnce.  they  have  cliunged  tlic  upper  berths 
lo  as  to  make  the  seal  pleasanter  tor  tue 
day  ride,  the  upper  berth  being  let  down  so 
it  acts  as  a  back  to  tbe  seat.  They  liave 
put  in  the  Riillinan  arrangement  for  set¬ 
ting  the  bullet  table,  which  is  a  change  for 
the  better.  Tliey  are  putting  in  hamlsonie 
smokiiic  rooms  separate  from  tlie  .mtlet 
room,  another  decided  improvement. 
Also  putting  mirrors  in  the  doors  between 
the  state  rooms,  so  that  a  lady  occupying 
one  of  these  rooms  lias  practically  a  full- 
Ungih  mirror  to  dress  by,  witli  all  the 
privacy  of  her  own  room  at  home.  They 
are  also  trimming  the  interior  with  a  biieht 
plush,  instead  of  thediiigy  looking  damask, 
and  are  improving  the  outside  of  tlie  cars 
in  a  ■'*  t  many  ways. 

‘•A-  see,  the  Mann  cars  have  not  had  a 
fair  chance.  Tliey  were  built  about  ten 
years  ago,  and  the  company  bad  not  tbe 
money  to  put  in  new  miprovenients.  so 
ttiev  stand  just  where  they  were  when  first 
built.  Whereas,  the  RuHniun  Co.  hardly 
ever  build  a  car  that  is  not  an  improvement 
ill  some  way  over  Us  predecessor.  Wiili 
■— y  as  theRiillman  owning  the 


motion.  The  numerous  partitions  tend  to 
divide  the  draftaiid  circulate  it  throiigli  the 
car  tlie  same  as  through  the  rooms  of  a 
house,  without  letting  in  the  dust  and  cin¬ 
ders.  Tbe  noise  of  the  train  is  kept  out 
better,  and  yon  nan  converse  in  a  Mann  car 
without  yelling  at  the  top  of  your  voice. 

"Tbe  greatest  advantage  of  all  is  the  fact 
tliat  the  berths  are  crosswise  instead  of 
lenglliwise  in  tlie  car.  There  are  very  few 
straight  railroads  in  this  country— except 
on  the  maps— and  on  a  road  with  a  good 
many  curves  the  advantagesof  this  position 
are  apparent  lo  every  one  who  lias  trieil 
both  cars.  Did  you  ever  get  into  one  of 
these  open  sleepers  late  at  night  or  early  in 
the  morning  and  realize  liow  iiiicumfurtable 
it  was, crowded  and  stilling  and  warm,  if  not 
from  the  weather,  from  the  steam  pipes? 

In  the  Mumi  car,  or  compartment  car, 
widen  is  the  same  thing,  you  get  into  a 
small  room  where  you  cun  undress  .com¬ 
fortably  and  can  breathe  freely  without  be¬ 
ing  shut  in  a  little  pltice  like  a  Chinese 
opium  den.  with  II  heavy  curtain  letdown 
against  it,  to  half  smother  you.  Of  course 
‘•the  average  Americuu”  likes  to  sit  down 
on  the  side  of  the  berth  in  an  open  car  and 
try  to  take  his  slioes  off  while  the  sleeping 
car  comlnctor.  the  porter,  brakeinen  and 
an  occasioiial  iiassenger  walks  through  and 
steps  on  hi.-i  feet,  ami  he  would  not  be  de¬ 
prived  of  the  privilege  of  knocking  Ids 
iicud  ugainst  the  handle  of  the  upper  berth 
lor  anything.  But,  all  the  same,  when  he 
can  get  one  of  these  little  compartments  he 
will  generally  try  them  again. 

"Besides,  it  is  nonsense  to  talk  about 
being  cooped  up  in  tlie.-e  curs.  If  yon  waul 
to  stir  iihout  the  cur,  there  is  along  aisle 
along  the  side  of  the  car  with  window  seats 
provided.  If  you  want  to  mingle  witli  your 
fellow  travelers  and  they  want  you,  which 
is  important,  you  can  visit  them  in  their 
rooms  the  same  us  if  you  go  into  anoilier 
section  in  a  Pnllmun.  If  they  don’t  want 
yon  they  will  shut  their  doors  and  tliuiik 
Hcaven’for  the  proleclion.  If  a  man  wants 
to  make  acquaintances  in  tbe  Pnllnian.  lie 
generally  does  this  in  the  smoking-room, 
and  he  ha.s  precisely  the  same  opportunity 
in  the  smoking-room  of  the  Mann  car. 

"Then  loon  at  the  comfort  it  affords  old 
people,  invalids  or  ladies  traveling  with 
young  children.  I  tell  you,  you  would  not 
expect  a  lady  to  take  care  of  a  baby  in  the 
parlor  or  public  reception  room  of  a  hotel. 

I  while  necessity  will  excuse,  hiir  doing  so  in 
a  sleeping-car, 'hut  if  there  is  a  way  out  of 
it,  tiiat  she  can  he  spared  tliis  enibarrass- 
ment.  it  is  certainly  offered  by  the  Mann 
'  car,  and  that  of  itse'lf  ought  to  show  the 
value  of  sucli  an  arrangement.” 

.^^cc/fiibCo  , 

^  ^  ^ 

MAY  RON  ITS  OWN  SLEEPERS. - - 

The  Milwaukee  &  St.  Paul  and  the  Pullman 
Company  are  at  loggerheads.  Rumor  hai  It 
that  the  result  will  be  the  termination  of  tha 
I  contract  between  the  two  companies,  and  that 
the  railroad  will  run  its  own  sleeping-cars.  The 
trouble  has  existed  for  some  time  past,  and,  it 
*  *-  alleged,  grew  out  of  a  demand  by  the  Pullman 


PULLMAN  BAND  VICTORIOUS. 

It  wing  FIrgt  rrl*e  at  the  IlllnoU  .State 
Fair— Lagt  Day  of  the  Ulg  Show. 

Peoria,  D1.,  Oct.  3.— This  was  the  closing 
day  of  the  Illinois  state  lair  and  3.\000  per¬ 
sons  attended.  The  weather  was  warm  and 
I  pleasant.  The  fair  has  been  a  (treat  success 
j  In  every  way.  The  only  awards  made  to-day 
were  In  light  horses.  All  Interest  was  centered 
In  the  big  state  band  contest,  which  was  held 
on  the  race  track  Immediately  In  front  of  the 
grandstand.  The  following  bands  partici¬ 
pated:  Jacksonville  Juvenile  Band,  twenty- 
four  pieces;  De  Molay  Band,  of  Bloomington, 
thlrty-stx  pieces;  Goodman’s  Band,  of  Deca¬ 
tur,  twenty-two  pieces;  Duke's  Band,  of 
Peoria,  twenty  pieces;  the  Mlnler  Baud,  of 
Mlnler,  fifteen  pieces;  Macomb  Band,  twenty- 
five  pieces;  Woodson  Band,  eighteen  pieces; 
Pullman  Military  Band,  of  Pullman,  Ill., 
forty-one  pieces.  The  Jacksonville  Juve¬ 

nile  Band  was  the  first  to  play.  They 
were  handed  sheets  of  music  aud 

given  two  minutes  in  which  to 

silently  study  the  notes  and  then  they  were 
to  play  It  through.  The  piece  selected  for  the 
test  was  “The  March  Peoria,"  which  had 
never  been  played  by  any  band  before.  The 
bands  to  play  were  locked  up  in  floral  hall,  so 
that  they  could  not  possibly  hear 
the  music.  The  bands  followed 

each  other  at  intervals  of  ■  about 
ten  minutes  and  nearly  all  succeeded  well. 
The  Judges  were  Professor  M.  Klnehart,  Pro¬ 
fessor  D.  Spencer  and  Professor  E.  Plowe. 
Out  of  a  possible  sixty  points  the  Pullman 
band  had  65;  Duke's,  as.  Decatur,  aS;  Jack¬ 
sonville,  aS;  De  Molay,  46;  Mlnler,  22;  Ma¬ 
comb,  aa;  Woodson,  13.  The  second  part  of 
the  contest  consisted  In  selections  by  each  of 
the  competing  bands.  In  this  the  Pullman 
band  had  57  points;  De  Molay,  5.5,  and  Duke's, 
42.  The  Pullman  band  took  the  S130  first 
prize  and  De  Molay  the  second  of  $75  and 
three  bands  tied  for  third  prize. 


j  D3UBLING  THE  PULLMAN  STOCK. 

Proposition  to  Increase  the  Capital  of  the 
Corporations  to  Twice  Its  Size. 

A  proposition  to  Increase  the  capital 
stock  of  the  Pullman  Palace  Car  Company 
from  *3,000,000  to  *10.000.000  will  be  voted  on 
at  the  annual  meeting  of  stockholders  to  be 
held  In  Chicago,  Oct.  1(1.  The  proposition 
originates  with  George  M.  Pullman  and  will 
therefore  be  carried  without  any  powerful 
opposition.  Pullman  stock  Is  quoted  at  from 
175  to  180,  and  has  for  several  years  been 
paying  dividends  of  8  per  cent.  During  all 
this  time  Immense  suras  of  money  have  been 
pouring  Into  the  treasury  of  the  company.  It 
Is  now  proposed  to  double  the  stock  and  re¬ 
duce  the  dividends  from  8  to  C  per  cent.  The 
holder  of  *100,000  worth  of  stock  which  now 
pays  dividends  of  $8,000  will  under  the  pro¬ 
posed  change  hold  3200,000  In  stock,  yielding 
an  Income  of  *12,000.  Mr.  Pullman  will  ar¬ 
rive  In  Chicago  to-tlay  from  New  York,  where 
he  has  been  In  cumsultatlon  with  eastern 
holders  ot  stock. 


THE  TIIS-STAR 


CINCINNATI,  OCTOBER  3.  1890. 


^  Privacy  In  Cars  Desired. 

r  It  is  gratifying  to  observe  that  the  posi¬ 
tion  of  the  Times-Star  on  the  superior  con¬ 
veniences  of  the  Mann  sieeping  car  over 
those  of  the  Puilmau  patent  is  cordially  ap¬ 
proved  by  railroad  men  who  have  had  ex¬ 
tensive  experience  with  ail  the  varie¬ 
ties  ot  sleeping  cai-s.  The  railroad 
men  base  their  judgment  on  the  his¬ 
tory  of  the  public  taste  regarding  tlie  two 
kinds  of  cars.  An  official  of  the  Queen  & 
Crescent  line,  where  the  Mann  and  Puilmau 
are  run  alternately,  says:  -1  have  never 
known  anyone  to  wait  for  tlie  Pullman  on 
the  night  the  Mann  car  goes  out,  but  I  have 
had  family  parties  wait  over  in  order  to  get 
reservations  in  tlie  Maim  car  in  preference 
to  taking  accomtnodalions  in  the  Pullman. 
Taking  the  two  cars,  especially  with  people 
who  are  familiar  with  botli,  the  Mann  car 
will  have  the  preference  every  time.”  It  is 
mistake  to  suppose  tlie  traveling  public 
I  gregarious,  tliat  it  needs  to  get  all  hud¬ 
dled  together,  face  to  face,  iu  one  car  in 
order  to  experience  all  tlie  delights  of  travel. 
The  experienced  traveler  likes  seclusion, 
precisely  tlie  kind  of  seclusion  tlie  Mann  , 
style  of  cars  affords.  Tlie  sooner  tlie  Pull¬ 
man  company,  who  own  ail  the  Mann  p..t- 
ents.  revise  their  open  car  and  fashion  all  ‘ 
sleepers  mucli  after  the  Mann  pallet u, 
wliere  the  passenger  lias  the  choice  of  a 
public  place  in  which  to  ride  or  of  the 
utmost  privacy,  the  sooner  will  the  public 
feel  better  reconciled  to  the  outrageous 
charges  to  which  thef  Pullman  company  j 
subjects  them.  Any  man  or  woman  wlio  i 
has  ever  tossed  all  night  in  a  Pullman  | 
berth  in  ear  shot  of  the  siirill  voice  of  a 
peevish  baby,  and  who  has  peacefully  tried  , 
the  closed  apartments  ot  a  Mann  car,  even  I 
when  there  were  several  howling  babies  oiiJ 
board,  should  be  called  and  asked  to  testijUM 
when  tile  detenders  of  the  Puilmau  stylc^f 
car  begin  to  speak.  : 


MORE  THAN  ONE  VESTIBULE. 

The  Wagn^er  Car^roiupany  Will  Worry  .Vloiig 

New  York,  Oct.  10.— Officers  of  the 
Wagner  Palace  Car  Company  do  not  appear 
to  be  taking  to  heart  the  decision  of  the 
United  States  Circuit  Court  in  Boston  in  the 
suit  of  the  Pullman  Company  against  the 
Boston  tt,  Albany  Hallroad.  H.  Walter  Webb, 
vice  president  of  the  Wagner  Car  Company, 
said  to-day  that  they  had  a  number  of  devices 
In  their  shops  that  would  serve  for  vestibule 
car  purposes  just  as  well  as  the  disputed 
face  plates.  “I’robably  we  shall  c.arry 
the  case  up  to  the  Supreme  CourL" 
continued  Mr.  Webb.  "but  there  is 
not  much  occasion  for  that,  since 
It  would  take  live  years  or  more  before  it 
would  be  heard.  We  are  satlsfled  to  use  other 
devices  which  answer  the  purpose.  We  cer¬ 
tainly  shouldn't  pay  a  royalty  to  use  the  face 
plates.  We  began  taking  off  the  old  arrange¬ 
ment  to-day,  and  very  soon  we  shall  have  all 
our  trains  equipped  with  the  new  style  of 


Berths  Under  the  Floor. 

A  new  private  car  has  been  built  that  for 
elegance  of  finish  and  completeness  of  detail  sur¬ 
passes  anything  thus  far  built,  but  it  also  marks  a 
new  departure  in  car  construction  that  makes  it 
especially  interesting  to  every  traveler,  and 
worthy  of  more  than  a  passing  notice.  It  is  a 
combination  parlor  and  sleeping  car.  Watching 
the  operations  of  the  porter  in  his  usual  evening 
transformation  act,  one  sees  him  stop,  bend  down 
and  turn  up  a  6- foot  section  of  the  floor  at  a  right 
angle  with  the  side  of  the  car.  Then,  taking  hold 
of  a  similar  trap  door  under  the  former  one  he 
opens  that  up  in  the  opposite  direction  so  that  a 
small  room  is  formed.  Running  up  each  end  are 
seen  two  rack  bars  with  a  groove  in  the  center. 
The  porteT  then  stoops  down,  inserts  a  crank  in 
the  center  of  the  front  of  the  open  space,  and, 
turning  it,  two  berths  or  boxes  are  speedily  run 
up  into  position.  The  two  chairs  belonging  to 
that  section  of  the  floor  are  placed  iu  the  hole  or 
pocket  under  the  berths,  and  your  gripsock  fol¬ 
lows  if  you  desire.  A  trap-door  fastened  up 
against  the  bottom  of  the  lower  berth  is  let  down, 
forming  a  front  to  the  pocket,  and  the  weight  of 
the  berth  resting  on  it  fastens  It  so  securely  that 
nobody  can  confiscate  your  property  without  rais¬ 
ing  the  berth.  The  upper  berth  is  then  run  up  a 
little  higher,  lids  in  the  under  berth  are  raised  so 
that  they  support  the  upper  one  at  each  end,  and 
similar  lids  on  the  upper  berths  are  raised  to  form 
partitions  above  the  sections  of  the  floor.  The 
berths  are  found  all  fitted  with  springs,  mat¬ 
tresses,  sheets,  blankets,  pillows,  etc.,  and  in  two 
minutes  from  the  time  you  stepped  off  the  section 
floor  your  berth  is  ready  for  occupancy.  Along 
each  side  of  the  clere- story  of  the  car  are  seen 
lieavy  oxidized  silver  bars,  divided  into  five  equal 
lengths.  The  porter  takes  hold  of  one,  pulls  it 
out  a  foot  or  more  from  the  side,  and  hangs  from 
it  heavy  berth  curtains  ot  Moorish  design.  The 
berths  are  ot  unusual  length,  each  being  0  feet 
2  inches  long,  and  they  are  also  wider,  and  there 
is  more  space  between  them  than  in  common 
sleeping  cars.  The  aisle  is  2  feet  S  inches  wide.— 
r  Boston  Herald. 


The  President  has  nominated  George  M.  Pull¬ 
man,  of  Chicago,  Ill.,  A.  J.  Cassatt,  of  Pennsylva¬ 
nia,  and  Henry  G.  Davis,  of  West  Virginia,  to  be 
Commissioners  of  the  Intercontinental  (three 
Americans)  Railway. 


/o? 


D'SR'a  sm  ■. 


The  Palmer  House  Coaching  Club 

extends  to  you.  a  cordial  innitatiou  to  join  tiiexn  in  a 
trip  to 

“  HORSE’S  HOME,” 

on  Saturday,  September  aTtd,  1B90.  Carriages  uriii 
leave  tde  lAadies’  Untrance  ol  tiae  Pullman  Building  at 
10  o’cioois.  R.  M.  sdarp,  lor  Special  Pullman  Train  over 
tde  Illinois  Central  Bailroad, 

Rt  tRe  iarm  Potii  running  and  trotting  races  'vrill 
tie  on  tte  Programme,  and  all  riders  and  drivers  virill 
te  selected  ty  tte  guests  irom  tteir  own  party. 

Rn  old  iastioned  country  dinner  will  te  served 
at  2  o’cloct, 


SuOflea  ot  TRacea : 

GEORGE  M.  PULLMAN.  PHILIP  D.  ARMOUR. 

CHARLES  B.  FARWELL. 


Stewarda : 


LEROY  PAYNE.  H.  M.  KINSLEY. 

JAS.  R.  B.  VAN  CLEAVE. 


Rn.  earlv  answec  ol  aodeaiLanoe  will  lie  aaiDTeoiatei. 


JESSE  SPALOiNG, 


rnOMAS  H  KEEFE, 


^l^ca^o^v£^. 


^ib 


/IDr.  Xerox:  |Pa\?nc’3  jfarm,  IkanhaUcc  Countx:.  3113. 


Srccial  Pullman  Ciain,  SaturOax?,  Sert.  27, 


J ohn  S.  Kunnells,  general  counsel  of  the 
Pullman  company,  received  advices  from 
Boston  yesterday  confirming  the  news  of 
Judge  Colt’s  decision, 

/  ^  Shortly  after  the  successful  inauguration  of 
'  /if  ^  the  vestibule  train  system  under  the  Pullman 
/  J  and  Sessions  patents  the  roads  operating  the 
yy  Wagner  line  of  sleepers  and  palace  cars 
placed  vestibule  trains  in  service.  The  Pull¬ 
man  company  claimed  the  opposition  trains 
were  in  the  nature  of  infringements  on  the 
patents,  and  at  once  instituted  injunction  pro¬ 
ceedings.  In  this  city  actions  were  begun 
against  the  Michigan  Central,  the  Lake  Shore, 
the  Northwestern,  the  Wabash,  and  all  other 
roads  operating  the  Wagner  oars.  At  Boston 

- -  a  similar  case  was  entered  against  the  Boston 

Boston,  Mass.,  Oct.  9.— [Special.]— Judge  Albany.  The  actions  in  this  city  were 

Colt  of  the  United  States  Circuit  Court  reu-  Pressed,  but  held  to  await  the  decision  of 

dered  an  important  decision  today  in  the  case  j  *he  court  in  the  Eastern  proceedings.  In  all 
of  Pullman  against  Wagner.  The  technical  aP'ts  the  Wagner  company  was  made 
parties  to  the  case  were  the  Pullman  Palace  Party  defendant. 

Car  comoany  versus  the  Boston  and  Albany  '  ^le  case  against  the  Boston  and  Albany, 
railroad,  and  the  Western  corporation  wins  !  **  ***  others,  the  questions  involved  were : 
its  point.  The  suit  was  a  bill  alleging  in-  j  Whether  the  Pullman  patents  had  been  an- 
f  ringement  of  letters  patent  granted  May  14,  tlcipated  by  any  other  inventor ;  whether  Mr. 
1889,  to  George  M.  Pullman  for  a  new  and  Pullman  was  the  inventor  of  the  vestibule 
Ireful  improvement  in  solid  vestibule  connec-  system  ;  whether  the  vestibule  used  by  the 


GREAT  VICTORY  FOR  PUEEMAX. 


tions  between  railroad  oars.  The  subject  of 
the  controversy  is  the  vestibule  attachment  to 
trains,  and  the  real  defendant  is  the  Wagner 
Car  company.  J udge  Colt,  after  describing  at 
length  the  claims  of  the  Pullman  patent,  goes 
on  to  say,  in  connection  with  the  first  ground 
of  defense,  which  is  that  the  patent  is  void  for 
want  of  novelty  : 

Considering  the  ariount  of  thought  in  the  coun¬ 
try  directed  toward  improvements  in  railway 
mechanism  whereby  greater  safety  and  comfort 
may  be  secured  to  the  traveling  public,  it  hardly 
seems  possible  that  the  PuUman  vestibule  system, 
in  view  of  what  it  has  accomplished  and  the  im¬ 
mediate  recognition  of  its  merits,  was  the  result  of 
the  ezercise  merely  of  mechanical  skill, 
fore  not  patentable  under  the  laws  of  ' 


defendants  was  an  infringement  on  the  Pull¬ 
man  patent.  Upon  all  these  points  the  court 
held  in  favor  of  the  plaintiffs.  The  case  was 
heard  last  June,  Bunnells,  Offleld  &  Towle  of 
this  city  and  Chauncey  Smith  and  P.  P.  Smith 
of  Boston  representing  the  Pullmans.  De¬ 
cision  was  reserved  until  yesterday.  The 
counsel  for  the  Wagner  and  Boston  and  Al¬ 
bany  companies  upon  the  announcement  of 
the  finding  by  the  court  asked  that  the  vesti¬ 
bule  trains  of  yesterday  be  permitted  to  be 
operated  without  interference.  The  courtesy 
was  extended  by  the  plaintiff.  Mr.  Kunnells 
leave  for  Boston  this  morning  to  be  pres- 
1  there-  1  at  the  formal  entry  of  the  decree  Satur- 
United  !  day. 

There  was  a  story  abroad  yesterday  to  the 
effect  that  Mr.  George  M.  Pullman  had 
matured  a  plan  to  water  the  capital  stock  of 
■which  anticipates  the  Pullman  patent  or  which  the  company  100  per  cent.  It  was  said  the 
should  render  it  veld  for  want  of  patentable  present  capitalization  was  $6,000,000  and  the 
novelty.  „  stook  was  quoted  at  170.  Mr.  PuUman.  ac- 

TheJudge  thenta,kM  upthe  matter  of  the  cording  to  the  fable,  had  been  in  New  York 
T.' n  arranging  with  Eastern  stockholders  for  the 

what  IS  now  claimed  as  the  PuUman  invention :  increase  to  $10,000,000.  Mr.  EunnelU  and  Al- 

hold  him  to  be  the  prior  inventor.  It  seems  to  me  stateMen*  no®  u®*  the  slightest  basis  in  truth, 
that  it  would  bo  an  act  of  injustice  for  the  court  **The  story  was  doubtless  started  by  some 
I  by  inference  to  incorporate  the  PuUman  inven-  New  York  man  with  a  vivid  imagination,” 

I  tion  into  the  Sessions  patent,  and  thus  prevent  s.tid  Mr.  Bunnells.  “As  a  matter  of  fact,  the 
from  deriving  any  tenefit  from  capital  stock  is  $26,000,000,  and  it  is  quoted  at 
,  i—  u  — _  market.  Mr.  PuUman  has  not 

been  in  New  York  for  two  weeks,  and  at  the 
meeting  sot  for  Oct.  16,  the  regular  annual 
proposition  t 


the  PuUman  invention  becauso  he  nowhere 
describes  or  claims  it  in  his  patent. 

An  appeal  may  be  taken  to  the  United  ... 

States  Supreme  Court  for  decision,  perhaps 


OCTOBER  9.  1890.— 


LATEST! 


For  Other  Evening  News  See 
Sixth,  Seventh  and  Tenth  Pages. 


Pullman  Beats  Waper 
in  Court, 


Judge  Colt  of  the  United  States  CiTOuit 
Court  sent  down  an  important  and  interest¬ 
ing  decision,  this  morning,  ordering  a  de¬ 
cree  for  the  plaintiff  in  the  case  of  the  PuU¬ 
man  Palace  Car  Company  vs.  the  Boston  & 
Albany  Bailroad  Company. 

The  suit  was  a  biU  alleging  infringement 
of  letters  patent  granted  May  14, 1889,  . 
George  M.  PuUman  for  a  now  and  useful 
I  improvement  in  solid  vestibule  conneotions 
between  railroad  cars. 

I  The  subject  of  the  controversy  is  the  ves- 
V—  .  tibule  attachment  to  trains,  and  the  real 

THE  BOSTON  DAIL'^  GLOBE - defendant  is  the  Wagner  car  company. 

_ _  -lu.*  KjrjU'i-fAJXj  ^  court,  after  describing  at  length 

"the  claims  of  the  Pullman  patent, 
goes  on  to  say,  in  connection  -with 
the  first  ground  of  defence,  which  is  that 
the  patent  is  void  for  want  of  novelty,  that 
“considering  the  amount  of  thought  in 
the  country  directed  toward  improve¬ 
ments  in  railway  mechanism,  whereby 
greater  safety  and  comfort  may  be  secured 
to  the  travelling  pubUc,  it  hardly  seems 
possible  that  the  Pullman  vestibule  system, 
in  view  of  what  it  has  accompUshed, 
and  the  btimedlate  recognition  of  its  merits 
was  the  result  of  the  exercise  merely  of 
mechanical  skill,  and  therefore  not  patent- 
able  under  the  laws  of  the  United  States. 
....  Leatring  out  the  Sessions  patent,  I 
can  discover  nothing  in  the  prior  state  of 
the  art  which  anticipates  the  Pullman 
patent,  or  which  should  render  it  void  for 
want  of  patentable  novelty.’’ 

The  court  then  takes  up  the  matter  of 
the  Sessions  patent,  which  was  a  patent 
granted  to  H.  H.  Sessions,  Nov.  16,  1887j;| 

and  which  it  is  said  describes  what  is - 

claimed  as  the  Pullman  invention. 

Sessions  is  general  manager  of  the  Pull¬ 
man  company,  and  he  applied  for  his  patent 
two  weeks  before  the  Pullman  appUcation 
was  maide. 

Judge  Colt  says  that  the  fact  that  these 
applications  were  filed  about  the 
same  time  goes  to  show  that 
Sessions  thought  he  had  invented , 
something,  and  that  Pullman  beUevedhu, 
had  invented  something,  and  the  judge  pr^vj 
ceeds  to  examine  in  detail  the  claims  of  thw  ■ 
two  patents,  afterwhich  he  says: 

“The  problem  Sessions  set  out  to  solve 
was  to  diminish  certain  evils  incident  to  a 
train  of  cars,  namely,  to  the  starting  and 
stopping  of  them,  and  to  a  swaying  which 
arises  under  certain  conditions  when  the 
cars  are  moving. 

“On  the  other  hand,  what  Pullman  under¬ 
took  to  do  was  to  overcome  the  difficulties 
incident  to  a  vestibule  connection 
between  cars,  and  he  accomplished 
this  by  means  of  ‘flexible  or  adjustable, 
joints  to  permit  of  sufficient  movement' 
between  Individual  passenger  cars,’  which, 
he  declares,  is  the  inventisp  he'tiesireB  to 
proteef.  V 

“I  cennot  upon  a  comparison  of  th.s  two 
patent -,  taken  in  connection  with  the  evi¬ 
dence  .  >f  Sessions,  hold  him  to  bo  the  prior 
inventor. 

“It  seems  to  me  that  it  wool!  be  an  act',  of 
injustice  for  the  court,  by  inference,  to  kn- 
corporale  the  Pullman  invention  into 
the  Sessions  patent  and  thus  pr^ 
vent  both  inventors  from\  derivin* 
any  benefit  from  this  impro'^ 
ment;  because  it  is  manifest  tha(,  if  we  del 
Btroy  the  Pullman  patent,  Soss^ns  can  do-' 
rive  no  benefit  from  the  Pullman  Invention, 
because  ho  now  here  describes  or  ckiins  it  in 
his  patent.”  V 

The  court,  in  conclusion,  says:  “Upon  the  I 
construction  noiy  given  by  the  court  to  the 
Pullman  patent,  I  have  no  doobt  that 
the  structure  used  by  the  defendants 
is  within  the  patent;  it  may  not 
work  perfectly,  but  it  contains  X'lo  sub¬ 
stance  of  the  PuUman  invention.  lict  a  de¬ 
cree  be  drawn  for  complainant,  as  mrayed 
for  in  the  bill.” 

Appeal  may  be  taken  to  the  Unltedj  .Si 
Supreme  Court  for  decision,  perl 
years  hence,  but  meanwhile 
in  Pullman’s  favor  -will  issue. 

DHCISION  ’WORTH  »a&  ,000,000. 

George  Pullman's  Comme 
Ooit’a  Action. 

Chicago,  Oct.  8.— George  M.  PuUmca  is  I 
quoted  hero  as  saying  that  tlie  dec’  ’ 
the  vestibule  case  in  favor  of  tl 
is  worth  ‘46,000,000  to  tM  Sf| 


In 


Vestibule  Patent 
Case. 


PlalBtlH  Can  Rnn  Close- 
Joinel  Cars. 


Injunction  Issued  by  Judge 
Colt. 

He  Finds  that  Sessions’  Prior  Idea 
Was  Another  Thing. 


/O^ 


raOM  PHILADELPHIA  TO  HEW  TOEK  BY  BLEOTEICITY  IH  THIETY4aX  JUHOTES. 


Tlie  announcement  made  by  Prof.  'William 
D.  Marks  the  other  day  that  he  could  build  an 
electric  motor  that  could  take  a  train  of  cars 
to  New  York  in  thirty-six  minutes  has  created 
a  lively  interest  in  many  quarters.  The  pro¬ 
fessor  has  been  asked  to  lecture  oft  the  sub¬ 
ject  before  the  Franklin  Institute,  and  capital¬ 
ists  have  consulted  with  him  regarding  the 
feaeibility  of  the  project.  To  these  he  has  re¬ 
peated  his  statement  that  the  engine  is  entire¬ 
ly  practicable,  and  that  only  a  straight,  well- 
constructed  roadbed  is  necessary  for  a  speed 


be  about  forty  feet  long,  as  tall  as  an  ordinary 
locomotive.  The  wheels  would  have  insulated 
steel  tires,  which  would  take  up  the  electric 
current  passing  through  tlie  rails  and  trans¬ 
mit  it  by  means  of  steel  brushes  just  touching 


three  minutes,  Prof.  Marks  thinks  its  line 
to  the  seashore  could  be  fully  equipped  for 
the  use  of  electricity  at  a  cost  of  not  over 
$1,500,000. — Philadelphia  Hecord. 


blocks,  as  the  Pennsylvania  now  is,  and  tl 
electric  current  would  only  be  turned  on  to 
block  when  all  was  right,  and  the  track  clea 
If  the  Reading  railroad  would  bo  conte 
to  send  i)assengers  down  to  .Atlantic  City 
the  rate  of  100  miles  an  hour,  or  in  thirt 


I  playing  poker."— 


Albany  Railroad  Company. 

The  suit  was  a  bill  nllrgintii 
of  letters  patent  granted  Slay  , 
George  M.  Pullman  for  a  now 
improvcincnt  in  solid  vestibule  i 
between  railroad  cars. 

The  subject  of  the  cc 
tibulo  attachment  'to 
defendant  Is  the  Wagii 
The  comt,  after  d 
the  claims  of  the 


Counsel  Reynolds  of  the  Pullman  Company 
said  to-day;  “The  report  that  we  are  to  In¬ 
crease  our  capital  stock  is  purely  a  stock  job- 
biug  scheme.  The  lie  Is  an  exceed¬ 
ingly  clumsy  one.  We  have  $25,000,- 
000  in  stock  worth  320,  instead  of  as 
reported  $5,000,000  worth  170.  We  will  not 
add  a  cent  to  the  capital  stoek.  Our  victory 
in  the  vestibule  case  is  complete.  Neither  the 
Waguer  nor  any  other  company  can  use  the 
patent,  which  is  the  outgrowth  uf  an  idea  of 
George  M.  Pullman  himself.  ’’ 


;roversr  is  the  ves- 
ains,  and  the  real 
•  Car  Company, 
ciibing  at  length 
Pullman  patent, 
connection  with 
oe,  which  is  that 
nt  of  novelty,  that 
nt  of  thouglit  in 


Both  Sides  State  Their  Views  on  Judge 
Colt's  Decision. 

Cbicaoo,  Oct.  9.— Concerning  the  ded- 
sion  in  his  favor  in  Boston  today,  Mr.  Pull¬ 
man  said  this  afternoon;  "As  I  imderstand 
the  matter,  the  decision  covers  every  point 
involved  in  the  litigation  and  is  a  complete 
victory  for  us.  It  will  mean  that  no  other 
company  can  lawfully  use  a  vestibule.” 

Mr.  Pullman  is  also  quoted  as  saying  that 


PULLMAN’-d  VICTORY. 


rhereby 


-The  Pullms 


Boston, 
Company  I 


the  Wagner  Company.  The  opinion  by 
Judge  Colt  declares  Pullman  the  inventor  of 
the  vestibules,  that  the  inveution  was  patent¬ 
able,  and  that  the  patent  is  infringed  by  de¬ 
fendant  In  four  respacta 
Chicago,  Oct.  9.— George  M.  Pullman  is 
quoted  here  as  saying  that  the  decision  in  the 
vestibule  case  in  favor  of  tha  Fnllman  Com- 


,  attorney 


igenious  feature  of  the  use  of  electricity 
)tive  power  would  be  that,  in  ease  of  | 
it  or  emergency,  the  supply  could  be  j 
E  from  the  track,  and  the  motor  brought 
ip.  The  railroad  would  be  divided  into 


of  150  miles  an  hour. 

The  accompanying  cut  shows  what  one  of 
these  electric  motors  would  look  like.  At¬ 
tached  to  it  is  a  passenger  coach  of  the  cylin¬ 
drical  type,  built  of  steel.  The  motor  would 

ILIIONS  FOR  POLIHAE 


Wagner  Defeated  in  Patent  j 
Case.  '  I 


ObIj  Plaintiff  (Ian  Run  (Hose  Joined 


THE  BOSTON  DAILY  GLOBE  THE  BUFFALO  COURJEK: 


A-ttomey  Payson  Surprised  at  ' 
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THE  WORLD; 

WEW  YORK,  FRIDAY,  OCTOBER  10,  1890. 
nCTORY  FOR  PDLIMAN.I 

Piulirf”®/?**  ‘he  Wainierl 

JUDGE  COLT  DECIDES  THE  VESTI- 


BULE  TRAIN  PATENT  SUIT. 


Bohtos.  Oct.  t>.-In  the  United  States 
Cironit  Court  to-day  a  deoisioii  was  fileii  in 
tho  case  of  the  rnllman  I’alace  Car  Com¬ 
pany  vs.  the  liostoii  and  Albany  ilailroad 
et  al.  forinfriDgeuientof  a  nafent  granted 
in  18»»  to  GeoraeM.  PnUmaii  for  an  im¬ 
provement  in  solid  vestibnle  connections 
between  railroad  cars.  The  decision  is  in 
favor  of  the  complainant  and  is.  substan- 
tiaiiy.  a  verdict  atrainst  the  Wanner  Com- 
nany.  The  opinion  by  Judge  Colt  declaies 


not  coupled  with  another  car  and  a  bnffer- 
plate,  both  being  connected  with  a  spring 
extended  bna'cr-roci  and  both  having  the 
restraint  of  motion  set  forth  in  the  patent, 
and  it  is  therelore  within  the  first  claim  of 
the  patent.  It  has  also  the  threshold  or 
foot-plate,  combined  with  the  arch-plate  and 
bnffer-plate,  so  as  to  have  the  motion  and  be 
restrained  in  tho  same  manner,  and  It  is 
therefore  within  the  second  claim  of  the 
patent.  It  has  also  the  bellows-like  connec¬ 
tion  when  combined  with  the  other  ele¬ 
ments  BO  as  to  produce  the  same  results, 
and  is  within  the  fourth  claim.  It  has  a 
vestibule  provided  with  doors  at  the  sides 
in  addition  to  the  other  elements  contained 


Boston  despatches  came  in 
Blverdale  he  was  subseqni 
the  information. 

The  Chicago  limited  cam( 
fl  o  clock  last  night.  It  « 
smoker  and  eleven  Wagner 


tell  jnst  now  what  steps  m 
Jompany  mil  take  to  protect  itself,”™ 
,  The  news  seems  to  be  teiiable.  an 


discard  the  spring.  The 
held  together  by  iron  clami 
panyhas  peiKistently  clalmi 
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Boston  jfonmal, 

ffIDAY  MMNqT^^IO.  ]890. 

‘  Y  ilAliwAY  INTEBESm 

S  IN  FAVON  OF  PULLMAN. 

*  Smdge  Cals  Decides  ihe  resfibale  Ceae 

1  Aseleat  ITeieer, 

.  An  opinion  was  given  by  Judge  Golt  in  the 

'  United  States  Circuit  Court  Thursday  In  the  ease 

of  tho  Pullman  Palaoo  Car  Company  r.  the  Bos¬ 
ton  and  Albany  Railroad  Company  et  nL  The 
I  bill  in  this  oaie  alleges  infringement  of 

letters  patent  granted  Uay  li,  1889,  to 
r  ;  Oeorga  M.  Pullman  for  a  new  Imorove- 
I  ment  in  solid  vestibule  connootlons  be- 

'  tween  railroad  cars  Judge  Colt  decides 

[  that  Ihe  structure  of  the  defendants  oontalni 

I  I  the  substance  of  the  Pullman  Invention,  and 

I  j  therefore  is  an  infringement  A  decree  is  there¬ 

fore  drawn  for  the  oomoUiuant  as  pravod  (or  in 
the  hill.  Messrs.  Chsunoy  Smith,  C.  K.  Ofileld, 

]  Fred  P.  Fish  and  W.  H.  Thurston  appeared  for 
,  tho  complainants,  snd  George  Parson  of 
Chicago  and  Causten  Browne  for  the  defend- 
anti. 

The  case  was  against  the  Boston  and  Albany 
as  nominal  defendants,  hat  In  reality'  the 
Wagner  or  Van  larbilt  Interest  Appeal  may  be 
taken  to  the  United  Btatoe  Supreme  Conn  tor 
'  decision  some  five  years  hence,  but  meanwhile 

an  lujunctlou  In  Pullman's  favor  will  Issue. 

Cbicaoo,  Oci.  9.  Cotioeining  the  decision  in 
his  favor  In  Boston  to-dar  in  his  suit  against  the 
Boston  and  Albany  Railroad  for  Infringing  the 
vosilbiito  patent  Mr.  Pullman  said  this  after¬ 
noon:  “As I  nnderstsnd  the  matter,  the  deoi- 
slon  covers  every  point  involved  In  the  litiga¬ 
tion,  and  It  a  complete  victory  tor  ns.  It  will 
1  -y  mesii  tbst  no  other  company  can  lawfully  use  a 
^  T  vestibule.’’  "Tlie  decision  oomnletelv  knocks 
■  ont  ihe  Wagner  Oar  Company,’’  said  tho  general 
counselor,  “They  srill  not  be  able  to  use  any 
)  sort  of  a  vestibule.  The  people  In  general  may 

—  not  nnderataiid  Just  how  this  decision  differs 

from  the  one  rendered  by  Judge  Gresham.  This 

_  Is  the  Important  one.  Tho  others  only  Involved 

^  tho  patent  on  the  spring  pressing  the  yestl- 
'  :  Alter  Judge  Gresham  decided 
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The  Wagner  Falaos  Oar  Oonipaoy  D«»V 
oided  to  Have  No  Bight  to  Uea  Thami  J? 

Verdict  In  a  United  Statea  OIfoii18^ 
Court  That  Is  Said  to  Be  WortR 
Fnlly  *26,000,000  to  the 
Vlotorlous  Corporation. 


Bpedal  Deapatoh  to  Ths  Pnma 
Boston,  OcL  9, — The  Pullman  Palace 
Car  Company  bos  just  won  a  suit  that  la  ] 
Worth  fully  $26,000,000  to  the  company.  It 
was  the  suit  agaiust  the  Boston  A  All«n) 
Railroad  Company,  but  the  real  defendaD 
■was  the  Wagner  Palace  Car  Company. 

Judge  Colt,  of  the  United  States  Clroitft' 
Court,  heard  the  evidence  last  Jane,  and 
order^  a  decree  for  the  plaintiff  this  moijgj 
ing.  The  suit  was  a  bill  alleging  infringe¬ 
ment  of  letters  poten  t  granted  on  May  lA 
1889,  to  George  U.  P  n  liman,  for  a  new  and 
nsefial  improvement  in  solid  vestibnlo 
nectious  between  railroad  ears.  The  aab- 
Ject  of  the  controversy  is  the  veitibal*  'JM 
tachment  to  trains,  ** 

THB  8Y8TBM  A  NOTBLTT. 

The  Court,  in  answer  to  the  first  grovad. 
of  the  defense,  that  the  patent  is  void  tor 
want  of  novelty,  says:— 
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\  j  Assuming  tlia(  Pullman  and  not  ! 

PULLMAN  TRIUMPHS.  ? 


A  $:iS, 000,000  VESTIBULE 
CASE  WON. 


Judge  Colt  Enjoins  the  Boston  &  Albany 
From  Using  Any  But  Pullman  Vestibule 
Cars— A  Crushing  Defeat  for  the  Wagner 
Interest— Pullman  Patents  Uoheld. 

A  nasa  of  groat  imvortancs  w.as  yester- 
flny  dsoidod  in  tha  U.  S.  circuit  court  by 
Judg'u  t.'eii.,  aifeoting  the  interests  of  the 
Pullman  Palace  Car  Co.  in  the  control  of 


Assuming  tliat  Pullman  and  not  Sessions  (a 
question  to  be  presently  considered!  was  tlis  In- 
veniur  of  that  which  Is  new  and  useful  In  the 
PuUiiiaii  patent.  1  do  not  think  It  can  be  seri¬ 
ously  questioned  that  the  combluatiims  covered 
by  the  claims  of  the  patent  are  not  found  In  the 
piiur  arc. 

The  iudge  then  oonsiders  some  of  the 
prior  patents,  which  were  relied  upon  by 
the  defendants,  and  cencludes  that  he  can 
discover  nothing  in  the  prior  state  of  she 
art  which  anticipates  tlie  Pullman  patent, 
or  which  should  reuder  it  void  for  want  of 
patontable  novelty.  The  opinion  then 
proceeds : — 

I  now  come  to  the  most  serloii.s  defence  to  this 
suit.  It  U  said  that  the  paloni  grautud  to  K.  11. 
Kesiions  Nov.  1,).  ISdT,  describes  what  Is  now 
■  uied  as  tlio  Pullman  Invention;  In  other 
:d3,  that  If  you  take  ir  ' 


te  to  tncorporate  the  Pullman  Invention 
e  Sessions  patent  and  thus  prevent  both 
ors  from  deriving  any  benellt  from  this 
Yemeni ;  because  it  is  inanitest  tliac,  if  we 
y  tlic  Piillm.aii  patent.  Sessions  can  derive 
lelit  from  the  PuUniau  iiiventioa,  because 


The  proceedings  in  the  patent  office, 
brought  forward  by  defendants  as  tending 
tolprove  priority  of  invontiou  in  Sessions,  I 
W“r6  considered  and  were  held  to  afford  no  i 
reason  for  casting  donbis  upon  the  validity 
of  the  Pnllmau  patent,  1 

In  coDcImioD,  the  ijneation  of  infringe¬ 
ment  is  disenssed.  The  judge  says  th.at 
upon  the  construction  now  given  by  the 
court  to  the  Pnllman  '  ‘ -  ' 
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Covered  Car  Plalfarms-An  iDReaioai  Device- 
A  very  iogeniODS  and  eaggeetive  extension  of  the  vesti- 
bnle  idea  ae  applied  to  railway  oars  has  been  invented  by 
Mr.  H.  Beokley,  general  passenger  and  ticket  agent  of 
the  Wabash  A  Michigan  railway,  and  a  description  cannot 
fail  to  interest  railway  men  generally.  Mr.  Beokley  seems 
to  have  first  asked  himself  the  qaestion,  which  doubtless 
has  occurred  to  many  others,  What  are  the  end  platforms 
of  passenger  oars  for?  and  to  have  concluded  that  in  their 
present  state  they  represent  an  unnecessary  loss  of  space, 
convenience  and  comfort.  Instead,  therefore,  of  leaving 
the  platform  and  steps  out  in  the  cold  he  proposes  to  take 
them  inside  by  virtually  extending  the  frame  of  the  oar 
to  the  ends  of  the  platforms,  enclosing  the  steps  and  pro¬ 
viding  side  doors  for  entering  them  and  end  doors  for 
communication  between  connecting  oars.  This  certainly 
means  a  radical  innovation  on  the  American  plan  of  car 
construction,  but  the  more  it  is  studied  the  more  the  ad¬ 


vantages  claimed  for  it  appear  to  have  foundation,  and 
while  of  course  there  are  disadvantages  we  are  not  pre¬ 
pared  to  say  that  they  are  not  more  than  offset  by  the 
benefits  which  the  improvement  would  bring.  However, 
careful  study  from  the  mechanical  and  operative  stand¬ 
points  and  practical  test  in  service  will  be  necessary  be¬ 
fore  it  can  be  positively  decided  whether  or  not  Mr.  Beck- 
ley’s  innovation  means  a  revolution  in  oar  construction. 
We  have  reproduced  from  the  patent  papers  the  accom¬ 
panying  drawings  which  illustrate  the  principal  features 
of  the  device  and  give  the  following  extracts  from  the 
speoifloations  describing  the  most  important  features: 

My  improved  railroad  oar  is  constructed  at  its  ends 
with  extensions  1,  which  take  tht  place  of  and  occupy  the 
space  usually  occupied  by  the  oar  platforms.  The  longi¬ 
tudinal  timbers  2  2  at  the  side  of  and  near  the  upper  end 
of  the  oar  are  extended  through  the  extensions  1,  and  are 
connected  by  the  cross  braces  3.  The  oar  extension  is 
constructed  upon  the  floor  timbers  4  and  comprises  the 
front  wall  5,  abutting  against  the  ends  of  the  longitudinal 
timbers  2  and  having  the  door  frame  C,  in  which  the  door? 
is  arranged.  The  oar  extension  1  is  provided  on  both 
sides  with  steps  8,  leading  to  the  sides  of  the  oar  in  the 
manner  of  the  ordinary  platform  steps. 

Nine  designate  the  doors,  which  are  connected  to  the 
ends  of  the  sides  10  of  the  oar  by  means  of  spring  hinges 
11,  which  tend  to  force  the  doors  automatically  shut.  Each 
of  the  doors  is  composed  of  two  sections  12  and  13,  which 
are  connected  together  by  spring  hinges  14.  The  joint 
action  of  the  spring  hinges  11  and  14  is  to  hold  the  doors 
in  a  closed  position  and  the  steps  of  the  oar  are  thus  pro¬ 
tected  from  snow,  sleet  and  rain.  The  doors  9  extend  be¬ 
tween  the  bottom  steps  8  and  the  lower  longitudinal  tim¬ 
bers  2.  The  step  8%  which  is  next  to  the  bottom  one,  has 
a  sliding  portion  16,  the  rear  end  of  which  is  provided 
with  the  shank  16,  extending  through  a  guide  sleeve  or 
tube  17,  which  extends  rearwardly  from  the  bottom  step. 
The  eliding  step  15  is  also  provided  with  a  rearwardly  ex¬ 
tending  arm  18,  which  engages  a  U  -shaped  arm  19  at  the 
lower  end  of  a  lever  20,  which  is  pivoted  upon  the  inner 
side  of  the  side  plate  21  of  the  steps  and  the  upper  end  of 
which  is  extended  upwardly  to  form  a  handle  22,  by  means 
of  which  the  sliding  step  portion  16  may  be  manipulated. 
A  spring  23,  located  within  the  tube  17  and  coiled  around 
the  stem  of  shank  16,  serves  to  force  the  eliding  step  16  auto¬ 
matically  in  an  outward  direction.  The  space  between  the 
step  portion  16  and  the  side  plate  21  is  sufficient  to  ac- 
comiuodate  the  door  9  when  the  latter  is  in  a  folded  and 
I  open  position.  When  the  door  is  in  this  position  it  is  re¬ 
tained  securely  by  contact  with  the  said  step  portion  15. 
In  order  to  close  the  door  it  is  only  necessary  to  operate 
the  lever  20  so  as  to  withdraw  the  sliding  step  portion  16, 
when  the  door  will  be  closed  by  the  automatic  action  of 
the  spring  hinges.  It  will  be  seen  that  the  arm  18,  al¬ 
though  it  engages  the  arm  19  of  the  lever  20,  is  not  con¬ 
nected  with  the  latter;  hence  the  action  of  pushing  the 
door  open  will  not  affect  the  position  of  the  said  lever. 

The  ends  of  the  oar  are  provided  with  buffer  plates  23ii, 
which  are  mounted  upon  the  front  ends  longitudinal 
shanks  or  stems  24,  which  are  forced  automatically  in  an 
outward  direction  by  the  action  of  springs  25  coiled 
around  the  said  stems  or  shanks  and  bearing  against 
transverse  pins  26  near  the  outer  ends  of  the  latter. 
The  front  ends  of  the  stems  24  extend  through 
the  front  sills  27,  and  the  rear  ends  of 
said  stems  or  shanks  are  socketed  in  or  ex¬ 
tended  through  the  transverse  sill  28  in  such  a  man¬ 
ner,  however,  as  to  admit  of  a  limited  vertical  adjustment 
of  the  front  ends  of  said  shanks.  The  shanks  24  are  con¬ 
nected  near  their  front  ends  with  swiveled  sleeves  29,  hav¬ 
ing  vertical  screw-threaded  perforations,  through  which 
are  extended  th-i  adjusting  screws  80.  The  latter  extend 
through  sleeves  31  in  the  floor  of  the  oar  and  are  provided 
at  their  upper  ends  with  reoeases  32,  adapted  to  receive 
the  stems  or  shanks  33,  the  upper  ends  of  which  are  pro¬ 
vided  with  hand  wheels  34,  which  are  normally  level  or 
flush  with  the  floor  of  the  oar.  The  stems  or 
shanks  33  are  polygonal  in  cross  section,  as 
are  the  receeses  32,  in  which  they  are  mounted. 
The  lower  ends  of  the  adjusting  screws  30  are  swiveled  or 
socketed  in  plates  33  at  the  lower  ends  of  the  longitudinal 
frame  beams  of  the  bars.  It  will  be  seen  that  by  raising 
the  hand  wheels  34  so  as  to  partially  withdraw  the  shanks 
33  from  the  sockets  32  the  adjusting  screws  30  may  be 
turned,  thereby  vertically  adjusting  the  front  ends  of  the 
stems  34  and  the  buffers  33  carried  thereby. 

Each  of  the  buffer  plates  23“  is  provided  in  its  lower 
edge  with  notches  or  recess*  s  34,  which  are  curved  (s 


shown,  and  adjacent  to  which  the  said  buffer  plates  are 
provided  with  forwardly  extending  studs  35.  The  studs 
35  of  each  buffer  plate  are  adapted  to  enter  and  engage 


the  recesses  34  in  the  buffer  plate  of  the  adjacent  car.  It 
will  be  seen  that  either  of  the  oars  wilt  thereby  be  pre¬ 
vented  from  jumping  the  track  and  also  that  the  lateral 


or  swaying  motion  of  the  oars,  while  not  absolutely  pre¬ 
vented,  is  greatly  controlled  and  limited  by  the  weight  of 
each  oar  being  partially  supported  upon  the  buffer  of  the 
adjacent  oar. 


Fio.  3. 

The  other  details  of  construction  pertaining  to  the 
buffers,  framing,  flexible  connecting  steps,  etc.,  need  not 
here  be  set  forth  as  they  are  not  essential  to  an  under¬ 
standing  of  the  chief  principles  involved  in  the  proposed 


follows  in  a  letter  to  The  Raii.wax  Aob: 

The  improvements  I  claim  for  it  are  principally  as  fol- 


not  make  it  possible  for  any  one  to  jump  on  while  the 
doors  are  closed.  4.  By  looking  the  doors  on  the  opposite 
side  makes  it  possible  to  compel  passengers  to  show  their 
tickets  before  getting  on.  5.  By  looking  the  doors  of  mail 
and  baggage  cars  prevents  tramps  or  any  one  else  riding 
without  paying.  6.  Prevents  any  one  from  falling  off  the 
steps.  7.  In  case  of  accident  there  are  six  doors  to  get  out 
of  instead  of  two.  8.  The  steps  being  inside  the  oar  does 
not  require  an  extra  lamp  to  light  them.  9.  It  does  away 
with  the  necessity  of  a  vestibule.  10.  When  the  side  doors 
are  open  the  step  holds  them  and  does  not  permit  them  tr 
swing  in  the  way.  11.  By  looking  the  end  doo-  at  a  sta 
tion  it  will  prevent  any  one  from  crowding  in  while  peoples 
are  coming  out,  which  is  a  nuisance,  especially  in  a  crowd/ 

12.  By  looking  the  doors  on  the  opposite  side  it  will  pro-, 
vent  passengers  getting  off  on  the  wrong  side  of  the  train. j 

13.  The  space  over  the  side  doors  permits  of  bracing  the] 
end  frame  solidly.  14.  The  buffers  will  prevent  nearly  alU 
motion  between  the  oars  and  in  case  of  accident  will  hole# 
them  level.  15.  The  ends  of  the  oars  being  only  a  feV 
inches  apart,  in  case  of  accident  would  prevent  telesoop-l 
ing,  as  the  whole  train  would  be  nearly  the  same  as  one 
oar.  16.  By  making  the  end  frame  of  metal  it  would 
greatly  reduce  the  possibility  of  telescoping  in  case  of 
a  rear  collision.  17.  In  case  a  truck  broke  down  the  buf-i 
fer  would  to  a  certain  extent  prevent  the  oar  from  tippinii’ 
over  by  putting  its  weight  upon  the  next  oar.  18.  Any 
kind  of  a  drawbar  can  be  used,  and  the  oar  will  work  with 
the  present  vestibule  or  with  a  common  oar  without  a 
vestibule.  Instead  of  having  a  frame  between  the  twt 
oars  I  think  the  best  and  most  simple  way  would  bo  t( 
put  the  curtain  on  spring  rollers,  as  shown,  and  button  it  I 
upon  the  door  frame  of  the  opposite  oar  the  same  i 
done  with  the  curtain  on  the  present  vestibule. 


|lebj-^0rk  Chms* 
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NEW  WAONBH  YESTIBULBa 
A  lardlcal  change  has  been  made  In  ihe  vesti- 
buled  trains  on  the  New- York  Central  Road  In 
eompUanoe  with  the  deolslou  of  the  court  sus¬ 
taining  George  M.  Pullman's  claims  as  patentee 
I  of  certain  Importaut  features  of  the  vestibule 
system  heretofore  In  use  on  the  Wagner  palace 
(Cars.  Everything  above  the  oar  platforms, 
I  claimed  as  a  Pullman  Invention,  has  been  re¬ 
moved  from  the  Wagner  oars.  The  principal 
IbiUman  appliances  were  the  stout  steel  face 
plates  which,  with  their  oonneotlons,  are  de¬ 
signed  to  diminish  the  friction  and  overcome, 
to  a  certain  extent,  the  oscillation  of  the  oars. 

Now  the  Wagner  vestibule  Is  made  of  canvas, 
stained  black.  There  are  two  top  pieces,  and  the 
sides  wMlch  drop  from  the  our  hoods  are  shirred 
,  and  allowed  to  play  on  rubber  bands  which 
'  fastened  to  upright  1  ... 


lug  from  the , 
.^rho  canvas  J 

- - - —  — .  a  vestlbuleal 

should  part  suddenly  certain  ends  of  tha 
— .-i— and  top  would  be  released  «  • 


.  platdrms  to  the  hoods  of 
I  are  M  adjusted  *' 


I  maticaUy.  The  new  appliance  Is 


//3 


Ocr 


DEATH  0¥  B.  H.  ALDEN. 

Mr.  R.  N.  Allen,  president  of  the  Allen  Paper  Oar 
,  D.  and  inventor  of  the  paper  oar  wheel,  died  suddenly  at 
his  home  in  Cleveland,  Ohio,  Oot.  7,  of  heart  disease.  He 
been  in  OhiosKO  only  a  few  days  before  and  his  death 
unexpected.  Mr.  Allen  was  about  60  years  of  age  and 
in  his  earlier  life  served  for  a  long  time  as  a  me¬ 
chanic  in  machine  shops  in  the  east.  Subsequently  he 
worked  for  a  number  of  years  as  a  locomotive  engineer. 
About  18  years  ago  he  produced  the  first  paper  oar  wheel, 
the  center  of  which  was  made  of  papier-mache.  A  num- 
of  these  wheels  were  put  into  experimental 
service  in  the  east,  and  although  some  of  them 
proved  enooeasfnl  others  gave  unsatisfactory  i 
ice.  This  led  him  to  try  a  disc  or  center  composed 
of  a  number  of  layers  of  strawboard  produced  by  a 
hydraulic  pressure  of  1,000  pounds  to  the  square 
inch,  and  this  is  the  wheel  which  is  so  extensively  in  use 
at  the  present  day.  About  12  years  ago  this  wheel 
was  put  on  the  market,  but  it  was  not  extensively 
adopted  until  about  nine  years  ago,  when  the  Allen  Paper 
Oar  "Wheel  Co.  was  organized  with  a  capital  stock  of 
$1,260,000  and  a  plant  erected  at  Pullman.  Mr.  Allen  was 
active  in  the  organization  of  the  company,  of 
which  Mr.  A.  G.  Darwin  was  chosen  president. 

Darwin  resigned  the  presidency  and  withdrew  his  in¬ 
terests  from  the  company  about  four  years  ago,  being 
succeeded  by  Mr.  W.  H.  Fenner  of  Providence,  R.  I.  The 
latter  gentleman  resigned  a  little  less  than  a  year  ago  and 
Mr.  Allen,  who  for  some  time  previous  had  not  actively 
participated  in  the  management  of  the  company,  was  in¬ 
duced  by  the  stockholders  to  accept  the  presidency.  He  had 
always  maintained  his  home  in  Cleveland  and  since  assum¬ 
ing  the  duties  of  president  had  divided  his  time  between 
the  Chicago  office,  the  New  York  office  and  his  home.  Mr. 
George  M.  Pullman  has  always  been  regarded  as  the  largest  I 
stockholder  of  the  Allen  Paper  Car  Wheel  company,  and 
next  to  him  Mr.  Allen  was  the  largest  individual  stock- 
,  holder.  The  paper  wheel  is  exclusively  used  under  all 
i  sleeping  oars  owned  by  the  Pullman  company,  and  is 
also  need  on  a  majority  of  the  cars  of  the  Wagner  com¬ 
pany.  The  funeral  occurred  at  Cleveland,  Thursday,  Oct. 
9,  and  was  attended  by  the  officers  of  the  Allen  Paper 
Oar  Wheel  company. 


San  Antonio  A  Aransas  Pass.— The  Philadelphia  Tel¬ 
egraph  says;  “The  San  Antonio  * 

1  which  is  now  in  the  hands  of  a  receiver, 
extricated  from  its  difficulties  soon,  /  number  »» 

'  nent  Philadelphia  capitalists  are 

Joseph  Wharton,  Jr.,  holds  a  large  block  of  the  bonds. 

It  is  proposed  that  if  the  diBerenoee  between  ‘t**  *“>«• 

holders  and  the  bondholders  of  the  road 

that  the  bondholders  take  the  road  from  the  h^ds  of  the 

receiver  end  manage  it  themselves  in  the 

concerned.  Unless  this  be  done  the  ' 

I  The  road  is  doing  a  large  business  and  its  difficulties  are 
due  to  its  inability  to  float  its  successive  issues  of  bonds 
and  to  other  causes." 

BoutR  Mountain.— A  Lebanon,  Pa.,  dispatch  says: 
“Thomas  B.  Cappof  this  oit^,  to-day  issued  an  execution 
for  *37,687  against  the  South  Mountain  railroad,  and  all 
'  the  property  will  be  sold  at  sheriff’s  sale  on  Nov.  29. 

Louisville  New  Albany  dt  Ohioago.— This  company 
has  given  a  mortgage  for  *12,800,000  to  the  Central  Trust 
Co.  of  New  York.  The'money  will  be  used  to  pay  off  the 
outstanding  loans  of  *10,000,000  and  for  improving  the 
roadbed,  equipment  and  buildings.  The  new  mortgage 
bears  6  per  cent  interest,  while  the  old  one  bears  6  per 
cent. _ _ _ 

''  Richmond  NiohoUsville  Irvine  A  Beatty ville.— 
This  road  was  opened  for  business  Oct.  4,  on  which  date  the 
first  through  train  passed  over  the  line  from  Louisville  to 
Richmond,  Ky. 
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Islons  ailuressed  lilm»elf  III  thn  ■..intiA..  , 


prouleni  Sesslims  set  onttc 
dliiimisli  eenam  uviU  luclilant  to  u 
narncly,  to  the  Htartli.a  alf? "  loool 


us  'by  which  they 


hr  “nl  iVi  “f  "  *  n?.t  e?a?m 

SSrsSsLSKS 

lion"  of'®  S  “ss®l'  n*“‘““r  uTlTen- 

lir®®"  h^u^fe^s*® 

Se»slou,%"oTv®edtho"i‘;?o'bIen,’‘lfi“^ 

UimliiisliinK  th«  rachlBit  effect  upon  tho  car 
.‘L‘®  ■»  suaUeiilT  s"ar?»,l  ol 

alvH^olIirt movomtnt  which  u 
ThK  i.*^n  f!  ‘V“n»‘>>iS  athlKh  speed, 

a^d  an  ho  iweifsTiS  d“d  do 

what  nniman  undertook 
*  0'’ercv»io  tU*  dimenltles  liicidout  to 
a  vesilliulc  eouiiecliuii  between  cart,  and  he  ac- 
‘on'bliflied  this  by  means  of  ••fiexlhle  or  adlust 

“.1  “!  passenijer  cars?,’  which  ha  vle- 

fe,^'e®A’'p‘airnl”'^®"‘‘®"  “® 

After  disonssingr  tke  position  of  the  da- 
feudants  witU  reference  to  the  identity  of 
the  drawiaifs  of  the  two  patents,  and '  re- 
▼iowin?  the  testimony  of  hiessioas  as  bear¬ 
ing  upon  what  hiassions  inyantud,  the 
opinion  proceeds : — 

f.nn.",*?.  P“*f '?*  ‘».«ood.  It  Is  for  the  de- 

fendams  to  make  out  In  this  case  that  ^esslons 
was  the  inveutor  of  tlio  Pullmsu  tnventlou. 
Here  IS  a  most  meritorious  invention,  and  the 
credit  ift  due  to  one  or  the  other.  I  (  aniiot  udou 
a  cointiarisoii  of  tho  two  patents,  taken  In  con¬ 
nection  with  the  evidence  of  .Sessions,  hold  him 
to  be  the  prior  Inventor.  It  seems  to  me  it 
would  be  an  act  of  injustice  lor  tho  court  by  in- 1 
ISKIua . the  Pullman  InventloVi 


l&re“lM.&;'at‘l.lj,  .?'e‘yjl?ifs*  JUfi'ai'rlVe®  I 

**®'V  **’6„I'hll»nan  iuventiou.  because 
he  nowhere  describes  or  claims  It  lu  his  I 
patent.  *  “*  *"*  ! 

The  prooeedinjrs  in  tho  patent  ofiBce,  i 
brontfht  forward  by  defendant.s  as  tendin-r  | 
totprave  priority  of  invention  in  Sessions,  | 
were  considered  and  were  held  to  afford  no  I 
reason  for  castinii  doubts  upon  the  validity  I 
of  the  Pnllman  patent. 

In  conclusion,  the  question  of  infrinffe- 
ment  is  discussed.  The  judjro  says  that 
upon  the  coostrnction  now  i^iTen  by  the 
court  to  tho  Pullman  patent,  1  have  no 
donbt  that  the  structure  used  by  the  de- 
foudants  is  within  tho  patent.  Tho  struc¬ 
ture  of  the  defendants  may  not  work  per- 
footly,  bat  it  contains  tho  sabs  lance  of  the 
1  nliman  invention  as  set  out  in  claims  one, 
two,  four  and  five  of  bis  patent. 

A  decree  is  to  bo  drawn  for  tha  plaintiff, 
upon  which  an  in.innciion  isauei,  restrain- 
inif  railroads  from  uslnfj  ears  with  tho 
vestibule  attachment  other  than  those  of 
a  K.  Oftteld 

of  ChioofTo.  F.  P.  Fish  and  VV.  H.  Thurs¬ 
ton  for  plaintiff;  C.  Hrown  and  George 
Xayson  of  Chicaji^o  for  dofendants. 

IT  COVERS  tv W  rOIiXT. 

Mr.  Pullman  Satisfied  with  the  Decision 
and  CompI  :te  Victory. 

CniCAoo,  Oct.  9.— Mr.  Pullman  s.aUl  this  after- 
*  *  *  tindorstaud  the  matter,  tno  declsiou 
f,  I  f7  mvolvetl  in  the  litlsatlon  and 
Is  a  complete  victory  for  us.  It  will  mean  that 
no  other  company  can  lawfully  use  a  vesllhulo.” 

knocks  out  tho  Wacner  Car  Co.,” 
said  the  general  counsellor.  "They  will  not  be 
»"y  »‘>rf  a  vestibule.” 
bald  George  Payson,  attorney  lor  the  Wagner 
surprised  that  Judge  Colt 
hJW  decided  against  us.  Tho  decision  has  been 
reached  with  extraordinary  quickness  for  a 
s'llt  of  such  magnitude.  The  suit  was 
brought  May  14,  1889,  so  that  it  was  la  the 
couru  but  a  little  over  a  year.’’ 


^erstou  gost 

FRIDAY  M0RNIX6*  OCT.  10,  1890 
THE  VESTIBULE  CAR. 

.1  The  opinion  in  the  famous  vestibule  car 
case,  arguetl  some  months  ago  in  this  ' 
<<»y  Ijefore  Judge  Colt,  was  iiled  yester- 
,  'The  suit  was  in  reality  between 

the  Pullman  compiin^  and  the  Wagner 
company  (the*  Boston  &  Albany  railroad 
being  the  nominal  defendant),  and  the 
matter  in  controversy  was  nothing  less 
than  the  right  to  use  the  vestibule  car, 

■  two  patents  for  which,  one  granted  to 
Mr.  Sessions  (general  manager  of  the 
Pullman  company),  and  one  to  Mr.  Pui.L- 
MAN  himself,  are  both  owned  by  the 
company  which  bears  the  latter’s  name.  ( 
‘■To  make  a  perfect  vestibule  connec- 
“tion  between  cars”  (Judge  Colt  re¬ 
marks  iu  the  opinion,  which  we  publish 
iu  our  news  columns),  “it  appears  neces- 
“s.ary  to  use  both  the  inrentions  of 
“Pullman  and  Sessions.”  Mr.  Pull¬ 
man  invented  the  vestibule  cuunection 
with  its  system  of  tiexihie  or  adjustable 
joints  to  permit  of  siiflieient  movement 
between  individual  passenger  car.*.  Mr. 
Sessions  invented  the  steel  face-plates 
or  buffers,  hacked  by  springs,  so  tliat  the 
face-plates  of  one  car  are  held  in  per- 
I>etual  contact  with  the  face-plates  of 
the  adjoining  car.  The  result  of  those 
face-plates  is  greatly  to  diminish  the 
rocking  or  jarring  eff  ect  when  the  train 
is  suddenly  started  or  stopped,  and  also 
greatly  to  diminish  tho  swaying  or 
oscillation  when  the  train  goes  around 
a  curve  at  a  high  rate  of  speed.  Anotlier 
advantage  of  these  face-plates  is  tliat 
they  make  the  whole  ti-ain  practically 
one  car,  there  being  a  lirm  connection 
from  one  end  of  the  train  to  the  other, 
so  that  in  case  of  a  collision  there  would 
be  but  a  single  blow  instead  of  a  succes¬ 
sion  of  blows— such  as  cause  the  “tele- 
“scoping”  of  cars.  The  vestibule  train, 
therefore,  is  not  only  a  vestibule  train  in 
the  strict  sense  of  the  term,  but  also  a 
much  more  comfortable  and  much  safer 
conveyance  than  the  ordinary  train.  In 
a  previous  suit  the  Wagner  company 
were  defeated  on  the  Sessions  or  fish¬ 
plate  patent;  in  the  present  suit  they 
are  defeated  on  the  Pullman  patent,  and 
the  effect  of  the  decree  just  rendered 
will  be  to  stop  the  use  of  all  “vestibule” 
car,  except  such  as  are  owned  or 
licensed  by  the  Pullman  company. 

Of  the  two  defences  set  up,  one  was 
extremely  technical  and  of  interest  only 
to  patent  lawyers,  the  other  was  that  the 
Pullman  invention  of  the  vestibule  had 
been  anticipated.  On  this  point  Judge 
Colt  made  tho  following  apt  observa¬ 
tions: 

It  appears  by  the  record  that  Pullman  ran 
his  first  vestibule  train  early  in  1887  between 
Chicago  and  Jersey  City  on  the  Pennsylvania 
railr^,  and  that  ia  December.  1889,  these 
‘i*®’!  ”90“  sixty-one  railroads 

of  the  United  States,  representing  a  mileage  of 
more  than  ninety-one  thousand  mileA  Of  the 


,  -  lor  W«nt  ot  noTelty,  because 

tlieso  circumstaiicee  tend  stroaffly  to  prove 
4  invention.  1  he  railroad  paaaaiigcr  tralHo  of  I 
\  the  country  u  immense,  the  duikers  incident 

to  the  open  platform  connection  betateeii  cars 
are  well  known,  ami  the  fact  that  an  inventor 
has  succeeded  in  overcomins:  this  danger  to 
human  life,  and  at  the  atime  time  has  ma¬ 
terially  increased  the  onmiort  of  railwav 
travel,  should  not  escape  the  mind  of  the 
court  in  ileahng:  with  the  question  of  inven- 

The  vestibule  car  is,  in  fact,  the  crown¬ 
ing  achievement  of  ilr,  Plllman’s  life, 
and  of  all  his  many  inventions  there  is 
none,  perhaps,  which  contributes  more 
to  safety  and  comfort  in  travelling.  In 
the  current  number  of  the  Journal  of 
Economics  there  is  .an  interesting  article 
by  Mr.  Cuauncey  Smith  on  the  Ameri¬ 
can  patent  system,  wherein  he  cites  some 
illustrations  of  the  value  of  that  system. 
The  vestibule  car  would  furnish  another 
insUnce.  If  inventions  could  not  be 
protected  by  patents,  the  energies  of  in¬ 
genious  men  like  Mr.  Pullman  would 
bo  turned  in  some  otlierdircction.  With¬ 
out  the  patent  system,  there  would  have 
been  no  incentive  to  improve  upon  the 
ordinary  car  by  the  invention  of  the 
vestibule  car;  and  that  this  valuable  con¬ 
trivance  should  be  secured  by  law  to  its 
rightful  owners  is  matter  not  only  of 
public  congratulation,  hut  also  of  puh- 
lio  intel-est. 


united  states  circuit  COURT-Oct  I 

8.— Colt.  J. 

'  in  substauce  as  follows- 

1889.  toGeorsie  M.  Pullman  for  a  new  and 
«Ia“  *  aud  cited  the  first 

aSd  a?r!ncVu  L  buff*  “ol 

Is^ilows  are  atiaclie.1  muVt  nt  Sapahio  “if 

fSe’rrr 


V  early  III  1887  between  Clil- 

JO  and  Jersey  Lily  on  tlic  Pennsylvania  rail, 
ro.id.  and  ihat  In  December.  1889,  these  cant 
liail  been  placed  upmi  sixty-one  railroads  of 
the  Uiiiiod  .'stales,  reproseuiinir  a  mileage  of 
anore  tlmii  uiiioiy-oiie  uiousand  miles,  ol  the 
jrreat  udvantagoH  of  -.ho  vestibule  sysreiii  over 
the  old  open  plalfonn  oars,  both  in  reseect  to 
v  «!'d  couveniBiioe  of  passengers, 
there  can  be  no  doubt.  \V  here  a  naiouteu  im- 
ptuvcnieiit  possoRses.'iuch  marked  utility  and 
..."  '“'"'.“■•sallycome  into  pub- 

sl'obld  bos; tale  to  declare  the 
imient  mviihci  for  want  ot  uoN^eliy.  because  , 

country  IS  immense,  the  ilangers  incident  to 
wpiiTf  b'^bbectioii  between carsare  . 

well  kiioiyu,  and  the  laol  lhat  an  i'lventor  has  ’ 
eucoeedpd  ui  overcoming  mis  danger  to 
huin.an  lito.  and  al  the  same  time  has  ma¬ 
terial  y  increased  the  comfort  of  railway 
K" escape  the  mind  of  the  court 
?  ’*'®  nuostlon  of  invontiun. 

■"*  '■i‘"i  ‘'f  thought  In  the 

TOii  itry  airocted  loward  impruvement.s  in  rail- 
wi  y  inccliaiusm,  ivlietpby  greater  saletyand 
U  i  bo  .secured  Lo  the  traveling  inib- 
v&UbiUoiv^sami”^^^  t*'*  *’‘'''tnau 

:l",'i‘  i’*"  '‘.hb'C'liato  reoognluon*of 
*ymecli  o.il-ai  L,  H  '.‘i  "'®,  “*»'oiso  merely 
or  mech.iiiical  Skill,  and  iherolore  not  pateuta- 
t''®, ‘“"s  of  the  United  Slates, 
oiit'si  I,n  i‘ hot  Sessions  (a 
th^A  Imo,  “««'  I'bd  useful  ill 

iiriureL^f  \be  Amman  pateiu^ 

ventionimt  nf  .I.^'p.o'i'*'''''®  the  .Sessions  in- 

fend^ms  do“ot"‘|iTrm  "e  P  *  Um  use  '‘®- 

the,o8cillati..n  of  t he  car  ahou  a^^^^ 

or  the  so-called  luoimns  mol  res  train  t  of  i  m 

a  patentable  d  I  AirenceDom  S®cas",ms“ee*''“^ 
this  feature  is  found  in  ilie^ld  4tw?ea''®®'‘“®® 
and  that,  therefore,  the  Pulhuan  latent" 

Pullman  “‘''uHled 


fie  Pullman  patent  IS  void 

ion.  11  18  adiuitteil  that 
hupioved  the  yostibuTe  I 


connection  b^twi’en  enS*  «nii  tnif  ?i 
Bions.  bessioiis  is  freneral  mf^iin^AiT  II 

■were  tiled  about  ihu  h  apolicatious 
that  Sessions  tlioufrlit  ii  a?  i,a 
Bomethiiifcf.and  Uiit  PnVi.fw.i  fs  . 

Jnveuied  someihinj;. .  1^1  believed  he  bad  . 

tween  cm“1i^eaV8®  jl^^^ 

‘Si't' 

one  problem  and  Piiliuiaii°  i,,f..i**’****'®,*l  I 


one  problem  aud  Pnlfma.^,®  ot 

undertook  to  ovcrcomnniV^.Ji»*V'5'‘®‘‘.  E.ioli 
•acli  obtai  neii  a  ^aten  t  L.,?  ties,  and 

^•ohie;‘‘»,i’®t“®rf“f“^ 

^ar‘i:'J,’f,‘n^?»t“  |;;‘ifj,b/j;deiu^  trZ  'ol 
them,  and  lo  a  swayiiJ^^fhiM*^  flopping  of 
certain  rondition.s  whei?tliI^*nJL^***‘* 

his^irst"^i;';;;;",!i:l:®.:{,i'''f  ■«  p  ranMi!i7o“*s 

8f  ne.s  of  buJTers  backed  bv  ^nVs?  II 


T 


“'®  defendants 
patents  I v  i,u.  «»  the  two 

ihe  ,a.ljnSle‘"omlsTr  Mijal‘ 

isa  rfiSi«SSrB* 

mind  that  iVese  two  inveinors^ 

another  eonneoiiou  with 

ffire  V“^svr,r?s^- 

ilpsssissll 

and  clafinf  as  bisTnvemio't^^Sh'*?^ 
ih????^ra?^V«'  Bu?7he““a'n,^frTo 

BDOc?h?an  m^nf  f -Contained  in  the 


sssisasssr 

XSta’in  ?he  ■  ‘‘’®  ifronnds  then  uraod  to 
I*  ®  oessions  patent  and  those  now 

v5C  '’y.ff**  •omplainant.  Prlma 

flljdljco  otft’in ^thiS")!'  Hh®  “’•®  defendants 

i!W™nh.sjiS‘f„‘v.ssr'HSu“; ' 

d  AyiS’ortirffi;”-  i“i,;s;tT4i; ; ' 

iiSa  i^r  "““•ffij.ir.s 
s  MteawTS™  wj  SiS! , 

tr5!?«  ^5  J^ventors  from  denying  any  beuelit 
tha“  if  we“dB«rn??K‘'’  5®?l»“eo  “  manifest 
o!lSs»  “  destroy  the  Piillmau  patent.  Sea. 
r,w«nH«n  from  tfieje.ll  man 

olaTmJ’u  Jn^ilfpren^  “ 

move  priority  of  invention  in  Sessions  Ihev 
pion'^^^iUsslrr'ir  a  “^olid‘®*‘v^e“jSbuli 

Sbatrogf  €”3“? 

an  apparatus  wDiob  produced  these  result  * 
that  apparatus  was  and  tie  knew 
buUt  Md'luni®?r±'i?-  fenad  alretSy 

wi^f.S^o'rl'^®/^^?  ai"d“!fcrr2Je‘'ig‘’l^''£‘ 

loV’o®9®sfh'^‘';?'^“K  i“^en*-ion.  affords  Jio  r^o^ 
pamnt^^'“®  doubts  upon  tlie  validity  of  his 

£SK?°“™ 

th«  patent,  I  have  no  doubt  that 

£paSjgjl"fS„‘S2nrTite^  , 

structure  of  the  defendants  may  not  work 

Pun.n.n“‘  ’*  codtains  the  substance  S^e 
4i'‘5"o7«o‘Ji‘t“®®‘°“‘  ia  Claims  l.|S 
Decree  for  complainant.  ' 

1  he  decree  will  prevent  the  nse  of  an  vest)  i 

Chauncy  Smith,  C.  Koffleld 'of  Chiffliikb"*' 
Causton“K?nwni^‘  for  compiaitffift-'  i 

cage  for*  deTendSnts:^ 


3 


logically : 
e  the  right 


Uuiitngton  Road,  argued  the  case 
“If  the  railroad  commissioners  havi 
to  say  a  herth  shall  be  clos 
not  In  use,  they  might  Just 
go  a  step  further  and  Ins,—  .  — , 

the  upper  berth  shall  not  be  used  at  all  and 
the  company  be  permitted  to  sell  only  lower 
berths  to  passengers.  Let  us  see  how  this 
would  work:  The  corporation  derives  Its 
revenue  from  the  sale  of  berths.  On  all  trains 
running  sleeping  cars  It  Is  seldom  that  every 
berth  Is  sold  except  on  special  occa¬ 
sions.  With  twenty-four  berths  In  a  car 
perhaps  fourteen  to  eighteen  are 
taken,  leaving  the  remainder  unoccupied. 
If  there  were  but  twelve  berths  to  sell 
the  percentage  of  passengers  would  naturally 
decrease  proportionately  and  the  revenue 
curtailed  In  alike  degree.-  What  la  the  re¬ 
sult?  Why  of  course  the  company  would  be 
forced  to  Increase  Its  tariff  on  berths,  and  the 
public  would  be  the  losers.  So  If  this  new  law, 
promulgated  by  the  Minnesota  commission¬ 
ers,  takes  effect  and  the  man  who  formerly 
bought  a  whole  section  now  only  buys  a 
lower  berth,  trusting  to  chance  or  by  tipping 
the  porter  to  receive  the  same  benefits  at  half 
the  cost,  the  company  deprived  of  Its  lawful 
revenue  will  be  obliged  to  Increase  the  price 
of  Its  accomodations  In  order  to  make  up  the 
deficiency.  In  my  estimation  the  upper  berth 
Is  preferable  to  the  lower  one  and  I  always 
select  the  former  from  choice  when  travel¬ 
ling." 


PREFER  LOWER  BERTHS 


id  commissioners  and  finally  Includes  the 
tire  colored  race,  all  the  railroads,  and  all 
e  bloodless,  soulless  corporations  In  the 
untry  In  one  sweeping  category  of  curses. 

;  will  sue  the  company  for  damages,  by  the 
da!  and  see  It  any  damned  nigger  shall 
ve  the  right  to  pounce  upon  him  at  mld- 
ght  and  disturb  his  slumbers  with  Im- 
inlty.  Perhaps  they  don’t  know  him  very 
Jll!  All  right,  then;  It  Is  time  for  them  to 
arn  that  he  Is  a  fighter  from  way  back  and 
111  get  even  if  It  costs  him  every  penny  he 
issesses,  ,and  he  Is  no  beggar  either.  And  so 
!  continues  to  rave  until  the  car  reaches  Its 
istlnatlon  when  the  aggrieved  Individual 
■abs  his  valise  and  departs,  still  muttering 
re  threat-J  against  the  company. 

- •-  —  the  porter,  alter  exercising  due 

d  filling  all  the  other  berths,  Is 
islgn  a  traveler  to  an  upper  that 


BUT  FIRST  COME  ARE  FIRST  SERVED. 


judginei 

obliged 


jBfltTHl 


an  automatic  porter  who  is  always  polite 
andjittentive  and  will  never  takeatip,  then 
the  public  will  have  no  occasion  to  spend 
sleepless  nights  wondering  whether  the 
Minnesota  deci.sion  regarding  the  disposi¬ 
tion  of  upper  berths  w'hen  not  in  use  will 
be  sustained  or  defeated. 

The  railroad  commissioners  of  Minne¬ 
sota,  imbued  with  a  laudable  ambition  to 
earn  their  salaries  and  prove  to  the  sturdy 
taxpayers  of  the  Northwest  that  they 
were  not  afraid  of  calling  down  the  most 
gigantic  of  all  corporations— a  railroad.— 
served  notice  on  the  Minneapolis  &  fet. 
Louis  Uoad  that  on  and  after  a  certain 
date  all  upper  sleeping  berths  should  re¬ 
main  closed  w'hen  not  in  actual  use.  The 
officials  of  that  road  at  once  notified  the 
sleeping  car  magnates  of  this  peremptory 
order,  and,  after  due  consideration,  the 
learned  counsel  of  both  the  Pullman  and 
Wagner  systems  decided  that  the  board  of 
commissioners  had  no  right  to  make  such 
a  demand,  and  with  this  view  Judge  Young, 
of  the  Hennepin  County  Court,  coincided. 


:cdenco.  Still  It  Is  not  pleasant  to 
r  a  traveling  companion  a  man  with 
dlnate  passion  for  tobacco  chewing 
Ists  upon  leaning  over  the  side  of  his 
i  the  dark  hours  of  the  night  and  tries 
;e  the  center  of  the  silver  mounted 
r  on  the  ground  floor.  Arthur  T. 
a.  of  the  railway  press  bureau,  had  a 
>r  gifted  with  this  propensity  on  a  re- 
p  from  New  York  to  Chicago.  In  the 


black  silk 


the  party 
the  spltto 

Packard 


head  had  mistaken 
id  had  covered  thi 


se.  If  Mr. 


ippened. 


John  Kltchle, 


veteran 


jgrapher. 


Is  Immediately  over  a  lady.  It  may  be  the 
night  Is  very  warm  and  the  fair  occup.ant  of 
the  lower  berth,  believing  herself  secure 
from  all  disturbance,  has  partially  disrobed 
BO  that  she  may  enjoy  a  comfortable  night’s 
rest.  The  curtain  Is  rudely  thrust  aside  so 
that  the  porter  may  get  to  work,  and  the  un¬ 
conscious  woman.  In  a  state  of  deshabille,  is 
exposed  to  the  gaze  of  the  big  buck  nigger 
or  any  one  else  who  happens  to  pass 
through  the  car.  The  lowering  of  the  upper 
berth  arouses  her  from  sleep,  and  she  awak- 
en.s  to  find  the  prlv.acy  of  her  apartment  In¬ 
vaded  and  herself  the  center  of  attraction  of 
several  pairs  of  not  any  too  respectful  eyes. 
Such  a  shock  to  a  sensitive  woman  may  easily 
be  Imagined,  but  under  the  ruling  of  the 
board  of  commissioners  It  Is  something  that 
Is  likely  to  occur  at  any  time.  Uf  course.  If 
the  upper  berth  had  been  lowered  and  made 
re.ady  for  occupancj-  before  she  retired  Us 
tenant  might  have  climbed  In  quietly  and 

neither  have  knov  ”  - .  '  ' 

proximity  to  each 

clslon  will  be  the 
ping”  that  It  Is  sui 
dozen  uppers  ’ 
traveler,  the 
easily  Insun 

Sion  by  grec . „  —  . 

a  silver  half-dollar.  E 
the  colored  attendant 
a  raunlflceut  stipend,  and 
advantage  of  every  Ir-' 
him  swell  his  Income, 
small  blame  attaching 

close  upon  the  silver  pit - - - 

Is  foisted  upon  the  Individual  In  the  next 
berth,  who,  as  a  matter  of  principle,  sir, 
never  tips  the  porters.  The  colored  man  la 
merely  following  his  best  Instincts,  and  If 
such  a  course  breeds  trouble  and  dissatisfac¬ 
tion  It  Is  the  fault  of  those  In  authority  who 
made  such  a  pernicious  practice  possible. 

Naturally  the  sleeping  car  offlcials  are  up 
In  arms  sgainst  this  rui'ug,  and  say  tht»  wtl. 


taking 


not  arrived  at  Its  pi 
ind  the  equipments 
trength  and  beauty 


sota  de- 

_ _  _ ale  “tlp- 

_ _ engender.  With  half  a 

left  unoccupied  for  the  chance 
occup.ant  of  a  lower  berth  may 
e  himself  against  all  Intru- 
lortcr’s  palm  with 
Ivery  one  knows 
does  not  draw 
he  Is  bound  to  take 
...Ident  that  will  help 
Consequently  there  is 
to  him  If  his  Angers 
ece  and  the  late  comer 
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are.  The  Incident  happei 
sey  Central  Rallro"-’ 
crowded  and  John  th 
Id  securing  the  last  v 
Thanking  his  lucky 
peeled  his  coat,  thr 


ight  himself  foi 
per  berth  that  w 
ar  he  doffed  his 


other  states  follow  the 
til  “in  roads 


Ho 


BTTl  ailcr,  palm  otpanmcnti  Ctarencr  Cook, 
fir  clarionet  upUolHlcrer:  Oeorae  W.  I'lercc, 

Ilarioiwi.  wood  carver;  Joavph-  Spocht  ttrat 
clarionet,  clerk,  street  car  dcpai  tmciil: 
Seth  Schneider,  first  "Bt)" clarionet,  upholsterer;  B 

Joseph  Ball,  sccontl  "lit)"  clarionet,  roller.  Iron  aud 
I  steel  works;  Frank  Freeman,  third  "lib"  clarionet, 
painter;  J.  Jahllcnac,  "lib"  cornet  boltmalccr; 
John  Bockhart  solo  "Bb"  cornet,  blacksinlUi; 
N.  J.  Schmanch,  solo-  "lib"  cornet  tinsmith; 


GRAND  TOOT  OF  HORNS, 


THE  FINE  PULLMAN  MILITARY  BAND. 

History  of  the  Champion  Muslenl  Organlx- 
Btlon,  TFhlch  Uegaii  in  n  Sinnll  Way  and 
Through  Director  Hostrawscr  Ho- 
came  a  Noted  Corps  of  Harmonists. 

Pullman’s  Military  Band  won  the  laurels 
ot  the  recent  great  band  contest  at  the 
Peorli  state  fair  on  Friday  of  last  week. 
That  fact  has  made  this  ambitious  organ¬ 
ization  known  all  over  Illinois  and  beyond 
tte  confines  of  the  Prairie  state.  In  their 
iahdsome  uniforms,  the  most  expensive 
a:id  by  all  odds  the  most  tasty  of  any  worn 
by  organized  musicians  in  this  country,  the 
arfribersof  the  Pullman  Band  may  proudly 
Itoast  to  be  a  crack  body  of  men,  and  they 
now  challenge  to  the  lists  any  and  all  of 


flnlHtier;  A.  IlusliaWHer, 
Blrlperanil  ernumemcr; 
cornet,  painter;  Arthur  1 


1  Irombunc.  car  builder;  John  Snare.  h;iSB 
ibune.  blacksmith;  Kay  Dcnsinurc,  b.arltune. 
It.  frelshi  department;  Charles  Hall,  cupho- 


druml^w'o^od  machhilsl;  'b'.*Hcu1ub?' Anare'  driiitv 
hammersmllli;  Albert  Varnak,  baas  drum, 
patuter;  H.  M.  Bean,  drum  malor,  car  builder. 

In  all  there  are  among  these  muslclan.s  live 
men  of  br.awn  who  mold  the  Iron  as  rollers  or 
heaters  In  the  Iron  and  steel  works  of  the  com  ' 
pany;  there  are  eight  puhiters,  a  number  of 


evening  of  eacH  week,  the  band  has 
given  summer  night  concerts  In  the  open  ated 
the  spot  chosen  being  the  band  stand  at  ACy] 
cade  Park.  This,  however,  has  been  purely  a ; 
labor  of  love,  there  being  no  admission  fee] 
charged.  The  altendano*  ,at  these  open  air 
concerts  has  been  very  large,  nearly  every¬ 
body.  old  and  young,  in  the  town  being  pres¬ 
ent  on  pleasant  summer  nights.  Memorial 
Day,  May  30  last,  was  the  first  time  the  reor- 
'  ganized  Pullman  band  ventured  Iroin  home 
land  entered  Into  competition  with  the  crack 
jbands  of  Chicago.  The  band  had  the  post  of 
"honor  In  the  grand  parade  In  this  elly,  i 
being  engaged  lor  the  occasion  ^ J 
the  chief  marshal  and  his  staff 
to  lead  the  procession.  They  were  received 
with  enthusiasm  by  the  crowds.  A  tew  days 
later  they  repeated  their  triumph,  accom¬ 
panying  the  Cook  County  democracy  to 
Springfield  when  that  august  body  of  slatcs- 
‘  men  attended  the  democratic  slate  con¬ 
vention.  Again  they  distinguished  them¬ 
selves  on  the  occasion  of  the  recent  encami>- 
mentof  the  patriarchs  militant,  the  warriors 
of  the  order  of  od ' 

But  the  moat  signal 
the  Pullman  Military 
In  I'eorl.a,  a  few  da 

I  occasion  were  citizen 
nenre,  Dan  M,  Spcnc 
E.  H.  Plowc,  and  the 
tors  on  attack,  tempi 
'  solos  and  Inlonatioi 
bands  played  their  m 
ber  of  points  posslbli 
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PULLMAN  VS.  WAGNEkl. 

A  MOVE  TO  BE  MADE  IN  THE  .bEI., 
EBRATED  INFRINGEMENT  CASK. 


and  for  years  was  a  une  corm 
Ho  now  plays  the  soprano  saxophone  by 
preference.  He  is  only  thirty-two  years 

Jold,  tall  and  distin¬ 
guished  looking  in 
his  hussar  uniform. 
Hostraw.ser  came  to 
ly,  Pullman  in  188-1,  and 

I  xl  pany  as  clerk  in  the 
repair  department, 
PB  being  subsequently 

^  sponsible  position  of 


flee  he  still  holds,  jr 
Efforts  had  previ-  j® 
ously  been  made  to  J 
inbllsh  a  competent  and  efficient  military  ^ 
And  in  Pullman.  Mr.  and  Mrs.  A.  Kapp,  j 
Mrs.  Dr.  John  McLain  and  Mrs.  Major  r 
Woods,  prominent  members  of  the  Indus  r 
trial  coloiy  on  ^he  Illinois  Central,  started  1 

SlllJSndin  1881.  within  ayear  after  the  I 
ing  of  the  place,  in  fact.  And  when  J 
awser  came  to  Pullman  he  found  j 
1  In  existence  under  the  leadership  of 
Crooks,  Since  gone  elsewhere.  This  j 
hand,  though  It  formed  the  nucleus  of  the  . 
present  magnificent  organization,  did  not  , 
amount  to  much,  however,  and  Hoslrawser,  ^ 
a  year  after  his  advent,  began  to  organize  a  , 
larger  and  a  heller  one.  incorporating  in  It  j 
the  best  men  from  the  old  band.  He  devoted  , 
his  best  efforts  to  the  ta.sk  fur  years,  finding  ] 
much  encouragement  from  the  company's  . 
responsible  chief,  and  kept  constantly  adding 
until  to-day  be  has  an  admirably 
corps  of  mu.slclans  niimbcrlnglorty- 
men.  Although  all  of  them  arc  em¬ 
ployes  at  the  Pullman  works,  they  are  for  the 
Most  part  former  professional  muslclan.-ij 
sat  a.  few  of  tticiu  having  even  achieved  con- 
oBBorablr  reputation  as  such. 

.  The  following  Is  the  rosier  of  the  Pullm.an 
Sand,  showing  the  various  trades  repre- 
B^ted  and  also  the  Instruments  used: 

'  J.  T.  Hostrawscr,  director,  sajtophone,  llme- 
■■fer,  pas-eivrsr  cardcDartincnt;  P.  A.Maelnel. 
fcrke.’.m.  ul  o,.  aiHi  H.vxQphoiic,  upholslercr;  J.  B. 

Eil'il'^n,  ihii-.”  W*tlre>ismakcr;  John  Kris.  "E' 


physically  speaking,  x.'-  * 

as  Is  probably  to  be  r.  A.  MAOiNcr,. 
found  anywhere  on  the  globe.  And  just  as 
comprehensive  and  varied  is  the  makeup  of 
this  remarkable  band  when  viewed  from  the 
standpoint  of  nationality.  There  arc  fifteen 
Americans,  six  Canadians,  seven  Ger-  j 
m.ans,  one  Belgian,  one  French  man,  one 
Norwegian,  four  Bohemians  and  eight  Eng¬ 
lishmen  In  it.  When  the  present  band  was 
organized.  In  October,  1H8,'),  it  was  made  up  of 
only  eight  or  ten  men,  but,  after  steadily  In¬ 
creasing  In  size  and  efllcicncy  tor  years,  on 
Sept,  fij,  I88!>,  a  slate  charter  was  applied  for 
and  obtained  by  Jacob  F.  Hoslrawser,  Samuel 
Ball,  Horace  G.  Willis,  John  Hostrawscr  and 
David  Lowe,  Jr.,  under  ihonainc  of  the  Pull¬ 
man  Military  Band.  This  torraality  gave  the 
'band  a  corporate  cxl.stcnce  and  allowed  It  to 
[sue  and  be  sued  In  court.  Then  H.  H.  Sessions, 
{manager  of  the  Pullman  works,  who  takes  a 
great  interc.st  In  music,  and  in  hl.s  younger 
days  was  himself  a  band  .  leader  in 
New  York  state,  was  elected  president 
of  the  organization,  and  a  treasurer  and 
other  olficers  were  elected,  J.  F.  Hostrawscr 
remaining,  ot  course.  In  the  capacity  of  di¬ 
rector  and  general  manager.  Recently  H.  D. 
Vogt,  superintendent  of  the  upholstery  de¬ 
partment  at  the  works,  an  excellent  business 
man,  of  good  address,  was  made  the  business 
manager  of  the  band,  and  Us  financial  affairs 
are  now  likewise  booming. 

Since  obtaining  its  charter,  a  year  ago.  the 
Pullman  Military  Band  has  been  making 
preparations  to  go  before  the  public  as  a  first- 
class  band,  and  to  what  extent  it  has  suc¬ 
ceeded  In  so  doing  recent  events  have  repeat¬ 
edly  demonstrated.  The  band  rehearses  regu¬ 
larly  twice  a  week,  besides  doing  a  great  deal 
of  Individual  practice  at  home.  A  large  h.all 
In  the  shop  belonging  to  the  upholstery  de¬ 
partment,  70x00  feet,  and  presenting  excellent 

D  acoustic  properties, 

has  been  made  the  I 
b.and-rooin.  The  com¬ 
pany  has  shown  an  un¬ 
usual  spirit  of  liber- 
n)  allty  toward  the  band,  ' 
H'  offering  special  In- 

p ducements  to  good 
~  '  musicians  to  come  to 

Pullman  and  Join  the 
corps,  especially  If  rac- 
cbanlcal  proficiency 
joined  to  that  of 
'  music.  All  through 

c.  D.VoonT.  the  summer,  on  FrH 


Mulay  Band  being  next  with  ol  and  all  the 
other  bands  below  that  figure.  The  Pullman 
Band  won  at  this  fair,  besides  a  lot  of 
glory,  some  S.iOO  in  cash  prizes.  The  only 
reason  for  regret  they  had  was  the  absence 
ot  the  Elgin  Band,  with  which  tamed  corps 
of  musician.s  the  Pullmanlles  had  espe¬ 
cially  hoped  to  cope.  How  much 
of  the  impression  created  by  E 
military  band  depends  on  the  style? 
ot  uniform  worn  by  the  men  Is  known 
to  everybody,  and  the  Peoria  Judges  were 
fairly  dazzled  by  the  resplendent,  new  and 
hand.some  uniforms  which  the  Pullmans 
wore  for  the  first  lime  in  public  on  this  occa¬ 
sion.  These  uniforms  were  made  by  the  Pet- 
tlbone  Manufacturing  Company,  ol  Cincin¬ 
nati,  which  concern  sent  a  special  man  to 
take  the  measure  of  each  man.  These  uni¬ 
forms  cost  altogether  83,200.  or  about  873 
each.  It  Is  a  black  hussar  uniform,  similar 
to  that  worn  by  the  Hoston  Black  Hussars, 
who  made  such  a  deep  Impression  at  the 
patriarch  militant  encampment.  But  al¬ 
though  there  Is  less  profusion  of  gold  braid 
and  algullette  on  these,  the  Pull¬ 
mans’  uniform  Is  really  more  dis¬ 

tinguished  and  elegant  The  dolman  (or 
cloak)  hanging  from  the  left  shoulder  ts  lined 
and  bordered  with  astrakhan  fur.  The  attlla 
(orshort  coat)  is  made 
ol  the  flnest  black 
cloth,  the  frogs  and 
braidings  on  It  being  I 
ol  Willie  mohair  cord- 
Ing.  The  tight-fitting 

with  two  stripes  of 

side.  The  kalpak  (or 
headgear)  is  of  choice 

white  flap  trinimi-d  .  ' 

with  gold  braid  bang-  inA'.l  /  I 
Ing  from  it  The  top  j.  v.  hostraw.seii. 
bools  are  of  English  cn.amelcd  leather,  hand¬ 
somely  ornamented  where  the  boots  join  the 
trousers.  The  golden  algullette  coming  down 
from  the  shoulder  .and  running  across  the 
breast  look  extremely  becoming  and  lend  an 
air  of  richness  to  the  uniform  as  a  whole. 
A  fatigue  cap,  made  after  the  English  pat¬ 
tern.  may  also  be  worn  with  thl.s  uniform,  e.s- 
peclally  it  the  band  plays  In  an  Inclosed 
space.  Altogether  it  may  be  said  that  tew  If 
auy  military  band.s  In  the  world  present  a 
more  gorgeous  appearance  than  does  the 
Pullman  MUUary  Band. 


,?®  Wagner  company  from 
the  bifj  ®  Pullman  patonta  as  praysd  in 


An  English  Dining  Car.  |' 

A  t'orfign  piipcr,  in  desoribing  an  En¬ 
glish  (lining  car,  says: 

"The  Luiulon  and  Northwestern  Kail-  - 
way  t'ompiinv  have  recently  bidli  for  J 
service  on  their  lines  to  tlie  north  of  Eng-  i 
hind  two  dining  eiirs,  which  show  a  con¬ 
siderable  improvement  on  tlie  saloons  at 
pnxseiit  used  for  the  jmrpose.  Each  ctir!^ 
consists  of  two  ordinaiy  wagons  co  ijilcd' 
l)V  a  gangway,  wliich  can  be  (lisconm  eted, 
if  necessary,  in  a  few  moments.'  .Atone 
end  are  the  kiteben  und  the  piiiilry,  tinted 
witli  a  gas  stove  ol  the  latest  mnh  *  and 
with  eo|)iu  io\is  cupboards  and  jir  'sses. 
Here  dinners  of  an  elaborate  character 
can  be  prci>arcd,  since  allconvciiicnccs  of 
a  modem  kitclien,  including  a  lartre  re- 
frigeriitor,  are  found  in  the  smallest  pos 
sible  simee.  Electric  bells,  coiiiiiiiinicat- i 
ing  with  each  table,  serve  to  attract  tlic 
attention  of  tlic  waiter  to  the  tinvidcrs 
who  desire  to  dine.  Tlie  s;doon  itself  1. 
divided  into  three  conipartincnts.  i lue  ofj 
which  is  reserved  for  smoking.  Tlic  pus- 
seiigers  sit  facing  ('Bcli  other,  '■  tween 
lliem  lieiiig  a  t-.ible,  whieli  •  ;iii  I  ■  f  -Ided  | 
np  when  not  rminired.  The  dccoi  ii"!i  is  | 
extremely  good,  the  panels  liidwc  n  the 
windows  lieing  of  inlaid  w;duuu  XHu 
sides  and  jmrl  of  tlie  naif  are  embellitihed 
with  Lincriista- Walton  paper. 
lavatory  aceoininodation  is  provTOeJy 
and  the  cars  are  liglited  by  softlv  s  liadeij 
lamps  supplied  witli  oil  gas.  Tlic  fares 
cliarged  are  to  be  at  tlie  ordinar  ■  first-  | 
class  mtes,  but  tne  saloons  w  ill  be  I  uctu- J 
pied  only  by  stieli  i>ssscngers  us  mtOIlm 
to  dine.  The  t|liniiig  cliarges  wmI  f)p| 
fairly  moderated  tlie  ciilimiry  iin  suge-  i 
men'ts  being  in  tlie  huiids  of  lie-  ni.itmge- 
nient  of  the  company’s  liotel.  Tli  new 
are  to  go  Int  1  sendee  immedi»'<dy.'‘ 


President  Pullman  supplemented  his  annual  report  with 
following  general  information: 


During  the  fiscal  year  contracts  have 
been  renewed  for  a  period  of  twenty-five 
years  with  the  following  railroad  compan¬ 
ies;— Louisville,  Evansville  &  St.  Louis 
Consolidated;  Rio  Grande  Western;  Cin¬ 
cinnati,  Hamilton  &  Dayton;  Denver  & 
Rio  Grande;  and  New  York  &  New  Eng¬ 
land.  New  contracts  have  been  made  for 
a  similar  period  of  twenty-five  years  with 
the  following  railroad  companies Central 
New  England  &  Western;  Pennsylvania, 
Poughkeepsie  &  Boston;  Florida  Central  & 
Peninsular;  Chicago  &  Eastern  Illinois; 
Evansville  &  Terre  Haute;  and  Old  Colony. 
We  have  also  assumed  the  management  of 
the  bulk  of  the  tourist  car  business  of  the 
Northern  Pacific  railroad  company,  thus 
securing  to  this  company  the  control,  to  a 
great  extent,  of  this  class  of  business  in 
this  country. 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year  101  sleeping,  parlor, 
dining,  special  and  tourist  cars,  costing 
$1,365,503.40,  or  an  average  of  $13,519.83 
per  car.  Orders  have  been  placed  at  the 
company’s  works  for  119  Pullman  cars, 
the  estimated  cost  being  about  $16,500.00 
each,  or  an  aggregate  of  $1,963,500.00. 

The  number  of  cars  employed  in  the 
service  is  2,135,  of  which  1,849  are  standard, 
and  286  tourist,  or  second  class  cars. 

The  number  of  passengers  carried  dur¬ 
ing  the  year  was  5,023,057 ;  the  number  of 
miles  run  177,033,116.  During  the  previous 
year  the  number  of  passengers  carried  was 
4,242,542,  the  number  of  miles  run  144,842,- 
618.  The  year  just  ended  shows,  therefore, 
an  increase  of  a  little  over  18  per  cent,  both 
in  the  number  of  passengers  carried  and 
miles  run. 


The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  120,686  miles— a  net 
increase  of  about  3,000  miles  during  the 
year. 

There  has  been  added  during  the  fiscal 
year  to  the  company’s  investments  in 
shops  and  plant,  $52,435.12.  The  value  of 
manufactured  product  of  the  car  works 
of  the  company  for  the  year  was  $8,105,- 
431.58,  and  of  other  industries,  including 
rentals,  $2,108,226.52,  making  a  total  of 
$10,213,658.10,  against  $10,388,164.53  for  the 
previous  year. 

The  average  number  of  names  on  the 
pay-rolls  at  Pullman  for  the  year  was  4,582, 
and  wages  paid  $2,733,019.27,  making  an 
average  for  each  person  employed  of 
$596.46,  against  $579.06  for  the  previous 
year. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufacturing 
and  operating  departments  is  12,367; 
wages  paid  during  the  year,  $6,249,891.65. 
The  number  of  employes  for  the  previous 
year  was  11,063,  and  wages  paid  $5,770,- 
345.26. 

The  Pullman  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  end  of 
the  fiscal  year  of  $392,851.47,  a  gain  of 
$109,857.47  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1,200  to  1,525,  and  the  aver¬ 
age  for  each  depositor  has  also  increased 
from  $235.82  to  $257.60. 

The  entire  enrolment  of  pupils  in  the 
public  school  for  the  school  year  was  1,167 
—599  boys  and  568  girls— with  a  regular 
staff  of  21  teachers. 


CCCV^  ~ 


The  population  of  Pullman,  as  shown  by 
the  census  of  July  Slst,  1890,  is  10,680  per¬ 
sons,  as  against  10,610  in  the  previous  year. 
1,985  employes  are  living  outside  of  Pull¬ 
man,  but  in  its  immediate  vicinity,  many 
of  them  having  bought  homes. 

Vestllmle  Patents. 

As  you  have  aiready  been  informed 
through  the  public  press,  the  Circuit  Court 
of  the  United  States  for  the  District  of 
Massachusetts  has  rendered  a  decision 
fully  sustaining  the  claim  of  this  company 
to  the  valuable  inventions  whereby  solid 
vestibule  trains,  with  flexible  connections, 
are  made  practicable. 

This  decision,  supplementing,  as  it  does, 
a  decree  granted  by  the  United  States 
Circuit  Court  for  the  Northern  District  of 
Illinois,  settles  a  question  of  great  im¬ 
portance  and  value  to  this  company;  and 
it  is,  perhaps,  of  sufficient  interest  to  this 
meeting  to  warrant  me  in  giving  a  brief 
history  of  the  causes  which  led  to  the  in¬ 
ventions  and  subsequent  development  of 
vestibule  connections. 

The  policy  of  the  company  has  always 
been  to  spare  no  expense,  pains,  time  nor 
skill  to  improve  the  cars  and  other  facilities 
furnished  by  it  to  the  traveling  public. 

About  five  years  ago,  after  having 
brought  the  sleeping  and  parlor  cars  to 
what  was  generally  acknowledged  as  a  very 
high  state  of  perfection  as  individual  cars, 
the  desirability  of  constructing  a  train, 
which  should  be  practically  a  unit,  of  which 
the  several  cars  should  be  considered  and 
described  as  rooms  in  a  hotel,  and  to  which 
access,  through  its  entire  length,  would  be 
perfectly  convenient  and  safe,  became 
manifest.  Study  and  experiments  were 
commenced,  which  resulted,  in  the  spring 
of  1887,  in  producing  the  first  and 
only  complete  vestibuled  train  ever  con¬ 
structed. 

The  train  was  placed  on  exhibition  in 
leading  cities  of  the  country.  The  verdict 
of  railway  managers  and  the  traveling 
public,  who  had  the  opportunity  of  seeing 
it,  was  unqualifled  in  its  favor,  both  on 
account  of  its  beauty  and  convenience, 
and  more  especially  because  of  its  greater 
safety  to  human  life. 

This  train,  with  three  others  subse¬ 


quently  completed,  was,  in  June,  1887, 
placed  in  service  on  the  Pennsylvania 
Route,  forming  the  line  known  as  the 
“New  York  and  Chicago  Limited.” 

One  effect  of  the  great  advantages  ac¬ 
cruing  from  these  trains  was  immediately 
felt  in  an  extraordinary  increase  of  travel, 
amounting  to  upwards  of  seventy  per  cent., 
as  compared  with  the  results  of  the  Lim¬ 
ited  trains,  composed  of  the  best  Pullman 
cars,  which  had  previously  occupied  the 
line. 

But  a  still  more  important  demonstra¬ 
tion  of  its  value  has  been  by  actual  test  in 
serious  railway  accidents,  several  of  which 
have  occurred  to  these  trains  since  their 
operation  began.  Collisions  have  happen¬ 
ed,  at  a  speed  of  forty  miles  an  hour,  as 
appears  by  evidence  in  the  litigation,  with¬ 
out  injury  to  passengers. 

The  evidence  in  the  litigation  also  dis¬ 
closes  that,  within  a  very  few  days  after 
these  trains  were  placed  in  service, 
mechanical  officers  of  a  competing  com¬ 
pany  were  observed  in  a  train,  making 
sketches  and  measurements  which  enabled 
them  to  copy  all  the  features  of  the  vesti¬ 
bule  connection.  As  a  result  similar 
trains  were,  during  the  month  of  December, 
1887,  placed  in  service,  between  New  York 
and  Chicago,  upon  the  lines  of  the  New 
York  Central  and  Lake  Shore  railroads. 

This  company  immediately  instituted 
suit  against  the  Lake  Shore  railway  com¬ 
pany  and  the  Wagner  company  to  enjoin 
them  from  the  use  of  what  is  known  as  the 
Sessions  patent,  covering  frictional  contact 
between  the  ends  of  adjacent  cars,  design¬ 
ed  to  modify  oscillation  and  to  prevent 
telescoping. 

The  suit  was  ably  defended.  Models 
and  drawings  of  the  prior  state  of  the  art, 
dating  back  thirty  to  forty  years,  wi  re 
produced  for  the  purpose  of  proving  the 
patent  invalid. 

In  May,  1889,  a  decree  of  injunction  was 
granted  by  the  Circuit  Court  of  the  United 
States  for  the  Northern  District  of  Illinois, 
enjoining  the  defendants  from  the  use  and 
consequent  advantages  of  the  frictional 
contact  of  tl>e  face  plates  which  form  the 
vestibule  ends  of  the  c.ars. 

Upon  the  entering  of  the  decree  tlie  de- 


fendaiit  companies  removed  the  backing 
springs  from  the  top,  so  as  to  allow  the  face 
plates  to  separate  and  leave  an  open  space, 
which  would  technically  evade  the  lan¬ 
guage  of  the  decree,  but  would,  at  the  same 
time,  retain  many  other  advantages  of  the 
vestibule,  especially  its  facilities  for  passing 
from  car  to  car,  and  also  the  general  ap¬ 
pearance;  and  they  still  continued  not  only 
to  operate  the  trains,  but  to  widely  adver¬ 
tise  them  as  the  most  complete  vestibule 
trains  in  existence. 

Meanwhile  Letters  Patent  Ko.  403,137, 
known  as  the  Pullman  Patent,  for  a  new 
and  useful  improvement  in  solid  vestibule 
connections  had  been  issued.  The  purpose 
of  this  invention,  briefly  stated,  is  to  trans¬ 
form  the  hitherto  open  and  dangerous  plat¬ 
forms  of  passenger  cars  into  vestibules,  and 
to  so  unite  the  vestibules  as  to  practically 
render  them  indistinguishable  from  the  car 
bodies:  This  result  is  accomplished  by  a 
system  of  flexible  and  movable  joints  or 
parts  so  arranged  that,  no  matter  what  con¬ 
ditions  of  travel  the  vestibules  may  be  sub¬ 
jected  to,  their  alignment  is  so  perfectly 
retained  that  none  of  the  disturbing  influ¬ 
ences  or  mechanical  displacements  of 
ordinary  railway  travel  will  influence  or 
destroy  the  continuity  or  safety  of  any 
part  of  the  vestibule  structure  in  its  rela¬ 
tion  to  any  other  part  or  to  the  car  bodies. 

The  combined  result  of  this  and  the 
Sessions  patent,  with  its  heavy  iron  face 
plates  kept  in  contact  by  powerful  spring 
pressure,  is  the  continuous,  solid  train,  af¬ 
fording  at  once  safety  to  the  passenger 
passing  from  car  to  car,  and  practically 
insuring  him  against  the  dangers  resulting 
from  telescoping  and  collision. 

Suit  was  thereupon  instituted  in  the 
United  States  Circuit  Court  for  the  District 
of  Massachusetts  against  the  Wagner 
Palace  Car  company  and  the  Boston  and 
Albany  Railroad  company.  The  defend¬ 
ants  insisted  that  the  patent  was  not  a 
valid  one,  and  that,  if  it  were  valid,  the 
form  of  vestibule  they  used  did  not  consti¬ 
tute  an  infringement.  Upon  both  the  above 
questions  the  case  was  decided  in  favor  of 
this  company. 


Upon  the  question  of  utility  and  patent¬ 
ability  the  Court  says: 

“  Of  the  great  advantages  of  the  vestibule 
system  over  the  old  open  platform  cars, 
both  in  respect  to  the  safety  and  conven¬ 
ience  of  passengers,  there  can  be  no  doubt. 
A\Tiere  a  patented  improvement  possesses 
such  marked  utility,  and  has  so  speedily 
and  universally  come  into  public  use,  the 
court  should  hesitate  to  declare  the  patent 
invalid  for  want  of  noveity,  because  these 
circumstances  tend  strongly  to  prove  in¬ 
vention.  The  raiiroad  passenger  traffic  of 
the  country  is  immense,  the  dangers  inci¬ 
dent  to  the  open  platform  connection 
between  cars  are  well  known,  and  the 
fact  that  an  inventor  has  succeeded  in 
overcoming  this  danger  to  human  life,  and 
at  the  same  time  has  materially  increased 
the  comfort  of  railway  travel,  should  not 
escape  the  mind  of  the  court  in  dealing 
with  the  question  of  invention.  Consider¬ 
ing  the  amount  of  thought  in  the  country 
directed  toward  improvements  in  railway 
mechanism,  whereby  greater  safety  and 
comfort  may  be  secured  to  the  traveling 
public,  it  hardly  seems  possible  that  the 
Pullman  vestibule  system,  in  view  of  what 
it  has  accomplished,  and  the  immediate 
recognition  of  its  merits,  was  the  result  of 
the  exercise  merely  of  mechanical  skill, 
and,  therefore,  not  patentable  under  the 
laws  of  the  United  States.” 

Upon  the  question  of  infringement  the 
Court  says :  “  U pon  the  construction  now 
given  by  the  Court  to  the  Pullman  patent, 

I  have  no  doubt  that  the  structure  used  by 
the  defendants  is  within  the  patent.  *  *  * 

“  The  structure  of  the  defendants  may 
not  work  perfectly,  but  it  contains  the 
substance  of  the  Pullman  invention.”  *  * 
The  Company  is  to  be  congratulated 
upon  the  results  of  this  important  litiga¬ 
tion,  obtained  in  different  courts  in  remote 
parts  of  the  country,  confirming  it  in  the 
exclusive  control  of  these  great  safety 
devices,  which  have  been  so  generally 
sought  for  by  the  leading  railroad  com¬ 
panies  of  the  country,  and  so  generally 
commended  by  the  traveling  public. 


ceci/^ 


President  Richard  N.  Allen,  of  the  Allen  Paper  Car 
Whe«l  Company,  died  in  Cleveland  October  7,  of  heart  dis¬ 
ease.  Hta  body  was  interred  at  Springfield,  Mass.,  his  old 
home,  on  the  lUth  inst.  From  an  extended  account  of  Mr. 
Allen’s  career  we  extract  the  following  from  the  Spring- 
field  Republican ;  “Mr.  Allen  was  born  in  1827  on  Chico¬ 
pee  street  near  Williamansett  bridge.  At  the  age  of  18 
years  he  struck  out  for  htf'cself,  and  became  a  fireman  on 
the  Connecticut  River  Railroad.  The  road  was  then  in  its  I 
infancy,  but  Richard  made  rapid  Egress  and  was  pro- 
apt^  when  19  .vears  old  to  become  a  full  fledged  locpmo- 1 
tlve  engineer.  He  moved  to  Cleveland,  O.,  in  1853,  and  be-  I 
gan  to  run  as  an  engineer  on  the  Cleveland  &  Toledo  Rail¬ 
road,  conducting  the  first  engine  on  that  road.  He  was  ! 
soon  afterward  promoted  to  be  master  mechanic  of  the 
northern  division  of  the  road  with  headquarters  at  San¬ 
dusky,  although  shops  were  started  a  few  years  afterward 
at  Cleveland.  He  afterward  moved  south,  locating  at  New 
Orleans,  where  he  became  master  mechanic  of  the  New  Or¬ 
leans  &  Jacksonville  Railroad.  This  was  just  before  the 
war,  and  feeling  was  so  bitter  against  northerners  that  Mr. 
Allen  resigned  and  accepted  a  similar  position  on  the 
Memphis  &  Ohio  Railroad.  While  living  at  Memphis  the 
war  broke  out  and  the  road  was  destroyed.  After  some 
very  thrilling  experiences  he  returned  to  Cleveland  and  de¬ 
voted  himself  to  inventions.  He  first  contrived  an  oil  car 
wheel  box,  which  he  sold  with  little  profit,  but  which  is 
now  in  practical  use.  He  also  invented  a  barrel  to  contain 
coal  oil.  Afterward,  Mr.  Allen  tried  for  a  time  his  fortune 
in  the  oil  regions  of  Pennsylvania  and  sank  several  wells. 
After  this  begins  the  story  of  Mr.  Allen’s  more  successful 
experience.  His  brother  in  law,  Walter  North,  induced 
him  to  take  an  interest  in  a  straw  board  mill  at  Pittsford, 
Vt.  The  enterprise  did  not  prove  profitable,  and  soon  Mr. 
Allen  found  the  whole  concern  on  his  hands.  Then  the 
genuine  ability  of  the  man  came  to  his  rescue.  He  was  all 
the  time  trying  to  see  what  he  could  make  out  of  com¬ 
pressed  paper,  and  one  day  he  entered  the  house  with  a 
small  model  of  a  car  wheel  made  out  of  the  material.  Mr. 
Allen  enthusiastically  asserted  that  this  scheme  was  ‘a  go.’ 
The  great  thing  was  to  get  the  tire  to  hold  to  the  wheel, 
but  at  last  this-accomplisbed  after  a  fashion.  All  the  time  i 
Mr.  Allen  was  encouraged  by  James  C.  Beach  of  New  I 
York,  but  found  it  very  difilcult  to  introduce  the  invention 
into  practical  use  among  the  railroads.  At  last  the  Rutland 
&  Burlington  Railroad  consented  to  try  a  set  under  a  light  | 
car.  After  a  time  Mr.  Allen  removed  to  Hudson,  N.  Y., 
but  still  the  difficulty  in  making  the  tire  stick  to  the  wheels 
bothered  him  and  it  was  not  for  several  years  that  the  pat¬ 
ent  was  perfected  to  the  Inventor’s  satisfaction.  At  last 
George  N.  Pullman,  president  of  the  Pullman  Car  Com¬ 
pany,  became  interested,  and  aided  by  his  capital  and  en¬ 
terprise,  Mr.  Allen  was  enabled  to  start  the  Allen  Paper 
Car  Wheel  Company,  which  notv  has  large  works  at  Hud¬ 
son,  N.  Y.,  and  Pullman,  Ill.  The  company’s  ventures 
have  proved  very  profitable.  Mr.  Allen  was  the  first  to  in¬ 
vent  a  steel  tire  for  the  car  wheel,  and  he  spent  several 
years  in  Krupp’s  works  in  Germany  perfecting  the  model. 
He  had  recently  devoted  himself  to  improving  paper 
wheels  for  street  car  service,  and  had  a  patent  on  a  model 
recently  introduced  in  practical  use,  besides  an  invention 
completed  just  before  his  death.’’ 


Well  Equipped  Private  Cars. 

The  St.  Charles  Car  Company  have  recently  com¬ 
pleted  and  sent  out  two  private  cars,  one  for  the 
Monterey  &  Mexican  Gulf  Ry.,  named  the  “Sierra 
Mojada’’  and  the  other  for  the  Rio  Grande  Western 
Ry.,  named  the  “Nomad."  They  have  also  finished 
some  very  handsome  chair  cars  for  the  Kansas  City, 
Fort  Scott  &  Memphis  Ry. 

The  interior  of  the  “Sierra  Mojada”  (which  is  66 
ft.  long)  is  arranged  with  observation  room  at  each 
end  of  car,  furnished  with  beautifully  upholstered 
I  easy  chairs,  pier  mirrors  and  velour  drapery.  Ad- 
I  joining  one  of  the  observation  rooms  are  two  private 


I  rooms  hnr-sned  in  prima  vera  and  luxuriously  up¬ 
holstered  and  draped  in  old  red  plush  and  velour. 
Four  sections  are  placed  in  the  center  of  the  car 
which  are  upholstered  in  blue  plush;  adjoining  are 
I  the  lavatory,  heater  room,  pantry,  kitchen  and 
j  lockers  for  crockery,  glass  and  silverware,  and  hot 
and  cold  water  is  furnished  in  abundance.  The 
illumination  is  effected  by  the  Frost  Carburettor 
system  of  lighting  cars.  An  extra  amount  of  stor¬ 
age  room  was  provided  for  the  purpose  of  making 
long  journeys  into  the  interior  of  Mexico  where 
northern  delicacies  and  conveniences  are  not  obtain¬ 
able. 

The  “Nomad,”  which  is  65  ft.  long  over  body,  is 
arranged  with  a  large  observation  room  fitted  with 
one  large  extension  table,  a  sofa  which  can  be  made 
up  into  a  bed,  pier  mirrors  and  handsome,  rich  silk 
drapery,  which  harmonizes  excellently  with  the 
French  oak  finish  which  is  used  throughout  the  car. 
The  sections, which  are  furnished  with  upper  berth  of 
the  latest  standard  pattern,  are  finely  fitted  out  with 
drapery  and  hangings  to  conform  to  the  observation 
room.  Stepping  through  the  opening  of  the  section 
bulkhead,  which  is  neatly  draped  with  a  portiere, 
one  enters  into  a  corridor  along  the  side  of  the  car. 
From  this  corridor  leads  the  entrance  into  the  large 
private  room,  the  interior  of  which  is  furnished  with 
a  large  sofa  which  can  be  made  up  into  a  commo¬ 
dious  and  comfortable  bed  and  an  upper  berth  above 
it.  In  one  corner  of  this,  near  the  side  of  the  car, 
is  a  lavatory  and  wardrobe  with  pier  mirrors  from 
top  to  bottom  in  the  door.  The  upholstery  entirely 
conforms  to  the  French  oak  finish.  Adjoining  this 
is  a  large  bath  room  with  closet,  finely  furnished 
with  every  convenience  for  its  purpose.  Returning 
to  the  corridor  the  next  door  is  found  to  open  into 
a  smaller  private  room,  adjoining  which  is  another 
private  room  of  the  same  size.  The  partition  be¬ 
tween  these  two  rooms  is  made  to  slide  up  or  down, 
enabling  the  occupants  to  turn  the  two  rooms  into 
one  if  it  is  desired.  These  rooms  are  furnished 
in  the  same  style  as  the  others,  but  are  each  espe¬ 
cially  provided  with  hot  and  cold  water  lavatories. 
Immediately  adjoining  these  rooms  is  a  second  bath 
room  furnished  with  bath  arrangements,  hot  and 
cold  water  douche,  house-closet  and  lavatory  in  the 
most  complete  manner.  In  passing  from  this  bath 
room  and  walking  along  the  diagonal  passage  way 
until  the  other  side  of  the  car  is  reached,  are  found 
the  heater  room,  linen  and  other  lockers  placed  on 
the  left  side  while  on  the  right  are  the  pantry  and 
kitchen,  furnished  with  all  modern  improvements, 
such  as  hot  and  cold  water  tanks,  refrigerators, 
lockers  and  cupboards.  A  commodious  servants’ 
room  between  the  kitchen  and  the  end  of  the  car, 
with  sofa  and  upper  berth,  lavatory  and  water- 
cooler  completes  the  interior. 

The  platforms  are  very  spacious,  and  that  at  the 
servants’  room  end  of  the  car  holes  a  vegetable  re¬ 
frigerator,  while  the  one  at  observation  room  end  of 
the  car  is  provided  with  an  awning,  supported  by 
four  adjustable  posts.  The  latter  can  easily  be  taker 
down  and  carried  in  a  locker  near  the  heater  rooi' 
Both  platforms  are  inclosed  by  railings  and  gates, 
covered  by  a  mahogany  hand-rail  to  avoid  touching 
the  cold  iron.  This  car  is  equipped  throughout  with 
the  water  jiressu re  arrangement  for  both  hot  and 
cpl3  wa,ter^  illuminated  by  the  Pint8c"r  syslemof 
gas,  and  ventilated  by  the  No.  1  Creamer  and  auto¬ 
matic  reversing  ventilator  system. 


PULLMAN’S  PALACE  CAR  CO. 

ANNUAL  MEETING. 
Chioago,  Thursday,  October  11th,  1889. 

rresident  Pullman  supplemented  his 
annual  report  with  the  following  general 
information: 

During  the  fiscal  year  the  sleeping  car 
plant  and  franchises  of  the  Union  Palace 
Car  (’ompany  have  been  purchased,  also 
the  outstanding  bonds,  and  substantial¬ 
ly  all  the  stock  of  the  Mann  and  Wood- 
rutt  companies.  This  has.  resulted  in  an 
addition  to  this  company’s  equipment  of 
MO  cars,  which  are  operated  under  con¬ 
tracts  covering  10,142  miles  of  railroad. 

The  joint  Interest  of  the  Atchison. 
Topeka  &  Santa  Pe  Kailroad  Company,  in 
the  sleeping  car  plant  of  its  system,  has 
also  been  purchased  by  this  company,  in- 
cluding  a  contract  with  it,  and  its  con¬ 
tra  led  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  period  of  25  years. 

The  contract  with  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines 
for  sleeping  and  parlor  cars,  has  been  ex¬ 
tended  for  a  like  period  of  time,  and  the 
IRchmond  &  Danville,  East  Tennessee 
Virginia  &  Georgia,  Philadelphia  &  Read¬ 
ing,  Central  Railroad  of  New  Jersey,  San 
Antonio  &  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  Tampa  &  Key 
West  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep- 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  this  com¬ 
pany  s  business  during  the  year,  contracts 
for  their  operation  for  a  period  of  25  years 
having  been  executed  with  the  Union 
Pacific,  Atchison,  Topeka  &  Santa  Fe  and 
Atlantic  &  Pacific  railroad  companies,  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com¬ 
pany. 

We  have  also  assumed  the  operation  and 
management  of  this  class  of  cars  upon  the 
Southern  Pacific,  Denver  &  Rio  Grande, 
and  Chicago,  Rock  Island  &  Pacific  systems! 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  $17,812  73 
each,  or  an  aggregate  of  .$2,511,506.17. 

There  are  now  under  construction,  at 
the  company’s  works,  64  cars,  the  estimated 
cost  of  which  is  $085,000.00.  These  cars, 
when  completed,  will,  with  the  57  Mann 
127  Woodruff,  51  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  cars,  besides  which  there  are 
now  being  operated  230  tourist  cars. 

There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  the  company’s 
shops  and  plant,  the  sum  of  $63,008.20. 

’I'he  value  of  manufactured  product  of 
all  the  car  works  of  the  company  for  the 
year  was  $8,652,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
$1,735,417.64,  making  a  total  of  $10,388,- 
1M.63,  against  $10,823,225.18  for  the  pre¬ 
vious  year.  'I’he  reduction  is  due  to  a 
temporary  lull  in  the  demand  for  freight 
cars  in  the  spring  of  the  present  year. 

The  average  number  of  names  on  the 
pay  rolls  at  Pullman  for  the  year  was  4,541 ; 
the  wages  paid  $2,629,531.78,  making  an 
average  for  each  person  employed  of 
.$57i).06,  against  .$604.00  the  previous  year; 
but  still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

'The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  $5,770,345.26. 
The  number  of  employes  for  the  previ- 
^0-530,  and  the  wages  paid 

®5,5In,201,5o. 

The  number  of  cars  employed  in  the 
service  is  1^0  standard  and  239  tourist 
or  second  class.  — 

The  number  of  persons  carried  during 
the  year  was  4,242,542.  The  number  of 
miles  run  by  cars  was  144,842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
It  117,854,  an  increase  of 

11.  (-3  miles  over  the  previous  year. 

Ihe  population  of  f'ullman,  as  shown  by 
the  census  of  July  SIst,  1889,  was  10.610 
persons  -a  gam  of  529,  compared  with  the 
previous  year  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  jncreased  during  the  year. 

The  Pulhnan  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  end  of  the 
f 282,S«»4.00  —  a  gain  of 
$20,83 (.00  over  the  previous  year.  'Phe 
number  of  depositors  has  increased  during 
the  year  from  1150  to  1200  and  the  average 
$227StoS82'’  ‘“creased  from 

'The  entire  enrollment  of  pupils  in  the 
PoflV, '  1!’’°  ®  school  year  was 

staff  of  23  teachers.  Evening  schools  have 
also  been  established  for  the  benefit  of 
those  employed  during  the  day,  where 
English  studies,  including  mathematical 
drawing  and  geometry  are  being  taught. 

'The  character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de- 
rnand  for  substantial  literature,  the  works 
of  fiction  including  juveniles,  being  only 
27  jwr  cent,  of  the  whole,  as  against  31  per 
cent,  liwt  year.  This  fact  is  suggestive,  in 
view  of  the  returns  niiide  in  f  Jii  {•'nfriiot. 
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The  joint  interest  of  the  Atchison. 
Topeka  &  Santa  Fe  Railroad  Company,  in 
the  sleeping  car  plant  of  its  system.  Las 
also  been  purchased  by  this  company,  in- 
cluding  a  contract  with  it,  and  its  con¬ 
tra  led  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  period  of  25  years. 

The  contract  with  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines 
for  sleeping  and  parlor  cars,  has  been  ex¬ 
tended  for  a  like  period  of  time,  and  the 
Richmond  &  Danville,  East  Tennessee 
Virginia  &  Georgia,  Philadelphia  &  Read¬ 
ing,  Central  Railroad  of  New  Jersey,  San 
Antonio  &  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  'Tampa  &  Key 
West  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep- 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  this  com¬ 
pany  s  business  during  the  year,  contracts 
for  their  operation  for  a  period  of  25  years 
having  been  executed  with  the  Union 
Pacific,  Atchison,  Topeka  &  Santa  Fe  and 
Atlantic  &  Pacific  railroad  companies,  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com¬ 
pany. 

We  haye  also  assumed  the  operation  and 
management  of  this  class  of  cars  upon  the 
Southeni  Pacific,  Denver  &  Rio  Grande, 
and  Chicago,  Rock  1  sland  &  Pacific  systems! 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  $17,812.73 
each,  or  an  aggregate  of  $2,511,596.17. 

There  are  now  under  construction,  at 
the  company’s  works,  64  cars,  the  estimated 
cost  of  which  is  $985,000.00.  'These  cars 
when  completed,  will,  with  the  57  Mann! 
127  Woodruff,  51  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  cars,  besides  which  there  are 
now  being  operated  239  tourist  cars. 

'There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  the  company’s 
shoDs  and  plant,  the  sum  of  $63,098.20. 

'The  value  of  manufactured  product  of 
all  the  car  works  of  the  company  for  the 
year  was  $8,652,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
$1,735,417.64,  making  a  total  of  $10,388,- 
164.53,  against  $10,823,226.18  for  the  pre¬ 
vious  year.  'The  reduction  is  due  to  a 
temporary  lull  in  the  demand  for  freight 
cars  in  the  spring  of  the  present  year. 

The  average  number  of  names  on  the 
pay  rolls  at  Pullman  for  the  year  was  4,541 ; 
the  wages  paid  $2,629,531.78,  making  an 
average  for  each  person  employed  of 
.$579.06,  against  .$604.00  the  previous  year: 
but  still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

'The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  $5,770,345.26. 
'The  number  of  employes  for  the  previ¬ 
ous  year  was  10,630,  and  the  wages  paid 
$5,516,201.55. 

The  number  of  cars  employed  in  the 
service  is  U60  standard  and  239  tourist 
or  second  class.  ' — 

The  number  of  persons  carried  during 
the  year  was  4,242,542.  'The  number  of 
miles  run  by  cars  was  144  842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  117,854,  an  increase  of 
11,723  miles  over  the  previous  year. 

'The  population  of  Pullman,  as  shown  by 
the  census  of  July  31st,  1889,  was  10,610 
persons— a  gain  of  529,  compared  with  the 
previous  year.  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  increased  during  the  year. 

The  Pullman  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  end  of  the 
fiscal  year,  of  $282,95(4.00  —  a  gain  of 
$20,837.00  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1150  to  1200  and  the  average 
for  each  depositor  has  also  increased  from 
$227.96  to  $235.82. 

'The  entire  enrollment  of  pupils  in  the 
public  schools  for  the  school  year  was 
1262 — 627  boys  and  635  girls— with  a  regular 
staff  of  23  teachers.  Evening  schools  have 
also  been  established  for  the  benefit  of 
those  employed  during  the  day,  where 
English  studies,  including  mathematical 
drawing  and  geometry  are  being  taught. 

The  character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de¬ 
mand  for  substantial  literature,  the  works 
of  fiction,  including  juveniles,  being  only 
27  per  cent,  of  the  whole,  as  against  31  per 
cent,  last  year.  This  fact  is  suggestive,  in 
view  of  the  returns  made  in  ten  English 
cities  for  the  year  1888,  which  places  the 
number  of  books  of  fiction  and  juveniles  at 
80  per  cent.,  while  twenty-two  large  Eng¬ 
lish  cities  report  an  issue  of  62  per  cent,  of 
works  of  fiction  from  their  public  libra¬ 
ries,  exclusive  of  juveniles,  for  the  same 
year. 


PULLMAN  S  PALACE  CAR  CO. 

annual  meeting. 

Chloaco,  Thnp.day,  October  ITth,  1889. 

President  Pullman  supplemented  his 
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1  lesmiiii  j-uiiiiKiii  supplemented  his 
annual  report  with  the  following  general 
information: 

During  the  fiscal  year  the  sleeping  car 
plant  and  franchises  of  the  Union  Palace 
Car  Company  have  been  purchased,  also 
the  outstanding  bonds,  and  substantial¬ 
ly  all  the  stock  of  the  Mann  and  Wood- 
rnn  companies.  This  has.  resulted  in  an 
addition  to  this  company’s  equipment  of 
235  care,  which  are  operated  under  con- 
tr^ts  covering  10,142  miles  of  railroad. 

The  joint  interest  of  the  Atchison 
Topeka  &  Santa  Fe  Railroad  Company,  in 
the  sleeping  car  plant  of  its  systemAias 
also  been  purchased  by  this  company,  in- 
cluding  a  contract  with  it,  and  its  con¬ 
trolled  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  period  of  26  years. 

The  contract  with  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines 
for  sleeping  and  parlor  care,  has  been  ex- 
tended  for  a  like  period  of  time,  and  the 
Richmond  &  Danville,  East  Tennessee 
Virginia  &  Georgia,  Philadelphia  &  Read¬ 
ing,  Central  Railroad  of  New  Jersey,  San 
Antonio  &  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  Tampa  &  Key 
West  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep- 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  this  com- 

ry  8  business  during  the  year,  contracts 
their  operation  for  a  period  of  26  years, 
navmg  been  executed  with  the  Union 
Pacific,  Atchison,  Topeka  &  Santa  Fe  and 
Atlantic  &  Pacific  railroad  companies  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com- 

have  also  assumed  the  operation  and 
management  of  this  class  of  care  upon  the 
Southern  Pacific,  Denver  &  Rio  6rande, 
and  Chicago,  Rock  Island  &  Pacific  systems! 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  817,812.73 
each,  or  an  aggregate  of  82,511,5!)6.17. 

There  are  now  under  construction,  at 
the  company’s  works,  64  cars,  the  estimated 
cost  of  which  is  8985,000.00.  These  cars 
when  compl®t®d,  will,  with  the  67  Mann! 
127  Woodruff,  61  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  ears,  besides  which  there  are 
now  being  operated  239  tourist  cars. 

There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  the  company’s 
shops  and  plant,  the  sum  of  863,098.83. 

The  value  of  manufactured  product  of 
all  the  car  works  of  the  company  for  the 
year  was  88,662,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
81,735,417.64,  making  a  total  of  810,388,- 
164.53,  against  810,823,226.18  for  the  pre¬ 
vious  year.  The  reduction  is  due  to  a 
temporary  lull  in  the  demand  for  freight 
cars  in  the  spring  of  the  present  year. 

The  average  number  of  names  on  the 
pay  roils  at  Pullman  for  the  year  was  4  541  • 
the  wages  paid  82,629,531.78,  making  an 
average  for  each  person  employed  of 
.8579.06,  against  .8604.00  the  previous  year ; 
but  still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  m  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  85,770,346.26. 
The  number  of  employes  for  the  previ- 

SmS’iS’  "’■™’  ”'<««»  P»M 

The  number  of  cars  employed  in  the 
service  is  UW  standard  and  239  tourist 
or  second  cT^s.  — 

The  number  of  persons  carried  durintr 
the  year  was  4,242,542.  The  number  o^ 
miles  run  by  cars  was  144,842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
'®  417,854,  an  increase  of 

11,723  miles  over  the  previous  year. 

Ihe  population  of  Pullman,  as  shown  by 
the  census  of  July  3Ist,  1889,  was  10  610 
persons— a  gain  of  529,  compared  with  the 
previous  year  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  increased  during  the  year 
The  Pullman  Loan  and  Savings  Bank 
shows  savings  deposits  at  the  enh  of  the 
8282,994.00  — a  gain  of 
820,837.00  over  the  previous  year.  The 
number  of  depositors  has  increased  durinir 
the  year  from  1150  to  1200  and  the  average 

8227.mo  sS' 

A  ®'V®ll“ent  of  pupils  in  the 

®  4he  school  year  was 
^?®i"^^Iboys  and  636  girls— with  a  regular 
staff  of  23  teachers.  Evening  schools^iave 
also  been  established  for  the  benefit  of 
®™P*^®d  .during  the  day,  where 
English  studies,  including  mathematical 
drawing  and  geometry  are  being  taught. 

character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de- 
m^and  for  substantial  literature,  the  works 
of  fiction,  including  juveniles,  being  only 
27  per  cent,  of  the  whole,  as  against  31  per 
is  suggestive,  in 
view  of  the  returns  made  in  ten  English 
cities  for  the  year  1888.  which  places  the 
number  of  books  of  fiction  and  juveniles  at 
W  p®r  cent.,  while  twenty-two  large  Eng¬ 
lish  cities  report  an  issue  of  62  per  cent,  of 
works  of  fiction  from  their  pu^blic  libra¬ 
ries,  exclusive  of  juveniles,  for  the  same 


Visit  of  the  Iron  and  Steel  Institutes  to  Chicago. 

The  members  of  the  British  and  German  and  Iron 
Steei  Institutes  arrived  in  Chicago  Monday  morn¬ 
ing,  October  13.  The  weather  was  not  inspiriting,  but 
the  programme  which  had  been  arranged  was  not 
interfered  with  to  any  great  extent.  They  were  re¬ 
ceived  at  the  depot  by  the  reception  committee,  and 
at  the  Paimer  house,  which  was  the  headquarters  of 
the  local  committee,  an  address  of  welcome  was 
made  by  the  mayor  of  the  city  to  which  Sir  James 
Kitson,  bart.,  responded  on  behalf  tne  visitors.  At 
the  Washington  Park  club  a  lunch  was  served,  and 
in  the  evening  a  reception  and  banquet  was  given  in 
the  Auditorium.  A  number  of  excursions  had  lieen 
planned  for  Tuesday  from  which  the  members  could 
make  a  selection.  By  far  the  most  important  ex¬ 
cursion  of  the  day,  and  the  one  which  was  the  most 
largely  attended  was  over  the  Illinois  Central  Rail¬ 
road  to  South  Chicago,  where  two  hours  were  spent 
in  viewing  the  South  Chicago  plant  of  the  Illinois 
Steel  Company.  From  this  point  the  visitors  again 
took  the  trains  to  Pullman,  stopping  on  the  way  at 
the  Fowler  Car  Wheel  Works,  where  they  had  the 
pleasure  of  seeing  these  wheels  rolled  in  the  special 
machinery  used  for  that  course.  As  most  of  our 
readers  know,  these  wheels  are  of  cast  steel  and  ail 
in  one  piece.  When  cast  the  diameter  is  consider¬ 
ably  greater  than  that  of  the  finished  wheel,  and  is 
reduced  by  rolling  the  wheel  between  a  series  of 
rolls  which  gradually  approach  the  center  of  the 
wheel  until  the  required  size  is  obtained.  On  arriv¬ 
ing  at  Pullman  a  splendid  lunch  was  served,  after 
which  the  visitors  inspected  the  large  works  of  the 
Pullman  Palace  Car  Co.  Both  fi'eight  and  passen¬ 
ger  car  departments  were  exceedingly  busy;  and  the 
visitors  had  an  opportunity  to  see  a  large  variety  of 
work  in  progress.  Those  who  did  not  participate  in 
this  excursion  visited  some  of  the  large  buildings  of 
the  city,  the  agricultural  establishments,  etc.  At 
Chicago  the  visitors,  divided  into  two  parties,  one 
going  north  aijd  the  other  to  the  south,  to  reunite 
again  in  New  York  City.' 


The  Minnesota  Sleeping  Car  Decision.— The  position 
of  the  Minnesota  supremo  court  on  the  question  of  sleeping 
car  berths  is  either  not  known  or  misrepresented  in  the 
country  at  large.  Telegrams  sent  out  from  St.  Paul 
asserted  that  the  supreme  court  had  upheld  the  order 
of  the  railroad  commission  and  approved  its  position,  and 
the  press  is  full  of  articles  written  on  this  assumption,  and 
condemning  or  approving  the  position  of  the  court  as  the 
case  may  be.  This  is  an  entire  misapprehension. 

The  court  has  not  touched  upon  the  merits  of 
the  case,  or  expressed  any  opinion  whatever  upon  the 
power  of  the  commission  or  the  wisdom  of  ite  order,  for 
the  reason  that  this  question  has  not  come  before  It.  The 
Minneapolis  &  St.  Louis  road,  which  objects  to  the  order 
of  the  commission,  applied  to  the  district  court  for  relief 
and  its  position  was  there  sustained.  From  this  decision 
an  appeal  was  taken  to  the  supreme  court,  and  it  decided 
simply,  and  solely  that  the  case  was  not  appealable.  That 
was  the  whole  of  its  decision.  In  order  to  bring  the  case 
before  the  supreme  court  it  would  be  necessary  for  the 
road  to  refuse  compliance  with  the  commission’s  order,  and 
then  an  action  could  bo  brought  against  it  on  that 
ground.  This  would  bring  the  quesUon  of  the  competency 
of  the  commission,  the  propriety  of  theordor  and  the  rights 
of  the  road  fairly  before  the  judicial  body.  But  to  do  this, 
proceedings  must  be  begun  over  again.  ’ 


The  “Vestibule”  Controvebsy.— The  late  decision  of 
the  United  States  circuit  court  concerning  vestibule  pat¬ 
ents  appears  not  to  have  settled  the  controversy,  if  it  has 
tne  case,  according  to  press  reports.  Mr.  Pullman  said : 
“As  I  understand  the  matter,  the  decision  covers  every 
point  involved  in  the  litigation,  and  is  a  complete  victory 
for  us.  It  will  mean  that  no  other  company  can  lawfully 
use  a  vestibule.”  “The  decision  completely  knocks  out  the 
Wagner  Car  Co.,”  said  the  general  counselor.  “They  will 
not  be  able  to  use  any  sort  of  a  vestibule.”  On  the  other 
side  Vice  President  H.  W.  Webb,  of  the  Wagner  Co.,  said 
that  they  had  a  number  of  devices  in  their  shops  that 
would  serve  for  vestibule  car  purposes  just  as  well  as  the 
disputed  face  plates.  The  Wagner  Co.,  he  $aid,  proposes 
to  use  other  devices  which  answer  the  purpose.  It  doesn’t 
intend  to  pay  a  royalty  to  use  the  face  plates.  It  has  com¬ 
menced  taking  off  the  old  arrangement  and  very  soon  will 
have  all  its  trains  equipped  with  the  new  style  of  cars. 
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THE  RAttWAY  REVIEW. 


The  following  is  the  statement  of  the  Pullman 
;  Palace  Car  Co.,  for  the  year  ending  July  81, 1890. 

\l  INCOME  ACCOUNT. 


From  earnlDffs  of  oar*. . . *7,473,185  87 

From  pateuiB .  U.#24  00 

From  mauufacturlDK,  rental*,  divi¬ 
dend*.  Interest,  etc .  1,378,201  38 


expenses,  general  taxes  and  insure 
Proportion  of  net  earnings  paid  o 
Interests  in  sleeping  oar  ascoclat 
.  ^^yoiied  and  operated  by  this  c 

IntwMit  oirdebeiiture  bonds . 

■  Dividends  on  capital  stock . 

Contingency  reserve . 


2  iS?”*  *7  •  ^jie  first  and  only  complete  vestibuled  train  ever  oonsiruu- 

President  Pullman  supplemented  his  annual  report  with  placed  on  exhibition  in  the  leading  cities 

the  following  general  information :  , _ -«ne«ir«d  fnr  a  ^he  country.  The  verdict  of  railway  managers  and  the 

During  the  fiscal  year  contract*  have  traveling  public,  who  had  the  opportunity  of  seeing  It,  was 

period  of  twenty-five  years  with  tto  hallowing  railroad  unqualified  in  im  favor,  both  on  account  of  its  beauty  and 
companies:  Louisville,  Evansville  &  St  Loum  f^Moli-  uu’yuuiunoe,  and  more  especially  because  of  its  greater 
dated:  Kio  Grande  Western;  Cincinnati  HamU^^  safety  to  human  life.  ! 

ton;  Denver*  Rio  Grande,  wd  .{1®^  This  train,  with  three  others  subsequently  completed,  . 

gland.  New  contracts  have  ton  m|^e  for  a  siim^^^  was,  in  June,  lti87,  placed  in  service  on  the  Pennsylvania  i 

keepsie  &  Boston;  S!d*^o1d  One  effect  of  the  great  advantages  accruing  from  these  , 

&  Eastern  Illinois;  .  “f  trains  was  immediately  felt  in  an  extraordinary  increase 

Colony.  We  have  also  assumed  \^®  ““““^ement  of  the  truyel,  amounting  to  upwards  of  70  per  cent.,  as  corn- 
bulk  of  the  toimst-car  business  of  the  Northern  P^ificU.  pared  viriih  the  results  of  the  limited  trains,  composed  of 
Co.,  thus  securing  to  this  company  the  ®  the  best  Pullman  oars,  which  had  prsviously  occupied  the 


t  Surplus  for  the  year— being  excess  of 
>  revenue  over  ordinary  disbursements, 
'  carried  to  credit  of  Income  account. . 


“Amount  invteted  In  other  oar  associa¬ 
tions  euntrolled  and  operated  by  this 

company . 

Beal  estate  and  plant,  308  acres  of  land, 


Beal  estate  and  plant,  Detroit  shops. . 
Beal  estate  and  plant,  St  Louis  shops 
Beal  estate  and  plant,  Wilmington 

Lu^^r  and  other  construction  mater- 

1  1  and  operating  supplies . 

Furniture  and  flxturi's  in  tne  several 

offloes  of  the  company  . .  . . . . . 

Stock  in  Union  Foundry  and  Pullman 


bulk  of  the  toimst-car  business  01  the  Northern  PMiflc  U.  payed  viriih  the  results  of  tne  limited  trains,  composed  of 
Co.,  thus  securing  to  this  company  the  to  a  great  Pullman  oars,  which  had  prsviously  occupied  the 

extent,  of  this  class  of  business  in  this  country.  .  .  .,  une 

There  have  been  built  and  a  still  more  important  demonstration  of  its  value  has  | 

year  101  sleeping,  parlor,  dining,  oars,  |  serious  railway  accidents,  several  of 

Costing  tl. 365,508.40,  or  an  average  of  tl8,519.83  per  car.  „hioh  have  occurred  to  these  trains  since  their  operation 
Orders  have  been  placed  at  the  ^mpany’s  works  for  IIH  j,egun.  Collisions  have  happened,  at  a  siieed  of  40  miles  an 
Pullman  cars,  the  estimated  cost  being  about  about  $16,o00  appears  by  evidence  in  the  litigation,  without  in- 

each,  or  an  aggregate  of  $1,963,500.  rt  .oe  s  jury  to  passengers.  J 

The  number  of  cars  employed  in  the  service  is  2,135,  of  MeanwhUe  letters  patent  No.  403,137,  known  as  the  PuU- 
which  1,849  are  standard  and  286  tourist  or  second-class  .  patent,  for  a  new  and  useful  improvement  in  solid 
cars.  vestibule  connections  had  been  Issued.  The  purpose  of  j 


The  number  of  passengers  carried  during  the  year  was  {fii's  fiiVention,  briefly  stated,  !*  to  transform  the  hitherto 
5}0'38.057,  the  number  of  miles  run  177,033,116.  During  the  Qp^j^  dangerous  platforms  of  passenger  cars  into  vestl- 
previous  year  the  number  of  passengers  carried  was  4,342,-  bules,  and  to  so  unite  the  vestibules  as  to  practically  ren-. 
543,  the  number  of  miles  run  144,843,618.  The  year  just  ,  indistinguishable  from  the  car  bodies.  This  re¬ 
ended  shows,  therefore,  an  increase  of  a  little  over  18  per  accomplished  by  a  system  of  flexible  and  movable 

cent,  both  in  the  number  of  passengers  carried  and  miles  |  arranged  that,  no  matter  what  conditions 

run.  .  .  I  of  travel  the  vestibules  may  be  subjected  to,  their  align- , 

The  total  mileage  of  railways  covered  by  contracts  for  |  ment  is  so  perfectly  retained  that  uoneof  the  disturbing 
the  operation  of  the  cars  of  this  company  is  now  120,68b  displacements  of  ordinary  rail- 

miles— a  net  increase  of  about  3,000  miles  during  the  year.  ^  „  travel  will  influence  or  destroy  the  continuity  or 

There  has  been  added  during  the  fiscal  year  to  the  rom-  I  part  pf  Ibe  vestibule  structure  in  ito  rela- 

.  pany  s  investments  in  shops  and  plant  $o2,435.13.  The  1  „„„  ....rt  nr  te  the  car  bodies, 

value  of  manufactured  product  of  tbe  car  works  of  tbe 
company  for  the  year  was  *8,105, 431..t8  and  of  other  indus¬ 
tries,  including  rentals,  $3,108,236.53,  making  a  total  of 
$10,313,658.10,  against  $10,888,164.53  for  the  previous  year. 

The  total  number  of  persons  in  the  employ  of  the  com- 


The  total  number  of  persons  in  the  employ  of  the  com¬ 
pany  in  its  mauufaciuring  and  oporatiug  departments  is 
13,367,  wages  paid  during  the  year  $6,349,891.65.  The  num¬ 
ber  of  emploves  for  the  previous  year  was  11,063,  and  wages 
paid  $5,770,345.26. 

The  Pullman  Loan  and  Savings  Bank  shows  savings  de- 


tiou  to  any  other  part  or  to  the  car  bodies. 

The  combined  result  of  this  and  the  Sessions  patent, with 
1  .  Its  heavy  iron  face  plates  kept  in  contact  by  powerful 

spring  pressure,  is  the  continuous,  solid  train,  affording  at 
nf  fhc  mm  onoe  safety  to  the  passenger  passing  from  car  to  car,  and 
g  deoirtii^^nteTs'  Poetically  insuring  him  against  the  dangers  resulting 
oi  rn'hfTfim  from  telescoping  and  collision.  .  ,  ,  , 

Suit  was  thereupon  instituted  in  the  United  States  clr- 
11,063,  and  wages  goyrt  (or  the  district  of  Massachusettj  against  the 

!  j  Waener  Palace  Car  Co.  and  the  Boston  &  Albany  KaUroad 
lows  savings  de-  „  ,  _.,.p  making  and  using  a  vestibule  car.  The  de-  i 


C  Capital  stock  issued,  260,000  shares,  pai 

1  value,  1100  each . 

'  Outstanding  bonds:  ^  » 

8  per  cent,  currency  debentun 


ount  received  fri'm  sale  of  old 
irs,  leased  from  Central  Transpor- 
tion  Company . 


Embraced  In  the  folios 
ConUngeuoy  reserve 
Depreoiaiion  aoooun 

patent  A  etc  ) . 

>  Inoumc  accouDi . 


xne  ruumun  Lioan  aou  ^  'vvUo  were  maklnj?  and  using  a  vesUDUie  car.  xne  ae- 1 

posits  at  the  end  of  the  fiscal  year  of  I392,85l.4<,  a  i^in  oi  insisted  that  the  patent  was  not  a  valid  one,  and 

♦109,357.47  over  the  previous  year.  The  number  of^  deposi-  .  ^  form  of  vestibule  they  used  did 

tors  has  increased  during  the  year  from  1,20U  to  l,o2o,  and  constitute  an  Infringement.  Upon  both  the  above  ques- 
the  average  for  each  depositor  has  also  increased  from  .  decided  in  favor  of  this  company.  ; 

$335.83  to  $357.60.  .  ,  ,  The  company  Is  to  be  congratulated  upon  the  results  of 

The  entire  enrollment  of  pupils  In  the  puh  lo  sohool  for  ,  ,  ,  important  litigation,  obtained  in  differont  couits  in 
I  the  school  year  was  1,167 — 599  boys  and  568  girls— with  a  L.gmojg  .pjrtg  o(  tUe  country,  confirming  It  in  the  exclusive 
regular  staff  of  twenty-one  teachers.  l  control  of  these  great  safety  devices,  which  have  been  so  ' 

Tlie  population  of  Pullman,  as  sbown  by  the  census  of  B  sought  for  by  the  leading  railroad  companies  of 

'  July  81*t,  ls90,  is  10,680  persoQs,  as  against  10,610  1“  the  I  »  country,  and  so  generally  commended  by  the  travel- 
previous  year.  1,98.5  employes  aro  living  outeide  of  Pull-  ®  a 

mau,  but  in  its  immediate  vicinity,  many  of  tnem  having  1  ‘"if  f _ -  T 

bought  homes. 

VESTIULLE  PATENTS. 

As  you  have  already  been  informed  through  the  public 
press,  the  circuit  court  of  the  United  Stat.’s  for  the  district  ^ 

of  Massachusetts  has  rendered  a  decision  fully  sustuiniug 

the  claim  of  this  company  to  tne  valuaule  inventiuns  ^  .jf  y  ^ 

whereby  solid  vestibule  trains,  with  flexible  connections,  C' 

are  made  practicable.  ^ — ,  » 

This  decision,  supplementing,  as  it  does,  a  decree  yf  .  yf  ✓  ^ 

granied  by  the  United  Slates  circuit  court  for  tbe  northern  //  /  y 

district  of  Illinois,  settles  a  question  of  groat  importance  C-"  // 

and  value  to  this  company ;  and  it  is,  perhaps,  of.  suflicient  Vestibule  Oar  Oases  Postponed, 

interest  to  this  meeting  lo  waiTant  me  In  giving  a  brief  inlnncUon  wm  to  have  ' 

history  of  the  causes  which  led  to  the  inventions  and  sub-  A  tb^FederM  C^urt  ii^^ht 

sequent  development  of  vestibule  connections.  oome  up  mis  mornH^g  in  the  Pniwn  priiea 

Tne  policy  of  the  company  has  always  been  to  spare  no  oclebrated  case*  brought  by  the  Pullman  Palace 

exnense  iiaius  time  nor  skill  to  improve  the  cars  and  other  Cat  Company  against  the  Wagner  Palace  Car  Com- 

fa"cS;?Srntni.yTttofheteS  ,  ,  SS;:fbfr;'an^tL''M'lc^lt'n^e^^m^^ 


-fo 


pany.  President  Webb,  the  Lake  Shore  AMioblgan 
Southern  and  the  MlcBlgon  Central  railroad  com¬ 
panies  to  restrain  defendants  from  using  vesti¬ 
bules.  It  has  been  decided,  however,  to  try  the 
sulia  before  Judges  Qresham  and  Blodgett.  Tbe 
latter  Is  now  engaged  at  Peoria  with  the  federal 
grand  jury,  and  so  the  matter  was  postponed  by 
consent  niiUl  Nov.  11,  to  be  tried  before  both. 
Judges.  A  decision  on  this  motion  will  practically  i 


Delivered  at  a  Mass  Meeting  of  Citizens 
I  Held  October  18,  1890. 


jjPJSlZOlV  CITIZENS; 

In  the  political  affairs  of  communities  occasions  arise  when 
the  servants  of  the  people,  gro^pi  arrogant  from  long  occupancy 
of  office,  forget  that  they  are  public  agents,  forget  their  obliga¬ 
tions  to  their  principals,  and  in  their  mad  desire  to  perpetuate 
their  official  lives,  they  form  unholy  political  combinations  to  sup¬ 
press  opposition,  to  silence  the  voice  of  the  people,  and  to  con¬ 
tinue  their  official  lives  regardless  of  the  wishes  of  the  people. 

L  When  such  Qccusiops  arise  it  then  becomes  th.e  duty  of  pitj. 
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2  THE  FACTS  STATED 

zens  not  only  to  condemn  by  their  ballot  the  action  of  their  offi-J 
servants  but  likewise  to  denounce  the  wrong  of  such  conduct  / 
to  assert  their  rights  to  choose  their  officers,  free  from  the  den^ 
of  a  ring  or  the  dictates  of  a  boss.  ■ 

Such  an  occasion  has  arisen  in  the  political  affairs  otl 
community,  and  exercising  my  right  as  a  private  citizen  I  prop 
to  denounce  the  unholy  political  alliance  recently  entered  into  it!^ 
this  county,  having  for  its  purpose  the  parcelling  out  of  the  offi¬ 
ces  of  the  county  regardless  of  the  wishes  of  the  people. 

A  traveler  here  from  one  of  the  sovereignties  of  the  old  world 
once  said  to  an  American  citizen  :  “  In  my  country  I  am  a 

prince.”  “Sir,”  came  back  the  answer,  “in  America  every  man 
is. a  king.”  .  ,  ,,  , 

This  is  true,  and  the  office  holders  of  this  county  should  be 
taught  that  not  they  but  the  people  are  sovereigns. 

In  discussing  the  issues  of  the  local  campaign  in  which  we  are 
engaged  I  propose  to  speak  boldly  of  the  official  record  of  candi¬ 
dates  for  office,  but  to  traduce  no  man.  I  allow  no  man  to  asperse 
'my  character  and  I  ney^er. assault  the  private  lives  of  others  in  thc^ 
court  room,  on  the  hustings  or  in  private  talk.  This  is  no  cam¬ 
paign  of  filth  on  the  part  of  the  people  of  this  county  who  have 
alligned  themselves  against  the  office  holder’s  trust,  but  they  are 
making  a  fight  for  principle  on  an  issue  that  they  propose  to  boldly 
meet,  and  candidly  and  courageously  discuss. 

In  the  discussion  of  that  issue  it  will  become  necessary  for 
me  to  discuss  the  public  record  of  a  judicial  officer  and  this  1  have 
the  right  to  do.  When  a  man  accepts  public  office  he  takes  it  a. 
a  trust  and  his  management  of  that  trust  is  the  legitimate  subject 
of  public  discussion,  approval  or  condemnation.  His  official  lif-o 
belongs  to  the  constituency  he  represents  and  they  have  a  right  I 
hear  the  record  he  has  made  and  either  condemn  it  or  approve  | 

He  makes  the  record  and  he  has  no  one  but  himself  to  blame  if  ■ 
is  one  that  the  public  must  condemn.  I  fully  understand  that  tw 
judicial  office  is  entitled  to  great  respect  and  that,  for  reasons  ■ 
public  policy,  the  actions  of  courts  should  not  be  assailed  unlel 
it  is  clear  that  they  are  of  such  a  character  as  to  amount  to  jiulB 
cial  improprieties,  and  I  would  not  raise  my  voice  to  criticize  tl« 
conduct  of  a  court  if  I  did  not  fully,  thoroughly  and  conscieiB 
tiously  believe  that  just  cause  for  criticism  exists.  And  I  sal 
here  to-night  that  if  I  make  a  single  mistatement  of  a  fact,  I  shal 
do  so  unintentionally,  and  I  will  hold  myself  ready  to  correct  it  ap 
publicly  as  I  may  have  made  it,  whenever  my  attention  is  callei 
to  my  error.  On  the  16th  day  of  this  month  there  was  a  secrcj 
meeting  held  in  this  city  over  which  its  mayor  presided  and  Vvhicll 
seems  to  have  been  attended  by  the  Democratic  Executive  ComJ 
mittee  and'iby  some  unknown  members  of  one  of  the  Republicarl 
Executive  Committees,  and  at  that  meeting  a  county  ticket  was! 
formulated  and  a  few  days  after  it  was  announced  to  the  public  I 
without  a  name— a  nameless  and  illegitimate  offspring  of  political  1 
concupisence,  without  pride  of  ancestry  and  with  no  hope  of  posj 


V 


BY  THOS.  H.  FRANKLIN. 


— and  the  people  of  this  county  were  told  to  vote  for  this 

To-day  the  ticket  so  framed  appears  in  the  papers  headed 

dependent  Ticket  ” — so  named,  1  suppose,  because  it  is  inde- 

ent  of  any  political  precedent  and  indepenilent  of  the  wishes 
-ne  people. 

I  charge  that  this  ticket  was  made  a.t  the  dictation  of  the  re¬ 
ceivers  of  the  San  Antonio  and  Aransas  Pass  Railway  Company, 
and  that  that  corporation  has  combined  with  the  office  holders’ 
trust  for  the  general  purpose  of  controlling  all  the  political  offices 
of  this  county,  and  the  particular  purpose  of  electing  a  judge  of 
the  Forty-fifth  District. 

I  charge  that  this  railroad  corporation,  by  its  receivers,  pro¬ 
poses  to  .say  to  you  who  shall  assess  your  property  and  who  shall 
assess  its  property,  who  shall  collect  the  revenues  of  this  county, 
who  shall  preside  over  the  probate  court  of  this  county,  and  who 
shall  be  your  clerk  and  sheriff. 

And  more,  it  proposes  to  name  for  you  your  district  attorney 
— an  officer  whose  sworn  duty  it  is  in  certain  instances  to  take 
, -steps  to  collect  penalties  from  railroad  companies,  and  in  others 
to  forfeit  their  charters — and  more,  it  proposes  to  dictate  to  you 
who  shall  represent  you  in  the  legislature,  and  protect  the  rights 
of  the  people  against  the  oppressions  of  the  corporations.  More 
than  that — these  receivers  propose  to  dictate  to  you  who  shall  be 
your  judge,  who  shall  fix  their  salaries  and  control  their  expendi¬ 
tures,  and  who  shall  decide  controversies  arising  between  the  citi¬ 
zen  and  the  corporation. 

Think  of  the  combination,  think  of  the  purpose  and  then  think 
of  the  danger  to  your  liberties  as  citizens  that  lurks  in  this  unholy 
'lliance. 

Can  there  be  any  doubt  of  the  combination?  The  ticket  is  in 
;he  field,  Judge  King’s  name  heads  the  list,  it  is  arrayed  against 
he  Citizens’  Ticket  and  the  candidates  named  on  it  are  working 
lay  and  night  for  its  success.  Before  the  ticket  was  formed  the 
Receivers  of  the  Aransas  Pass  Railway  were  actively  participating 
in  politics,  strenuously  urging  Judge  King’s  election,  using  every 
pffort  to  prevent  opposition  to  him  and  now  they  are  actively  sup- 
>  porting  the  ticket  he  heads. 

1  But  if  I  can  show  to  you  by  unquestioned  evidence  that  there 
'is  a  reason  for  these  receivers  so  ardently  supporting  Judge  King 
-  other  than  that  of  personsal  friendship,  then  I  will  have  strength- 
“  ened  the  charge  I  make  that  they  have  combined  with  the  office 
holders  of  this  county  for  the  purpose  of  dominating  the  politics 
of  the  county,  and  particularly  to  elect  a  judge  at  the-  coming 
election. 

I  say  that  the  facts  show  that  the  San  Antonio  and  Aransas 
Pass  Railway  Company  was  put  into  the  hands  of  receivers  prac¬ 
tically  on  its  own  application,  in  violation  of  the  spirit  and  pur¬ 
pose  of  the  law,  and  that  the  judge  granting  the  order  appointing 
receivers  knew  when  he  granted  it  that  although  the  application 
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for  the  order  was  made  formally  in  the  names  of  Johnson  &  Han¬ 
sen,  that  they  were  but  figureheads,  and  that  it  was  the  company 
itself  that  was  asking  to  be  put  in  the  hands  of  a  receiver. 

And  I  say  that  in  this  fact  lies  the  reason  this  railroad  com¬ 
pany  wishes  to  lengthen  the  official  life  of  the  judge  of  the  Forty- 
fifth  District. 

It  is  provided  by  Art.  1470  g,  Sayles  Revised  Statutes  of  Texas, 
as  follows:  “No  receiver  shall  ever  be  appointed  of  any  joint 
stock,  incorporated  company,  or  of  any  copartnership  or  private 
person  on  the  petition  of  such  joint  stock,  incorporated  company, 
partnership  or  person.” 

This  law.  Judge  King’s  oath  and  duty  required  him  to  obey. 
If  this  company  was  placed  in  the  hands  of  receivers  practically 
at  its  own  instance,  though  on  the  application  of  another,  the 
spirit,  purpose  and  object  of  this  law  was  evaded  and  evasion  is 
worse  than  open  violation.  Open  violation  has  at  least  the  virtue 
of  courage,  whilst  evasion  has  all  the  evils  of  cowardice.  The  one 
assaults  the  ramparts,  the  other  undermines  the  fortification;  the 
one  gives  battle  on  the  open  plain,  unshielded,  and  with  lance  full 
high  advanced,  the  other  strikes  with  the  poisoned  dagger  hid  ’en 
by  the  assassin’s  cloak;  the  one  gives  warning  of  its  approach  and 
can  be  confronted,  fought  and  conquered,  the  other  seeks  to  at¬ 
tain  its  ends  by  stealth,  and  its  purpose  is  oft  attained  before  its 
presence  is  discovered. 

Now  let  the  facts  speak  on  this  question. 

Between  eleven  and  twelve  o’clock  on  the  night  of  Saturday, 
July  12th  1890,  Thos.  Johnson  in  the  office  of  Carr  &  Lewis,  his 
attorneys,  swore  to  an  application  for  the  appointment  of  a  receiver 
for  the  Aransas  Pass  Railway  Company.  This  application  was 
presented  to  Judge  King  that  night  either  at  the  San  Antonio  Club, 
or  in  that  neighborhood,  for  between  ten  and  eleven  o’clock  that 
night  Judge  King  and  Mr.  Yoakum  were  seen  by  a  reputable  citi¬ 
zen  of  this  city,  in  close  conversation  in  front  of  that  Club  house. 
On  this  application  Judge  King  endorsed  an  order  dated  July  12th 
1 890,  directing  the  clerk  of  the  court  to  issue  notice  to  the  defendant 
Company  to  show  cause  at  ten  A.  M.on  7u^st/aj, October  15th,  1890, 
why  the  application  should  not  be  granted.  The  word  Tuesday 
was  either  then  or  subsequently  partially  erased,  and  Monday 
written  over  it  and  the  15th  was  changed  to  the  14th.  Thus  only 
one  day,  Sunday,  was  allowed  to  intervene  between  this  midnight 
order  and  the  day  on  which  the  hearing  was  to  be  had.  This  ap¬ 
plication  was  not  filed  that  night  nor  handed  to  the  clerk  next  day, 
but  was  kept  by  the  Judge  in  his  possession  until  Monday  morning, 
when  he  rode  to  the  residence  of  the  clerk  of  his  court,  before  nine 
o’clock  A.  M.  and  handed  the  application  and  order  to  the  clerk, 
and  directed  him  to  file  same  promptly  and  issue  the  notice  at 
once.  This  the  clerk  did,  and  the  notice  was  handed  to 
the  sheriff  at  nine  five  A.  M.  of  that  day,  Monday,  July  14th 
1890,  as  is  shown  by  the  return  on  the  notice,'  and  was 
promptly  served  on  the  secretary  of  defendant  Company.  Un- 
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less  the  secretary  of  the  Company,  who  was  also  one  of  its  general 
attorneys,  was  in  some  place  conveniently  near  the  officer  could  not 
have  served  this  writ  on  him  in  less  than  fifteen  minutes,  this 
would  bring  the  time  to  nine  twenty  A.  M.  By  ten  A.  M.  the 
answer  of  the  company  was  filed,  the  Judge  appeared,  the  receiver¬ 
ship  was  granted  and  the  receivers  named;  all  this  was  done  in  the 
space  of  forty  minutes! 

dan  any  sahe*man  doubt  that  this  Railroad  Company  virtually 
applied  for  this  receivership?  Can  any  sane  man  doubt  that  Judge 
King  knew  when  he  granted  the  application  that  he  was  putting  a 
Railroad  Company  in  the  hands  of  receivers  on  its  own  application? 

But  if  more  evidence  is  necessary  let  us  read  the  record  further. 
Johnson  and  Hansen  were  sub  contractors  in  the  building  of 
defendant’s  road;  they  were  intimately  associated  with  its  officers 
and  managers;  their  headquarters  when  in  this  city  was  at  the  gen¬ 
eral  office  of  defendant;  in  all  recent  litigation  in  this  city  in 
which  they  were  interested,  except  in  this  suit  against  defendant, 
they  were  represented  by  the  general  attorneys  of  the  Aransas 
Pass  Railway  Company,  and  these  facts  were  so  publicly  and  gen¬ 
erally  known  that  they  must  have  been  within  the  knowledge  of  the 
Judge  of  the  Forty-fifth  District.  And  more,  in  a  leading  case  de¬ 
cided  by  our  Supreme  Court,  Mcllhenny  vs.  Binz,  these  men  were 
intervenors  and  were  represented  in  that  case  by  the  attorneys 
who  were,  up  to  the  time  the  receivers  were  appointed,  the  general 
counsel  of  the  Aransas  Pass  Railway  Company.  This  fact  was  in 
the  knowledge  of  the  court  for  the  written  decision  of  the  Supreme 
Court  in  that  case  had  been  published  more  than  a  month  before 
July  12,  1890.  This  case,  I  understand,  has  been  appealed  to  the 
Supreme  Court  of  the  United  States  and  is,  therefore,  still  pend¬ 
ing. 

On  the  first  day  of  August,  1889,  Chris  Kiel  brought  suit  against 
the  Aransas  Pass  Railway  company  alleging  that  he  was  a  creditor 
of  the  company  and  asking  the  appointment  of  a  receiver.  When 
his  petition  was  presented  to  Judge  King,  the  judge  informed  the 
counsel  for  Kiel  that  the  defendant  must  have  notice  of  the  appli¬ 
cation,  and  he  endorsed  on  the  petition  an  order  to  the  clerk 
directing  him  to  issue  notice  to  defendant  to  show  cause  on  the 
i6th  day  of  August,  i88g,  why  the  prayer  of  petitioner  should  not 
be  granted.  This  application  was  presented  and  this  order  ivas 
issued  in  the  daytime  and  the  order  bears  date  August  j,  i88g. 

When  the  day  for  a  hearing  was  reached  the  hearing  was 
continued  until  the  September  term  of  the  court,  the  judge  giving  as 
a  reason  that  he  doubted  his  power  to  appoint  a  receiver,  in  vaca¬ 
tion,  upon  the  application  of  one  who  was  not  a  judgment  cred¬ 
itor.  On  the  10th  day  of  September  the  hearing  was  had  and  the 


receivership  refused.  V 

In  the  Kiel  case  defendant  was  given  twenty-eight  days  in 
which  to  answer — from  the  3rd  of  August  to  the  10th  of  Septem¬ 
ber — in  the  Johnson  case  it  was  allowed  forty  minutes  at  the  outside. 

In  the  Kiel  case  the  court  refused  to  even  hear,  in  vacation,  an 
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application  for  a  receiver  made  by  a  creditor  whose  claim  had  not 
been  put  in  judgment — in  the  Johnson  and  Hansen  case  the  appli¬ 
cation  was  made  in  vacation  and  plaintiffs  were  not  judgment 
creditors  but  sued  to  recover  a  balance  of  |:i  1,284.26  alleged  to 
be  due  on  an  account  for  work  and  labor  done,  and  to  recover  on 
a  promissory  note  due  them  by  defendant  amounting  to  $10,000. 
There  was  no  exhibit  showing  the  items  of  this  account  attached 
to  their  application,  and  the  promissory  note  was  not  exhibited  to 
the  court,  and  could  not  have  been  because  it  was  then  and  is  now 
locked  up  in  my  safe  in  my  office  and  that  note  is  endorsed  by  Mr. 
Kennedy  and  his  liability  as  endorser  fixed  by  protest  made  on 
the  24th  day  of  March,  1888,  by  James  P.  Earl,  Notary  Public  of 
Bexar  county. 

In  the  Johnson  and  Hansen  petition  the  following  averments 
are  found  :  “  That  defendant  is,  in  addition  to  the  indebtedness 

to  plaintiffs  indebted  to  various  persons,  firms  and  corporations  in 
sums  aggregating,  approximately,  the  sum  of  sixteen  and  one-half 
million  dollars,  which  amount  includes  a  bonded  indebtedness  and 
interest  thereon  of  about  thirteen  million  dollars.  That  defend¬ 
ant  owns  and  operates  about  six  hundred  and  forty-five  miles  of 
railway  in  Bexar  and  other  counties  of  West  and  South-west 
Texas  and  has  in  u'se  rolling  stock  and  other  property  necessary  to 
the  operation  of  such  road.  That  of  such  rolling  stock  a  large 
part  is  leased  or  held  only  by  contracts  of  conditional  purchase 
and  to  which  it  has  acquired  no  title.” 

“  That  defendant  is  hopelessly  insolvent  and  is  utterly  unable  to 
pay  its  debts  now  past  due." 

“That  defendant  is  indebted  to  various  parties  in  large  sums 
of  money  represented  in  judgments,  now  outstanding  against  it  on 
which  executions  are  threatened  and  will  doubtless  be  issued, 
among  such  outstanding  judgments  being  some  in  favor  of  Chas. 
Schreiner  aggregating  about  the  sum  of  thirty-three  thousand  dol¬ 
lars,  and  some  in  favor  of  August  Faltin  aggregating  about  the  sum 
of  twenty  thousand  dollars.  That  said  claims  of  Schreiner  and 
Faltin  are  on  judgments  had  in  this  honorable  court  at  a  former 
term  thereof  and  executions  are  now  threatened  thereon  to  enforce 
same.” 

“  That  defendant  corporation  is  also  indebted  in  numerous 
other  judgment  debts  and  also  to  M.  Kennedy  in  the  sum  of  about 
two  million,  eight  thousand  dollars,  to  McCarty,  Kerrigan  &  Co. 
in  the  sum  of  about  eighty  thousand  dollars,  which  latter  claim  is 
also  in  suit  pending  in  Falls  county,  Texas,  in  the  District  Court 
of  said  county  and  to  various  other  persons  in  large  sums  of 
money.” 

“  That  defendant  has  no  funds  or  means  with  which  to  pay 
said  claims,  or  any  material  part  thereof,  and  if  the  several  hold¬ 
ers  thereof  be  allowed  to  pursue  same  to  judgments  and  execu¬ 
tions  it  will  result  in  satisfying  a  few  only  of  the  holders  thereof 
and  a  complete  loss  to  the  balance.” 

To  this  petition  Thos.  Johnson  made  affidavit,  in  which  he 
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states:  “That  the  allegations  set  forth  in  the  foregoing  petition 
are.  within  the  knowledge  of  affiant,  true  in  substance  and  in  fact." 

Within  forty  minutes  after  notice  of  this  application  was 
served  on  defendant  there  was  an  answer  filed,  signed  by  Uriah 
Lott  as  president  of  defendant  company,  in  words  as  follows: 

“  Now  comes  the  defendant,  the  San  Antonio  and  Aransas 
Pass  Railway  Company,  and  in  answer  to  the  petition  herein  filed, 
says  that  it  cannot  deny  the  material  allegations  in  plaintiff’s  peti¬ 
tion  contained  and  submits  itself  to  the  orders  of  the  court.” 

Was  there  nothing  in  this  to  charge  Judge  King  with  notice 
that  this  railroad  company  was  in  truth  and  in  fact  seeking  by  the 
judgment  of  his  court  to  put  itself  in  the  hands  of  a  receiver,  and 
to  thus  evade  the  spirit  and  purpose  of  the  law  if  not  its  narrow 
letter? 

But  the  proof  does  not  stop  here.  In  the  Kiel  case  the  peti¬ 
tion  charged  that  the  Aransas  Pass  Railroad  Company  was  insolv¬ 
ent,  that  its  affairs  were  being  mismanaged,  that  fictitious  stock 
had  been  issued  and  delivered  to  various  persons  who  had  paid  no 
value  for  it. 

To  this  petition  defendant  company  filed  an  answer,  in  which 
the  following  averments  are  found: 

“  Defendant  further  avers  that  all  allegations  that  defendant  is 
insolvent  or  in  imminent  danger  of  insolvency  are  absolutely^false, 
and  such  allegations  are  either  improvidently  or  maliciously 
made.” 

“  That  it  fs  a  fact  notoriously  known,  and  which  the  plaintiff 
knew  or  might  have  known  by  reasonable  inquiry  that  defendant 
has  constructed  and  is  now  operating  in  South  and  Southwest 
Texas,  nearly  six  hundred  miles  of  standard  guage  railroad,  first- 
class  in  every  respect  and  worth  about  $35,000  per  mile.” 

“  That  said  railroad  i*s  now  lined  with  traffic  from  one  end- to 
the  other,  and  defendant  is  doing  an  amount  of  business  over  said 
line  already  in  operation  whith  will  make  its  income  for  the  year 
1889,  approximately,  $1,500,000.” 

“  That  in  addition  thereto  defendant  is  completing  other  lines 
at  the  rate  of  from  one  mile  to  one  and  one-half  miles  per  day, 
and  wil(  in  the  next  ninety  days  add  from  90  to  135  miles  of  track 
to  its  completed  lines,  forming  thereby  valuable  connections  and 
largely  increasing  its  property  and  revenues  and  the  aggregate 
value  of  the  road.  That  defendant’s  indebtednets  per  mile  in  pro¬ 
portion  to  the  value  of  its  property  is  being  constantly  diminished. 
That  plaintiff’s  allegations  of  the  indebtedness  of  defendant  are 
without  foundation  in  fact,  and  are  made  by  plaintiff  without  any 
knowledge  on  his  part  of  the  facts.” 

“  That  the  allegation  of  plaintiff,  that  defendant’s  affairs  have 
been  mismanaged  are  false.” 

“’That  the  allegation  that  defendant  pays  its  laborers  in  time 
checks,  due  bills  or  discharge  checks  is  without  foundation  in  fact, 
and  on  the  contrary  defendant  owes  its  employes  practically  noth¬ 
ing.  That  they  are  paid  monthly  in  cash,  or  bank  checks,  accord- 
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ing  to  agreement  with  them,  and  in  due  course  of  business  to  their 
satisfaction,  and  none  of  them  are-making  or  can  make  any  com¬ 
plaint  against  defendant.”  ' 

“Defendant  further  specially  denies  that  there  is  any  impend¬ 
ing  danger  from  judgments  or  executions  in  the  various  courts  of 
this  or  other  counties  or  that  there  is  any  danger  of  any  part  of 
defendant’s  property  being  sold  under  execution  or  in  any  other 
way  so  as  to  jeopardize  any  right  plaintiff  may  have,  and  such  al¬ 
legation  IS  made  without  specification,  in  a  general  way,  without 
foundation  in  fact,  and  for  the  purpose  of  injuring,  harrassing  and 
annoying  defendant.” 

This  was  sworn  to  by  Uriah  Lott  on  September  4,  1889,  and 
in  his  affidavit  thereto  he  says:  “That  the  statements,  allegation, 
averments  and  denials  contained  and  set  forth  in  the  foregoing  an¬ 
swer  are  true  in  substance  and  in  fact."  This  answer  was  filed  Sep¬ 
tember  7,  1889.  ^ 

For  the  year  ending  September  30th,  1889,  the  Aransas  Pass 
Railway  Company  made  its  report  to  the  Comptroller  of  the  State 
as  required  by  statute.  This  report  was  sworn  to  by  officers  of  the 
said  company  before  L.  Wm.  Menger,  a  Notary  Public  of 
Bexar  County.  In  that  report  I  find  the  following  figures: 

Amount  of  bonded  indebtedness . |!11,445,000  00 

DueCapt.  M.  Kennedy .  ’986^659  82 

Due  Sundry  others .  265,312  36 


Total, . . . ^12,096,972  18 

Amount  due  the  corporation. ...  $  258,028,12 

Total  length  of  track .  594,  2-10  miles. 

Total  cost  of  road  and  equipment?17,438,944,  6 

Average  cost  of  road  and  equip-  i 

■  ment  per  mile .  |131*,140,97 

Total  earnings  from  Oct.  1st,  1888  to  Sept.  30th,  1890  111,203,851  59 

Thus  a  corporation  that  is  shown  by  the  sworn  report  of  its 
officers,  and  by  the  sworn  answer  of  its  President  to  have  been 
solvent  in  September  1889,  and  earning  a  princely  income,  on  July 
14th,  1890,  admits  its  insolvency  on  forty  minutes  notice,  and 
upon  its  admission  is  put  in  the  hands  of  receivers  by  the  order  of 
a  Judge  in  vacation. 

By  Lott’s  oath,  600  miles  of  track  is  shown  to  be  worth  135,000 
per  mile  or  S121,000,000*on  September  14th,  1889,  and  by  Johnson’s 
affidavit  made  July  12,  1890,  the  entire  property  of  the  road  is  shown 
to  be  of  the  value  of  1 12, 000, 000  only .  By  the  sworn  report  of  the 
Company’s  officers  it  is  shown  that  the  average  cost  of  building 
and  equipping  594  miles  of  road  was  $31,140,77  per  mile, 
making  the  total  cost  of  that  many  miles  $17,438,  644.06,  and  by 
multiplying  the  645  miles  of  road  which  Johnson  swore  on  July 
12th,  1890  defendant  owned,  by  the  average  cost  stated  in  said 
report,  the  total  cost  of  constructing  and  equipping  that  number 
of  miles  is  found  to  be  $20,085,796.66,  and  yet  by  Johnson’s  sworn 


statement  this  property  on  July  12th,  1890  was  worth  only  $12,000,- 
000.00  or  $8,085,796.65  less  than  it  cost. 

By  the  sworn  report  of  said  Company  it  is  shown  that  on 
September  30th,  1889  the  company  owed  $12,696,972.18,  and  by 
the  sworn  petition  of  Johnson  it  is  shown  that  by  July  12th 
1890  this  indebtedness  had  increased  to  $16,500,000.00.  By 
the  report  it  apppears  that  on  September  30th,  1889  the 
company  owed  Kennedy  $986,659.82,  and  by  Johnson’s 
sworn  petition  it  appears  that  this  indebtedness  to  Kennedy  had 
increased  from  the  last  named  date  to  July  12,  1890  to  $2,008,000. 

Who  was  the  general  manager  of  this  company  from  Septem¬ 
ber,  1889,  to  July  12,  1890?  B.  F.  Yoakum.  Who  so  adminis¬ 
tered  its  affairs  that  in  ten  months  it  became  insolvent?  B.  F. 
Yoakum.  Who,  in  ten  months,  if  we  are  to  believe  the  sworn 
statements  and  admissions  of  its  officers,  allowed  a  -  solv¬ 
ent  company  to  become  a  financial  wreck  under  his  admin¬ 
istration  of  its  affairs?  B.  F.  Yoakum.  Who,  upon  a  midnight 
application  and  forty  minutes’  notice,  was  appointed  receiver  of 
the  company  whose  financial  affairs  he  had  administered  with  such 
poor  success?  B.  F.  Yoakum.  And  this  was  done,  my  fellow  cit¬ 
izens,  in  a  city  where  the  grey  walls  of  the  Alamo  stand  monu- 
menting  the  memories  of  men  who  died  heroic  deaths  in  a  strug¬ 
gle  to  give  to  you  and  me  and  all  of  us  a  government  where  law 
would  rule,  and  justice,  unpolluted,  be  administered. 

But  there  is  still  more  evidence  that  these  receivers  were  ap¬ 
pointed  virtually  on  the  application  of  the  defendant  and  that  at 
least  one  of  them  was  named  by  it. 

All  of  the  courts  and  the  law  writers  are  agreed  that  in  the 
exercise  of  its  power  of  appointing  receivers  a  court  of  equity 
should  act  with  great  caution,  should  scrutinize  the  application, 
should  familiarize  itself  with  all  the  facts,  and  should  act  for  the 
best  interest  of  those  persons  who  are  most  interested  in  the  hon¬ 
est  administration  of  the  receivership.  When  a  court  takes  into 
its  hands  the  management  of  a  railroad,  through  the  agency  of  re¬ 
ceivers,  the  rights  of  the  public  and  the  creditors  of  the  road  should 
be  considered  above  all  others.  Judges  and  jurists  have  alike 
condemned  the  appointment  of  officers  of  an  insolvent  corporation 
as  receivers  of  the  corporation.  The  objection  to  so  doing  is 
tersely  put  by  an  eminent  writer  thus:  “  The  reason  assigned  for 
their  exclusion  is,  that  having  shown  themselves,  by  want  of  suc¬ 
cess,  unfit  to  manage  the  affairs  of  the  corporation  while  solvent 
they  should  not  be  trusted  to  manage  them  as  receivers,  even 
though  they  be  officers  of  the  court  and  acting  under  its  orders.” 

In  order  to  prevent  this  evil  the  legislature  of  Texas,  in  1887, 
enacted  the  following  statute:  “  No  party  or  person  interested  in 
in  any  action  shall  be  appointed  receiver  therein.” 

This  statute  was  not  deemed  broad  enough,  and  in  1889,  it 
was  amended  so  as  to  read  as  follows:  “  No  party,  attorney,  or 
any  person  interested  in  any  way  in  an  action  for  the  appointment 
of  a  recriver  shall  be  appointed  receiver  therein.” 
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The  facts  show  that  Yoakum  was  general  manager  of  the  de- 
fendant  company  at  the  time  of  his  appointment,  or  up  to  a  very 
short  time  before  then,  that  under  his  management  the  company 
had  become  insolvent;  now,  if  the  facts  show  further,  that  whilst  he 
was  connected  with  the  company  as  such  manager  or  in  other  im¬ 
portant  positions,  a  gross  wrong  was  perpetrated  by  the  company, 
and  Judge  King  knew  of  the  wrong  when  he  appointed  Mr.  Yoakum 
receiver,  then  it  must  follow,  that,  if  in  the  face  of  the  facts  and  in 
disregard  of  the  spirit  of  the  law,  he  appointed  Mr.  Yoakum  re¬ 
ceiver  he  did  so  on  the  application  of  the  railroad  company. 

Now,  let  us  examine  the  record  on  this  point.  -It  will  be  re¬ 
membered  that  when  the  extension  of  the  Aransas  Pass  Railway 
was  built  to  Kerrville  a  large  amount  of  money  was  subscribed  by 
the  citizens  of  this,  Kendall  and  Kerr  counties  for  the  purchase  of 
bonds  of  the  said  company  at  par,  the  company  agreeing  to  de¬ 
liver  to  the  subscribers  first  mortgage  bonds  in  proportion  to  their 
respective  subscriptions.  A  large  portion  of  these  subscriptions  was 
paid,  the  road  was  built,  the  bonds  were  issued,  but  were  never  de¬ 
livered  to  the  subscribers,  and  were  converted  by  the  company  to 
its  own  use.  Certain  of  the  subscribers  sued  the  road  for  the 
money  so  subscribed  by  them.  One  of  these  suits  was  tried  by 
Judge  Noonan  and  he  decided  the  following  fact:  “  That  prior  to 
January  1,  1888,  defendant,  without  the  consent  of  plaintiff,  trans¬ 
ferred  all  of  its  said  first  mortgage  forty-year  six  per  cent  bonds, 
issued  on  its  extension  to  Kerrville,  to  non-residents  of  this  state 
and  appropriated  the  entire  proceeds  to  its  own  use.” 

After  the  decision  in  this  case  Charles  Schreiner  brought  a 
suit  in  Judge  King’s  court,  to  recover  the  amount  of  his  subscrip¬ 
tion  for  certain  of  said  bonds,  and  in  his  petition  he  alleged, 
among  other  things,  the  following: 

“That  defendant  company  obtained  said  suscriptions,  and 
received  said  moneys,  under  the  promise  and  understanding  that 
bonds  would  be  issued  to  correspond  with  the  same  in  amount, 
and  be  delivered  by  it  to  said  subscribers  but  that  such  represen¬ 
tation  was  fraudulently  made  by  said  company,  and  it  then  and 
there  had  determined  that  it  would  not  deliver  said  bonds  to  said 
subscribers,  and  received  the  money,  as  aforesaid,  under  fraudu¬ 
lent  pretense  that  said  bonds  would  be  issued  and  delivered, 

“  And  said  defendant  Uriah  Lott  was  president  of  the  defend¬ 
ant  company  during  all  these  years,  and  knew  all  these  facts. 
That  these  defendants  in  furtherance  of  said  design  of  their  own, 
claim  to  have  issued  said  bonds  under  its  trust  deed  in  denomina¬ 
tions  of  $1000  each,  and  transferred  and  disposed  of  same  to  vari¬ 
ous  persons  whose  names  are  unknown  to  plaintiff,  but  who  lived 
beyond  the  jurisdiction  of  the  court,  to-wit :  In  the  state  of  New 
York,  and  converted  the  proceeds  of  such  sale  or  transfers  to  de¬ 
fendant’s  own  use  and  benefit. 

“  That  such  transfers  were  made  in  gross  violation  and  disre¬ 
gard  of  plaintiff’s  rights  by  said  defendants,  and  without  the  knowl¬ 
edge  or  consent  of  the  persons  entitled  to  said  bonds. 
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“  That  When  said  contract  was  made  and  said  payments  were 
made,  and  received,  as  aforesaid,  defendant  company  did  not 
intend  to  deliver  said  bonds  to  said  subscribers,  but  the  whole 
scheme  was  a  contrivance  to  secure  the  payments  of  the  money 
aforesaid,  and  to  appropriate  the  money  and  the  bonds  to  the 
defendant  company’s  own  use  and  benefit'  and  defendant  Lott 
bonL  ”  guaranteed  the  delivery  of  the  said 

In  thi^s  cause  judgment  was  rendered  by  Judge  King  in  favor 
Qf  plaintiff.  This  judgment  was  rendered  before  the  application 
for  a  receiver  was  made  by  Johnson  and  Hansen  and  in  that  ap¬ 
plication  It  was  stated  as  a  ground  for  the  relief  asked  that  Chas. 

about  to  try  and  collect  said  judgment  by  execution. 

When  the  misappropriation  of  said  bonds  were  made  by  the 
railway  company  Mr.  Yoakum  was  actively  connected  with  the 
company  either  as  general  manager  or  as  the  occupant  of  some 
other  important  position,  and  yet  he  is  appointed  receiver  by  the 
very  court  that  rendered  the  judgment  declaring  the  misappropria- 
tion.  Can  it  be  questioned  that  it  was  the  railroad  company  that 
asked  and  secured  this  appointment? 

In  the  Kiel  case,  in  order  to  establish  the  truth  of  the  aver- 
ments  that  the  affairs  of  the  company  had  been  mismanaged, 
plaintiff  on  August  20th,  1889,  filed  interrogatories  to  B.  F 
Yoakum.  Among  those  interrogatories  were  the  following  : 

“  Int.  4th.  Is  it  or  not  a  fact  that  you  own,  or  that  you  and 
those  interested  with  you  own  some  of  the  bonded  indebtedness  of 
the  defendant  company  ?  If  so,  how  much  do  you  own,  how  much 
do  you  and  any  one  interested  with  you  own  ?  What  is  the  de¬ 
nomination  of  said  bonds,  is  it  first  or  second  mortgage  bonds  or 
both,  and  how"  much  of  each  and  over  what  part  of  the  road  is 
such  indebtedness  a  lien?  Answer  fully  and  explicitly,  and  say  if 
you  have  done  so  in  answer  hereto.” 

“Int.  5th.  In  what  manner  did  you  and  those  interested  with 
you  become  the  owner  of  each  of  said  bonds,  how  much  and  when 
°h  they  pay  for  them  and  how  did  you  pay  for  them  and 

“  Int.  6th.  How  much  does  the  company  owe  of  unsecured  in¬ 
debtedness  that  is,  outside  of  the  bonded  debt  ?  If  you  say  you 
don  t  know,  then  you  are  requested  to  approximate  it  as  near  as 
you  can  and  give  the  facts  upon  which  you  have  made  said  ap- 
proximation  ?  ”  * 

“  Int.  9th.  How  much  does  the  company  owe  you  in  the 
nature  of  unsecured  account?  How  much  did  it  owe  you  on 
August  1st,  1889,  and  how  did  the  indebtedness  arise,  and  when?” 

“  Int.  13th.  Do  you  or  not  own  any  of  the  stock  or  shares  of 
the  company,  if  so,  how  much,  when  and  how  did  you  acquire 
the  same  and  what  did  you  pay  therefor  and  how  did  you  make 
such  payment;  did  you  pay  the  full  face  value  of  such  shares 
or  stock?  If  so,  how  did  you  pay  it,  in  money  or  in  property. 
State  particularly  how  you  paid  for  it  ?  If  you  did  not  pay  the 
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face  value  of  the  same  state  how  much  less  than  the  face  value 
thereof  you  paid  ?  ” 

“Int.  16th.  How  many  miles  of  finished  railroad  is  owned  or 
is  now  constructed  by  defendant  company;  give  the  terminal 
points  of  each  line  and  branches  and  the  distances  between  those 
points.” 

“  Int.  30.  What  salary  is  paid  by  the  company  to  the  president, 
and  where  does  he  reside?  To  general  manager?  To  traffic 
manager?  To  treasurer?  To  auditor?  To  paymaster?  And 
one  Nelson,  general  superintendent  of  construction,  or  in  whatever 
capacity  he  may  be  employed  by  said  company?  ” 

A  commission  to  take  the  answers  of  this  wifness  to  these  in¬ 
terrogatories  issued  on  same  day,  and  on  the  23rd  of  August,  1889. 
Thos.  Haynes,  a  notary  public,  summoned  the  witness  before  him 
to  make  answer  thereto.  On  same  day  Mr.  Yoakum  appeared  and 
refused  to  testify,  giving  the  following  reasons,  as  is  shown  by  the 
notary’s  certificate,  for  his  refusal. 

“1st.  Because  there  appears  to  be  no  interrogatories  on  file 
herein  in  the  office  of  the  Dictrict  Clerk. 

2nd.  Becausethe  interrogatories  are  of  such  a  character  that 
I  cannot  answer  them  accurately  without  first  having  made  or 
making  myself  an  examination  of  the  books,  with  the  interrogato¬ 
ries  before  me  to  ascertain  the  correct  answers  to  be  made  to  the 
several  inquiries,  and  I  decline  to  testify  in  an  uncertain  manner 
when  the  requisite  information  for  correct  testimony  is  accessible 
to  me,  the  use  of  the  interrogatories  for  that  purpose  having  been 
denied  me. 

3rd.  Because  the  several  matters  inquired  about  are  not  per¬ 
tinent  or  revelant  to  any  issue  now  pending  in  the  courts  or  in  this 
case,  and  I  believe  the  intention  of  the  parties  in  propounding 
these  inquiries  is  for  maliciously  harrassing  and  injuring  the  parties 
to  this  suit.” 

Although  the  Kiel  case  was  not  tried  until  September  10  fol¬ 
lowing,  yet  these  interrogatories  were  not  subsequently  answered 
by  the  witness.  He  was  not  able  in  seventeen  days  to  learn  what 
salary  he  was  getting,  how  much  stock  he  owned,  nor  how  much 
the  company  owed  him. 

If  in  August,  1889,  Mr.  Yoakum  could  not  or  would  not  an¬ 
swer  these  interrogatories  ought  not  the  court  to  have  hesitated 
long  before  making  him  receiver,  and  does  not  the  court’s  hasty 
appointment  show  that  it  knew  when  the  order  in  the  Johnson  & 
Hansen  case  was  made,  that  it  was  granting  that  order  virtually  at 
the  application  of  the  defendant  company? 

These  receivers  were  appointed  on  Monday  morning,  it  is  true, 
but  when  was  their  appointment  determined  on? 

One  of  two  things  is  true:  Either  that  the  question  of  who 
should  be  receivers  was  discussed  between  litigants  and  court  Sat- 
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urday  night  or  else  the  court  made  the  appointment  on  a  forty 
minute’s  notice  Monday  morning.  If  the  former  be  true  then  the 
case  had  been  decided  by  the  judge  on  Saturday  night,  before  he 
carried  the  application  to  the  clerk  and  before  any  notice  had  been 
served  on  the  company,  or  the  company  knew  of  the  application 

I  that  night  assented  to  it  and  was  consulted  as  to  the  appointment  of 
the  receivers. 

If  the  defendant  knew  of  the  application  Saturday  night,  and 
assented  to  it,  then  why  serve  any  notice  of  such  application  on 
it  Monday  morning?  Such  notice  could  have  effected  no-  result 
and  could  only  have  been  issued  in  order  to  give  to  the  proceed¬ 
ings  a  seeming  of  regularity. 

In  the  Kiel  case  defendant  strenuously  and  vigorously  fought 
the  application  for  a  receiver.  In  the  Johnson  &  Hansen  case  it 
admitted  its  insolvency  and  submitted  to  the  receivership  without 
contest. 

Take  these  facts,  consider  them,  view  them  in  all  their  bear¬ 
ings,  and  it  seems  to  me  that  the  conclusion  must  follow  from  them 
that  on  July  12,  1890,  the  San  Antonio  and  Aransas  Pass  Railway 
Company  was  put  into  the  hands  of  receivers  at  its  own  request, 
and  that  on  Monday  following  the  appointment  was  publicly  an¬ 
nounced.  One  day  the  road  is  operated  by  General  Manager 
Yoakum,  the  next  by  Receiver  Yoakum. 

“Ladies  and  gentlemen,"  said  the  traveling  showman,  “this 
beautiful  tableau  represents  Daniel  in  the  Lion’s  Den.  You  can 
distinguish  Daniel  from  the  lion  by  the  red  ribbon  on  his  arm.” 

“Ladies  and  gentlemen,”  said  Judge  King  to  the  public  on 
Monday  morning,  “this  beautiful  tableau  represents  the  office  oc¬ 
cupied  by  Receiver  Yoakum.  You  can  distinguish  Yoakum,  re¬ 
ceiver,  from  Yoakum,  general  manager,  by  my  order  of  appoint¬ 
ment  pinned  on  his  hat.  It  is  somewhat  blurred,  for  it  was  written 
hastily,  but  it  is  there.” 

If  in  the  fact  that  these  receivers  were  appointed  by  the  court 
upon  the  application  of  the  railroad  company  does  not  lie  the 
reason  for  the  active  participation  of  the  receivers  in  the  local 
campaign  and  their  ardent  support  of  Judge  King,  what  other 
reason  exists  for  their  actions  ? 

Do  they  want  Judge  King  endorsed  ?  If  so  why  do  they 
make  political  combinations  in  order  to  secure  such  endorsement  ? 
If  Judge  King’s  record  is  unobjectionable  the  people  would  endorse 
him  on  that  record  and  unholy  political  alliances  would  not  be 
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necessary  to  secure  its  endorsement.  If  an  endorsement  of  his 
record  is  secured  by  such  political  combinations  it  is  no  endorse¬ 
ment  at  all.  The  people  of  this  county  do  not  want  a  judge  whc 
has  to  be  put  upon  trial  before  them,  but  they  wish  one  against 
whom  no  indictment  can  be  framed. 

If  this  man  is  tried  on  this  record  and  is  acquitted  on  it  by  ar 
election  he,  at  the  most,  will  be  acquitted  by  a  majority  of  th’ 
jurors  and  not  by  a  unanimous  verdict — and  more,  he  will  b.| 
acquitted  by  a  jury  which  his  friends  and  followers  are  workin;! 
day  and  night  to  control  and  influence  by  political  combinations, 
ring  dictation,  and  corporate  power. 

If  he  wishes  such  a  verdict;  if  he  is  content  with  such  a  ver 
diet,  then  he  is  unfit  to  fill  the  high  and  lofty  office  of  judge. 

If  he  is  elected,  what  is  it  that  is  endorsed.  Is  it  the  mat 
or  the  record  ?  It  is  the  record,  and  the  people  of  this  county  an 
told  by  a  political  combination,  lashed  into  submission  by  the  re 
ceivers  of  a  railroad,  that  they,  the  sovereign  citizens  of  a  county, 
must  approve  that  record. 

Not  many  months  ago  an  old  and  honored  citizen  of  your 
county  grown  weary  with  the  burden  of  his  years,  called  his  loved 
ones  around  his  couch,  smiled  into  their  saddened  faces,  mur 
mured, 

“  Cease  fond  nature,  cease  thy  strife, 

Let  ine  languish  into  life,” 

and  passed  into  life  immortal.  For  years  he  had  been  your  judgi 
and  when  he  laid  down  the  judicial  ermine  it  was  as  spotless  ai 
the  winding  sheet  that  robed  him  for  the  grave. 

Would  Thos.  J.  Devine  have  made  this  record  ?  Would 
Thos.  J.  Devine  have  endorsed  this  record  ?  No. 

Take  counsel  from  his  stainless  life  and  stamp  with  your  dis¬ 
approval  that  which  he  would  have  condemned. 

Why  do  you  find  the  name  of  this  judge  heading  a  ticket 
called  Independent?  Why -have  the  other  candidates  on  that 
ticket  combined  to  secure  his  election  along  with  their  own  ?  Do 
they  endorse  the  record  of  that  judge  ?  Does  your  district  attor¬ 
ney,  the  right  arm  of  the  court,  endorse  midnight  orders,  forty 
minute  notices  and  evasions  of  the  spirit  and  purposes  of  the  law? 
Does  the  candidate  for  county  judge  approve  such  proceedings  ? 
Do  the  candidates  for  collector,  for  assessor,  for  district  clerk,  for 
county  clerk  and  the  other  candidates  on  that  ticket  endorse^  that 
record  ?  If  not,  why  have  they  combined  with  the  receivers  of  a 
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corporation  to  force  by  their  combined  political  influence  the 
election  of  the  man  who  made  the  reeord  ? 

There  can  be  but  one  answer  :  They  have  bent  the  knee  and 
bowed  the  head  to  this  corporation  because  the^.^vere  afraid  that 
its  receivers  would  utilize  all  of  the  power  and  ihffuence  they  could 
wield  to  break  the  political  necks  of  every  candidate  that  opposed 
the  election  of  Judge  King. 

But  we  are  told  that  the  money  of  this  corporation  could  not 
be.  used  by  these  receivers  in  this  election  because  their  accounts 
must  be  passed  on  by  the  master  in  chancery.  If  money  is  used 
for  election  purposes  do  you  suppose  that  it  will  be  presented  to 
the  master  for  approval  under  the  head  of  election  expenses  ?  And 
if  the  master  refuses  an  account  presented  to  him  who  will  pass 
on  his  disapproval  ?  Judge  King- — if  elected.  Suppose  that  ac¬ 
count  should  be  contested  upon  the  ground  that  it  was  for  money 
improperly  used  in  the  November  election,  then  your  judge  would 
either  h^ve  to  recuse  himself,  or  try  the  question  as  to  whether  he 
owed  his  election  to  improper'  means.  Are  you  willing  to  have 
such  a  scene  enacted  in  the  court  room  of  your  county? 

Then,  fellow  citizens,  are  you  going  to  submit  to  this  combi¬ 
nation  and  approve  its  purposes?  Or  will  you,  asserting  the  right 
of  sovereign  citizens,  fight  it  to  the  death,  and  proclaim  from  the 
housetops  your  denunciation  of  its  evil  designs! 

We  to-day  are  contending  for  the  great  principle  that  lies  at 
the  bottom  of  our  system  of  government — the  right  of  the  people 
to  choose  their  own  servants — and  the  kindred  principle  that  the 
judges  of  courts  should  tower  above  suspicion  as  the  mountains 
tower  above  the  valleys  at  their  feet.  As  long  as  these  principles 
are  upheld  so  long  will  free  government  exist,  whenever  they  are 
disregarded  the  death  knell  of  our  institutions  is  sounded. 

“Factions  die,  forms  of  government  change,  nations  pass  away, 
but  principle  knows  no  change,  neither  shadow  of  turning,  and  as 
long  us  the  mountains  shall  stand,  as  long  as  the  rivers  flow  and 
the  dews  fall,”  just  so  long  will  these  great  principles  of  govern¬ 
ment  live,  and  neithei  corporate  power  nor  political  bossism  can 
destroy  them. 

Powerful  political  combinations  may  temporarily  overthrow 
them,  but  they,  like  truth,  are  mighty  and  will  prevail.  Love  of 
them  stirred  our  forefathers  of  revolutionary  days  to  denounce  a 
tyrant  king  because  “he  had  made  judges  dependant  on  his  will 
;ir  offices  and  the  amount  and  payment 
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of  their  salaries.”  Love  of  them  stirred  our  sturdy  ancestry  to 
force  from  a  brilliant  but  corrupt  monarch  on  the  banks  of  Runny- 
mede  the  signed  and  sealed  promise:  “  To  none  will  we  sell  to 
none  will  we  d^y  or  delay  right  or  justice.” 

Will  we  to-day,  children  of  such  an  ancestry,  permit  a  few 
office  holders,  dominated  by  the  receivers  of  a  corporation,  deny 
us  the  right  to  select  our  public  servants,  and  dictate  to  us  who 
shall  be  our  judge. 

I  say  no.  Let  us  draw  the  sword  in  defense  of  these  principles 
and  throw  away  the  scabbard.  If,  at  the  coming  election,  we  do 
not  secure  their  triumphant  assertion,  let  the  sword  still  be  held 
scabbardles.s,  and  the  fight  be  continued  as  long  as  there  is  an  arm 
to  strike  and  a  blade  to  wield. 

“The  mills  of  the  Gods  grind  slowly. 

But  they  grind  exceeding  small; 

With  patience  they  stand  waiting. 

With  exactness  grind  they  all.” 

We  have  raised  the  sluice  gates,  we  have  turned  on  the  waters, 
let  the  mill  grind. 
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C  rftllwar^  MiirVice.  14  u  flnl 
Throughout  with  aoltd  mahogany, 
seats  are  easy  chairs.  They  are  ni 
stored  wltj)  hite  damask  halr-c' 
They  are  arranged  along  each  side, 
the  walla  are  silver  aocI(M  Into  w 
cleats  attached  to  one  eftd  of  mahoi 
tables  3x3  feet  are  Inserted.  The  o 
I  end  of  the  table  is  supported  by  a  hli 
I  log.  By  revolving  lao  chairs  latc  to 
two  can  sit  at  one  table.  There 
fourteen  of  them,  consequently  twe 
eight  can  eat  at  once.  At  one  end 
the  closets  and  a  drawing  room  \ 
I  seats  for  six.  ,  The  other  end  cont 
the  buffet,  and  is  ailed  with  choice  w 
and  other  drinks  and  an  excellent  lin 
I  food  such  as  Is  usual  to  keep  at  resi 
rants. 

Refreshments  can  be  ordered  at 
time,  and  the  tables  can  remain  or  be 
moved  at  pleasure.  They  can  be  u 
for  card  playing,  reading  and  wrltinf 
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Elegant  Serrice  on  the  Alabama 
Great  Southern  Railroad. 


jfrnm  Birmingham.  Every"  wint  and 
I  comfort,  every  whim  of  the  traveling 
j  public  has  been  learned  by  Mr.  Edwards 
and  he  has  tried  to  meet  them  in  this 
,  combination  car,  and  Just  where  or  how 
it  can  be  Improved  upon  would  require 
larger  experience  than  the  writer  has 
Ihe  designer,  Mr.  Edwards,  certainly 
has  gone  far  towards  relieving  the 
weariness  of  long  lourneys.  He 

has  inaue  this  a  study  for  several 
years,  and  this  is  the  result.  His  efforts 
in  this  direction  have  made  the  Queen 
and  Crescent  loute  qgo  of  the  most  pop¬ 
ular  iu  the  United  States,  and  Increased 
the  passenger  service  until  it  Is  one  of 
the  most  exten.sive  li.  the  south.  Uis 
experience  as  to  the  wants  of  his  road 
from  all  points  of  the  compass  eminently 
qualifies  him  for  the  position  he  fills. 

RA.ILUOAD  CAREEB  OF  MR.  EDWARDS. 

He  began  railroad  life  In  the  ticket  of- 
lice  of  the  Indianapolis  and  St.  Louis 
railway  in  1879.  In  1880  he  received  the 
appointment  of  western  traveling  pas¬ 
senger  agent  for  the  Delaware  and  Hud¬ 
son  Canal  Railway  company.  The  suc¬ 
cess  with  which  he  met  secured  for  him 
the  appointment  of  general  southern  nas- 
seiiger  agent  for  the  Beo  line  the  next 
year,  whioix  office  he  fil  ed  until  1888 
when  he  accepted  the  appoiinmentof 
general  western  passenger  agent  of  the 
Chesapeake  and  Ohio. 

In  1888  he  was  appointed  assistant 
passenger  agent  of  the  Queen  and  Cres¬ 
cent  and  a  few  months  later  that  of  gen¬ 
eral  passengir  and  ticket  agent.  It  will 
be  seen  that  he  has  had  opportunities  of 
becominc  familiar  with  the  connecting 
lines  of  the  system  in  every  direction 
vvhlch  experience  has  enabled  him  to 
^  ®  froat  ranks  of  rail- 


Initial  Trip  Made  With  a  Pleas¬ 
ant  Party. 


DelQhUnl  Trip  Much  Enjoyed. 

A  few  days  ago  General  Passenger  and 
Ticket  Agent  D.  G.  Edwards,  oii  the 
!  Qneen  and  Crescent  system,  Issued  the 
I  following  special  invitations: 

“You  are  respectfully  invited  to  be 
one  of  a  party  leaving  Chattanooga  at  10 
o’clock,  Thursday,  Oct.  23,  in  onO  of  our 
new  parlor  cars,  to  take  a  trip  to  Port 
Payne.  Wo  will  remain  there  two  hours, 
and  then  return  to  Chattanooga.  The 
occasion  is  the  inauguration  of  oiir  new 
parlor  car  service  between  Chattanooga 
and  Birmingham.  The  cars  s 
of  the  very  finest  the  Pullman 
have  ever  put  out, 

Chattanooga  people  t 
doing.  I  hope  you  c 
as  wo  will  endeavor 
pleasant  for  you."' 

THE  GCpSTS 

who  assembled  at  the  Cbntral 
station  at  tiiM  hinfPA,na,med  we 


PULLMAN’S  RIGHTS  CONFIRMED. 


ipany 
:  the 
eo  what  we  are 
join  the  party, 
make  it  very 


fcompa 


he  run  down  to  Fort  Payne 
.‘.sts  received  every  possible 
u.  riefreshments  were  served 
Sion,  and  the  time  seemed  hut 
ntll  the  party  were  shaking 
vlth  the  Fort  Payne  Land  and  Im- 
out  company,  who  had  boarded 
to  extenu  a  weli-ome. 

.  Bursell,  proprietor  of  DeFCalb 
xtendod  to  the  party  an  in  vita- 
line.  A  cominltloe  took  the  party 
and  the  train  was  rurr  down  to 
istrlal  part  of  the  city.  An  hour 
was  thus  spent,  and  the  whole 


provf 


a  was  there  to 
sted  by  Buper- 
Aiabaniit  Great 


ipating  )i 
withont 


'Ill 


THB  TeuecRnTut, 

301  B.  Balilmora  St.,  Baltlmora  Bl. 


Satufday  Morning,  October  IS. 


"THK  ROTAL  BLUR  LIBR "  BREAKS 
ALL  RECORDS— A  FLIOHT  FROM 
WA8H1HQTON  TO  NKW  TORK— 

A  RBMARKABLR  RKVKLA- 
TIOB  IN  RAILROADINO 
— BNJOYMKHTS  OF 
AN  EXCURSION 
TRIP. 

A  moat  remarkable  acbieTement  lo 
American  railroading  Diu«t  he  hcorrd 
to  the  credit  of  tbe  Baltiiuore  and 
Ohio  Railroad,  tbe  Pbiladelpliia  and 
Readlusr.  and  tbe  Central  Railroad  of 
Hew  Jersey,  which  three  great  cor 
porations  conjointly  gave  an  excur 
alon  liiBt  Saturday  to  numeroua  preaa 
and  hotel  people  of  Washington,  Bal¬ 
timore  and  Philadelphia,  by  which 
they  were  enabled  to  judge  of  tbe 
merits  of  what  has  been  termed  tbe 
“Royat  Blue  Line"  between  Wash 
Ington  and  Bew  York.  There  were 
in  the  party  808  persons,  of  whom  181 
weie  from  Washington,  61  from  Bal¬ 
timore,  and  116  from  Philadelphia 
The  trip  was  under,  the  direction  of 
Messrs.  Charles  O.  Scull,  general  pas¬ 
senger  agent;  J.M.SehryTer,assiBtant 

general  passenger  agent,and  Captain 
I.  F.  Bond,  division  passenger  agent, 
of  the  Baltimore  and  Ohio;  C.  G. 
Hancock,  general  passenger  agent  of 
the  Reading;  C.  R.  Mackenzie,  city 
passenger  agent  B.  &  O.,  Philadel¬ 
phia;  H.  P.  Baldwin,  general  passen¬ 
ger  agent  Central  Railway  of  New 
Jersey,  and  P.  Q.  Smith,  city  passen¬ 
ger  agent  B.  &  O.,  Washington.  Mr. 
O.  Duvall,  superintendent  of  the  B. 
tt  O.  dining  ear  service,  looked  after 
the  refreshments,  and  all  of  tbe  ofB- 
eials  deserved,  as  they  received,  by 
wav  of  formal  resolution  on  tbe  re 
turn  trip  tbe  thanks  of  the  excur¬ 
sionists. 

Tbe  great  point  in  tbe  trip  was  tbe 
extraordinary  run  made  from  Wash¬ 
ington  to  New  York.  Between  tbe 
capital  and  metropolitan  cities  tbe 
time  occupied  was  four  hours  and 
sixteen  minutes.  The  train  left  Wash¬ 
ington  at  7.30  A.M.,  arrived  at  Locust 
Point  8.15.  forty-one  and  a-half  miles 
In  forty-three  mlQuUs;  arrived  at 
Philadelphia  10-1^  i distance  from 
Canton  to  Philadelphia  ninety  two 
miles;  time,  one  hour  and  forty-three 
minutes.  Lel^  Pblladslpbia  at  10  26, 
arrived  at  Jersey  City  at  12  09  noon; 
Pbilailelphia  to  Jersey  Ci..y,onc  boor 
and  limy-four  minutes.  Bight  min¬ 
utes  was  consumed  in  taking  water 
at  Newark,  Del.,  and  Skillman,  N.  J. 

Tbe  entire  party  were  lunched  en 
route,  and,  on  their  arrival  at  Jersey 
City,  the  steamer  “Monmouth"  was 
found  to  be  in  waiting  at  the  Central 
New  Jersey.pler,  and  tbe  excursion¬ 


ists  were  taken  for  a  trip  down  New 
York  Bay  nearly  to  Sandy  Hook. 
They  were  entertained  on  board  the 
steamer  to  a  magnificent  lunch,  and 
.returned,  landing  in  New  York  at 
three  o'clock.  Here  a  special  train 
on  the  Manhattan  Elevated  was  in 
readiness,  and  tbe  party  taken  to  the 
Murray  Hill  and  tbe  new  and  palatial 
Plaza  Hotels,  both  of  which  are  un¬ 
der  the  control  of  tbe  Hammond 
Brothers,  carriages  being  in  readiness 
at  Forty-second  and  Fifty-ninth 
streets  for  the  short  remaining  dis¬ 
tance  to  tbe  hotels.  About  two  hun¬ 
dred  were  entertained  at  tbe  Murray 
Hill  Hotel  and  one  hundred  at  tbe 
Plaza.  The  excursionists  then  started 
out  sight-seeing.  At  night  tbe  the¬ 
atres  were  tbe  chief  points  of  attrac 
tion,  and  at  the  Academy  of  Music, 
a  box,  tendered  by  Manager  Com¬ 
stock,  was  occupied  by  Geni.  James 
Young  and  wife,  Mr.  J.  C.  Dulaney 
and  wife,  Mr.  J.  L.  P.  Mxnn  and  wife, 
and  Mr.  W.  1.  Cook  and  daughter. 
The  play  was  the  “Old  Homestead." 
now  in  the  fourth  year  of  its  run  with 
Denman  Thompson  in  his  original 
role  of  Joshua  Whitcomb  Tbe  house 
was  crowded  from  orchestra  to  dome, 
and  the  rendition  was  in  cast  and 
scenic  effects  admirable.  Manager 
Comstock  is  only  twenty-four  years 
of  age.  He  visited  tbe  box  party, 
and  bis  manners  and  courtesy  re¬ 
minded  every  one  of  tbe  charming 
cbaraoteristicB  of  Manager  Dean  of 
our  Academy  of  Music,  as  well  as  of 
his  physical  appearance. 

By  courtesy  of  Mr.  David  Towers, 
formerly  of  Washington,  and  now 
managing  tbe  play  of  “Tbe  County 
Fair,"  at  the  Union  Square  Theatre, 
which  play  has  now  enjoyed  a  run  of 
three  years,  the  Washington  party 
and  others  who  desired  attended  tbe 
play,  which  is  a  well  deserved  success. 
As  it  happened,  ex-President  Cleve¬ 
land,  Mrs.  Cleveland,  ex  Secretary 
Whitney  and  Mrs.  Whitney,  and  Col. 
Dan  Lamont  and  wife,  occupied  a 
box  tbe  same  evening. 

On  Sunday  a  large  number  of  the 
Baltimore  party  spent  that  portion  of 
tbe  day,  before  departing  for  home, 
in  visiting  Central  Park,  tbe  Cathe¬ 
dral  and  other  places  of  interest. 

Leaving  Jersey  City  at  8  16  P.  M., 
tbe  run  to  Canton  was  made  in  four 
hours. 

Tbe  Royal  Blue  Line  cars,  now  in 
nse  on  the  New  fork,  Philadelphia, 
Baltimore  and  Washington  line,  run¬ 
ning  over  tbe  Baltimore  and  Ohio, 
Philadelphia  and  Reading  and  tbe 
Central  Railroad  of  New  Jersey  rail¬ 
ways,  are  among  the  finest  ever 
placed  in  service  in  this  country. 
The  coaches  ahe  as  handsome  as  tbe 
ordinary  parlor  ear  and  are  fitted  with 
a  spacious  smoking  room.  There  are 
18  seats  on  each  side  of  the  body  of 
tbe  coach,  exclusive  of  tbe  three 
Bofas,  and  tbe  smoking  room  has  a 
large  seating  capacity.  The  coaches 
are  finished  in  mahogany,  the  plush 
trimmings,  window  onrtaiDS,eto.,  har¬ 


monizing  with  tbe  same.  They  are  I 
60  feet  long  over  end  sills  and  10  feet 
wide  at  eaves.  They  are  fitted,  as  is  j 
the  entire  train  of  baggage,  combina- 1 
tion  and  parlor  cars,  with  the  Pull¬ 
man  vestibule  combination,  the  Pull¬ 
man  anti-telescoping  metal  plate 
trussl ng,  Janey- Miller  platforms,  Allen 
paper  wheels  and  tbe  Safety  Oar 
Heating  and  Lighting  Company's 
standard  system  of  s'eam  beating. 
Tbe  coaches  have  tbe  Hale  &  Kilbnrn  | 
seats.  Tbe  train  Is  lighted  through* 
out  by  the  Pintscb  gas  system,  and 
I  each  coach  is  furnished  with  a  toilet 
room  supplied  with  towels,  soap,  etc., 

I  and  every  needed  convenience. 

The  entire  train  is  painted  in 
“Royal  Blue,”  a  very  rich  but  quiet 
oloring.  Od  tbe  side  of  each  coach 
composing  the  train  is  painted  tbe 
coat  of  arms  of  the  State  in  which  \ 
the  different  companies  represented 
in  tbe  line  are  chartered, those  belong¬ 
ing  to  tbe  Baltimore  &  Ohio  bearing 
the  Maryland,  those  of  the  Philadel¬ 
phia  &  Reading  tbe  Pennsylvania, 
and  those  furnished  by  the  Jersey  i 
Central  tbe  New  Jersey  Coat  of  Arms,  | 

The  coaches  are  built  for  the  differ 
ent  companies  by  tbe  Pullman  Palace 
Car  Company,  and  tbe  framing  of 
I  each  is  of  the  Pullman  standard, 
being  reinforced  by  the  Pullman 
anti-telescoping  metal  plate  trussing. 
This  excellent  device,  designed  by 
Mr.  H.  H.  Sessions,  Manager  of  tbe 
Pullman  works,  consists  of  an  augle 
iron  frame  extending  around  each 
end  of  tbe  oar,  and  a  steel  plate  ex 
tending  across  tbe  ends  beneath  the 
end  sills.  The  angle  iron  frame,  3z4z| 
inches  in  dimensions.extends  up  from 
the  end  sill  on  each  side  of  the  car 
and  is  bent  over  the  curve  of  the 
roof,  tbe  two  arms  being  connected 
at  the  top  by  an  angle  iron  extending 
bO'Izontally  across  tbe  base  line  of 
the  monitor.  Tbe  bottom  of  tbe  oar 
is  strengthened  by  the  steel  plate 
which  extends  across  tbe  end/beneath 
tbe  sill  This  plate  is  6  16  ol  an  inch 
in  thickness  and  20  inches  wide  in  its 
center  and  20  inobes  wide  anits  ends. 
This  is  attached  to  tbe  sill  bf  an  an¬ 
gle  8z4zi  inches.  The  effeok  of  tbe 
whole— the  bottom  plate  aU  the 
angle  iron  frame— is  to  flatly 
strengthen  tbe  ends  of  the  car,  BMid- 
ing  all  tbe  ends  of  the  framing 
gather,  and  resisting  spreading  or 
splitting  strains  in  collisions.  It  ap¬ 
pears  to  effectually  guard  against  the 
{terrors  of  telescoping.  This  construe-  i 
tion,  by  tbe  way,  is  being  adopted  on  ^ 
all  tbe  new  cars  of  tbe  Reading  R.  R. 

These  cars  are  run  on  the  line  be¬ 
tween  Washington  and  New  York,  ' 
which  rune  a  five  boor  train  each 
way  daily,  being  tbe  fastest  train 
now  run  between  these  points.  A 
pleasing  feature  of  the  Royal  Blue 
Line  is  the  entire  absence  of  coal 
dust,  cinders  and  smoke.  This  is  , 
owing  to  the  fact  that  no  soft  or  bitu¬ 
minous  coal  is  used  as  fuel  on  tbe  lo-  | 
oomotives. 
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LIST  OF  FOREIGN  GUESTS 


Iron  and  Steel  Institute  of  Great  Britain, 
Verein  deutscher  Eisenhuttenleute, 


WHO  WILL  VISIT  CHICAGO, 

Monday  and  Tuesday,  October  13th  and  14th, 


IRONpc^’STEEL  INSTITUTE. 


Sir  JAMES  KITSON,  Bart. 

Pasl-prcst&enl. 

Sir  LOWTHIAN  BEI.L,  Baht-,  F.  R.  S. 
Vice-lIrssiOenls  anO  }nrmii»r»  ol  «auncll. 

Sir  JOHN  G.  N.  AI.I.EYJfH,  Bart. 

C.  GILCHRIST.  JjnWARD  P.  MARTIN. 

E.  WINDSOR  RICHARDS. 

G.  J.  SNELUS,  F.  R.  S.  WILLIAM  WHITWELL. 


Adamson,  Joseph,  Hyde,  near  Manchester. 

Allan,  James,  Coatbridge. 

Andrew,  F.,  Lincoln. 

ARM.STRONG,  George,  Wolverhampton. 

Armstrong,  W.  I.,  South  Park,  Hexham. 

Arroll,  Sir  William,  Glasgow. 

Ashbury,  Thomas,  Ash  Grove,  Victoria  Park,  Lonii- 
Sight,  Manchester.  ^ 

Aspinall,  John  A.  F.,  Fern  Bank,  Heaton,  Bolton. 
Baarij,  Fritz,  Bochum,  Westphalia. 

Bain,  Sir  James,  3  Park  Terrace,  Glasgow. 

Baldwin,  Stanley,  Wilden,  near  Stoiirport. 
Bamlett,  a,  C.,  Thirsk,  Yorkshire. 

Banks,  Hy.,  Wolverhampion. 

Bantock,  Thos.,  Merridale  House,  Wolverhampton. 
Barlow-Massicks,  T..  Millom,  Cumberland. 

Barrow,  James,  Mae.steg,  Glam. 

Bayard,  Paul,  Forges  de  Montataire  (Oise).  France. 

'  Heath,  Hampstead, 

Beard,  Geo.,  Gartcosh,  Glasgow. 

Beardshaw.  Wm.  F.,  Baltic  Steel  Works,  Sheffield. 
Beckwith,  John  Henry,  Knott  Mill  Iron  Works 
Manchester. 

Bku..  Chas.,  The  Birches,  Stirling. 


Bell,  C.  K.,  Park  House,  Durham. 

Bell,  Hlc.h,  Middlesbrough. 

Bell,  Rohert,  Ratho,  N.  B. 

Bennie,  Jas.,  82  tiordoii  Street,  Glasgow. 

Ben.son,  R.  S.,  Stocktoii-on-Tees. 

Berkley,  Geo.,  57  Charing  Cross,  Dondou. 

Bevan,  I.,  Idanelly. 

Billy,  KuoiJARn  ue,  Paris. 

Birkbeck,  1'.,  Peuclawdd,  Swansea. 

Birkheck,  Geo.,  Penclawdd,  Swansea. 

Birkbeck,  Hy. 

Blair,  G.  M.,  Glasgow. 

Bleichert,  Adoli’H,  Gholis,  nr.  Leipzig,  Germany. 
Bond,  Geo.,  Nottingham. 

Bra  BY,  Cyri'S,  110  Cannon  Street,  PI.  C. 

Bradley,  B.  G.,  Parklleld  Hou.se,  Wolverhampton. 
Br.ai'N.s,  H.,  Dortmund,  Germany, 

Brk'.hT,  Wm.,  P'airwood,  Glam. 

Brooke,  PI.  B. ,  The  Hagg,  Wadsley  Bridge. 

Brooke,  P'.  H.,  Huddersfield. 

Brown,  Jo.s.  C.,  Hazel  Holm,  Cleator,  via  Carnforth. 
Bruce,  J.  M..  7  .Australian  .\  venue,  PI.  C. 

Bruce,  W.  D.,  9  Victoria  Chambers,  Westmin.ster. 
BrustlEIN,  H.  a.,  I'nieux,  Loire,  P'ranee- 
Buckley,  Ja.s.,  Bryn-y-Caeran,  Llanelly. 

Buckton,  W.alter,  27  Ladbroke  Square,  London,  W. 
Burnyeat,  Wm.,  Jr.,  Millgrove,  Whitehaven. 
Butler,  Kdmund,  Leeds. 

Butler,  Isaac,  Panteg,  near  Newport,  Monmouth. 
Byers,  W.  L  ,  51  We.st  Sunuiside,  Sunderland. 

Byles,  a.  R.,  Shipley,  Yorkshire. 

Ca.s.son,  R.  S.,  Brierl'y  Hill. 

Chadwick,  David,  London,  PI.  C. 

Chatwood,  Samuel,  Bolton. 

Cliee,  W.,  Wortley,  Leeds. 

CooHLAN,  John  Henry,  Grosvenor 
ley,  Leeds. 


House.  Heading- 


Coi,LKY,  T.  H.,  Huuslet,  Leeds. 

Coi,vu,i,K,  John,  Motherwell,  N.  B. 

CoMM.\N.s,  R.  K.,  52  Gracechurcli  Street,  E.  C. 

Cook,  Jo.skph,  Codnor  Park,  Alfreton. 

Cook,  Thomas,  Washford  Road,  Sheffield. 

CooPKR,  Arthur,  N.  Ph  Steel  Co.  Ltd.  Middlesbrough. 
CoRNKR^  JoHN,  Abbey  Road,  Regent’s  Park,  London, 

Craig,  Jas.,  Kilmarnock,  N.  B. 

Crawhall-Wh^on,  T.  W.,  Alton  House,  Cumberland 
Crawhai,!,,  L.  W.,  Alton  House,  Cumberland. 
Cripi'in,  K.  F.,  Wigan. 

Crookk,  W.,  Milloin,  Cumberland. 

Crowthkr,  Cukment,  Green  Hill,  Kidderminster. 
Haklen,  R.  M.,  Diisseldorf,  Germany. 

HANna..ssoN,  Care,  Bofors,  Sweden. 

Darhv,  John  IL,  Brynibo,  near  Wrexham. 

Davik.s,  Wm.,  Atlas  Works,  .Sheffield. 

Davies,  Wm.,  Swansea. 

Dav,  Rilh.ard,  Hallcroft,  Harbury. 

Dickin.son,  K.,  Meersbrook  Bank,  Sheffield. 
Dickinson,  S. ,  Wolverhampton. 

Dickson,  John,  Glaisdale,  Yorkshire. 

Dixon,  Samuki,,  Manchester. 

Dronseieia),  W.M.,  !l  Alexandra  Road,  Oldham. 
Drummond,  S.,  Bradford  Yorks. 

Dunnachie,  a.  H.,  Glenboig,  Coatbridge,  N.  B. 
Edge,  J.  IL,  Coalport  Iron  Works,  Shifual,  Salop. 
Edwards,  David,  Morristown,  near  Swansea. 
Edwards,  W.  IL,  The  Poplars,  Morriston  , Glamorgan. 
Ei.i.is,  T.  Leonard,  North  British  Iron  Works,  Coat¬ 
bridge,  N.  B. 

Eia.ison,  John,  Harrington,  Cumberland. 

Evans,  Christmas,  Merthyr  Tydvil,  Glam. 

Evans,  David,  Llanelly. 

Ev.ans,  Evan  D.,  Barrow. 

Evans,  R.  K.,  Whi.ston  Grange,  Rotherham. 

F.areev,  Reuhen,  West  Bromwich. 


I'ARNWORTH,  W.,  Swindon,  near  Dudley. 
1-EARNKHOUGH,  W.,  Sheffield. 

Kellows,  S.  J.,  Compton,  Wolverhampton. 

I'iRTH,  Wm.,  Woodsley  House,  Leeds. 

Kisher,  E.  K.,  Market  Harhorouffh. 

Eossick,  W.  G.,  86  Cannon  Street,  London,  E.  C. 
Eox,  Sam.son,  Leeds. 

1‘ry,  John  P.,  Darlington. 

Pry,  Theodore,  M.  P.,  Darlington. 

Gekn,  Geo.,  Ivor  villa,  Newport,  Monmouth. 

Gken,  W.  R.,  Claremont,  Newport,  Monmouth, 
Gielgud,  Hy.,  Gracechurch  Street,  London,  E,  C. 
G0RAN.SSON,  A.  IL,  Sandviken,  Sweden. 
Grazeurook,  M.  H.,  Dudley. 

Gregory,  Jo.seph,  Whalley  Cottage,  tapper  Chorltou 
Road,  Manchester. 

Grigg,  Richard,  Middlesbrough. 

Gubhins,  R.  R.,  North  Kent  Iron  Works,  Erith. 
Guilleaume,  Emii„  Carlswerk,  Mulheim-on-Rhine. 
Guilleaumk,  Max,  Mulheim,  Germany. 

Hadkikld,  R.  a.,  Sheffield. 

Hall,  J.  E.,  Norlniry,  Sheffield. 

Hallbauer,  j.,  Lauchhaniuier,  Germany. 

Haniel,  Hugo,  Dusseldorf,  Germany. 

Hannon,  Edward,  Brussels. 

Harrison,  G.  IL,  Hagley,  near  Stourbridge. 
Harrison,  G.  K.,  Hagley,  near  Stourbridge. 
Harrison,  W.  B.,  Alder.shaw,  Lichfield. 
llAWDON,  W.,  Middlesbrough. 

Hawksley,  G.  W.,  Sheffield. 

Hay,  Alex.  M.,  87  Walbrook,  London,  E.  C. 

Head,  A.  P.,  Middle.sbrough. 

Head,  Jeremiah,  Queen's  Square,  Miildlesbrough. 
Heath,  R.,  Jr.,  Stoke-ou-Trent. 

IlEYWOOD,  II.,  Cardiff. 

Hingley,  B.,  M.  P.,  Dudley. 

Hoh.son,  J.  E.,  Washington  Iron  Wks.,  Co.  Durham. 


Hoi.LiNdsvvoRTH,  A.  T.,  Bedford  Street,  Strand. 
Howngworth,  Jamks,  Wood  House,  Dolicross, 
Oldham. 

Hoi.Tzkr,  Logi.s,  rniex,  Loire,  France. 

Hor.skikM),  a.,  Horbury,  near  Wakefield. 
Hi’i.T()n-H.\rrop,  W.,  Shrewsb»ry. 

Hunt,  Ch.\.s.,  Gas  Works,  Windsor  St.,  Birniingbain. 
Hi'NTkr,  Wm.,  I’etershill  Road,  Glasgow. 

a.  K.,  King’s  College,  Strand,  London. 

Huttgx,  a.  W.,  Cyclops  Iron  Works,  Walsall. 
J.ACK.soN,  W.  F.,  Litton,  via  Stockport. 

J.\MKS,  C.  Hkxry,  8  Courtland  Ter.,  Merthyr  Tydvil. 
jAMKSox,  John,  Akenside  Hill,  Newcastle-on-Tyne. 
Jamikson,  J.  I'.  F.,  b  Queen’s  Gate,  London,  S.  W. 
JEKFKRIKS,  J.  R.,  Ipswich. 

JENKIN.S,  SirJ.  J.,  Swan.sea. 

Jknks,  I.  Jas.,  Cleveland  Iron  Works, Wolverhampton. 
Jknk.s,  Walter,  Wolverhampton. 

J0HN.SON,  H.  A.,  Manchester. 

J0HN.STON,  James,  l(i  Risely  Street,  Macclesfield. 
Jones,  Henrv,  Rotherham. 

Jones,  J.AS.,  Brooklands,  Swansea. 

Kearsi.ev,  Geo.,  Ripon. 

Keen,  Arthur,  London  Works,  near  Birmingham. 
Kennedy,  W.,  Glasgow. 

Kirk,  Hy.,  Workington. 

Kohh,  Fr.,  Durer  Villa,  Spring  Hill  Road,  Sheffield. 
LAvnotiRNE,  R.,  The  Firs  Malpas,  Newport,  Mon¬ 
mouth. 

Lever,  Ellis,  Colwight  Bay, 

Lewis,  H.  W,,  Llwyn-yr-Eas,  Merthyr  Tydvil, 

Lewis,  Sir  W.  T.,  Aberdare, 

Lewis,  Herrert  Clarke,  Aberdare. 

Lindberg,  C.  C.,  son,  Laxa,  Sweden. 

Livesey,  James,  London. 

Lowood,  j.  G.,  Sheffield. 

Lueg,  C.  H.,  Dusseldorf,  Germanv. 


Macarthy,  G.  E.,  Aslifield  House,  Newcastle-on- 
Tyiie. 

Macco,  H.,  Siegen,  Gennauy. 

MACI.ARKN,  J.  I'.,  Glasgow. 

JIacLkllan,  G.  S.,  Trougate,  Glasgow. 

Manby,  Cordy,  WasBell  Wood,  Bewdley. 

Margery,  Juees,  Rotlie  Krde,  near  Aix-la-Cliapelle. 
Markham,  Chari,e;s.  Chesterfield. 

Marsden,  Benjamin,  Altrineham  Street,  London 
Road,  Manchester. 

Marston,  C.,  Wolverhampton. 

Martin,  R.,  Llansamlet  Swansea. 

Massey,  W.  H..  Twyford,  R.  S.  ()..  Berks. 
Mathe.son,  Ewing,  14  Clarendon  Road,  Leeds. 
Mayberry,  Joseph,  Llanelly. 

McCowan,  Wm.,  Roseneath,  Whitehaven. 

McLaren,  Charles,  E  New  Court,  London,  W.  C. 
McNeil,  Chas.,  West  Scotland  .Street,  Glasgow. 
Milner,  Walter,  Warrington. 

Moi.ineaux,  Wm.,  Capponfield  Iron  Works,  Bilston. 
JIONKS,  Eredk.,  Walton  Old  Hall,  near  Warrington. 
Moore,  Alereh,  ;i(iO  Pluston  Road,  London,  N.  W. 
Morgan,  S.  V.,  42  Cannon  Street,  London,  E.  C. 
Morris,  Claude  J.,  Edge  Mount,  Altrincham. 
M().slp;y,  Col  Paget,  27  St.  James’  Siiuare,  London, 
S.  W. 

Muir,  Alfred,  Manchester. 

Muller,  T.  N.,  Rosyln  Villas,  Salturn-by-the-Sea. 
Mungall.  J.,  Eod  Bank,  Dunfermline. 

Naylor,  J.  W.,  Chapel  Allerton,  I,ceds. 

Nicedham,  Joseph,  Sheffield. 

Nettlefold,  J  NO.,  Castle  Works,  Tydu,  near  New¬ 
port,  Monmouth. 

Nicholls,  T.,  Barrow-in-Eurness. 

Norbury,  W.  E.,  Chorlton-cum-Hardy,  Lancashire. 
OAKK.S,  Gerard  R.,  Holly  Hurst,  Alfrclon,  Derby. 
Ogilive,  4  Great  George  Street,  Westminster, 
Lon.lon,  .S,  W. 


OSKR,  Johann,  Vienna,  Austria. 

Owen  David,  Morriston,  Glam. 

Page,  John,  Penkriilge,  near  Stafford. 

I’arker,  Wm.,  2  White  Lion  Court,  Cornhill,  Loudon, 
K.  C. 

Patrick,  .\.  C.,  Johnston,  N.  B. 

Pattison,  John,  Naples,  Italy. 

PEAR.SON,  J.  H.,  Handsworth,  Birmingham. 

Pea.se,  Jno.  Prancis,  Darlington. 

Pe;ase,  Jos.  A.,  Southend,  Darlington. 

Peech,  H.,  Icicles,  near  Sheffield. 

Peii.E,  Wm.,  Cartgate,  Whitehaven. 

Percy,  T.  M.,  Wigan. 

Pe;rkins,  J.  W.,  W.  Brighton. 

Peeieer,  Ferdinand,  Leipzig,  Germany. 

Phii.i.ies,  C.  I).,  Newport,  Mon. 

Phii.lips,  J.  W.,  College  Hill,  London. 

PlEDiuEUE,  Gu.stavE,  Aix-la-Chapelle. 

PiEDBOEUE,  P.,  Duesseldorf,  Germany. 

Pl.ATT,  James,  Atlas  Iron  Works,  Gloucester, 
Pi.owDEN,  Sir  Wm.,  Park  Crescent,  London,  W. 
PoENSGEN,  R.,  Duesseldorf,  Germany. 

PowEEL,  H.  G.,  Wolverhampton. 

Price-Wileiams,  R..  8H  Parliament  Street,  S.  W. 
Pugh,  Ch.  H.,  Birmingham. 

PURV’ES,  D.,  Holland  Park  Gardens,  W. 

Radceiefe,  Wm.,  Sheffield. 

RI'AY,  T.  M.,  Speunynioor,  Durham. 

Reece,  Robert  Thomas,  .Abenlare. 

Renton,  B.  M.,  Sheffield. 

Richards,  Edwin,  Cterleon,  Mon. 

Richards,  J.,  Havelock  House,  Acocks  Green,  near 
Birmingham. 

Richards,  J.  J.,  vSheffield. 

Richardson,  Jo.s.,  Potto  Hall,  Nortlmllerton. 
Rideev,  j.  C.,  Newcastle-on-Tyne. 

Rieev,  Edward,  South  Heath,  Hampstead  Road, 
London,  N.  W. 


Rohinson,  T.  N.  ,  Rochdale. 

Roc.kr.s,  J.  H.,  South  Wales  Iron  Works,  Llanelly. 
RodKK.soN,  J'.  E.,  Durham. 

Roc.hk.son,  W.  E.,  Durham. 

R()I.i,.\so.n,  jA.s.,  Erdingtoii,  near  Birminjjham. 
Rowi.ky,  Bkookk,  Halifax. 

Rr.MXtKX.s,  Ch.a.s..  8  Oldfield  Ter.,  Acton,  London,  W. 
Ri  m.mkws,  Ek.vnci.s  W,,  Shirley,  Southampton. 
Rvdkr,  Gko.,  Tonge,  near  Bolton. 

Rvi.and,  Gho.,  W.  Bromwich. 

Rvi,.\Nn,  Wm.,  Sheffield. 

S.ALTKR,  Gico.,  W.  Bromwich. 

S.Ai'KR,  Fr.ax/.,  Cannon  Street,  London,  E.  C. 
S.AV.NDKR.S,  J.A.s.,  Wolverhampton. 

Se.ARR,  K.,  W.  Bromwich. 

ScHl.iNK,  J.,  Mulheim-on-Rhine,  Germany. 
SCHRODTKR,  E  ,  Diiesseldorf,  Germany. 

Scour, .AR,  Geo.,  Hensingham,  Whitehaven. 

SK.A.M.AN,  Frederick,  Sheffield. 

Sk-NHoi'SE,  H.  1*.,  Cockermouth. 

Senior,  Geo.,  Ponds  Forge,  Sheffield. 

Service,  A,  G,,  St.  Vincent  Place,  Gla,sgow. 

Sh.anks,  Wm.,  Johnstone,  N,  B, 

Sh.ari',  T.  B.,  Birmingham, 

Shiu.m.an,  j.  W.,  Sheffield, 

SiDDEEi.,  Geo,,  Roewood,  Pitsmoor,  Sheffield. 
Sl.Ml'SON,  H.  C.,  Horsehay,  R.  S.  O.,  Shropshire. 
Si.MP.soN,  J.  S.,  Harrington,  Cumberland. 

Smith,  Ch.a.s.,  St,  Albans. 

Smith,  F'red’k,  Caledonia  Wks.,  Halifax,  Yorkshire, 
Smith,  G.  J,,  Clyde  Steel  Works,  Sheffield. 

Smith,  W.  Ford,  Gresley  Wks.,  Ordsal  Lan,  Salford. 
SOCHOR,  Baron  F.,  Leeds. 

SOEDENHOKK,  R.  DE,  71  vSt.  Mary  Street,  Cardiff. 
Soi.VAY,  A.,  Brussels. 

Sparrow,  John  W.,  Beckminster.  Wolverhampton. 
Spencer,  J.  C.,  Newcastle-on-Tyne. 


Spencer,  John,  Glol>e  Tube  Works,  Wediiesbury. 
Sqcire,  E.  L.,  Coalbrookilale,  R.  S.  O.,  Salop. 
SyriRE,  L.  R.  E.,  SOSt.  John’s  Woo<l Park,  Eondoii,  W. 
Syi'iRK,  W.  S.,  80  St.  John's  Wood  Park,  I,ondon,  W. 
Stanley,  E.  L.,  The  Hon.,  London,  W. 

Stead,  J.  E.,  Middlesbrough. 

STEEL,  J.ts.,  Colinton  Road,  Edinburgh. 

STEEL,  Wm.,  Ickles,  Sheffield. 

Sterne,  L.,  Victoria  Mansions,  S.  W. 

Storey,  Sir  Thomas,  Lancaster. 

Store,  Erederick,  21  The  ('.roves,  Chester. 
vStrick,  G.  H.,  .Swansea. 

St’MMERS,  John,  Staleybridge. 

Sykes,  E.,  Marsh,  near  Huddersfield. 

T.annett,  J.  C.,  Chapeltown,  Leeds. 

Taylor.  J.  S.,  Derwent  Foundry,  Birmiiighain. 
Th.ackr.ay,  W.,  Jr.,  7  The  Avenue,  Sunderland. 
Thielen,  a.,  Phtenix  Works,  Ruhrort,  Prussia. 
Thomas,  R.  B.,  Lydney,  Gloucestershire. 

Thom.as,  Wm.,  .Aberdare. 

Thomas,  W.m.,  Wednesbury. 

Thw.aites,  E.  IL,  Bradford,  Yorks. 

Tozer,  Wm.,  Phoenix  Bessemer  Steel  Wks.,  Sheffield. 
W.vke;,  Henry,  Wear  Commission,  Sunderland. 
Walker,  W.  H.,  Jr.,  Sheffield. 

Walton,  Joseph,  Zetland  Buildings,  Middlesbrough. 
W.tRlifuOH,  F.  E.,  Porchester  Terrace,  W. 

Ware,  C.  W,,  Newcastle-on-Tyne. 

Watts,  E.  H.,  London,  E.  C. 

WEBli,  Henry,  Bury,  Lancashire. 

Whitwell,  j.  F.,  Saltburn  by-lhe-Sea. 

Whitwell,  Wm.  F.,  Stockton-on-Tees. 

Wilkinson,  Geo.  W.,  8«  Lowther  St.,  Whitehaven. 
WiLLANS,  John  W..  2S  Deansgate,  Manchester. 
Williams,  James,  The  Fields,  Newport,  Monmouth. 
WiLLl.AMS.  WiLLi.VM.  New  Forest  Steel  and  Tin  Plate 
Works,  Swansea. 


Wii.i.iAMSOX,  R.,  Workington. 

W11..SON,  Ai.i-khi),  N.  Grange,  Horsforth,  by  Leeds. 
Wn.soN,  R.  T.,  Middlesbrough. 

Wood,  n.  G.,  Wardsend  Steel  Works,  Sheffield. 
Wood,  Pkrcv,  Halifax. 

Wooi.cocK,  H..  Rickerby  House,  St.  Bees. 

Wr.voc,,  J.  I).,  Burton-on-Trent. 

WRK'.itTSON,  T. ,  Norton  Hall,  Stockton. 

YofNC,,  John,  G.lasgow. 

Yoi'.nc'.kr,  Joh.n,  Gla.sgow. 


VEREIN  DEUTSCHER  EISENHUTTENLEUTE. 

.Atti.KMEYER  Georo,  Ingenieur,  technisches  Maschi- 
nengeschaeft,  Bilbao,  Spanien. 

Berninghai'.s,  Ca.si’Ar,  Ingenieur,  Duisburg. 

B1.SCHOFE,  P-Ebi.x,  Werkzeuggufsstahl-Fabricant, 
Duisburg  a.  Rh. 

Bi,ae.s,  E.,  Civil-Ingenieur,  Es.sen. 

Buch,  Joeius,  Civil-Ingenieur,  Metz,  St.  Marceilen- 
strasse  Mb. 

Bue.scher,  H.,  Ingenieur,  Caternberg  bei  Altenessen. 

■Braun.s,  H.,  Generaldirector  der  Union,  Dortmund. 

Bredt,  Rudoi.e,  Ingenieur,  Wetter  a.  d.  Ruhr. 

Biteck,  H.  a.,  Geschaeftsfuehrer  des  Central verban- 
des  dentscher  Indastrieller,  Berlin  W.,  Charlotten- 
■strasse  4S ' '  ‘ . 

BtrRC.ER-S,  E.  E.,  Huettendirector,  Bidinke  bei  Gel¬ 
senkirchen. 

CoRT.El.s,  Dr.  E.,  Cheinikerder  Gufsstahlfabrik, 
Escen,  a.  d.  Ruhr. 

Daei.en,  Rt'Doi.E,  I'abricant,  in  Eirijia  .\eusser 
Eisenwerk,  Heerdt  bei  Neuss. 

Daei.en,  R.  M.,  Civil-Ingenieur,  Duesseldorf,  Kur- 
fuer.stenstr.  it. 

Dai  iier,  Ado.,  Bochum. 

Dei'.sskn,  W.,  Director  der  Huestener  Gewerkschaft, 
Huesten  bei  .‘\rnsberg. 


Dikchmann,  G.,  vorni.  OberinKeuieur  bei  Krupp, 
Berlin  W.  02,  Ansbacherstrasse  •'). 

Kckardt,  a.,  Director  der  Roehrenwalzwerke  von 
J.  1’.  Piedboeuf  &  Co.,  Duesseldorf. 

Eckstkin,  Hkinr.  a.,  Leipzig. 

Ehrmardt,  B.,  Bergratb,  General-Director  a.  d., 
Bockwa  bei  Cainsdorf  in  Sacbseii. 

Eickhor.x,  K..  Berg- iind  lluctten-Ingenieur, 

Berlin  \V.,  Mohren.str.  10. 

Erkknzwkig,  Gu.stav,  Civil-Ingenieur,  Hagen  i.  W. 

Es.SKR,  W.,  Ingenieur  der  obersclilesi.schen  Eisen- 
bahnbedarfs-A.-G.,  Zawadzki,  O.-S. 

Eischkr,  M.  E.,  Stalilgie.sserei-Director  ties  Gruson- 
werks,  Magdeburg-Bnckau,  Hallescbe  Str.  !t. 

Ei-KiTmann,  Dr.,  in  I'inna  I'leitmann  &  Witte. 
Iserlohn. 

Frank,  Ad.,  Dnesseldorf,  Tonhallenstrasse  0. 

Gkisi.KR,  -A.,  Civil-Ingenieur,  Diie.sseldorf. 

GoKDtCKK,  E^d.,  Huetten-Ingeideur  nnd  Betriebslei- 
ter  ties  E^liseu-RafHnirwerkes  der  Oe.sterr.  Alpinen 
Montan-tiesellschaft  in  Sclnvecbat  bei  Wien. 

Gregor,  Georg,  Civil-Ingenieur,  Bonn. 

Gro.sser,  1'.,  Bergreferendar,  Heinitz,  Reg. -Bez.  Trier 

*Grii,i,KAl'ME,  Emu,,  Director  ties  Carlswerks, 
Muelheiin  a.  Rhein. 

•■'<'fI;ii,i,kaume,  Ma.x,  Muelheiin  a.  Rhein. 

Haa.s,  O.,  in  Eirma  W.  Elrnst  Haas  &  Sohu, 
Neuhoffnungshuette  bei  Sinn  i.  N. 

Haedicke,  llEOM.,  Renischeid. 

TIai.i.hauer,  Directordes  Eisenwerks  Lauchhaiuiner, 
Lauchhainnier. 

•dlANiEr.,  Hrt'.o,  in  I'irina  Haniel  &  Lueg, 

1  )ucsseldorf. 

Ha.ssei,,  Wii.hei.m,  Ingenieur,  in  I'irina  .Mtenloh 
llasscl,  Hagen  i.  W. 

IlERBERTy.,  1'.  A.,  Consul,  Maschineufabrik-  und 
Eisengiessereibesit/.er,  Koeln. 

HrifEEi.MANN,  WlEll.,  Betriebs-Ingeuieur,  Ctenna- 
niahuette  bei  Grevenbrueck. 

HrES.SENER,  Director  tier  Aet.-Ges.  filer  Kohlcn- 
ilestillation,  Bulnike  bei  Gelsenkirchen. 


iMi’KRATORi,  Luior,  Ingenieur,  Coutroleur  der  Mit- 
telmeerbahn,  Milano,  Corso  Genova  lil. 

IRI.K,  H.,  HocliofeninKenieur,  GutehofFnungshuette, 
Oberhansen  II. 

Jo.sKi’H,  HiDWiti,  Theilhaber  der  1‘irma  C.  A.  Holl, 
Frankfurt  a.  Main. 

Kai.TKNb.ach,  Jos.,  Aachen. 

Kikskr,  Joskph,  Haumeister,  Duisburg. 

Kik.SSKI.hach,  C.,  Ingenieurder  Duisburger  Maschi- 
nenbau-.\ct.-Ges.,  Duisburg. 

Ki.kin,  Rrn.st,  in  Finna  Maschinenbau-Act.-Ges. 
vorin.  Gebr.  Klein.  Dahlbruch  bei  Siegen. 

Ki.ki.v,  Robert,  Heiuriclishuette  bei  An  a.  d.  Sieg. 

Keokn.ne,  Auc..,  F'abrikant,  Dortmund. 

Krabi.kr,  Bergassessor,  DirectordesKoelner  Bergw.- 
Vereins,  Altenesscn. 

KueppKR,  C.,  Director,  Duisburg-Hoclifeld. 

Laemmkrhirt,  Director  des  Warsteiner  Gruben- 
und  Iluetten-Vereins,  War.stein. 

Dangkn,  AtBPmT,  Theilhaber  der  Finna  J.  J.  Lan- 
gen  &  Soehne,  Koeln. 

Da.vc.kn,  Ei'GEN,  (Veil.  Commer/.ienrath  und  Fabrik- 
besit/.er,  Koeln. 

Dehment,  W.,  Steinbruchbesit/.er,  Due.sseldorf, 
Koenigsplatz  8. 

IvEisTlKow,  B.,  Generaldirector  der  Act.-Ges.  Wil- 
hehnshuette  bei  Flulau,  Sclilesien. 

Dentz,  Gu.st.,  Civil-Ingenieur,  Duesseldorf, 
I'hlandstr.  18. 

I.iehrkcht,  Koenigl.  Bergassessor,  St.  Johann  a.  d. 
Saar. 

*Lukg,  H.,  Conimerzienrath,  in  Firma  Haniel  &  Lueg, 
Duesseldorf. 

Luec.,  Dr.  Faue,  Ingenieur  der  Union,  Dortmund, 
Koernerplat/.  8. 

Luhhrmann,  Fr.  W.,  Ingenieur,  in  F'inna  Albrecht 
Stein  &  Co.,  Ruhrort. 

Luermann,  Fr.  W.,  Huetten-Ingenieur,  Techn. 
Bureau  fuer  vollstaendige  Hnettenaulagen,  Osna- 
brueck. 

*Macco,  Heinr.,  Civil-Ingenieur,  Siegen. 


Mac.ery,  Moritz,  In«cuieur  des  Aacheiier  Huetten- 
Actien-Vereins,  Rothe  Erile  bei  Aachen. 

Mknn'K,  GrsT.w,  Siegen. 

MiiRKiCR.JuLir.s,  IngenieurderGutehofTuungshuette, 
Oberhausen  II. 

MKTZ,  Regierungsrath,  Duesseldorf. 

Mkykr,  C.\ri„  Hetriebsehef  des  Eisen-  und  .Stabl- 
werks  Hoesch,  Dorttuund. 

Mi.schkk,  C.,  Ingeuieur,  Weilburg  a.  d.  Eahn. 

Mtki.ukr,  P.aul,  Director  der  Actien-Gesellschaft 
fuer  Eisenindustrie  zu  Styruiii  in  Oberhausen. 

Narjk.s,  Th.,  i.  E.  Narjes  &  Bender,  Portland-Ce- 

Orkn.stkin,  Max,  Ingenieur,  Berlin  W.,Idnk.strasse!) 
meutfabrik,  Kupferdreh  (Ruhr). 

Othbkro,  Edi'-ARD,  Bergrath,  Director  des  Esch- 
weiler  Bergwerksvereins,  Eschweiler. 

Pl.ATz,  H.,  Betriebsingenieur  der  Dinglenschen  Ma- 
.schinenfabrik,  Zweibruecken. 

PiHOBOKrK,  G.,  Kesselfabricant,  Aachen. 

*PlKl)BOEi-K,  Pai'I,,  Duesseldorf. 

PoKN.SOKN,  Arthi’R,  Duesseldorf,  Koenigsplatz. 

PoKXSc'.HN,  Emu,,  Fabrikbesitzer,  Duesseldorf. 

PoHi.Ki,  J.,  Ingenieur,  Siegen. 

Rachki,,  Wii.h,,  Director  der  Koenig,  Friedr.  Aug.- 
Huetle,  Pot.schappel  b.  Dresden. 

Rkinhari),  O.,  Ingenieur,  Ternitz,  bei  Wr.-Nenstadt. 

Rkmy,  Heinrich,  Gufsstahlfabricant,  Hagen  i.  W. 

Rkmy,  Richard,  Koenigl.  Bergassessor,  Heinitz, 
Reg.-Bez.  Trier. 

REC.S.S,  Hkrm.,  Ingenieur  und  Betriebschcf  der 
Boelschen  Stahlwerke,  La  Louv•i^re,  Belgien. 

RKxroth,  Fr.,  Civil-Ingenieur,  Saarbruecken. 

Rokchi.inc,,  Fr.,  in  Firnia  Gebr.  Roechling,  Eisen- 
werk  Voelklingen,  V’oelklingen  a.  d.  .Saar. 

RoKCHi.inc,,  Rrnoi.PH,  Ludwigshafen  a.  Rhein. 

ScHiKi.E,  I-RiEDRiCH,  Ingenieur  der  Budcrus'schen 
Kisenwerke,  Giessen. 

SCHIKKS,  E.,  Mashinenfabricant.  Dues,sehlorf. 

SCHii.i.iNC,,  .Ai.fr.,  Ingenieur,  Oberhausen. 


*ScHl.iNK,  J.,  Director  (ler  Hriedrich-Wilhehns-Huette, 
Muelheim  a.  d.  Ruhr. 

ScuMiassKR,  Koeiiigl.  Regieruiigshauineister, 
Alteiia. 

SciiXKlDKk,  Ai.dhrt,  Witten  a.  d.  Ruhr. 

Scnoi.TH.N,  Tii.,  Ingenieur,  Meidericli. 

■■'Schrortkr,  Kmu„  Iiigenieur,  Duesseldorf. 

SciU  RM.xxN,  W.  R. ,  Mascliineufabricaut,  Duesseldorf 

ScHri.TH,  Wii.n.,  Iiigenieur,  Duisburg. 

ScHi'i.TZ,  F.,  in  Firnia  Ki.senbahnwagen-  und  Ma- 
schiueufabrik  van  der  Zypen  &  Charlier,  Koeln- 

vScni'i.z,  C.,  Iiigenieur,  in  .Salgo-Tarjan,  Xeograder 
Coniitat,  rngarn. 

SkxkI',  Emu.,  Theilhaber  des  Xeusser  Ki.senwerks, 
Ileerdt  bei  Xeuss. 

SoRiiK,  Kurt,  Director  der  Ronibacher  Huetten- 
werke,  Ronibach. 

SlMXN.voKI..  A.,  Director  der  Act. -Ges.  rhoenix,  I.aar. 

S'rRU*i'i':i,.M.vNN,  I.K(),!Generaldirector,  Berg-u.  Iluet- 
ten-Ingenieur,  Berlin  W.,  Friedrich-Wilheliustr. 

Sti'Kiu.Kx,  PitTKR,  Fabrikhesitzer,  Deutz. 

Tai.hot,  Gkorc.K,  i.  I'.  Gustav  Talbot  &  Co.,  .Aachen. 

*Tilli;t.KX,  Ai.hx.vxdur,  Director  der  A.-G.  I’hoenix, 
I.aar  bei  Ruhrort. 

Vox  Kr.vkwici.,  Ottokar,  Rheinische  .Stahlwerke, 
Ruhrort. 

WAY.S.S,  G.  A.,  Iiigenieur,  Berlin  X.  W.  .Alt.  WloabitliT. 

Wi;bi:r,  Ji  t..,  Betzdorf  bei  Siegen. 

WiCDDixc,,  I’ROKKSSOR,  Dr.  II.,Geh.  Bergrath,  Berlin. 

WiCC.Ki.rcR,  Coniinerzieiirath,  und  Coblenz. 

Zkiiii.kr,  .a.,  Betriebsdirector  der  Ilochofenanlage 
Carl  von  Born,  Dortuiuiid. 

Zi  RUoRX,  Jui.U'.s,  Ilerinannshuette,  Neiiwied. 


»  ! 


British  Ikon  and  Steel  Institute 

AND  THK 

VeREIN  DEUTSCHEK  ElSENHUrrENLEUTE, 

Monday  and  Tuesday,  October  13th  and  14th. 

PROGRAMME  OF  ARRANGEMENTS. 

..»p«.VeISs.  0  ^*).  -0  to  their 

They  are  requested  to  assemble  at  the  headquarters  i„  the  Palmer  House  at  l()-3()  am 
where  they  wdl  be  welcomed  by  the  Mayor  of  the  City,  the  Honorable  Dewitt  C.  Cregier.  '  ’  ’’ 

in.r„d,.cl''“  *’•  -f  -e  varioh,  co„..„i.,ee,. 

At  11  A.  M.  the  foreign  and  accompanying  guests  will  be  driven  in  carriages  tbm.  r  vr-  n- 
Aventte,  Grand  and  Dre.el  Bonievards,  Jactaon  and  Waahington  Parts,  th!  Was  ting, 

Hou.se,  where  luncheon  (7)  will  be  ser\^ed.  ^iungion  t'arK  Llub 

A  specicil  train,  furnished  b\'^  the  Illinois  Oentr'il  p  i  /n\ 

ram  (  ,  at  ,i  p.  stoppnig  at  Lake  Pront  Park,  where  the  Pm.sident  of  the  British  Iron  and  Steel 
Inst,tut.w,llsn„.n.on  the  Police  Patrol  and  Fire  Department  (8).  An  enhibition  will  be  given  bv  th“e 
departments  on  both  land  and  water,  after  which  the  guests  will  return  to  their  hotels. 

In  the  evening  a  reception  (11)  will  1»  held  at  the  Anditorinm  Hotel,  from  «  to  V>  for  which 
invitations  will  be  given.  i-,  lor  which 

‘■riie  nutiibers  in  pareiithese.s  refer  to  the  several  committees. 


A 


T  U  K  S  D  A  Y. 


Those  of  the  visitors  who  have  elected  to  visit  business  buildings — completed  and  in  course  of 
construction — grain  elevators  and  Auditorium  building,  and  have  not  yet  made  the  visits,  will  be  met  by 
members  of  the  proper  committees  (14  and  15)  at  headquarters  at  8:30  A.  m.,  and  conducted  over  them. 

At  10:15  A.  M.  a  special  train,  furnished  by  the  Illinois  Central  R.  R.,  will  leave  (2)  from  the 
Van  Buren  Street  Station  of  the  Illinois  Central  R.  R.,  for  South  Chicago,  arriving  at  the  South  Works  of 
the  Illinois  Steel  Company  at  10:45  A.  m.  Two  hours  will  be  devoted  to  visiting  the  works.  The  train  will 
leave  (2)  for  Pullman  at  12:45  p.  m.,  stopping  on  the  way  at  the  Fowler  Car  Wheel  Works.  The  train  will 
arrive  at  Pullman  at  1:45  p.  m.,  where  luncheon  (0)  will  be  served:  after  which  the  works  and  town  of 
Pullman  will  be  visited.  The  train  will  leave  (2)  for  Chicago  at  4:45  p.  M.,  arriving  at  Van  Buren  Street 
Station  at  5:15  p.  m.  Carriages  (2)  will  convey  the  guests  to  their  hotels. 

On  Tuesday  the  ladies  of  the  party  will  be  entertained  by  the  ladies  of  Chicago,  for  which  invitations 
will  be  given.  Carriages  (2)  will  be  at  their  disposal  during  both  Monday  and  Tuesday.  Carriages  (2)  caTi 
be  obtained  by  any  of  the  guests  at  any  time  during  either  day  upon  application  at  headquarters. 

Headquarters  (3)  will  be  Parlor  “W”  Palmer  House,  where  mail  and  telegrams  may  be  addressed,  and 
information  obtained. 

In  addition  to  the  main  excursions,  the  following  options  are  presented  to  the  visitors.  It  must,  how¬ 
ever,  be  undenstood  that  acceptance  of  options  Nos.  1,  2,  7  and  8,  will  prevent  participation  in  the  main 
excursion  of  that  day.  Nos.  5  and  3  can  be  visited  Monday  morning  and  the  party  afterward  take  the  train 
for  the  Washington  Park  Club,  leaving  the  Van  Buren  Street  station  of  the  Illinois  Central  R.  R.  at  12  M., 
but  missing  the  drive  through  Michigan  Avenue  and  the  Parks  : 


OPTIONS. 


1.  The  Chicago  Tire  and  Spring  Co.  (Kt)  extend  an  invitation  to  not  exceeding  twent3--five  of  the 

foreign  guests  to  visit  their  works  on  Monday.  As  this  excursion  will  occupy  some  hours,  luncheon 
will  be  provided  at  the  works  by  the  hosts. 

2.  Cable  Railway  Systems  (11). 

3.  City’s  New  Water  Tunnel  (12).  This  party  is  necessarily  limited  to  fift>-. 

4.  Business  Buildings  (14)— finished  and  in  course  of  construction  ;  and  Grain  Elevators. 

5.  Auditorium  Building  (15);  to  .see  operation  of  hydraulic  and  other  stage  machinery. 

3.  Board  of  Trade  (13). 

7.  McCormick  Reaper  Works  (13). 

8.  Fra.ser  &  Chalmers  (17),  and  the  Deering  Reaper  Works  (18). 

3  and  4  ca.i  be  visited  on  Monday  by  leaving  the  Washington  Park  Club  on  the  train  returning 


Proper  blanks  will  be  furnished  the  ’ 


visitors,  previous  to  their  arrival  in  Chicago,  on  which  tho.se 
desiring  to  take  any  of  the  options  will  be  expected  to  state  their  preferences,  and  mail  them  in  the  accom¬ 
panying  addre,s,sed  envelopes,  before  reaching  Chicago,  to  the  Chairman  of  the  Programme  Committee 
H.  B.  STONE,  Parlor  ‘W,”  Palmer  Hou.se,  Chicago,  Illinois. 


/2.3  3 


COMMITTEES. 


1.  General  Reception  Committee  ;  O.  W.  PoTTER,  Chairman. 

2.  Tran.sportation  Committee;  W.  R.  Stirling,  Chairman. 

Committee  on  Headquarters  ;  Octave  Chanute,  Chairman. 

4.  Committee  on  Badges  and  Printing  ;  Hosea  Webster,  Chairman. 

;■).  Committee  on  the  Press  ;  G.  W.  Cope,  Chairman. 

t).  Committee  on  the  Evening  Reception  ;  O.  W.  Potter,  Chairman. 

7.  Committee  on  the  Euncheon  at  Washington  Park  Club  ;  Robert  W.  Hunt,  Chairman. 

5.  Committee  on  the  Exhibition  of  Police  Patrol  and  Fire  Department ;  Morris  Sellers,  Chairman, 
b.  Committee  on  the  Luncheon  at  Pullman  ;  Geo.  F.  Brown,  Chairman. 

1(>.  Committee  on  the  Visit  to  Chicago  Tire  and  Spring  Works  ;  C.  H.  Ferry,  Chairman. 

II.  Committee  on  the  Visit  to  Cable  S)'stems ;  C.  B.  Holmes,  Chairman. 

I’J.  Committee  on  the  Visit  to  the  City’s  New  Water  Tunnel ;  A.  Onderdonk,  Chairman. 

III.  Committee  on  the  Visit  to  the  Board  of  Trade ;  W.  T.  Baker,  Chairman. 

14.  Committee  on  the  Visit  to  Busine.ss  Buildings  and  Grain  Elevators ;  D.  H.  Burnham,  Chairman. 

IT).  Committee  on  the  Visit  to  the  Auditorium  Building,  to  .see  the  operation  of  the  hydraulic  and 
other  stage  machinerj^ ;  D.  Adler,  Chairman. 

!(!.  Committee  on  the  Visit  to  McCormick  Reaper  Works  ;  C.  H.  McCormick,  Chairman. 

17.  Committee  on  the  Vi.sit  to  Fra.ser  &  Chalmers’  Works  ;  W.  J.  Ch.\i.mers,  Chairman, 
is.  Committee  on  the  Visit  to  Deering  Reaper  Works  ;  James  Pi.  Deering,  Chairman. 


c 


CHATTANOOGA.  OOT.  i 


THE  NEW  SERVICE.  \ 

THE  ROLLING  PALACE  MAKES  ITS  IN¬ 
ITIAL  TRIP. 

An  InnoTation  In  Pa«enKer  8«mce  V^a 
Soatharn  ^aUwajra-TIie  New  Pullman 
Palace  Parlor  Car  Upon  the  Alabama 
Oreat  Sootherm 

YMterdaya  few  Chattenoogans.  at  the 
invitauon  of  D.  Q.  Edward*,  general  paa- 
senger  agent  of  the  Queen  &  Creaoent  en- 
joyed  the  novelty  of  the  initial  trip  in  the 
parlor  car  aervioe  which  wiU  hereafter  be  a 
portion  of  the  regular  train  service  between  ; 
Birmingham  and  Chattanooga.  The  in 
vlt^  guests,  who  were  Judge  Lewis  Shep- 
herd,  ^anceUor  8.  A.  Key.  j.  p  I ' 

SMpp.  Dr.  Denman,  H.  6.  Ewing,  W.  M 
Dixon  and  Milton  B.  Ochs,  were  accorded 
a  hospitable  welcome  by  Mr.  Edwards. 
Diyi.sion  Passenger  Agent  Mulaney,  Supt 
Briggs.  Snpt.  Chase,  of  the  Pullman  Com-- 
pany,  and  Commissary  Melville.  The  en 
I  tire  party  were  hauled  special,  leaving 
Chattanooga  at  10  a.m.,  and  making  the 
imn  to  Fort  Payne  and  return.  At  the  new 
‘  Sauthem  Giant”  a  select  commitfee  escorted 
the  party  to  the  various  industries  and 
after  a  substantial  dinner  at  the  DeKalb 
the  return  was  made.  The  genUemen  who 
of  the  officials” 
drank  their  most  excellent  wines  and 
liquors,  smoked  their  really  good  cigars 
mn  digested  ihe  boufF^t  lu^ 

Mn,  were  most  ag.eeably  surprised  with 
'  thSrnn  railway  advancement  and 

thoroughly  appreciative  ot  the  courtesy 
eatpwssed  their  tl^S 
through  Judge  Shepherd,  who  with  a 
Bpwkliug  glass  of  AqoUinaria  ^^^^  000^ 

eloqueS^tly  «. 
pressed  the  sentiments  of  the  party 

and  Chase  respond^T^e 
th«*?»r.^“  1“  aoknowldgement,  apd 

tbelatterby  the  recital  of  a  story  of  a 
whfil  ‘1*^?  ‘component  parte  of 

,  which  filled  a  freight  car.  The  anecdote 
elite’s  acknowledgment  of 
the  happy  associatibn  with  dignified  judges, 

'  THK  WBW  CAB. 

A  pwuliarity  of  the  Pullman  people  is  to 
never  imitate,  and  when  they  put  upon  the 
in  a  railway  carnage  It 
^y  be  depended  npon  as  not  only  new  In 
TOnstmetion,  but  new  also  in  desira.  Par- 

,  }or  car  service,  both  day  and  night,  is  noth¬ 
ing  new  in  the  East  and  Wes?  but  day 
parlor  car  service  south  of  Chattanooga  is  de- 
carriage  furniSed  by 
.he  Pullman  Company  and  which,  yester 
}  trip  over  the  Queen 

1  construction,  eqnlp- 

-meut  and  detail.  The  Pullman  people  are 
,  .probably  experimenting  and  the  success  of 
their  experiment  promises  an  innovaUou  in 
Hontbem  railway  accommodation.  It  is 
patronage  of 

tb«  Queen  A  Tresce  it  venture  justify  it 
ralace  cars  will  be  shorUy  inaugural 
Ohio. 

mere  is  hardly  a  question  that  the  increase 
'  i  justifies  the  luxurious 

I  te  Oueen  A  Crescent 

theJMt  ^OT  its  recognition  of 

"/  <»>•  pattern, 

Platfolrm.  Its 

xierior  IS  the  ordinary  sleeper  finish,  but 
.he  interior  is  a  work  of  the  car  bnilderi’ 
art.  The  comfortable  upholstered  revolving 

^  r^ily  cleansed  and  texture  that 
la  in.  ekqnl^*  harmony,  au4  ib«  ourt^.a, 
drapery  and  appointments  areinthehigh- 
est  art  of  the  car  builder.  Lavatories  fox 
•  ladiMsnd  genUemen  .nre  at  either  end  antf 
I  arninr*'('  bullet  department 

?  ‘"I  apartment.  The 
'  ^  ot  Pullman  officers  , 

1  .Wi.'l 


Chicken  Currv  A  L-Imlienne. 

GaUUne  of  Wild  Boar',  Head.  ’ 
Sardines,  Oi'vpa  uf  .-1 

Ham  or  Tongue,  ’  Hlcklei, 

Ham  or  Tongue  S^dwiches, 

PiCJbied  Lamb'a  Tongues, 

'>“<1  Butter, 

Saratoga  Chips,  Cheese,  Beaten  Biscuit,  Wafers. 
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sota  must  now  be  kept  closed  when  unoccupied,  in 
accordance  with  a  la^te  decision  of  the  Supreme 
Court  of  that  State.  The  decision  Is  in  the  interest 
of  common  sense  and  better  ventilation,  and  will 
materially  abridge  the  power  of  Pullman  porters  to 
extort  fees  and  of  conductors  to  exercise  arbitrary 
power,  in  Minnesota  at  least.  It  is  an  example  that 
could  be  followed  in  other  States  with  increased 
comfort  to  the  traveling  public,  and  the  bitter  law¬ 
suit  that  preceded  the  Minnesota  decision  has  made 
the  way  easy. 


.tv  vi-siiBUbB  PEVICE  has  been  patented  bv  Mana¬ 
ger  1.  A.  Bissell,  of  the  Wagner  car  shops, ‘to  obvi¬ 
ate  the  claims  of  Mr.  George  M.  Pullman.  In¬ 
stead  of  the  Pullman  face-plate,  a  heavv  molded 


stead  of  the  Pujlman  face-plate,  a  heavy  molded 
casing  is  used,  and  the  vestibuling  is  effected  by 
means  of  automatic  spring  curtain.s,  made  of  var¬ 
nished  duck  outside  and  black  corduroy  inside 
The.se  curtains  are  stiflened  by  perpendicular  steel 
rods  and  transverse  strips  of  stout  rubber,  the  lat¬ 
ter  serving  as  springs  to  keep  them  in  compact  folds 
when  uncoupled.  Each  side  of  each  platform  has 
Its  curtain,  with  the  rear  edge  permanently  fixed  to 
the  ear.  Overhead  is  a  .secondary  curtain,  under  a 
hard  rubber  shield,  fast  on  one  side,  and  held  up, 
when  in  use,  by  rods  sliding  in  a  tube  and  by  a  set 
of  hooks  running  from  the  opposite  side.  The  re¬ 
lease  of  a  trip-lever  frees  the  heads  of  the  hooks, 
and  the  curtains  are  released.  The  arrangement  is 
said  to  be  quickly  and  easily  operated. 


Old  Cars  Withdrawn  and  Mew  Pullman 
Dining  Cars  now  Running  on  the  Van- 
dalia  and  Pennsylvania  Lines. 

The  old  “diners”  are  abandoned  and  entirely 
new  Dining  Cars,  embodying  the  latest  improve¬ 
ments,  equipped  with  every  convenience,  finished 
in  exquisite  taste  and  fiilly  up  to  the  incompara¬ 
ble  standard  of  excellence  constantly  maintained 
by  the  famous  Pullman  Company,  have  been 
placed  In  service  upon  the  Vandalia  and  Pennsyl¬ 
vania  Lines,  between  St.  Louis,  Indianapolis,  Col¬ 
umbus,  Pittsburgh  and  New  York,  on  those  quick 


No  more  brief  »top»  for  indifferent  meals!  You 
can  “fare  sumptuously  every  day,"  at  your  leisure 
and  In  comfort  while  rolling  across  the  country 
at  forty  miles  an  hour,  upon  the  vestibule  trains  of 
the  Vandalia  and  Pennsylvania  Lines,  in  the  new  = 
and  luxurious  Dining  Cars  of  the  Pullman  Com- 

By  a  recent  decision  of  the  United  States  Court 
the  patent  Vestibule  cannot  be  used  on  other  than 
Pullman  Cars.  Partlcnlar  attention  is  therefore 
invited  to  the  fact  that  the  Vandalia  and  Pennsyl¬ 
vania  Lines  are  operating  PULLMAN  Sleeping 
and  Dining  Cars,  which  are  properly  fitted  with 
that  convenient  and  Appreciable  device  — the 
PULLMAN  Perfected  Safety  Vestibule. 

For  special  Information  please  call  upon  Agents 
of  Connecting  Lines,  or  address  J.  M.  Ches. 
BROUGH,  Assistant  General  Passenger  Agent,  5011 
Chestnut  Street,  St.  Louis.  ) 


A  PULLMAN  PROMOTION. 

The  Pullman's  Palace  Car  Company  has  just 
made  an  official  change  which  will  prove  of 
great  advantage  to  tho  company.  For  some 
time  past  Mr.  F.  H.  Crane,  who  was  formerly 
general  manager  of  the  Woodruff  Sleeping 
Car  Company,  has  been  tfib  distriot  ^uporio- 
tendent  of  the  Pullman  Company,  in  Bi>eoial 
charge  of  the  linee  running  over  tho  Chicago, 
St.  Paul  and  Kansas  City  Road  and  the  Wis¬ 
consin  Central  Road,  out  of  Chicago,  Mr. 
Crane  has  now  boon  appointed  divisioB  super¬ 
intendent  for  the  company  in  Kansas  City.  ' 
This  is  an  important  promotion,  as  Kansas 
City  has  no  less  than  fifty-five  distinct  lines  of 
Pnihuan  cars  running  out  of  it,  and  all  in 
charge  of  one  man. 


Illinois  Central  Railroad  Company. 


PRESIDENT’S  OFFICE. 

Chicago,  November  6,  1890, 

The  Board  of  Directors  of  the  Illinois  Central  Railroad  Company  have  elected  Mr, 
Johq  C,  Welling,  Vice-President  and  Mr,  J.  T,  Harahaq,  Second  Vice-President  of  the 
Company, 

The  Vice-President  will  have  general  supervision  over  the  Treasury  and  Accounting 
Departments,  the  Land  Office  and  the  payment  of  Taxes,  The  Treasurer,  the  Local 
Treasurer  in  New  Orleans,  the  Assistant  Treasurer  iq  New  York,  the  Land  Commissioner 
and  the  Tax  Agent  will  each  report  to  and  receive  instructions  frorq  the  Vice-President, 
Mr,  Welling  will  continue  to  discharge  the  duties  of  Comptroller  until  otherwise  ordered. 
The  Second  Vice-President  will  have  general  supervision  over  the  Operating  and 
Traffic  Departments.  The  General  Manager  and  Traffic  Manager  will  each  report  to  and 
receive  instructions  from  the  Second  Vice-President, 

The  offices  of  the  Vice-President  and  of  the  Second  Vice-President  will  be  in  Chicago, 

STUYVESANT  FISH, 


President, 


Pullman’s  Palace  Car  Company. 

GENEIiAI.  SUPEUINTENDENT'S  OEFICE. 


CIRCULAR  No.  37. 


Chicago,  Nov.  ist,  1890. 


The  Southern  Division  has  this  day  been  merged 
into  the  Eastern  Division. 

Mr.  J.  S.  Merrill,  heretofore  Superintendent  of 
the  Southern  Division,  will  assume  charge  of  the  Eastern 
Division,  vice  Mr.  H.  S.  Billings,  who  has  been  assigned 
to  other  duties. 

The  headquarters  of  the  Eastern  Division  will 
remain  as  heretofore,  at  the  Mills  Building,  New 
York  City. 

General  Superintemlent. 

Approved : 


Second  Vice  Prcbiclent. 


"/TiC.  /Jfe 


•  THE  PTTLH1IIA1I  OOKPAMY.  I 
'Home  Interesting  Extracts  from  the  Pres-  ! 
ident's  Annual  Report. 

At  the  recent  annual  meeting  ot  the 
Pullman  Palace  Car  company  President 
Pullman  supplemented  his  annual  report 
with  much  general  Information  of  an  In¬ 
teresting  character,  among  which  were  the 
following  statements: 

“There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year  101  sleeping,  parlor, 
dining,  special  and  tourist  oars,  costing ; 
11,865,503.40,  or  an  average  of  $13,519.83  per 
I  oar.  Orders  have  been  placed  at  the  oom- 
j  pany’s  works  for  110  Pullman  oars,  the  es¬ 
timated  cost  being  about  $16,500  each,  or 
an  aggregate  of  $1,963,500.  The  number 
I  of  cars  employed  in  the  service  is  3.135. 
of  which  1,849  are  standard,  knd 
268  tourists,  or  second  class  cars 
The  number  of  passengers  carried  dur¬ 
ing  the  year  was  5,023,057;  the  number  of 
miles  run  177,033,116.  During  the  previous 
“"“ber  of  passengers  carried  was 
4,341,543,  the  number  of  miles  run  144  843  - 
6 18.  The  year  j  ust  ended  shows,  therefore, 
an  increase  of  a  little  over  18  per  cent,  both 
in  the  number  of  passengers  carried  and 
miles  tun. 

^  still  .more  Important  demonstra¬ 
tion  of  the  value  of  the  vestibule  patent 
has  been  by  actual  test  in  serious  railway 
accidents,  several  of  which  have  occurred 
to  these  trains  since  their  operation  began 
Collisions  have  happened,  at  a  speed  ot 
forty  miles  an  hour,  as  appears  by  evidence 
in  the  litigation,  without  Injury  to  passen¬ 
gers.” 


f  NEW-YORK  CITY. 

The  gns-tank  attached  to  the  bottom  of  a  Wagner 
palace-oar  In  the  yard  of  the  Grand  Central  Station  ex¬ 
ploded  about  10  a.  m.  yesterday,  and  the  burning  gas 
set  Are  to  the  car,  but  the  dames  were  extinguished 
BO  quickly  that  the  damage  was  slight. 


The  Pullman  Company  has  completed  for  the 
Vaiidalia  New  York  service  five  elegant  new  din¬ 
ing  cars.  They  are  models  of  beauty  and  comfort, 
richly  furnished  and  the  culinary  department  is 
completely  equipped.  Breakfast  is  served  on  these 
cars  as  the  morning  train  leaves  the  Union  Depot. 


CONDUCTORS  COMThAIN 


Ho  Explanation  Vouchsafed  and  Ho 
Iteason  Given— The  Report  of  Spot¬ 
ters  Accepted  Without  Ques¬ 
tion— Ho  Redress  Possible. 

Owing  to  the  fact  that  a  greater  number  of 
the  conductors  iu  the  employ  of  the  Pullmau 
Palace  Car  Company,  St.  Louis  division, have 
been  ludefiuitely  suspended  and  discharged 
ot  late  than  is  usually  the  case  at  this  time  of 
year,  the  couductors  still  bolding  down  posi¬ 
tions  are  feeling  restless  and  uneasy  lest  the 
axe  should  be  still  furthar  employed .  Pas¬ 
sengers  on  the  Pullman  palace  oars  in  and 
out  of  St.  Louis  are  subject  to  the  keenest 
■crutiny  from  the  anxious  conductors,  who 
are  always  on  the  alert  to  discover  the  pres¬ 
ence  of  a  special  agent  of  the  company, known 
as  “the  spotter.”  The  men  ot  the  punch  are 
on  their  good  behavior.  Every  report  la 
carefully  and  promptly  made  out  and  the 
rules  of  the  company  have  been  studied  anew 
and  strictly  conformed  to.  The  dismissals 
have  had  a  most  salutary  affect  upon  the 
men,  at  least  temporarily.  Daring  conductors 
no  longer  recklessly  smoke  cigarettes  on  the 
rear  platform,  and  indolent  porters  are 
watched  boastantl.y,  as  any  shortcomings  of 
the  porters  are  often  attributed  to  the  con¬ 
ductor’s  uegligence  and  the  punishment  speed¬ 
ily  visited  accordingly. 

Though  the  company  is  conceded  the  right 
of  discharging  Its  employes  as  it  sees  ht,  and 
tho  newly  appointed  men  are  not  Inclined  to 
waste  sympathy  on  their  nredecessors,  the 
discharged  conductors  are  by  no  means  satis¬ 
fied  with  the  turn  affairs  have  taken.  Some 
ot  them  claim  that  they  were  dismissed  with¬ 
out  apparent  cause  and  complain  bitterly  of 
the  treatment  they  have  received  from  the 
Pullman  Car  Company. 

Russel  Holman,  formerly  a  conductor  in  the 
employ  of  the  Pallmau  Palaoe  Car  Company, 

Is  one  of  the  men  who  claim  to  have  been  dis¬ 
missed  without  apparent  cause.  When  seen 
resterday  afternoon  by  a  Republic  reporter, 


Why  the  special  agents  aia  not.  discover  that 
I  was  addicted  to  the  smoking  habit  I  do  not 
know,  as  they  were  eager  to  report  the  con¬ 
ductors  oven  for  the  most  trivial  matters. 
Last  September,  upon  returning  from  a  run 
^jjecoived  this  unexpected  notice  of  dU- 

SS-rSi-’"  wvjfe-s 

' Islon  Superintendent. 

nummary  dismissal. 

*  ••sviewed  my  last  few 
W  remember  what  could  have 
CO' ...ed  my  dismissal.  1  could  recall  nothing, 
•layond  occasionally  smoking  while  on  duty. 

"Upon  applying  to  the  St.  Louis  officials  I 
wo!  not  know  why  I 

was  discharged,  and  bad  no  objection  to  make 
to  my  being  reinstated.  I  then  concluded  that 
It  was  the  work  of  the  spies  in  the  secret  ser- 
» los*  to  Itnow 

What  had  been  said  against  me. 

“I  wrote  to  a  friend  of  mine  in  Chicago 


asking  him  to  look  into  the  ^ 

*  ■  that  I  had  smoked  on  duty,  but  said 

n  '-iger  if  relnsUted,  and 
serious  charge 


that  I  would  do  _ _ _ _ 

insisted  that  there  could  be _ _  ,;uaiira 

P*®-.,  My  friend  replied  that  Generkl 

£r«3'a&!rtstiis!s''5,r,s""!s 

or 

W  Su^rintendent  Garoelon. 
asking  to  be  reinstated.  I  confessed  to  him 
’’**1*®  ®“  said  that 

any  more  serious  charge  was  a  maiioious  lie 

n-  on 


unintentional  error 
epecial  agents. 

“1  received  a  _ 

which  Superintendent 
Your  favor  of  the  5th  Ins 
reinstatement  In  tho  sernce 
Palace  Car  Company.  I  bog  ™  , 

time  vnii  woro  discharged  the  matter 


brief  and  ohilllng  replv,  in 
itenHont  Garoelon  Mid: 

- -  -0  hand,  asking  for 

tho  service  of  the  Piilfman 
■  at  at  the 


•-  -  ---t  transacting  the  business 

of  the  company  satisfactory  to  us.  and  I  ooulo  not 
consistently  entertain  your  application  for  re- 

Instatcmont  under  the  ofreumstanoos. 

‘•Owing  to  the  special  agent  system  of  the 
company,  the  conductors  are  at  tbs  mercy  of 
the  spies  tho  employ  of  Thiel  s  Detective 
Agency.  These  spies  can  magnify  and  falsify 
and  the  company  takes  their  word  in  prefer¬ 
ence  to  that  of  old  employes.  In  this  way  the 
epies  have  abundant  opportunity  to  vent  por- 
eonal  malice  and  lll-feelUg.  The  conductors 
fall  was  only  suspended  three  times  through  ?''^®  .  “  »tnaD  bond,  furnished  by  tho 
the  acknowledged  carelessness  of  the  porters.  _ ‘2®.';®““  ourety  Company— $.500  In  amount— 
At  one  time  the  porter  loft  the  door  of  tho  I  *“7  11  they  are  dl.soharged  through  any  true 
car  open  and  I  was  robbed  of  some  clothing  2‘  false  report  of  shortage  they  are  simnlv 
and  valuables.  On  each  occasion  whan  the  v®*'2?**  aay  other  positions  where  light 
porters  failed  t 

suffer  for  thel.  _ _ _  „ 

was  not  reported  ofteher  than  throe  times  in 
three  years  I  do  not  know.  The  special  “*'2,“/*  f‘‘f«»<«ves. 
agents,  though  they  could  not  have  brought  .  »Pl«»  of  the 

-  serious  charge  against  m^  »l®ost 

reported 


delinquencies.  Just  why  I 

ofteher  than  three  times  m  *1 


- -  positions' where  light 

R)  the  *°J“»‘‘oo 


company  are  on  all  bands 
mV  oIoMly  almost  every  action  of  a 

-.uuiu  uuvo  roporvea  mo  fre-  S®®?**®« S*"’  Ihey  take  a  dUlika  to  a  oon- 

quantly  for  violating  the  rule  prohibiting  "“Otor  they  can  do  him  groat  Injury  by  send- 
smoklng  while  on  duty.  I  was  always  ‘“fl®  “Ylng  reports. 

very  careful  in  atundlng  to  my  duties,  and  ®0“<l“«tors  are  badly  paid  and  sub- 

knowing  that  there  were  spies  on  all  handa  eroot  annoyances  that  make  their 

allowed  nothing  to  wait  for  future  attention.  y®*ItIon»  anything  but  enviable.” 


J.  8.  Merrell,  .Superintendent  of  tlie  Southern 
‘  Division  of  the  Pullman  system,  has  been  trans¬ 
ferred  to  the  Eastern  Division  in  place  ot  H.  S. 
Billings,  assigned  to  other  duties. 


I  2_S" 


i 
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Should  the  history  of  the  Pullman  Palace  Car 
Company  be  written,  it  would  have  a  flavor  of  the 
Arabian  Nights’  Entertainment.  Its  comparative- 
,  ly  recent  and  small  beginning,  the  marvelous  ex- 
!  pansion  in  the  sphere  of  its  operations,  the  im- 
^  mense  popularity  of  the  service  with  the  public, 
and  the  amazing  improvements  in  size,  style,  fln- 
ish  and  beauty  of  its  equipment,  all  conspire  to 
make  the  career  of  the  company,  ’  •  the  lines  of 
these  manifestations,  the  greatest  railroad  wonder 
of  the  times. 

The  genius  that  devised  the  palace  car  has  been 
yoked  with  astute  business  foresight  which  has 
yielded  enormous  profits  to  the  man  who  invented 
this  modern  luxury,  and  to  those  associated  with 
him.  For  the  year  ended  July  31,  1890,  the  gross 
earnings  of  cars  were  $7,473,135,  and  the  total 
revenue  amounted  to  $8,860,961.  The  company 
paid  operating  expenses,  interest  on  bonds,  divi¬ 
dends  of  #2,000,000,  proportion  of  net  earnings  to 
controlled  and  operated  companies,  and  contrib¬ 
uted  $it»0,000  to  “Contingent  Reserve,”  after 
which  the  surplus  for  the  year  was  #2,398,130.  The 
company  earned  17.68  per  cent  upon  its  capital 
stock. 

During  the  past  year  the  company  added  3,000 
miles  to  the  lines  covered  by  its  cars,  and  now  its 
total  mileage  amounts  to  120,686,  equal  to  76  per 


cent  of  entire  r 
States.  Its  equipm 


lilway  mileage  of  the  United 
snt  is  I  he  finest  in  the  world. 


I  2_(> 
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JHB  PULLMAW  VBSTIBULB  PATffity 

Judge  Colt  of  the  Federal  Circuit  Courts 
Massachusetts,  receutlr  decided  that  the 
Wagner  vestibule  car  was  an  infrinaemeut 
of  the  Pullman  patent.  The  gain  to  the  • 
latter  by  tbla  decision  was  recently  said  by 
the  head  of  the  Pullman  Company  to  be 
SS.OOO.CCO,  The  decision  has  created  consid¬ 
erable  Interest,  both  from  tne  prospective 
amount  involved,  and  because  it  was  unex¬ 
pected  by  many  who  knew  the  history  of 
this  Improvement.  As  a  matter  of  fact,  the 
origin  of  the  improvement  dates  back  about 
forty  years.  It  was  first  applied  to  the  pas¬ 
senger  cars  on  the  line  of  the  Housatonlc 
Railroad  extending  from  Pittsfield  in  West¬ 
ern  Massachusetts,  to  Bridgeport,  In  Con¬ 
necticut.  The  plan  then  adopted  was  to 
close  the  space  between  the  cars  by  a  flexible 
leather  cover,  not  unlike  the  flexible  leather 
top  of  a  phaeton.  At  the  side  was  a  small 
opening  to  admit  and  discharge  passengers, 
which  was  closed  when  the  cars  were  In 
motion.  The  ventilation  was  secured  by  a 
current  of  air  let  In  at  the  front  of  the  train 
by  means  of  simple  appliances.  But  when 
the  train  stopped  the  ventilation  ceased. 

The  ears  were  free  from  dust  and  delight¬ 
fully  cool  ana  sweet  In  hot  weather.  Sin¬ 
gularly  enough,  this  device,  so  successful  in' 
its  operation,  never  made  much  headway.  ' 

It  was  probably  the  invention  of  some 
mechanic  employed  by  the  railroad  com¬ 
pany.  It  does  not  appear  that  any  patent 
was  ever  obtained.  The  mechanic,  or  who¬ 
ever  he  was,  came  very  near  to  an  im¬ 
mense  fortune.  He  ptobaoly  bad 
I  DO  idea  of  the  value  of  this 
simple  device.  It  now  appears  that  there 
are  miillions  in  it.  The  improvement  as 
now  applied  does  not  vary  essentially,  ex¬ 
cept  as  to  some  details,  from  the  original  in¬ 
vention.  The  principle  involved  was  to  in- 
cloio  the  space  between  the  cars  by  a  flex¬ 
ible  cover.  It  might  consist  of  leather.  In¬ 
dia-rubber  or  canvas,  but  must  be  dust- 
I  proof.  Of  course  no  windows  could  be 
'  raised,  and  the  air  must  be  pumped  in  from 
the  forward  part  of  the  train. 

The  Wagner  interest  showed  that  the  de¬ 
vice  had  been  known  for  about  forty  years. 

But  the  “  Improvements  “  made  in  the  ap¬ 
plication  to  the  Pullman  cars  were  held  to 
be  sufliclent  to  maintain  the  patent.  It  will 
probably  be  applied  to  all  the  cars  of  that 
company.  The  dust-proof  car  has  come  to 
:  stay.  It  is  far  more  perfect  than  the  system 
cl  ventilation  that  goes  with  it.  That  is  only 
pet  feet  while  the  cars  are  in  motion.  It 
they  stopped  for  any  length  of  time  the 
eloseuess  of  the  cats  was  apt  to  become  op¬ 
pressive.  This  criticism  applies  to  the 
original  Invention.  The  separate  power 
used  to  pump  water  into  the  boiler  while  | 
the  locomotive  is  stationary  would  be  ample 
to  keep  up  the  ventilation.  It  is  a  nouhle 
fact  that  an  tnveutisu,  which,  lu  its  essen¬ 
tial  features,  was  brought  out  forty  years 
ago,  was  suiTeied  to  remain  In  obscurity 
for  so  many  yeats,  and  was  finally  taken  up 
and  found  to  have  millions  in  it.  The  in¬ 
vention,  otiglnally  applied,  was  ahead  of 
the  times,  as  tba  Pullman  car  would  have 
been  if  it  had  been  brought  out  at  that  time. 


The  absurd  spectacle  of  a  long  Pullman  sleeping 
car  in  which  two  of  the  three  passengers  therein — 
holding  through  tickets  from  New  York  to  Chicago — 
were  compelled  to  occupy  upper  berths  while  nine  of 
the  ten  lower  berths  were  kept  vacant,  was  witnessed 
a  few  days  and  nights  ago  on  one  of  the  great  trunk 
lines.  In  vain  did  the  two  unfortunates  condemned 
to  be  tossed  about  in  their  oscillating  upper  berths, 
on  a  road  in  which  numerous  curves  are  not  allowed 
to  interfere  with  very  high  speed,  beg  the  conductor 
to  permit  them  to  occupy  lower  berths;  the  diagram 
he  said  showed  the  lower  all  taken,  and  so  they  must 
be  held,  although  very  likely  they  had  bean  reserved 
for  passengers  at  New  York  who  had  changed  their 
minds  about  going.  And  so  the  two  through  travel¬ 
ers  were  the  only  upper  berth  passengers  on  the  en-  J 
tire  run,  while  only  one  of  the  lower  berths  was  occu¬ 
pied,  and  that  by  a  way  passenger.  The  Pullman 
company  is  not  apt  to  be  caught  lax  in  its  discipline 
or  defective  in  its  system,  but  this  was  a  case  where 
some  one  or  more  of  its  employes  showed  gross  neg¬ 
lect  or  inefficiency.  The  matter  is  referred  to  more 
particularly  to  call  attention  to  the  altogether  too  lib¬ 
eral  practice  of  this  company  in  allowing  people  to 
engage  berths  without  requiring  any  evidence  that 
they  will  pay  for  them  and  without  fixing  a  definite 
limit  to  the  time  of  reservation.  The  result  is  that 
the  company  frequently  loses  money  by  refusing  to 
sell  tickets  when,  as  a  matter  of  fact,  plenty  of  vacant 
berths  are  discovered  after  the  train  starts;  while 
travelers  are  cither  refused  accommodations  altogether 
or  compelled  to  take  upper  berths,  which  in  the  case 
of  some — particularly  women  and  invalids — is  a  very 
disagreeable  alternative.  In  the  case  referred  to  the 
ticket  agent  at  Jersey  City  seems  to  have  failed  to  do 
j  his  duty  in  informing  the  conductor  as  to  where  the 
I  expected  passengers  who  never  came  were  ii  be 
looked  for;  and  the  conductor  showed  that  he  was 
unequal  to  the  occasion  by  failing  to  find  out  whether 
or  not  the  berths  were  to  be  used  and  to  take  the 
responsibility  of  providing  the  two  through  passen¬ 
gers  with  some  of  the  vacant  accommodations. 


PULLMAN  ANO  WAQNER  AGAIN. 


A  Patent  Infringement  Case  on  Hearing. Be> 
fore  Judges  Gresham  and  Blodgett. 

J udges  Gresham  and  Blodgett  to-day  took 
^  up  an  application  for  a  piolimlnary  Injunction  In  i 
the  celebrated  patent  litigation  brought  by  tbe 
I  Pullman  Palace  Car  Company  against  W.  S.  ' 
Webb,  president  of  the  Wagner  Palace  Car  Com¬ 
pany,  the  Lake  Shore  &.  Michigan  Southern  ItaiUl 
wa.v  Company  and  the  Michigan  Central  Kallway 
Company. 

Involved  In  this  controversy  Is  a  patent  issued 
May  14,  1889,  to  George  M.  Pullman 

for  improvemeuis  In  solid  vestibule  eou- 
nectiou  for  railway  cars.  A  charge 
Is  made  that  defendants  have  Infringed  the  val- 
nble  patent,  and  besides  an  Injunction  to  restrain 
further  infringement  an  accounting  Is  sought’ 
Great  reliance  is  placed  on  a  decision  rendered  . 
Get.  0  lust  by  Judge  Colt  of'  iho  United  States  J 
Circuit  Court  of  Massaohusetts,  Nothing  was 
done  to-day  except  the  reading  of  briefs  on  both 
sides  and  the  fight  will  last  several  days. 


Hereafter  the  St.  Paul  Road  will  do  it' 
own  brushing,  and  several  of  Mr.  Puilman’s  wJiU 
brooms  will  be  thrown  out  of  employraeuL  ' 


Vanderbilts 
change  or 
llmliiary  i 


1  Mlich  spoculation  was  indulged  In  to-da^ 
in  railroad  circles  as  to  what  the  Milwaukee* 
St.  Paul  Hoad  would  do  In  reference  to  Its  vesti¬ 
bule  trains  now  that  It  has  broken  with  the  Pull¬ 
man  company.  President  Miller  and  Gen¬ 
eral  Manager  Earllng  are  both  out  of  the  city 
to-day  and  none  of  the  other  offlciols  would 
venture  an  opinion  on  the  subject  further  than  to 
say  that  vestibule  trains  would  continue  to  be  run 
on  the  road  just  os  before.  If  the  Pullman  pat¬ 
ents  could  not  be  used  some  substitute  for  them 
would  be  found.  As  to  the  reports  that  the 
lythlng  to  do  with  the 
luu,  mis  step  Is  but  a  pre-  , 
)  substitntlng  Wagner  sleepers  on  I 
1  flat  and  positive  oontradlotlJPv 
was  given  them.  The  step  was  taken  simply  be¬ 
cause  the  Pullman  company  and  the  8L  Paul 
company  could  not  agree  upon  the  terms  for  a 
'mew  contract.  The  St.  Paul  has  been  running  lu 
«^n  cars  for  a  number  of  years,  though  the 
management  of  them  has  been  In  Pullman  hands. 
Now  that  has  been  c.hanirad  and  that  la  all  theca 
Is  to  the  present  orrangement.  At  the  same 
time  It  is  not  (fenled  that  the  present 
arrangement  may  pi^vd'lo  be  a  provisional  one 
and  that  before  the  efifl  of' the  year  a  compromise 
may  be  cfl’ected  wltU'tho  Pullman  company  or  an 
arrangement  made  WltU  ’  tbo  Wagner  company. 
At  present,  however,  fto  (dtps  are  being  taken  In 
eltner  direction,  and  far  as  Is  at  present  known 
I  the  arrangements  thatlwoiffe  put  Into  effect  to-dt^ 


\^n 


PULLMAN  SHPT  OUT 

Her«an*r  th«  St-  Paul  Railroad  Will 
Control  It#  Own  Sleeplne- 
Car  Servtoe. 


Eumor  th»t  tb#  Vanderbilt  Tntareeti  Hsra 
Btourtd  lbs  Soad  end  Dlotattd 
th#  Ohanca. 


lueieaiiil  Tnnnar*  of  FraUht  from  Cbieaso  to 
the  geaboird — CoitdUioa  of  the 
Union  Pecifle. 


Taking  effect  yesterday  the  Chicago,  Mil¬ 
waukee  &  -St.  Paul  Kailroad  company  ceased 
to  pay  tribute  to  the  Pullman  Palace  Car 
company  and  will  hereafter  use  only  its  owa 
sleeping-cars  on  the  various  lines  of  its  sys¬ 
tem.  To  this  end  it  has  established  a  now 
department  designated  “the  sieeping-car  de¬ 
partment,”  whicii  has  been  placed  under  the 
supervision  of  F.  A.  Aliller,  assistant  gen¬ 
eral  passenger  agent  of  the  road.  This 
movement  came  in  the  nature  of  a  surprise 
to  railroad  people  generally,  though  nobody 
will  be  particularly  affected  by  it  except  the 
Pullman  company. 

President  Aliller  said  the  change  had  been 
contemplated  for  some  time.  Prior  to  1882 
the  Chicago,  Milwaukee  <&  SL  Paul  operated 
its  own  sleeping-cars,  but  in  that  year  it  en- 
.  tered  into  a  contract  with  Pullman  for  s 
I  term  of  eight  years.  This  contract  expired 
at  12  o’clock  last  night,  and  hai  not 
been  renewed.  The  Pullman  sleeping- 
cars  have  all  been  withdrawn  from  the  sys¬ 
tem,  and  the  St.  Paul  company  is  this  morn¬ 
ing  in  full  control  of  its  sleeping-car  service. 
The  coaches  used  are  its  own  property,  all 
necessary  preparations  for  the  change  bar- 
I  ing  been  com  Dieted  before  the  expiration  of 
the  contract  At  the  time  this  contract  was 
made— eight  years  ago— the  Chicago,  Mil¬ 
waukee  &  St  Paul  turned  over  all  ita  sleep¬ 
ing-cars  to  the  control  ot  the  Pullman  com¬ 
pany,  but  still  owns  them.  In  addition  to 
these  a  number  of  fine  coaches  have  re¬ 
cently  been  built  to  take  the  place  of  tho 
Pullman  cars  on  the  principal  through 
trains. 

“We  are  well  equipped  for  taking  this 
service  into  our  own  hands,”  said  an  offlclal 
of  the  road,  “and  we  anticipate  no  troubla 
in  keeping  it  up  to  as  high  a  standard  of  ex¬ 
cellence  as  has  been  maintained  in  the  past. 
Our  object,  of  course,  is  to  make  at 
much  out  of  the  business  as  we  can,  and  add 
to  our  own  revenue  wliat  has  heretofore 
been  absorbed  by  an  oatside  corporation.” 
Neither  President  Miller  nor  any  other 
officer  of  the  company  was  prepared  to  say 
that  a  reduction  in  sleeping-car  rates  would 
follow  the  change.  That  ii  a  matter  that 
has  not  yet  been  considered,  and  the  pre¬ 
ponderance  of  outside  opinion  is  that  the 
Piillinau  rates  will  be  maintained. 

Ol  course  there  are  theories  as  to  the  cause 
of  this  new  departure  that  are  different  from 
any  of  the  explanations  vouchsafed  by  the 
ofiicers  of  the  road.  The  rumor  recently  set 
atloat  to  the  effect  that  the  Vanderbilt  inter¬ 
ests  are  about  to  secure  control  of  the  Chi¬ 
cago,  Milwaukee  &  Mt.  Paul  and  operate  it 
In  harmony  with  the  Chicago  &  Noniiwest- 
erii  has  its  bslievers.  It  Is  well  known  that 
the  Vanderbilts  are  interested  in  the  Wag¬ 
ner  Palace  Car  comp.any  and  do  not  use  any 
but  tho  Wagner  sleoping-cars  on  any  of  the 
lilies  they  control.  The  prophets  who  saw 
the  Vandcrbills  reaching  out  tor  the  Mil¬ 
waukee  &  St.  Paul  road  now  see  a  fulfill¬ 
ment  of  their  predicliun  in  the  removal  ot 
the  Pullman  cars  from  that  system.  To 
them  it  means  that  the  negotiations  are  so 
nearly  completed  as  to  leave  no  doubt  that 
the  Vaudcrbilts  will  dictate  the  policy  ot 
the  St.  Paul  manageineiit,  and  that  after  the 
deal  has  been  finally  consummated  the 
Wagner  sleeping-cars  will  take  the  place  ot 
the  Pullman  on  that  road.  It  must  be  ad- 
I  mltted  that  the  refusal  to  renew  the  con¬ 
tract  with  tho  Pullman  company  gives  color 
to  the  report  of  the  Vanderbilt  negotiations. 


PULLMAN  IS  HIT  HARD. 


BANISHED  FROM  THE  ST.  PAUL  ROAD. 


The  Extensive  Railway  Syetem  Terminates 
a  Contract  of  Eight  Years'  Standing 
and  Will  Hereafter  Run  Its 
Own  Sleeping  Car  Service. 

Eight  years  ago  the  Chicago,  Milwau¬ 
kee  &  St.  Paul  Railroad  Company  decided 
to  turn  over  the  management  of  its  sleep¬ 
ing  cars  to  the  Pullman  Palace  Car  Com¬ 
pany.  Last  night  the  contract  between 
the  two  companies  expired  and  the  Chi¬ 
cago,  Milwaukee  &  St.  Paul  again  com¬ 
menced  the  operation  of  Its  sleeping  car 
service.  Though  the  contract  did  not  ex¬ 
pire  until  midnight  an  arrangement  was 
made  by  which  the  railroad  was  to  control 
trains  going  out  last  night,  and  the  profits 
accruing  on  all  trains  arriving  at  destina¬ 
tion  before  IS  o’clock  were  to.be  retained 
by  the  Pullman  Company.  At  the  expira¬ 
tion  of  the  contract  all  connection  between 
the  two  companies  was  severed,  and  the 
cars  of  every  description  on  this  line  will 
be  run  solely  in  the  interests  of  the  stock¬ 
holders  of  the  Chicago,  Milwaukee  &  St. 
Paul  Railroad. 

This  action  on  the  part  of  the  company 
resulted  from  the  impossibility  of  renew- 


own  sleepers,  but  for  some  reason  it  was 
determined  to  hand  over  the  management 
of  the  sleeping  cars  to  the  Pull-i 
man  Company,  which  purchased  a ' 
three-fourths  interest  in  all  the  sleeping 
cars  owned '  by  the  St.  Paul  Road. 
The  Baltimore  &  Ohio  Railroad  had  tried 
the  scheme  of  running  its  own  cars,  but 
gave  it  up  in  1880  and  signed  a  contract 
for  twenty-five  years  with  the  Pullman 
Company.  The  Chicago,  Milwaukee  &  St. 
Paul  railroad  only  contracted  for 
eight  years  and  in  handing  over 
Its  own  cars  to  the  Pullman 
Company  it  still  retained  a  one-fourth  In¬ 
terest.  For  the  privilege  of  providing 
conductors  and  colored  porters  on  these 
cars  the  Pullman  Company  recelvea  three- 
fourths  of  the  interest,  evidently  consid¬ 
ering  that  there  was  ample  profit  in  the 
transaction  after  paying  the  wages  of  its 
employes.  The  renewal  of  the  contract 
has  been  discussed  by  the  heads  of  the 
two  companies,  but  no  satisfactory 
conclusion  was  reached.  From  the  fact 
that  the  road  has  been  building  and  equip¬ 
ping  several  new  sleeping  coaches,  it  seems 
apparent  that  there  was  a  determination 
to  resort  to  the  old  plan  of  running  Its  own 
cars  and  dividing  the  profits  of  the  under¬ 
taking  among  the  stockholders.  The 
failure  of  the  negotiations  for  the 
renewal  of  the  contract  hastened 
this  determination,  and  henceforth 
the  Pullman  Company  will  have 
no  power  on  the  Chicago,  Milwaukee  &  St. 
Paul  Railroad.  It  is  not  the  Intention  of 
the  railroad  to  reduce  the  fares  for  sleep¬ 
ing  accommodation.  Nor  will  the  unoftl- 
'  clal  but  compulsory  fees  “extorted”  by  the 
porters  be  frowned  upon.  The  service  ar¬ 
rangements  will  suffer  no  alteration  under 
the  new  system,  but  the  road  has  im¬ 


proved  and  renovated  its  coaches  for  the 
convenience  of  its  passengers.  In  the  old 
cars  formerly  run  by  the  Pullman  Com¬ 
pany  several  improvements  have  been 
made,  but  the  pockets  of  the  passengers 
will  suffer  the  same  infiiction  as  under  the 
old  arrangement. 

By  the  action  of  the  St.  Paul,  which  has 
about  4,000  miles  of  sleeping  car  lines,  the 
Pullman  Company  loses  the  greatest  line 
in  the  Northwest  and  one  of  the  most  im¬ 
portant  districts.  The  Milwaukee  & 
Northern,  which  was  lately  ac¬ 
quired  by  the  Milwaukee  &  St. 
Paul,  has  a  contract  with  Pullman 
which  has  about  fifteen  years  more  to  run. 
This  contract  will  remain  In  force  and  the 
St.  Paul  will  take  the  Pullman  cars  from  the 
Northern  road  and  haul  them  to  Chicago.  The 
St.  Paul  also  has  a  through  car  line 
from  Chicago  to  the  North  Pacific  coast  In 
lonnectlon  with  the  Northern  Pacific,  which 
■uns  Pullman  cars.  This  line  will  be  con¬ 
tinued  also. 

In  abandoning  the  Pullman  service 
the  Milwaukee  S  St.  Paul  will  also 
abandon  all  Pullman  vestibules  ex¬ 
cept  a  few  which  It  has  already 
bought  and  has  In  service.  In  place  of  the 
Pullman  vestibule  the  Milwaukee  &  St.  Paul 
will  use  a  vestibule  of  Us  own  which  Is  Just  as 
good  but  has  no  high-priced  royalty  attached. 

"This  whole  trouble,”  said  a  Milwaukee  & 
St.  Paul  official,  “arises  from  the  hoggl3hne.ss 
of  the  Pullman  people,  who  want  everything 
Insight.  While  our  sleeping  car  service  has 
not  been  operated  at  a  loss  since 
the  Pullman  people  took  charge  of  It 
In  1882,  we  cannot  say  that  It  has  been  a 
source  of  great  revenue.  Why  the  Pullman 
Company  has  managed  to  Just  about  eat  up 
our  share  of  the  profits  with  bills  for  repairs, 
and  It  reached  a  point  where  we  could  stand 
It  no  longer.” 

“This  action  of  the  Chicago,  Milwaukee  & 
St.  Paul  Railroad  Company.”  said  George  M. 
Pullman  vesterday,  “Is  simply  the  result  of 
the  failure  to  come  to  terms  In  the  renewal 
of  the  contract.  When  the  company  desired 
us  to  take  charge  of  Its  sleeping  cars  we  were 
given  a  three-fourths  Interest  In  the  arrange¬ 
ment  for  eight  years.  When  the  contract  ex¬ 
pires,  as  It  does  to-night,  we  will  no  longer 
have  any  connection  with  the  road  simply 
because  we  have  been  bought  out.  The  cars 
belong  to  the  road  and  the  arrangement  of 
eight  years  ago  left  this  decision  to  the  own¬ 
ers  of  the  cars.  The  road  and  the  Pullman 
Company  could  not  agree  as  to  the  terms  of  a 
new  contract,  and  the  option  of  buying  our 
Interest  was  exercised  by  the  Chicago,  Mil¬ 
waukee  &  St.  Paul  Railroad.  We  do  not 
Intend  to  reduce  our  terms  with  other 
railroad  companies  In  consequence  of  this 
action.  The  terms  are  reasonable  enough, 
and,  as  I  said  before,  the  cars  belong  to  this 
particular  company  and  we  have  simply  lost 
this  business.  Other  companies  have  tried 
this  plan  of  running  their  own  sleeping 
coaches  and  have  come  back  to  us.” 

The  new  department,  containing  seventy- 
five  cars,  Inaugurated  yesterday  on  the  Chi¬ 
cago,  Milwaukee  &  St.  Paul,  will  he  under  the 
charge  of  Assistant  General  Passenger  Agent 
F.  A.  Miller  until  a  superintendent  Is  se¬ 
cured.  Mr.  Miller  will  then  return  to  his  own 
duties.  Under  the  new  arrangement  the  road 
will  net  the  profits  that  have  hitherto  been 
dropping  Into  the  capacious  coffers  of  Pull¬ 
man's  Palace  Car  Company. 

Rumor  has  It  that  the  Wagner  Company 
will  soon  lake  charge  of  the  Milwaukee  &  St. 
Paul  sleeping  car  service.  J.  Plerpont  Mor¬ 
gan,  who  Is  heavily  Interested  In  the  Milwau¬ 
kee  &  St.  Paul,  is  also  a  warm  ally  of  the 
Vanderbilts,  who  control  the  New  York  Cen¬ 
tral  Sleeping  Car  Company,  under  ^  which 
name  the  Wagner  cars  are  operated,  anff  It  Is 
said  he  had  much  lo  do  with  the  change. 
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Pullman. 

Steam  Engines  in  the  Shops 
and  Factories  Here. 

They  are  Rated  at  8,632 
Horse  Power. 

Semi-Technical  Description  of 
the  Great  Corliss  Engine. 

The  Moat  Beautiful  Large  Engine  In  the  World. 

BY  DUANB  DOTY, 

KYGINK.S. 

In  the  several  car  shops  there  are 
engines  as  follows  :  The  large  Corliss 
engine,  2,500  horse  power ;  Buckeye 
No.  1,  700  horse  power  ;  Buckeye  No. 
2,  350  horse  power  ;  street  car  shops 
engine,  800  horse  power,  large  engine 
at  the  freight  car  shops,  900  horse 
power  ;  upholstering  department,  60 
horse  power  ;  paint  shops,  30  horse 
power  ;  four  at  dry  kilns,  100  horse 
power  ;  hammer  shop,  50  horse  pow¬ 
er  :  sawmill,  65  horse  power  ;  iron  de¬ 
partment,  60  horse  power ;  carving, 
20  horse  power  ;  a  total  of  5135  horse 
power.  In  addition  to  the  engines, 
enumerated  above,  the  Drop  Forge 
and  Foundry  Company  have  a  260 
horse  power  engine.  In  addition  to  a 
large  amount  of  miscellaneous  drop 
forgings  these  works  are  now  making 
1,000  pairs  of  solid  steel  shears  a  day 
and  have  a  capacity  for  working  200 
operatives.  The  brick  yards  engines 
develop  400  horse  power.  These 
yards  have  a  capacity  for  employing 
300  workmen  and  turning  out  thirty 
millions  of  brick  a  year,  The  Gas 
house  engine  develops  20  horse  power. 
The  Calumet  Paint  Works  have  a  65 
horse  power  engine.  The  Pullman 
Iron  and  Steel  Works,  or  rolling  mills, 
have  engines  capable  of  developing 
2,000  horse  power.  These  works  can 
employ  250  men  and  turn  out  one 
hundred  tons  of  rolled  iron  a  day. 
The  three  transfer  table  engines  de¬ 
velop  156  horse  power.  The  Stand¬ 
ard  Knitting  Mills  have  a  60  horse 
power  engine.  Here  are  made  all 
kinds  of  hosiery  and  underwear  and  a 
hundred  operatives  are  employed. 
The  Terra  Cotta  Works  have  engines 
developing  160  horse  power.  They 
have  a  capacity  for  employing  a  hun¬ 
dred  operatives  and  manufaotur  ^  a 
porous  tiling,  much  used  in  the  rtl. 


THE  GREAT  CORLISS  ENGINE. 

This  remarkable  mechanism  is  a 
simple  condensing  engine  with  the 
Corliss  valve  gear  and  cut  off  adapted 
to  a  vertical  engine.  It  was  built  at 
Providence,  Rhode  Island,  by  Mr. 
George  H.  Corliss.  It  was  finished  in 
1876  and  required  seven  months  in 
building.  It  furnished  power  for  run¬ 
ning  the  machinery  at  the  Centennial 
Exposition  in  Philadelphia  in  1876, 
General  U.  S.  Grant  starting  the  en¬ 
gine  there.  At  the  close  of  the  Expo¬ 
sition  it  was  taken  back  to  Prov¬ 
idence.  It  was  purchased  by  Mr. 
George  M.  Pullman  in  1880  and  it  re¬ 
quired  a  train  of  35  ears  to  bring  it 
here.  It  was  set  up  in  its  present 
place  during  the  autumn  of  1880  and 
the  winter  of  1880  and  1881,  and  was 
started  here  for  the  first  time  April  5, 
1881  at  1  p.  m.,  in  the  presence  of  a 
concourse  of  visitors.  Miss  Florence 
Pullman  turning  the  valves  which  ad¬ 
mitted  the  steam  to  the  cylinders. 
None  who  were  present  can  forget  the 
clapping  of  hands  and  the  enthusiasm 
manifested  as  the  great  fiy  wheel  be¬ 
gan  to  move,  “starting”  the  Pullman 
ear  works.  The  engine  has  been  run¬ 
ning  successfully  since  that  date.  The 
total  weight  of  the  engine  is  700  tons. 

ENGINE  KOOm. 

The  engine  room  is  84  feet  square 
and  68  feet  high.  The  platform  upon 
which  the  engine  stands  is  twenty-six 
inches  above  the  floor  of  the  room. 

ENGINE  FRAME. 

The  engine  frame  is  shaped  like  the 
capital  letter  A,  and  ip  very  strongly 
braced,  and  the  height  from  the  floor 
to  the  top  of  the  walking  beams  is  40 
feet. 

THE  CYLINDERS. 

The  cylinders  are  40  inches  in  di¬ 
ameter,  affording  a  10  foot  stroke.  The 
steam  pipe  is  18  Inches  in  diameter. 
The  cylinders  are  jacketed  with  live 
steam,  and  the  ordinary  steam  pres¬ 
sure  carried  is  32  pounds.  The  iron 
piston  rods  are  six  and  one-eighth 
inches  in  diameter. 

WALKING  BEAMS. 

The  walking  beams  are  of  the  web 
pattern,  27  feet  in  length  and  9  feet  in 
width  at  the  center,  and  weigh  11  tons 
each.  The  length  of  the  connecting 
rods  is  24  feet  and  they  are  round,  ten 
inches  in  diameter  at  t^jie  center,  ta¬ 
pering  to  six  inches  in  diameter  at  the 
ends. 

THE  CRANKS. 

The  cranks  weigh  five  tons  each. 
The  diameter  of  the  crank  shaft  is  18 
inches  and  its  length  12  feet. 

THE  FLY  WHEEL. 

The  diameter  of  the  large  gear  fly 
.wheel  is  30  feet,,  the  width  of  its  face 
24  inches;  the  pitch  of  gear  five  and 
one-eighth  inches.  This  massive 
wheel  is  built  up  in  12  segments  and 
weighs  56  tons.  It  revolves  36  times  a 
ininute.  It  is  the  largest  gear  wheel 
in  the  world. 


power  is  applied  to  the  machinerv  in 
the  car  shops. 

HORSE  POWER. 

The  engine  was  rated  at  2,400  horse 
power  by  the  builder,  yet  it  is  easily 
capable  of  developing  2,500  horse 
power,  but  it  is  seldom  required  to 
work  beyond  half  its  actual  capacity  ; 
150  horse  power  alone  is  required  to 
turn  the  3,268  feet  of  shafting. 

CONDENSERS. 

The  style  of  condensers  is  the  “Jet." 
The  water  used  in  condensing  the 
steam  during  one  day’s  run  amounts  to 
about  300,000  gallons  and  is  taken  from 
Lake  Calumet.  The  temperature  of 
the  water  as  it  leaves  the  air  pumps  is 
ordinarily  110  degrees.  It  is  from  this 
water  that  the  little  artificial  Lake 
Vista  is  formed. 

AIR  PUMPS. 

The  air  pumps  are  of  the  bucket 
plunger  type,  cylinders  36  inches  in 
diameter  and  a  stroke  of  24  inches  ; 
they  are  operated  from  the  walking 
beams  by  connecting  rods.  The  va¬ 
cuum  obtainetl  is  28  inches.  The  pumps 
are  fitted  up  with  wood  packing  of 
the  Corliss  type.  The  valves  in  the 
air  pumps  are  made  of  rubber  and  are 
24  in  number.  The  suction  valves  are 
8  inches  in  diameter  and  the  dis¬ 
charge  valves  9  inches  and  all  are  of  a 
uniform  thickness  of  one  inch. 

STEAM. 

steam  is  supplied  to  the  engine  by 
two  steel  boilers  of  the  stack  of  12  in 
the  boiler  room.  They  are  horizontal, 
tubular  in  construction,  18  feet  in 
length  and  6  feet  in  diameter,  the 
flues  being  four  and  a  half  inches  in 
diameter.  The  grate  surface  for  each 
boiler  is  30  square  feet.  By  test  the 
evaporation  from  and  at  212  degrees 
is  ten  pounds  of  water  per  pound  of 
coal.  The  weight  of  water  evaporated 
per  horse  power  per  hour  to  supply 
steam  for  the  engine  is  15  pounds. 

The  cost  of  furnishing  power  for  the 
works  from  the  Corliss  Engine  is  three 
and  a  half  cents  for  each  horse  power 
for  ten  hours. 

FUEL. 

The  weight  of  coal  (bituminous) 
used  per  horse  power  per  hour  to  make 
steam  for  the  engine  is  two  pounds. 
All  the  sawdust  aud  shavings  of  the 
wood  machine  shop  are  burned  under 
the  boilers,  this  rubish  furnishing 
about  one  half  the  fuel  required  for 
making  the  steam  used  in  the  engine. 
48,961  tons  of  coal  were  delivered  by 
the  Pullman  railroad  during  the  year 
1888,  to  what  might  be  termed  the 
Pullman  interests  at  Pullman,  that  is, 
to  the  car  shops,  brickyards,  hammer 
shops,  engines,  and  for  steam  heating. 
Practically  the  Pullman  interests  here 
use  50,000  tons  of  coal  a  year. 

REPAIRS. 

In  1888  the  engine  required  one  new 
cylinder  head  and  one  new  piston 
head  which  were  made  by  Mr.  Corliss. 
In  1886  a  new  pinion  shaft  which  was 
built  ill  Pullman.  In  1886  one  n«w 
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Union  Foundry  &  Pullman  Ca^^Hce 
Works  have  engines  develop  in  W426 
horse  power  and  have  a  capaeit"  for 
using  250  tons  of  melted  iron  a  day, 
and  for  making  half  a  million  dollars 
worth  of  brass  finishings  a  year,  and 
for  employing  a  thousand  operatives. 
The  total  horse  power  of  all  the  steam 
engines  at  Pullman  to-day,  Nov.  8th, 


The  gear  fly  wheel  meshes  into  a 
pinion  wheel,  underneath  the  floor, 
which  is  10  feet  in  diameter,  and 
weighs  17,000  pounds.  The  diameter 
of  the  pinion  shaft  is  14  inches,  and 
the  diameter  of  the  tunnel  shafting 
varies  from  8  inches  to  5  and  it  is  3,268 
feet  in  length  and  carries  four  angle 
gears.  From  this  shafting,  by  means 
of  pulleys  and  two  miles  of  belting 


end  piW 

made  here.  In  1889  one  new  j 
head,  one  new  beam  end  pin,  and  one 
new  set  of  brass  bearings  were  all 
made  in  Pullman  One  outside  cylin¬ 
der  required  was  made  by  the  Rey¬ 
nolds  Corliss  Co.,  of  Milwaukee..  The 
engine  now  seems  in  as  good  condition 
as  when  first  started  here.  This  beau¬ 
tiful  engine  is  greatly  admired  by  vis¬ 
itors  from  every  country  of  the  globe. 


IPufalo  CCottnfv. 


TITESDAY.  EOVEMMEK  11.  1890 


LAST  OF  KAKTH. 


Obsequies  of  the  Late  Henry  a  Bill- 
iiiKs  of  the  Fulluiaii  Company. 

A  special  car  on  the  Erie  yesterday  morn' 
ing  transported  to  Hornellsville  a  number  of 
tbe  friends  of  the  late  Henry  8  'Billings,  di- 
Tision  superintendent  of  tbs  Pullman  Com¬ 
pany,  who  was  buried  there  at  1  o’clock  yes¬ 
terday  aftercoon.  The  funeral  was  held  at 
the  Episcopal  Church  with  Masonic  rites.  'The 
bearers  were  six  of  the  oldest  Pullman  porters 
in  uniform.  A  special  car  from  New  York 
brought  a  number  of  Erie  and  Pullman' 
oeBciala  Among  those  present  were  Division 
supeijntendents  James  Martin,  Philadel- 
pbia;  D.  H.  Martyn,  8t.  Louis;  W.  H.  Reed, 
Chicago;  J.  S.  Herril,  Baltimore;  W.  A. 
Ritchie,  District  Superintendent,  Montreal; 
Boyle  Irwin,  Philadelphia;  D.  W.  Morrison, 
Jersey  City;  J.  S.  Cibbons,  Communipaw;  J. 
Bently,  Long  Island;  J.  H.  Sims,  Jersey  City; 
J.  K.  Bennett,  District  Superintendent,  Buf¬ 
falo;  Mr.  Billings’s  Chief  Clerk,  Mr.  Wilson; 
J..F.  Richardson,  Omaha;  Supt.  C.  A.  Bruun, 
and  Master  Mechanic  George  Ross  of  tbe  Erie, 
Buffalo;  W.  C.  Rinearson,  General  Passen¬ 
ger  Agent  Erie,  New  York;  J.  W.  Buckley, 
General  Eastern  Agent  of  tbs  Erie,  New  York; 
Division  Passenger  Agents.'!'.  Seeley,  Elmira; 
B.  F.  Popple,  General  Agent  Chicago  &  Erie, 
New  York. 

!  Tbe  floral  tributes  ware  ha  ndsome  and  in 
^eat  abundance.  George  M.  Pullman  sent  a 
large  pUlow;  the  employees  of  Mr.  Billings’s 
division  a  large  anchor  surmounted  by  a  dove; 
a  pillow  came  from  the  Coleman  House,  Hor- 
^ellsvillo;  Gan.  Horace  Portar,  'Vioe-Presi- 
Fdent  of  the  Company,  sent  three  palms,  lied 
with  a  ribbon.  ' 

L-  - - - 

WISE  COMMENT. 

Ntrw  York,  Nov.  18.— -S>rriul  Telegram.— 
George  M.  Pullman,  of  Chicago,  said  here  to¬ 
day:  “If  the  wago-oaruers’  tariff  bill  had  been 
passed  six  moutlis  earlier  the  result  of  the 
recent  election  would  have  been  different. 
Tbe  Democrats  made  the  best  of  tbe  short 
time  left  for  disensaiug  the  law,  and  succeeded 
in  alarming  many  voters.  As  soon  as  the  law 
has  had  time  to  operate  fully  its 

benefioial  effects  will  bo  seen  and 
the  people  who  were  needlessly 

alarmed  will  no  doubt  regret  their  prematura 
action  in  condemning  the  measure.  The  idea 
that  such  a  law  could  be  put  into  operation 
aatisfactorily  in  a  month  was  simply  prepos¬ 
terous.  Our  legislators  in  Congress  evidently 
did  not  take  the  short  lime  between  the  pas¬ 
sage  and  tbe  election  into  oonsidoration.  A' 
timii  wave  of  apprehension  seems  to  have 
swept  over  the  country  and  resulted  in  Re¬ 
publican  defeat.  But  in  a  few  months  the 
sentiment  in  regard  to  the  law  will  change 
decidedly.  It  is  a  good  law,  and  will  help  the 
,  country.” 


TO  PEEACH  OX  WHEELS 


’  BISHOP  WALKER’S  CATHEDRAL  CAR. 

Unique  Way  of  Itrliiglng  the  Gospel  to  the 
Froiestaiit  Episcopal  Missions  .Scattered 
Tliroiigliout  North  Dakota— A  Prac¬ 
tical  ami  I'lircctlvo  Innovation. 


All  day  long  yesterday  Bishop  Walker, 
the  Protestant  episcopal  missionary  bishop 
of  North  Dakota,  was  in  his  new  and 
unique  cathedral  car  on  the  Baltimore  & 
Ohio  sidetracks,  south  of  the  passenger 
depot,  and  listened  to  words  of  praise,  con¬ 
gratulation  and  blessing  from  a 
passing  throng  of  visitors.  The 
bishop  is  a  tall.  well-proportioned 
man,  with  a  dark,  earnest  face 
and  gentle  manners,  and  he  did  not  seem 
to  weary  of  answering  the  monotonous 
questions  of  his  guests.  Five  years  ago 
Bishop  Walker,  having  then  been  mission¬ 
ary  bishop  of  North  Dakota  one  year,  con¬ 
ceived  the  idea  of  this  cathdral  car. 

“It  was  born,”  he  says,  “of  the  necessl- 
sities  of  the  situation.  North  Dakota  has 
been  settled  by  ttie  railroads,  which  were 
built  before  the  advent  of  the  people.  We 
have  consequently  a  great  number  of 


small  railroad  towns  too  small  to 
support  even  a  mission  church, 
but  containing  in  the  aggregate 

many  people  who  desire  or  may  be  won  to 
desire  to  worship  in  our  denomination. 
We  have  seventeen  churches  aud  about 
twenty-tive  missions  in  the  state,  but  tliey 
are  inadequate.  I  shall  start  for  North 
Dakota  to-morrow  or  the  day  after,  and 
shall  bold  the  first  service  in  the  cathedral 
car  about  one  week  from  to-day  near 
Fargo,  I  have  not  determined  exactly 
where.  I  intend  holding  service  every 
day  in  a  different  locality,  giving  the  peo¬ 
ple  about  ten  days  notice  in  advance.  I 
shall  have  no  assistance,  either  in 
religious  or  secular  work.  I  pro¬ 
pose  not  only  ts>  be  my  own  organ¬ 
ist,  but  my  own  porter.  Communion  will 
be  administered  arid  baptism  celebrated 
and  it  may  be  that  T  shall  be  called  upon  to 
repeat  the  marriage  service.  The  con 
summation  of  the  scheme  has  been  very 
easy.  I  liave  had  no  discouragement  to 
speak  of.  The  greater  part  of  the  money 
has  been  furnished  by  eastern  people.  The 
car  was  built  by  George  M.  Pullman,  who' 
was  more  than  generous  in  fixing  the 
price,  and  tliere  is  not  a  dollar  of  indebted¬ 


ness  on  it.  I  had  all  the  necessary  funds 
before  work  was  begun.  Owing  to  the  per¬ 
ishable  quality  of  the  cathedral,  it  will  not 
be  consecrated,  but  will  be  dedicated  in 
North  Dakota  as  soon  as  convenient.  I 
am  not  at  liberty  to  say  wliat  terras  the 
railroads  will  make  for  the  transportation 
of  the  car,  because  arrangements  have 
not  been  completed,  but  they  will  be  very 
liberal.  I  had  hoped  to  hold  the  first 
service  in  Chicago,  but  the  noise  in  th  is 
yard  renders  It  impracticable.  The  lect- 
tern,  altar,  altar  robe,  communion  robes, 
Bible— all  the  more  important  articles 
necessary  for  the  cathedral— are  memorial 
gifts.  The  daughter  of  General  Cass,  of 
Dakota,  gave  the  Bible,  the  Brooklyn 
church  the  communion  robes.” 

The  exterior  of  the  cathedral  car  is  fin¬ 
ished  in  very  dark  and  glossy  brown.  In 
the  center  of  the  interior  is  a  transept 
which  forms  the  cross  on  the  top  of  the 
structure.  Directly  under  the  transept  are 
the  words  "Church  of  the  Advent,"  and  under 
them,  near  the  bottom  of  the  car,  the  words 
“Catheilral  Car  of  North  Dakota,”  In  German 
text,  red  and  gold.  The  Inside  Is  done  In  nat¬ 
ural  oak,  very  neatly  and  modestly.  There 
la  a  bit  of  carving  of  small  sacred  symbols 
here  and  there,  and  each  panel  Is  Gothic.  The 
chairs,  of  which  there  are  seventy-five,  are 
oak,  light,  cane-seated  and  with  high  backs. 
The  tran.sept  and  the  altar  are  carved  oak, 
the  former  presenting  the  usual  eagle  and 
the  latter  the  figure  of  the  “Agnes  Del," 
beautifully  done.  The  altar-cloth  Is  red,  em¬ 
broidered  with  gold.  There  Is  In  one  of  the 
rear  corners  a  small  organ,  the  polished  oak 
of  which  conforms  to  the  other  furniture, 
and  on  the  chairs  are  bright  new  hymnals 
and  books  of  common  prayer.  The  whole  ef- 


TIIE  iNTEnion. 


feet  is  cheerful  and  happy,  there  is 
no  attempt  at  display— indeed,  the  at¬ 
tempt  to  avoid  display  Is  emphasized. 
In  the  forward  end  of  the  car  Is  the  roblng- 
rootn.  In  which  the  furniture  is  cherry  and 
mahogany.  There  arc  three  or  four  chairs,  a 
folding  bed  masquerading  as  a  secretary,  a 
brllli.int  new  brass  lainp  and  a  chest  of 
drawers  hidden  behind  a  mirror.  In  his 
easy  moments  the  bishop  should  bo  very  com¬ 
fortable. 

Tliere  is  nothing  like  the  cathedral  car  un¬ 
der  the  sun.  There  is  a  cathedral  ship,  under 
catholic  auspices,  on  the  Amazon,  and  for 
I  many  years  the  church  of  England  has  u,scd 
a  vessel  of  similar  character,  which  runs 
from  London  to  the  deep-sea  fishermen  of  the 
North  Sea. 


i 


His  Start  In  Life 

New  York  Sun:  “I  see  that  Bloomer  has  . 
made  a  big  haul  oat  West.  He  bought  a  tract 
of  land,  divided  it  into  small  lota,  and  sold 
them  off  at  a  big  profit.” 

“Bat  where  did  he  get  hie  money  to  atart 
1  witlif’ 

“He  worked  hla  ay  oat  thsra  at  a  portar  in 
a  Pullman  ear.” 
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PULLMAN 
DINING  GARS 


NOW  IN  SERVICE  UPON 

The  Vandalia  Line 

AND 


The  Pennsylvania  Lines 


Entirely  New  Pullman  Dining  Cars. 


The  old  dinere  ”  are  abandoned  and  entirely  new  Dining 
Cars,  embodying  the  latest  improvements,  equipped  with  every 
convenience,  furnished  in  exquisite  taste  and  fiilly  up  to  the 
incomparable  standard  of  excellence  constantly  maintained  by  the 
famous  Pullman  Company,  have  been  placed  in  service  upon  the 
Vandalia  and  Pennsylvania  Lines,  between  St.  Louis,  Indianapolis, 
Columbus,  Pittsburgh  and  New  York,  on  those  quick  and  popular 
trains: 

No.  6-No.  9-No.  20-No.  21. 

NO  MORE  BRIEF  STOPS  FOB  INDIFFERENT  MEALS !-You 
can  “faro  sumptuously  every  day,”  at  your  leisure  and  in  comfbrt 
while  rolling  across  the  country  at  forty  miles  an  hour,  upon  the 
Vestibule  trains  of  the  Vandalia  and  Pennsylvania  Lines,  in  the 
new  and  luxurious  Dining  Cars  of  the  Pullman  Company. 

By  a  recent  decision  of  the  United  States  Court,  the  patent 
Vestibule  cannot  be  used  on  other  than  Pullman  cars.  Particular 
attention  is  therefore  invited  to  the  fact  that  the  Vandalia  and 
Pennsylvania  Lines  are  operating  PULLMAN  Sleepinn  and  Dining 
Cars  which  are  properly  fitted  with  that  convenient  and  appre¬ 
ciable  device— the  PULLMAN  perfected  safety  Vestibule. 


Every  Day 

Leaves  ST.  LOUIS . 

No.  20. 

No.  6. 

8.00  p.  m. 

5. 1 5  a.  m. 
11.35  a.  m. 

7.15  p.  m. 
5.25  a.  m. 
6.30  a.  m. 
5.25  a.  m. 
8.00  a.  m. 

Leaves  INDIANAPOLIS  . 

Leaves  COLUMBUS . . 

Leaves  PITTSBURGH  . 

Arrives  BALTIMORE . 

Arrives  WASHINGTON . 

Arrives  PHILADELPHIA . 

Arrives  HEU  YORK  CITY . 

Every  Day 

T^ves  NEW  YORK  CITY . 

Leaves  PHILADELPHIA . 

Leaves  WASHINGTON . 

No.  21. 
. 2.00  p.  m. 

No.  9. 

6.30  p.  m. 
9.20  p.  m. 
7.40  p.  m. 
8.55  p.  m. 
7.10  a.  m. 
3.15  p.  m. 
11.00  p.  m. 
7.00  a.  m. 

Leaves  BALTIMORE . 

Leaves  PITTSBURGH . 

Leaves  COLUMBUS . 

. I.l5a.m! 

. 7  20  a  m 

Leaves  INDIANAPOLIS . 

1  00  p  m 

Arrives  ST.  LOUIS . 

. 7.40  p.’m.' 

FOR  SPECIAL  INFORMATION 


Please  call  upon  Agents  of  the  Line,  or  address  either  of  the  following  named  : 

J.  M.  CHE8BR0UGM,  Ass’t  General  Passenger  Agent, . St.  Lonis,  Mo. 

H.  B.  DERING,  Assistant  General  Passenger  Agent,...  Indianapolis,  Ind. 


J.  G.  RUPEE,  District  Passenger  Agent, . Colnrabns,  Ohio. 

E.  A.  FORD,  General  Passenger  Agent, . Pittsburgh,  Ph. 

VnVRTifBlP.W  KWK  IfiOO  * 


NOVEMBER  10th,  1800.  * 
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Short  Une; 


TELESCOPED  A  SLEEPER. 

Sections  of  a  Pennsylvania  Express 
Train  Collide  During  a 
Dense  Fog, 

Two  Passengers  Instantly  Killed  and 
Eighteen  Others  Snstain  Painfnl 
Injuries. 

The  Wreck  Takes  E'ire,  but  All  Es¬ 
cape  the  Flames— Placing  the 
Blame. 


^  •  AN  EARLY  MORNING  CRASH. 

PiTTsnuBO,  Pa.,  Nov.  14. — A  collision  oo- 
ourred  on  the  Pennsylvania  Railroad  near 
Florence,  Pa.,  shortly  before  7  this  morning 
between  the  first  and  second  sections  of  the 
■Western  express,  killing  two  passengers  and 
injuring  eighteen  others.  Only  two  in  the  car 
escaped.  The  killed  arc: 

Henry  D.  Minot,  No.  39  Court  street,  Boston. 

Mrs.  8.  H.  Angell,  No.  809  Twenty-first 
street,  Washington. 

The  injured  are: 

R.  8.  Delaney  and  wife,  Haymarket,  Va., 
very  seriously. 

J.  F.  Matthias,  Baltimore,  seriously. 

J.  Heilman,  'Washington,  internally. 

William  Rochester,  HoSman  House,  New 
Fork,  internally. 

O.  C.  Hex,  Providence,  R.  I.,  seriously. 

Hiss  M.  V.  Kellogg,  Richmond,  slightly. 

J.  W.  Hill,  Sunbury,  Pa.,  internally  injured; 
serious. 

William  Miller,  Allegheny  City,  Pa.,  very 
serious. 

Henry  McCormick,  engineer,  Ninevah,  very 
serious. 

Dr.  Wiehle,  slightly  hurt. 

Mrs.  Wiehle,  very  serious, 

A.  E.  Parrish,  Qnincy,  Ill. 

Hiss  H.  Welfare,  of  Cleveland. 

H.  8.  Hill,  of  Pittsburg. 

Samuel  Galle,  of  New  York. 

S.  W.  Weslio,  of  Boston. 

Mrs.  8.  D.  Williams,  of  Cleveland. 

E.  H.  Tigho,  of  Detroit 

The  accident  was  caused  by  the  heavy  fog, 
f  which  prevented  the  engineer  from  seeing  the 
first  section 

IN  TIME  TO  STOP 

his  train.  The  first  section  of  the  Western 
express  is  made  up  of  Pullman  sleepers  and 
day  coaches.  It  left  New  York  last  evening, 
and  was  due  in  Pittsburg  at  7:45  o’clock 
this  morning.  It  is  known  as  train 
No.  9.  At  Harrisburg  the  Washing¬ 
ton  sleeper  was  attached.  The  sec¬ 
ond  section  is  known  as  train  No.  7,  and  is 
composed  of  baggage,  express,  and  mail  cars. 
It  runs  immediately  behind  No.  9. 

The  first  section  was  duo  at  Now  Florence 
at  5:40  a.  m.,  but  it  was  0:37  when  the  train 
reached  that  station.  The  fog  was  so  dense 
,  that  the  engineer  did  not  notice  the  red  signal 
in  the  tower  till  after  he  had  passed.  He  then 
[  slowed  up  and  wont  back  for  his  orders.  He 
'  then  pulled  ahead  slowly.  In  the  meantime 
the  fiagman  of  No.  9  had  gone  back  to  signal 
No.  7.  He  has  not  been  beard  from  since,  and 
it  is  supposed  he  was  not  able  to  get  back  far 
enough  to  stop  the  second  section,  as  the  en¬ 
gine  of  No.  1  came  crashing  into  the  Wash- 
fogton  sleeper  Biscay,  telescoping  it  to  the 
distance  of  from  ten  to  twelve  feet.  The 


glue  of  No.  1  came  crashing  into  the  Wash- 
fogton  sleeper  Biscay,  telescoping  it  to  the 
distance  of  from  ten  to  twelve  feet.  The 
SX.EEFEB  CAUOBT  rlUB 

and  was  nearly  destroyed.  The  Acbetos,  the 
next  sleeper,  was  thrown  from  tho  track,  but 
not  badlv  damaged.  The  scene  following  the 
collisiou'  was  exciting  in  the  extreme.  The 
pabsougers  became  panic-stricken  and  in  their 
efforts  to  got  out  broke  the  windows  and 
crawled  through.  As  quickly  as  possible  tho 
passengers  in  the  unfortunate  Bisoay  were 
removed.  It  was  found  that  two  had  been 
killed  outright  ahd  eleven  others  more  or  less 


seriously  iujureo.  At  least  four  of  the  in- 1 
Jured,  it  is  thought,  will  die.  They  were  con¬ 
voyed  to  houses  in  the.vioinity  and  everything  | 
possible  done  to  relievo  their  suffering.  Tho 
uninjured  paesengers  arrived  in  this  city 
shortly  before  noon.  The  horror  and  fright  of 
the  passengers  in  tho  Biscay  as  the  engine 
plunged  Into  them,  was  added  to  by  the  fog, 
which  was  close  in  upon  them  and  made 
it  next  to  impossible  to  see  what  had  hap¬ 
pened.  The  car  caught  fire  mieedily,  but  tho 
passengers  were  removed  in  time. 

“Tho  hiss  of  tho  escaping  steam  in  tho 
wreckage  of  tho  car,  the  crackling  of  the 
fiames,  the  mingling  of  tho  rank  smoke  with 
tho  fog,”  said  the  porter  of  tho  Biscay,  “made 
the  most  awful  combination  you  could 
imagine.  There  were  the 

INJUUED  PABBENOEKS  SCUEAMINO 
and  groaning  and  those  that  were  not  hurt 
were  rushing  around  half  dressed,  almost 
wild  with  fright.”  .  ,  , 

Singularly  qnough  there  was  but  one  injured 
person  on  traiB  No.  7.  Fireman  Pitcairn  has 
a  serious  cut  on  his  head,  and  his  face  and 
lips  wore  split  open.  Engineer  Henry  Mc¬ 
Cormick  was  shaken  up  considerably, 

I  but  was  not  hurt  otherwise.  Dr. 

'Hamilton,  of  this  city,  and  his  as¬ 
sistant,  Dr.  Herron,  was  hurried  out  to  New 
Florence  on  a  special  train  with  A8.si8tant 
Bupoiuitendent  Trump.  In  tho  meantime 
several  physicians  from  Johnstown  had  boon 
sent  on  a  wreck  train  to  assist  the  doctors 
from  New  Florence  and  adjacent  stations  who 
had  already  taken  charge  of  the  injured.  At 
the  time  of  tho  accident  there  were  twenty- 
two  paesengers  in  the  car  and  tho  only  reason 
the  death  list  was  not  larger  was  because  a 
number  of  tho  passengers  from  tho  roar  end 
were  in  tho  wash-room  making  their  toilets. 
Mr.  Minot  was  sleeping  in  the  rear  section 
and  he  probably  never  knew  what  hurt  him. 
When  removed  from  tho  wreck  his  head  was 
crushed  into 

AN  VNBECOONIZABI.E  MASS. 

Mrs.  Angell,  the  other  victim,  was  caught 
between  the  upper  and  lower  berths  and' 
crushed  to  death. 

D.  C.  Willis,  of  Champaign,  Ill.,  lyas  in  tho 
car  Dalmatia,  tho  third  car  from  the  ill-fated 
Biscay.  Ho  said:  “I  was  lying  awake  in  ray 
berth  thinking  about  getting  up  when  I  heard 
a  crash  and  fSt  a  shock.  I  was  thrown  forci¬ 
bly  against  tho  side  of  tho  berth  but  was  not 
hurt.  I  jumped  out  end  dressed  hastily.  By 
tho  time  I  got  out  to  the  wrecked  oar  it  was 
burning.  The  wreck  was  most  complete. 
The  car  was  literally  reduced  to  splinters.  It 
is  a  wonder  to  me  that  any  one  over  got  out 

•  E.  H.  Tighc,  of  Detroit,  Mich.,  who  was  fc 
the  Biscay  was  thrown  out  of  the  oar  and  re¬ 
ceived  several  bruises.  When  ho  recovered 
himself  and  turned  to  tho  train  he  saw  but 
one  other  person  outside  of  the  car.  Tho 
engine  penetrated  the  car  to  within  ten  feet 
of  tho  end.  In  its  mad  'pl'h“80  every¬ 
thing  in  the  car  was  carried  before  it.  Ho 
said:  “A.S  I  looked  I  saw  steam  issuing  from 
tho  car  at  several  points,  but  whether  the 
engine  exploded  its  boiler  or  not  I  could  not 
tell,  for  the  car  and  the  machine  were  amal¬ 
gamated  into  one  horrible,  seething  caldron 
of  death.  I  boarded  tho  car  or  what  was  left 
of  it  from  tho  front  end  and  saw  C.  C.  Bex 
imprisoned  in  tho  wreck.  Two  fingei-s  were 
torn  off  and  a  log  badly  crushed.  He  travels 
for  B.  A.  Ballon,  of  I’rovidonco,  R.  I,  Ho 
cannot  live.  Mrs.  Angell  was  crushed  to 
death.  The  rear  end  of  her  berth  was  shoved 
forward  by  the  engine  and  she  was  crushed 
with  ii.  U.  8.  Delaney  and  wife  arc  a  bride 
and  groom.  The  occupied  tho  drawing  room. 
Tho  partitiou  Of  the 

BOOM  WAS  TELKSCOrED. 
aud  they  were  crushed  against  the  forward 
end  between  tho  two  partitions.  Their  logs 
are  badly  crushedj  and  w  hile  I  am  not  a 
plij’sioian,  my  Judgment  is  they  can  not 
five.  They  were  toiiderlv  taken  from  tho  oar 
and  transferred  to  the  station  at  New  Florence, 
where  every  attention  is  being  given  them. 
They  were  en  route  to  Duluth.  Miss  Welfare, 
of  Cleveland,  was  in  tho  lavatory  at  the  lime 
of  the  collision.  A  plate-glass  mirror  was 
shattered  and  pieces  lacerated  tlie  right  side 
of  her  face  badly,  but  she  was  otherwise  un¬ 
injured.  8he  was  taken  from  the  car  in  a 
fainting  condition,  but  recovered  and  was  able 
to  proceed  to  this  city.  I  did  not  believe  it 
possible  that  any  force,  no  matter  how  great, 
could  work  such  awful  havoc  as  that  ougin6. 
It  went  through  tho  car  toai-iug,  wedging, 
crushing  its  way.  When  the  bi^  machine  hit 
the  Biscay  it  broko  the  platform  aud  buffer 
aud  continued  through  tho  oar.  Whendt  pen- 
otratedas  far  ns  the  smokostaok  the  roof  was  j 
raised.  This  weakened  the  sides  and  sncli  i 
portions  of  the  car  were  foroed  ahoad  of  J 


tho  engine  were  shoved  to  either  side.  The 
shock  of  the  oollis'au  was  like  tho  firing;  of  a 
grsit  gun  and  then  continued  a  suocossiou  of 
grinding,  crushing  sonuds  like  the  firing  of 
mnskotry  in  battle.  I  do  not  know  bow  any 
ono  ill  that  oar  save  H.  8.  Hill  osoapod  alivA 
Ed  Lewis,  the  porter,  was  also  slightly 
scratched.” 

"I  was  sianJing  in  the  wash-room  of  the 
'  ‘Biscay’  waiting  for  my  turn  at  tho  basin,” 
said  Edward  Morton,  of  Indianapolis,  “when  I 
heard  a  terribly  crash.  I  turuou  uiy  bead  and 
saw  Iho  locomotivo  buried  half  wav  into  the 
car.  Tho  uo-vt  thing  I  knew  1  was  lying  pros¬ 
trate  on  the  tracks  outside.  Fortunately  I 
was  not  seriously  hurt,  aud  I  went  at  once  to 
the  assistance  of  tho  injured.  Clouds  of 
stoam  were  coming  out  of  Iho  oar,  but  I  don’t 
think  the  steam  burned  any  one.  I  nciped  a 
number  from  tho  burning  car,  and  from  my 
personal  observations  I  think  four  or  flvo  of 
tho  injured  will  die,  Tlio  wreck  was  tho  moat 
completo  and  most  frightful  that  could  he  im¬ 
agined.  1  never  believed  it  could  bo  so  com- 

H.  's.  Hill,  of  tills  city,  was  in  upper  No.  7 
when  tho  engine  crashed  into  tho  ear.  Ho  was 
lifted  np  and 

THllOWN  TWENTY  FEET 

across  the  rails  to  the  other  side.  Ho  then  lost 
coBSciousness,  and  knew  nothing  until  he  was 
picked  up  some  time  later. 

Tho  railroad  company  is  determined  to  sift 
the  matter  to  the  bottom  and  ascertain  the 
cause  of  the  accidout.  An  iiivosligatioii  look¬ 
ing  to  tliat  oud  is  now  in  progross  in  the 
private  office  of  General  8npurintendcnt  Pit- 

R.  8.  Delaney  and  wife  of  Haymarket,  Va., 
were  on  their  vreddiug  trip  and  both  sustained 
serious  injuries.  C.  C.  Hex,  of  Providence,  It. 
I.,  was  more  seriously  injured  than  at  first  sup¬ 
posed,  and  can  not  live. 

The  injured  passengers  and  tho.se  not  seri¬ 
ously  hurt  reached  this  city  about  1  o’clock, 
and  a  short  time  later  another  train  arrived 
with  the  remains  of  Henry  D.  Minot  and  Mrs. 
Angell. 

Flagman  Koiiutze,  who  started  back  to 
notify  the  second  section,  arrived  in  the  city 
this  afternoon.  He  claims  that  the  engineer 
of  No.  7  saw  the  signal  and  that  be  placed 
torpedoes  ou>  tho  track.  James  Moran,  the 
engineer  of  No.  9,  says  ho  had  stopped  for 
water.  Robert  Gould,  tho  conductor,  said 
that  tho  train  had  not  stopped  more  than  a 
rainnto  and  a  half  when  No.  7  crashed  into  it. 
If  this  is  truo  tho  fiagman  could  not  have  had 
time  to  go  back  very  far. 

Boston,  Nov.  14.— H.  D.  Minot  who  was 
killed  in  tho  accident  near  Now  Floreuoo  to¬ 
day,  was  41  years  old  and  had  no  family.  Ho 
was  born  in  Boston  but  has  Jived  in  8t.  Paul 
eight  years.  Ho  was  President  of  tho  Eastern 
Railroad  of  Minnesota  and  Director  of  tho 
Manitoba  Railroad.  His  father,  'William 
Minot,  and  his  brothers,  William  and  R.  8. 
Minot,  are  engaged  in  trust  business  here. 
He  came  East  frequently  and  was  formerly 
engaged  in  the  practice  of  law. 


Shv'. 


,  .Since  the  Milwaukoo  road  has  decided  to 
run  its  own  sleeping  cars,  the  Pullman  coni- 
l>any  is  sparing  no  pains  to  keep  up  its  pres¬ 
tige.  Yesterday  it  sent  out  on  the  Burlington 
(lliicaao  train  one  of  the  finest  sleeniiu'  onis 
that  has  ever  been  turned  out  of  its  shops. 
The  car  sent  out  last  night  was 
tlie  “Cabul,”  a  handsonio  12-section 
sleeper  finished  in  cherry  and  maroon 
embossod  plush.  Instead  of  the  carved 
wood  that  is  generally  used  in  cars  of  this 
kind,  embossed  plush  is  used.  The  smok¬ 
ing  and  wash  rooms  are  liandsomoly  fitted 
up  and  provided  with  easy  chairs.  In  the 
wash  room  not  a  bit  of  marble  is  used,  in 
its  stead  is  nickel  work.  The  car  is  car¬ 
peted  with  velvet  and  sections  of  11  and  13 
curtained  with  silk  plush.  This  car  is  one 
of  seven  which  will  be  used  on  this  run  and 
railroad  men  of  years  of  experience  say  that 
they  never  saw  its.^ual  before,  not  even  in 
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Chicago,  Milwaukee  &  St.  Paul  Railway. 


SLEEPING  CAR  DEPARTMENT. 


Chicago,  November  12,  1890. 


To  Sleeping  Car  Conductors  and  Porters: 

In  future  use  the  following  Line  Nos.: 


1  CHICAGO,  ST.  PAUL  AND  MINNEAPOLIS. 

Trains  1  and  4. 

Daily  each  way. 

C.  M.  A  St.  P.  430.  Totalise. 

loive  CHK'.VGl) _ _ -  5.30  i-.M.  Leave  MINNEAPOLIS . 

Arrive  ST.  PAUL _ _ L30  a.m.  Leave  ST.  PAUL - - 

Arrive  MINNEAPOLIS .  8.10  .a.m.  Arrive  CHICAGO - 


_ 7.30  p.m. 

_ 8.00  p.m. 

_ 9.30  .A.M. 


CHICAGO,  ST.  PAUL  AND  MINNEAPOLIS. 

Trains  3  and  3. 

Daily  each  way. 

C.  ^il.  &  St.  P.  430.  Total  430. 

11.00  p.m.  Leave  MINNEAPOLIS - 

1.50p.m.  Leave  ST.  PAUL--- . 

3.35  p.m.  Arrive  CHICAGO .  . 


Leave  CHICAGO - - - 

Arrive  ST.  PAUL - — 

Arrive  MINNE.APOLIS- . 


_ 3.30  p.m. 

. 3.00  p.m. 

. . 7.00  A.M. 


CHICAGO  AND  OMAHA. 

Trains  1  and  4. 

Daily  each  way. 


C.  M.  A  St.  P. 

Leave  CHICAGO  -- . - . ----  0.00p.m. 

Arrive  COUNCIL  HLUFFS . 0.15  a.m. 

Arrive  OMAHA - - --  0.45  a.m. 


400.  Total  400. 


Leave  OMAHA .  0.10  p.m. 

Leave  COUNCIL  HLUFFS _ 0.30  p.m. 

Arrive  CHICAGO . -  -  0.30  a.m. 


/3Z4 


4 


CHICAGO  AND  COUNCIL  BLUFFS. 


Trains  3  and  3. 

Daily  each  way. 

C.  M,  &  St.  P.  488.  Total  488. 

Leave  CHICAGO _ _ 11.10  p.m.  Leave  COUNCIL  BLUFFS . 13.:i0  p.m. 

Arrive  COUNCIL  BLUFFS _ 0.00  p.m.  Arrive  CHICAGO _ _ 7.15  a.m. 


5  CHICAGO  AND  PEAIRIE  DU  CHIEN. 

C.  ft  M.  7  and  2.  F.  d.  C.  3  and  2. 

West,  daily  except  Saturday.  East,  daily  except  Sunday. 

C.  M.  &  St.  P.  378.  Total  378. 

Leave  CHICAGO _ 7.30  p..m.  Leave  PRAIRIE  DU  CHIEN _ 7.30  p.m. 

Arrive  PRAIRIE  DU  CHIEN . 8.15  a.m.  Arrive  CHICAGO _ 7.00  a.m. 

Note — On  Sunday,  l(>ave  Chica<fo  11.00  p.m. 

6  CHICAGO  AND  DUBUQUE. 

Trains  3  and  3. 

West,  daily  except  Saturday.  East,  daily  except  Sunday. 

C.  M.  &  St.  P.  185.  Total  185. 

Leave  CHICAGO _ 11.10  p.m.  Leave  DUBUQUE _ _ 8.45  p.m. 

Arrive  DUBUQUE . 0.15  a.m.  Arrive  CHICAGO . . . 7.15  p.m. 


7  MILWAUKEE  AND  LA  CROSSE. 

Trains  3  and  2. 

Daily  each  way. 

C.  M.  &  St.  P.  190.  Total 

Leave  MILWAUKEE .  3.05a.m.  Leave  LACROSSE _ _ _ _ 8.15p.m. 

Arrive  LACROSSE . . 8.50a.m.  Arrive  MILWAUKEE _  3.45a.m. 

8  CHICAGO  AND  SIOUX  CITY. 

Trains  1  and  4. 

Daily  each  way. 

C.  M.  &  St.  P.  518.  Total  518. 

Leave  CHICAGO _ _ _ 0.00  p.m.  Leave  SIOUX  CITY .  .5.05  p.m. 

Arrive  SIOUX  CITY' . . . 10.30  a.m.  Arrive  CHICAGO . . 9.30  a.m. 
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DUBUQUE  AND  SIOUX  FAI.LS. 

Trains  1  and  4. 

West,  daily  except  Sunday.  East,  daily  except  Saturday. 

{'.  M.  &St.  P.  m  Total  :t(i8. 

Leave  DUHUgUE... . 8.0.'.  r.M.  Leave  SIOUX  FALLS _  ll.-W  p.M. 

Arrive  SIOUX  FALLS. . . IL.Wa.m.  Arrive  DUBUQUE _ _  7.0.il  .v.m. 

10  MIT.A'AUKEE,  ST.  BAUD  AND  MINNEAPOLIS. 


Trains  1  and  4. 

Daily  each  way. 

C.  M.  A  St.  P.  TU).  Total  liiU). 

Leave  MILWAUKEE _  8.10  pm.  Leave  MIXXEAPOLIS . . 7.30  p.m. 

Arrive  ST.  PAUL _ _ 7.:i0  a.m.  Leave  ST.  PAUL _ _ -  8.00  p.m 

Arrive  MIXXEAPOLIS . . 8.10  a.m.  Arrive  MIIAVAUKEE _ _ ()..')0  a.m. 

13  OHICAGO,  ST.  PAUL  AND  PORTLAND. 

C.  M.  8e  St.  F.  Trains  1  and  2.  IT.  P.  3  and  4. 

Daily  each  way. 

U.  M.  &  ST.  P.  410.  X.  P.  30o:!.  Total  24C;i. 

Leave  CHICAGO _ .'i.liO  p.m.  Leave  PORTLAXl)  . . 10.00  p.m. 

Arrive  ST.  PAUL _ 7.:t0  a.m.  Leave  TACOMA _ 7.00  a.m. 

Leave  ST.  PAUL _  8.1.7  A.M.  Arrive  ST.  PAUL _ 12.40  p.m. 

Arrive  TACOMA _ 10..')0  a.m.  Leave  ST.  PAUL  _ 2.00  p.m. 

Arrive  PORTLAXl) _  (i.iiO  p.m.  Arrive  CHICAGO -  7.00  a.m. 

14  LA  CROSSE  AND  JACKSON. 

Trains  1  and  4. 

West,  daily  except  Saturday.  East,  daily  except  Sunday. 

C.  M.  &  ST.  P.  215.  Total  315. 

Leave  LA  CROSSE _ 11.00  p.m.  Leave  .TACKSOX _ (1.20  p.m. 

Arrive  .lACKSOX _  8..50  a.m.  Arrive  LA  CROSSE _ _ 4.05  a.m. 


15  ST.  PAUL,  MINNEAPOLIS  AND  ABERDEEN. 

Trains  3  and  2. 

Daily  each  way. 

C.  M.  &  St.  P.  31)8.  Total  2!)8. 


Leave  ST.  PAUL _ _ 7.15  p.m.  Leave  ABERDEEX _  9.00  p.m. 

Arrive  ABERDEEX . 7.00  a.m.  Arrive  ST.  PAUL  . . 8..55  a.m. 
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ST.  PAUL  AND  ST.  LOUIS. 

Trains  I.  ft  M.  Div.  Nos.  2  and  102,  and  3  and  103.  K.  C.  Div.  41  and  44. 
la.  Cent.  2  and  1.  Watoasli  8  and  7. 

Daily  each  way. 

t'.  M.  &  St.  P.  1.57.  la.  Cent.  Iti.).  Wab.  271).  Total  001. 

Leave  ST.  PAUL . 0.1.5  .\.m.  Leave  ST.  LOUIS . . . 8.25  p.m. 

Arrive  OTTUMWA . . . 0.1.5  p.m.  Arrive  OTTUMWA . . 0.20  .\.m. 

Arrive  ST.  LOUIS. .  7.ii0  a.m.  Arrive  ST.  PAUL - - 0..30  p.m. 


18  ST.  PAUL  AND  MOBERLY. 

Trains  I.  ft  M.  Div.  Nos.  4  and  104  and  1  and  101,  K.  C.  Div.  42  and  43, 
la.  Cent.  4  and  3,  Wabash  2  and  3. 

South,  daily  except  Saturday.  North,  daily  except  Sunday. 


C.  M.  &.  St.  P.  157.  la.  Cent.  105.  Wab.  131.  Total  4.53. 


Leave  ST.  PAUL.. . . . 7.15p.m. 

Leave  MASOX  CIT  5’ . . . . 1 2. 35  a.  .m. 

Leave  HEDRICK . . 0..50  a.m. 

Arrive  MORKRLY . . . 12.01  p.m. 


Leave  MORKRLY . . 

Leave  HEDRICK _ 

Leave  MASON  CITY _ 

Arrive  ST.  PAUL _ 


_ 2.. 50  P.M. 


_ 8.40  P.M. 


// 
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SUPERINTENDENT. 
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TEEBIBLE  PLUNGE  THBOUGH  A  TBESTLE. 

Five  People  Killed  end  100  Injured  lu  s 
Railway  Wreck  In  Oregon. 

Sai:.eu,  Ore.,  Nov.  13. — Shortly  after  8:30 
o’clock  last  night  the  overland  Southern  Pa¬ 
cific  passenger  train,  south-bound,  went 
through  the  north  end  of  the  long  trestle  over 
Lake  Labish,  about  five  miles  from  Salem. 
The  trestle  must  have  given  way  as  soon  as 
the  engine  struck  it,  and  the  train  and  trestle 
all  went  down  together.  The  engine  was 
overturned  and  half  buried  in  the  mud.  Fol¬ 
lowing  this  were  tender,  mail,  baggage,  and 
express  cars,  smoking  car,  and  tourist  sleeper. 
All  were  broken  to  pieces  and  nearly  every 
passenger  on  the  train  was  injured.  Follow¬ 
ing  is  a  list  of  the  killed: 

JOHN  MoFADDEN,  engineer. 

TIM  NEAL,  fireman. 

C.  OREIBEL,  Milwaukee,  Wis. 

’’’WO  UNKNOWN  MEN. 

Ine  following  are  among  the  injured: 

C:apt.  Jack  Ceawpobd,  the  poet  scout,  bruised. 

Samuel  Anson,  New  York  City,  side  and  back 
sprained, 

Mrs.  T.  C.  Beehlet. 

May  and  Nellie  Boyle,  Missoula,  Mont. 

Wilson  Bebky,  North  Dakota,  injured  about 
throat. 

C.  M.  Barrow,  Ellsworth,  Eas.,  back  sprained. 

Fred  Waite,  Ellsworth,  Kas.,  internal  injuries. 

Dr.  Hammel  and  wife,  Philadelphia,  both  in¬ 
jured  about  spine.  They  were  returning  from  a 
trip  around  the  world, 

J.  L.  KufSkBLBE.  N^ah,  Wis.,  back  hurt. 

G.  G.  Newham,  PlsSsant  Forks,  Canada,  pain¬ 
fully  injured  about  the  throat. 

James  MoQaery,  United  States  Marshal,  Salt 
Lake,  Utah,  nose  broken,  leg  probably  broken, 
and  badly  injured  internally ;  feared  he  will  die. 

F.  M.  Mitchell,  Pennsylvania,  rib  broken. 

C.  Mitchell,  Pennsylvania,  leg  broken. 

H.  Churston,  Chicago,  back  injured. 

Mrs.  W.  P.  Hewitt,  Menasha,  Wis.,  right  arm 
broken  and  injured  in  back. 

A.  Weinbeiner,  Milwaukee,  Wis.,  injured  in 
back  painfully. 

N.  T.  Tirbell,  Boston,  slightly  injured  in  side. 

Miss  Minnie  M  aoncs,  Minnesota,  foot  sprained. 

Miss  Lottie  Maoncs,  injured  in  chest  and 
back. 

Elmira  Magnus,  hurt  in  back  and  side. 

George  Magnus,  slightly  injured. 

James  Magnus,  slightly  injured. 

Gideon  Kellogg,  Chicago,  knee  sprained. 

Olap  Ekaahl,  Minnesota,  chin  badly  cut  and 
otherwise  bsdiy  bmiSed. 

John  Schenckel,  Denver,  foot  smashed. 

The  train  carried  over  100  persons,  nearly 
all  of  whom  were  more  or  less  injured. 

'  The  first-class  day  coach  was  saved  from 
i  going  over  by  alighting  with  the  front  end  on 
an  old  tree  broken  olf  about  even  with  the 
trestle.  The  seats  in  the  car  were  every  one 
broken  to  splinters,  and  the  partitions  in  the 
:  car  were  broken  into  kindling-wood.  Then 
followed  the  smoker,  the  seats  in  which  were 
nearly  all  broken.  Next  was  the  tourist  sleep¬ 
er,  in  which  were  some  twenty-five  or  thirty 
passengers.  Of  this  number  only  three 
'  were  uninjured.  Next  was  the  Pullman  car 
Alatia,  with  seventeen  passengers,  and  only 

•  three  escaped  without  injury.  The  next  and 

•  last  car  was  the  Pullman  Roseburg,  in  which 
were  fifteen  passengers ;  only  four  of  these 
escaped  with  slight  bruises.  In  the  smoker 
and  day  coaeh  every  seat  was  occupied. 

The  mail,  express,  and  baggage  ears  over¬ 
turned. 

It  is  thought  the  accident  was  caused  by 
the  removal  of  a  rail  and  that  the  work  was 
done  by  tramps.  It  is  probable  several  of 
the  injured  will  die. 

The  Coroner’s  jury  returned  a  verdict  this 
evenmg  that  the  accident  was  the  result  of  an 
unsound  and  unsafe  bridge,  and  that  the 
Southern  Pacific  company  is  guilty  of  ciim- 
inal  negligence  in  allowing  such  a  structure  to 
stand  and  be  used  for  the  passage  of  trains. 

Ijouisvii.lb,  Ky.,  Nov.  13. — Near  Millers- 
burg,  Ey.,  at  6:30  this  morning  a  passenger- 
train  ran  into  a  hand-car  on  which  Were  five 
ixaok-repairers.  James  Finley  was  instantly 
killed«i  John  Oarrady  had  his  legs  cut  off,  and 
the  other  thre^  received  injuries  that  may  ter-  ^ 
minate  fatally.  The  fog  was  so  dense  that  the  ; 
;  engmeez  did  not  see  the  hand-car  until  it  was 
tooUte.  ,  ' 


Pullman’s  Palace  Car 


Company. 


GENERAL  SUPERINTENDENT’S  OFFICE. 

Chicago,  Nov.  15th,  1890. 


CIRCULAR  No.  39. 


Mr.  J.  M.  Smith  is  hereby  appointed  District 
Superintendent,  with  office  at  Dearborn  Station,  Chicago, 
Ills.,  vice  Mr,  P'.  H.  Crane,  transferred. 
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Pullman’s  Palace  Car  Co. 

DIV.  SUPTS  OFFICE. 

NOV  14  1890 


raA  TELEQBA^r,  SITOTAY,  yOVEMBEB  9,  1890. 


ffectiouate 


worth  both  as  a  cumpauion  and  citizen.  Al¬ 
though  spending  little  time  in  tliis  city,  Mr. 
Billings  was,  nevertheless,  greatly  interested 


was  horn  at  Waterford,  Me.,  June  12,  1833, 
"»d  was,  therefore,  fifty-seven  years  of  age 
at  the  time  of  his  death.  He  began  his  rail¬ 
road  life  as  a  sleeping  oar  conductor  on  the 
Erie  road,  when  that  corporation  conducted 
its  own  line  of  sleeping  cars.  Soon  after  he 
entered  the  service  of  the  Erie  he  was  ap¬ 
pointed  assistant  to  W.  E.  Barr,  who  was 
then  superintendent.  Mr.  Billings  contin¬ 
ued  in  his  position  until  the  year  1870,  when 


luperiutendeut  of  the  eastern  division  of  the 
Pullman  Palace  Car  company,  which  he  held 
at  the  time  of  his  death.  He  was  married 
September  26,  1860,  to  Eoxaua  Caswell,  at 
Boston,  but  bad  no  children  of  bis  own  ex¬ 
cept  by  adoption.  His  wife  and  children, 
his  sister,  Mrs.  D.  W.  Morrison,  of  Jersey 


was  a  member 
F.  and  A.  M., 
be  buried  in 


if  this  city.  His  remains  will 
Hope  cemetery,  the  funeral 
ring  next  Monday  afternoon 


THE  LATE  H.  S.  BILLINGS. 
Superiiitendcut  ot  the  Pullman  Palace  Car  Company. 


Duke  PulliiiBn  on  the  Result. 

It  remained  for  Grand  Duke  George  M. 
Pullman,  of  Ullnols,  to  give  the  McKinley 
monstrosity  a  new  name.  Interviewed  at 
♦v...  nr,  tVio  of  the  recent  land- 


General  superinteiidunt  of  the  Ihillman  Palace 
Car  company. 

Sas  Fkancisco,  Not.  7. 

Wo  all  sVmijatliizo  with  you  and  yours  in  your 
hcrSavemcbt.  J.  P.,Mu£aA!(, 

lupsrintendyiit  of  Western  division,  ban  Fran-  ' 
oieoo. 

N«w  Yobk,  Nov.  7. 

Employes  in  New  York  oltlco  extend  earnest  i. 
sympathy  at  the  loss  of  ronr  noble  hanhand  and  i 


oral  purchasing  agent;  J.  H.  Wicks,  second  vice- 
presidout;  J.  K.  Bennett,  agent,  Bnlfaln. 

WILl,  ATTEND  MB.  BIDtlNUS’S  EUNEBAL. 

Hobnellsvidle,  N.  Y..  Nov.  8.— A  special 
car  on  train  No.  3  Monday  morning  will 
bring  to  this  city  a  large  nnmber  of  Erie 
and  other  railroad  officials,  who  come  to  at¬ 
tend  the  funeral  of  the  late  H.  S.  Billings. 


earlier  the  result  of  the  recent  election 
would  have  been  different.” 

The  “wage-earners’  tariff  biU*i8  exceed¬ 
ingly  good.  No  doubt  his  highness  favors 
this  bill  because  it  Increases  the  wages  of 
Pullman  car  porters,  freeing  them  from 
the  necessity  of  depending  whoUy  upon 
the  donations  of  the  people  who  patronize 
his  lordship’s  perambulating  bed  houses. 


PitlHce  Car  Compuiiy.  | 

[.yprefo/  lo  the  Teletjrnm.] 
HoBNBl.i.8vn,i,E.  N.  Y.,  Nov.  8.— Henry  S. 
Billings  is  deiid.  This  sad  news,  though  we 
knew  the  end  was  very  near,  startled  the 
community  Friday  morning  as  much  as  ' 
though  it  were  unexpected.  There  is  noth-  ' 
ing  but  regret  and  mourning  on  every  hand 
Bliat  this  noble  man,  whom  it  seems  should 
Lave  spent  many  more  years  of  usefnlness 
among  ns,  should  have  been  cut  down  in 
the  prime  of  life.  Of  grand  physique, 
strong  and  muscular,  apparently,  he  suc- 
onmbed  to  disease  that  soon  ended  fatally. 
He  fought  a  good  fight,  hut  finally  gave  up  . 
the  struggle  and  resigned  himself  without  a 
murmur,  to  the  will  of  his  God.  Surround-  ^ 
ed  by  his  devoted  wife  and  family,  he 
peacefully  passed  into  the  great  unknown. 
Henry  S.  Billings  was  a  remarkable  man  in  [ 
many  particulars  and  a  shining  example  of 
what  brains  and  energy  will  accomplish 
when  projierly  applied.  Ho  started  out  in 
the  world  as  a  stage  conch  driver  and  at  the 
time  of  bis  death  occupied  one  of  the  most 
responsible  positions  within  the  gift  of  the  , 
great  Pullman  Palace  Car  company.  Among 
the  hundreds  of  men  who  wore  under  his  [ 


Pullman. 

The  Public  Library. 


Some  of  the  Literary  Treasures 
in  its  Departments. 


llixtory,  liiography.  Travel,  Poetry, 
Art,  lleliyion,  Philoxophy,  Litera¬ 
ture,  Science,  Fiction,  Political 
Economy,  Public  Dncamentx.Ja.- 
cenile  Books  and  Current  Peri- 
oelical  Literature. 


LIBRAllY  OPEN  TO  CITI- 
Z)^S  OF  SUKKOUNDINO 
TOWNS. 


s;Aj3^hQjBresing  and  Instructive 
^  '  Statement. 


BY  DUAXK  DOTY, 


THK  LIBRARY’S  IXFLT'KYCK  AND  ITS 
FUTIRK. 

Since  the  opening  of  this  library, 
April  nth,  18S3,  it  has  been  the  cen¬ 
ter  around  whicdi  art,  social  and  edu¬ 
cational  interests  have  united.  Amid 
its  beautiful  associations,  impulses 
toward  a  broader  and  better  life  are 
but  natural.  It  uses  five  rooms  in 
the  s6uth  east  corner  of  the  second 
story  of  the  Arcade.  The  library  is 
the  personal  gift  of  Mr.  Puilman  to 
his  city.  About  eight  hundred  dilier- 
ent  persons  have  been  members  of  the 
library  since  its  organization  to  date, 
!Xov.  l.ith,  1800.  There  are  not  less 
than  live  readers  for  every  subscriber 
as  all  membei’s  of  a  household  read 
the  books  which  come  to  it.  In  addi¬ 
tion  to  the  reading  done  in  the  c 
lating  department,  seventy  papers 
and  periodicals  bring  many  readers  to 
the  rooms,  while  all  departments  of 
the  library  are  consulted  at  the  libra¬ 
ry  table.s.  The  following  statement 
exhibits  the  number  of  books  taken 
from  the  circulating  department  dur¬ 
ing  tile  years  indicated  : 

BOOKS  BRAWX  FROM  THE  LIBRARY 

In  the  A'ear  1883,  43(50  volunn 

••  ■  “  1884, 

“  ••  188.1, 

“  “  18H6, 

“  “  1887, 

“  “  1888, 

“  "  1889, 

“  “  1890. 

The  nuniber  of  books  now  in  the  li¬ 
brary,  inclusive  of  pamphlets  and  vol¬ 
umes  of  unbound  magazines,  closely 
approximates  7,000,  of  which  .1, 130  com¬ 
prise  the  first  gift  from  Mr.  Pullman, and 
tlie  additions  have  been  made  largely 
by  him.  ■  Small  donations  from  mem¬ 
bers  of  congress  and  from  citizens  and 
others  have  been  received.  There  has 
been  a  steady  increase  in  the  propor¬ 
tion  of  books  upon  science,  fravel  and 
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DEPARTMKXT  OF  HISTORY. 

The  department  of  history  is  rich  in 
choice  eilitions  of  Standard  authors, 
and  embraces  4.30  volumes.  The  liis- 
tory  of  the  Uniteil  States  is  represent¬ 
ed  in  too  volumes,  including  such  au¬ 
thors  as  Bancroft,  Irving,  Lossing, 
Palfrey,  Wilson,  Parkman,  Draper,  the 
American  Statesmen  Series  and  Lord’s 
Beacon  Lights  of  History,  Sixty-five 
volumes  upon  England  including  the 
authors  Hume,  Macauley,  Buckle, 
Eroude,  (lladstone,  Keightley  and 
Lecky.  The  histories  of  Rome  include 
the  authors  (iibbon,  Arnold,  Morivale, 
Liddell  and  Napoleon.  Thirty  vol¬ 
umes  upon  France  include  such  books 
as  ( loot!  win’s  France,  Thier's  Frencli 
Revolution,  White’s  France,  Lamar¬ 
tine’s  (rirondists,  Snnle's  Huguenots 
and  .'Ybbot’s  Napoleon  at  St.  Helena. 
Among  tlie  other  subjects,  the  library 
lias  thirty  volumes  uiion  (ireece,  fif¬ 
teen  upon  Sp.'iin,  ten  on  the  Crusades, 
ten  on  the  Netherlands,  ten  on  the 
history  of  Civilization,  ten  uiion  Scot¬ 
land,  ten  upon  Ireland,  ten  upon 
Mexico,  fifteen  upon  the  Canadas, 
twenty  upon  other  countries  of  North 
and  South  America,  and  fifty  upon 
general  Ancient  hi.story. 

DKPARTMKXT  OF  BIOORAPHY. 

The  273  volumes  of  biography  em¬ 
brace  30  books  relating  to  distin¬ 
guished  women,  such  as  the  Memoirs 
of  Mary  Sommerville,  Memoirs  of 
Madam  Recamier,  Empress  Jo.sephine, 
etc.  The  230  liiographies  of  men  in¬ 
clude  such  books  as  lives  of  Washing¬ 
ton,  .Teffer.son,  Webster,  Frankiin, 
Jackson,  Voltaire,  Columbu.s,  Moham¬ 
med,  Cromwell,  Napoleon,  (Tlad.stone, 
Dickens,  Crant,  Stephen.sou,  Scott 
and  many  others. 

DEPART.MICYT  OF  TRAVEL. 

The  collection  comprises  300  vol¬ 
umes  of  tile  best  books  of  travel,  such 
as  those  of  Burton,  Speke,  Livingstone 
Schweinfurth,  DuChaillu,  Anderson, 
Cameron,  Long,  and  Stanley  upon 
Africa.  On  another  shelf  may  be  seen 
Dr.  Schlieman’s  Ilion,  Vhin  Lennep's 
Bible  Lands,  Bartlett's  Egypt,  D'Al- 
berti’s  New  Guinea,  V'incent’s  Land  of 
the  White  Elephant,  Ellis’  Mada;,'a.<- 
car,  etc.  Upon  another  sheJf  i  r  i 
choice  recent  books,  such  as  Days  in 
North  India,  Transatlantic  Sketclii‘s. 
the  Nile  Journal.  Arnold’s  Through 
Persia,  Wallace’s  Malay  Archipelago, 
Did.’haillu’s  Land  of  the  Midni'dit 
Sun,  Ewbanks  Brazil,  Hare's  Days 
Near  Rome,  and  his  Walks  in  London, 
Cox’s  Search  for  Winter  Sunbciims, 
Hay’s  Castilian  Days,  Dana's  to  Cuba 
ami  back,  I’ike’s  Sub-tronical  Ram 
bles,  Moyers’  Remains  of  Lost  Empire.s, 
and  Castelar’s  t)ld  Rome  and  New  It¬ 
aly.  There  are  a  hundred  volumes  of 
travel  in  America  made,  up  ,of  such 
books  as  Sporting  Adventure.s  in  the 
West,  Squier's  Nicaragua.  JIarcy’s 
Army  Life  on  the  Border,  Gilmore’s 
Prairie  and  Forest,  Todd’s  Sunset 
Land,  Hallock’s  Fishing  Tourist,  Or¬ 
ton’s  Andes  and  Amazon,  Butler’s 
Wild  North  Land,  Mrs.  Stowe’s  Pal¬ 
metto  l.*‘aves,  Wliymper’s  Alaska,  to¬ 
gether  with  the  volumes  of  Franklin, 
Richard.son,  Hayes,  Hall,  Tyson  and 
others  upon  Arctic  discovery  and  ex¬ 
periences.  The  volumes  maybe  class¬ 
ified  ns  follows  :  Travels  in  North 
America  and  Mexico,  100  volumes;  in 
South  and  Central  America,  30  vol¬ 
umes;  in  Africa  20,  in  Italy  15,  in  Ar¬ 
abia  1.3,  Greece  10.  Eg'  t't  10,  Palestine 


PKPARl'.MEXT  OF  SCTEXCK. 

Tills  department  is  rich  and  valua¬ 
ble,  the  books  all  being  by  eminent 
authors,  and  of  recent  date  or  revi¬ 
sion.  The  shelves  now  contain  COO 
volumes.  In  the  branches  of  ethnolo¬ 
gy  and  anthropology  may  be  seen 
such  works  as  Rau  s  Early  Man  in 
Europe,  Lubbock’s  Origin  of  Civiliza¬ 
tion,  Darwin’s  Origin  of  Spwies  and 
the  Descent  of  Man,  Haeckel’s  Evolu¬ 
tion  of  Man,  yuatrfages’  Human  Spe¬ 
cies,  and  other  books  of  equal  value. 
Among  the  30  volumes  in  natural  his¬ 
tory  are  books  of  the  classof  Darwin’.s 
Voyage  Round  the  AVorld,  Wallace’s 
Di.stribution  of  Animals  and  his  Isl- 
aml  Life  and  Malay  Archipelago, 
Lubbock’s  Ants,  Bees,  and  Wasiis  ;the 
Ocean,  the  Universe,  etc.  There  are 
twenty-five,  voluities  upon  botany, 
such  as  Emerson’s  Trees  and  Shrubs 
of  Massachusetts,  Darwin's  Insectiver- 
ous  Plants  and  Different  Forms  of 
Flowers,  nine  volumo.s  of  Rand  and  a 
number  of  general  treatises.  There 
are  twenty  books  uiion  education  in¬ 
cluding  Bain’s  Education  as  a  Heienee, 
8pencer’s  Education,  Methods  of 
Study,  School  Economy,  Kingsley’s 
Health  and  Education,  Garfield  aiid 
Education,  (hilture  Demanded  by 
Modern  Life,  and  other  works.  The 
science  of  cliemistry  is  i-epresented  by 
twenty  volumes  including  one  Enc\L 
clopedia  of  chemistry,  Regn.-iults  Che-.li- 
istry,  Liebig’s  Agrimilnntil  t.'hemis- 
try,  Vogel’s  Chemistry  of  liglit,  and 
.several  of  the  liest  g'enerc.l  treati.ses  on 
the  subject.  The  seietiee  of  astrono¬ 
my  has  twenty  volumes,  inciuding  the 
best  popular  books,  such  a.s  fjockyer's 
Solar  Pnysics,  Young  o.f  t!ie  San,  .-ind 
.six  of  Procter's  books,  .such  as  Otlier 
Worlds  than  Ours,  tlic  Expanseoi  tl’.o 
Heavens,  the  Moon,  etc. 

The  subjects  of  light,  heat,  color, 
sound  and  every  phase  of  meciianics 
are  well  represented,  i’ainters,  work¬ 
ers  in  wood,  iron,  steel  and  biass,  can 
llnd  here  the  richest  stores  of  iid'orma- 
tion  upon  their  special  work.  Among 
the  sets  of  books  may  lie  menrioned 
the  International  (Scientific  riorics. 
Tile:  o  are  30  volumes  upon  anatomy, 
physiology,  foi.-d  and  health  ;  ten  up¬ 
on  steam  and  the  steam  engine,  ami 
tifteen  ujion  electricity,  inciuding 
tho.a!  of  Prescott.  Gordon,  Maiei’,  Cav¬ 
endish,  Draper  and  Maxwell,  also 
standard  wortis  upon  bisiting,  games 
and  phv.siciii  exeici.st's.  S'.ipidement- 
ing  these  ca.se.s  is  ii  comi'lete  set  of  tiie 
bound  volumes  ot  the  Popular  8tcience 
Motitiilv.  T  nere  are  al.so  valu.able 
public  document!',  and  luiblicatioiis 
by  the  timith.sonian  Institute.  All 
judges  of  (looks  say  th  it  the  collection 
of  books  in  this  department  could  not 
be  l.'etter. 

LITERARY  PKPARTMEXT. 

There  are  .3(K)  books  in  these  cases, 
and  thev  include  such  volumes  as 
those  of  Emerson,  Whipple,  Thoreau, 
Ijoxvell,  Holmes,  Ticknor,  the  speeches 
of  Webster,  the  writings  of  Madi.son, 
akso  tho.se  of  Burke,  Adilison,  Mon¬ 
taigne,  DeQuincj’,  Boytl  and  Taine, 
Southey,  Carlyle,  aiul  the  Country  Par¬ 
son,  and  choice  books  in  French. 
Books  ujKm  words  and  language  are 
also  placed  here,  such  lus  MuUor's 
Chips  from  a  German  Worfehop, 
Whitney’s  Oriental  and  IJiiguistic 
Studies,  Ijanguage  and  th^stufly  of 
I. 'TiB-imvi  M’dirr’-s  Lan- 

•  White'- 


history  taken  from  the  HDtary.  The 
rooius’have  been  used  for  elasses  in 
French  and  (iernian,  stenopraphy,  sci¬ 
ence  and  general  literature,  also  for 
classes  in  drawing,  painting  in  oils  and 
in  water  colors,  ns  well  as  for  meet¬ 
ings  of  some  of  the  social  literary  and 
dramatic  clubs.  There  liave  also  been 
many  lectures  upon  scientific,  literary 
and  philo.sophical  subjects. 

IN  QENKKAL. 

All  who  are  eomijetent  to  judge 
unite  in  saying  that,  for  the  number  of 
volumes,  this  collection  of  books  can¬ 
not  be  excelled.  The  library  is  not 
only  carefully  and  thoroughly  cata¬ 
logued  by  authors  and  subjects,  but 
there  is  an  extensive  T-atalogue  of  its 
contents  hiiving  about  30,000  refer¬ 
ences  so  that  an  investigator  has  the 
resources  of  the  library  at  once  at  his 
service. 

The  book  cases  and  furniture  show 
few  if  any  traces  of  wear  and  appear 
ns  bright  as  when  put  into  their  places. 
The  fresco  painting  upon  walls  and 
ceilings  seems  to  brighten  with  time. 

By  far  the  most  huportant  product 
of  any  social  order,  or  of  civilization 
itself,  is  a  man.  Everything  wdiich 
tends  to  improve  men,  to  enlarge  their 
minds  and  hearts,  like  universities,  li¬ 
braries  and  art  galleries,  pay,  indirect¬ 
ly,  the  largest  dividends.  A  few  broad 
men  seem  to  recognize  this  truth  ov'en 
in  this  nickel  hunting  age.  Wealth  it¬ 
self  is  only  one  of  the  products  of  in¬ 
telligence,  and  its  creation,  increase 
and  preservation  by  a  peopie  depend 
upon  intelligence  and  enlightenment. 
In  these  alcoves  stand  embalmed  the 
better  selves  of  the  greatest  and  wisest 
of  earth,  and  their  companionship  is 
peaceful  and  ennobling,  wisely  leading 
and  guiding  us  toward  all  that  is  best. 

PAPERS  AND  PERIODICALS. 

The  library  is  not  entirely  free,  a  fee 
of  twenty  five  cents  a  month,  or  less 
than  a  cent  a  day,  is  charged  for  mem¬ 
bership. 

That  anv,  who  are  not  yet  familiar 
with  the  character  and  variety  of  the 
valuable  collection  of  books  that  com¬ 
pose  the  Pullman  public  library,  may 
obtain  a  better  idea  of  this  mine  of  lit¬ 
erary  and  intellectual  wealth,  we  will 
present  a  summary  of  its  contents. 
The  citizens  of  Pullman  and  those  of 
surrounding  towns  are  entitled  to  its 
privileges.  Upon  the  tables  of  the 
reading-rooms,  all  the  daily  papers  of 
Chicago,  as  well  as  some  from  other 
cities,  are  found  ;  leading  weekly  pa¬ 
pers  like  the  Observer,  Independent, 
Puck,  Judge,  London  Oi-aphic  and 
News,  Harper’s  Weekly,  Leslie’s  Week¬ 
ly,  The  Bazar,  Young  Folks,  Scientific 
American,  the  Nation,  and  journals  of 
this  class  ore  also  received  there. 
Among  the  magazines  will  be  found  the 
Atlantic,  Harper,  The  Century,  North 
American  Ueview,  The  Forum,  Scrib¬ 
ner’s  Monthly,  Nature,  Electric  World, 
Railway  Gazette,  Railway  Age,  Rail¬ 
way  Appliances,Street  Car  Journal.  In¬ 
dustrial  World,  Contemporary,  Re¬ 
view,  Popular  Science  Monthly,  Nine¬ 
teenth  Century,  and  Fortnightly  Re- 
rtew  and  others.  For  less  than  one- 
half  of  the  cost  of  a  daily  paper,  the 
reader  has  access  here  to  all  tne  best 
literature,  and  the  use  of  the  treasures 
of  the  library.  There  are  full  sets,  in 
bound  volumes,  of  Harper’s  Magazine, 
The  Atlantic,  Science  Monthly,  Lip- 
plncot’s  Magazine  and  other  peri¬ 
odicals.  ^ 


key  and  the  East  15,  Siberia  4,  Jour¬ 
neys  Upon  the  Water  14,.  This  de¬ 
partment  presents  a  complete  picture 
of  all  the  people  and  countries  of  the 
world. 

POETRY. 

This  department  has  300  volumes 
and  embraces  the  best  English  and 
American  authors.  It  has  70  volumes 
of  the  Riverside  edition  of  the  Brit¬ 
ish  poets,  and  31  volumes  of  poems  of 
places.  In  addition  to  these  there  are 
the  latest  editions  of  Tennyson,  Poe, 
Emerson,  Longfellow,  Bryant,  Lowell, 
Holmes,  Aldrich,  Saxe,  Taylor,  Hay, 
Stedman,  Stoddard,  Bret  Harte,  Reed, 
Trowbridge,  Lucy  Larcom,  Mrs.  Spof- 
ford,  Celia  Thaxter,  Edna  Dean  Proc¬ 
tor  and  others.  There  are  also  sever¬ 
al  collections  of  minor  poems,  such  as 
the  Poets  and  poetry  of  Europe,  Cy¬ 
clopedia  of  British  and  American  po¬ 
etry,  Household  book  of  poetry,  and 
the  Poets,  and  poetry  of  Scotland. 

There  are  many  large  and  beauti¬ 
fully  printed  volumes  such  as  Bryant’s 
Translation  of  Virgil’s  iEneid,  and 
Taylor’s  of  Goethe’s  Faust.  There  is 
very  little  wanting  in  this  admirable 
collection  of  the  poets. 

ART  DEPARTMENT. 

The  cases  of  this  department  con¬ 
tain  373  volumes.  Nearly  half  of  the 
books  on  these  shelves  are  of  a  miscel¬ 
laneous  character  such  as  Hawthorne’s 
Works,  Little  Classics,  Modern  Class¬ 
ics,  Dickens’  Househokl  Words,  etc. 
The  books  are  beautifully  bound  and 
are,  ;in  appearance,  in  keeping  with 
the  books  upon  Art,  Upon  these 
shelves  may  bo  seen  a  complete  set  of 
Ruskin,  five  volumes  of  Artists  Biog¬ 
raphies,  Famous  Sculptors,  Winkle- 
man’s  History  of  Ancient  Art,  Prime’s 
Pottery  and  Porcelain,  Lubke.s  Histo¬ 
ry  of  Art,  Furguson’s  History  of  Arch¬ 
itecture.  Art  at  Rome,  together  with 
volumes  of  lectures,  manuals,  and 
special  treatises. 

RELIGIOUS  BOOKS. 

These  cases  contain  220  volumes, 
and  among  them  may  be  seen  ten  vol¬ 
umes  of  the  Annals  of  the  Pulpit, 
Sheeld’s  History  of  Christian  l>oc- 
trine,  Blackburne’s  History  of  the 
Christian  Church,  the  Life  and  Epis¬ 
tles  of  St.  Paul,  Stevens’  History  of 
the  M.  E.  Church,  Renan’s  Lives  of 
Jesus,  St.  Paul  and  the  Apostles,  Mil- 
man’s  History  of  Latin  Christianity, 
D’Aubigne's  History  of  the  Reforma¬ 
tion,  Chinese  Budhism,  Btiuiley’s  His¬ 
tory  of  the  Jewish  Church,  iSchaff’s 
Creeds  of  Christendom,  Huperiiatural 
Origin  of  Christianity,  Oriental  Relig¬ 
ions,  twenty  volumes  of  Swedenborg, 
ten  volumes  of  Barnes  Notes,  Fleet- 
wood’s  Life  of  Christ,  Farrar’s  Life  of 
Christ,  Pascal’s  Letters,  Swing’s  Truths 
of  To-day,  Clark’s  Common  Sense  in 
Religion,  and  many  other  standard 
and  valuable  works. 

DEPARTMENT  OF  PHILOSOPHY. 

This  department  at  jiresent  con¬ 
tains  only  fifty  volumes,  but  they  are 
all  standard  works  upon  mental  and 
moral  philosophy.  The  shelves  con¬ 
tain  such  work  as  Jowett’s  Plato,  Mc- 
Cosh’s  Scottish  Philosophy,  Lewes’ 
Problems  of  Lifeund  Mind,  I’orter’s 
Human  Intellect?  Examination  of 
Hamilton’s  Philosophy,  volumes  upon 
logic,  by  Mill,  Bain  and  McCosh, 
Fiske’s  Cosmic  Philosophy,  Bain’s 
Mental  Science,  together  with  a  num¬ 
ber  of  special  treatises. 


^age,  'W ords  and  their  ^ 

Uses,  and  hlfl^ery-day  English.  Al¬ 
though  this  list  of  books  is  not  large, 
it  is  composed  wholly  of  gems. 


This  case  has  100  volumes,  but  they 
are  such  books  as  Blackstoue’s  Coiii- 
mentaries,  Kent’s  Commentaries, 
Bouvier’s  Law  Dictionary,  Cushing’s 
Law  and  Ih-actice  of  Legislative  As¬ 
semblies,  Walker’s  American  Law, 
Wcjolsey’s  Politiwvl  Economy,  Lieber’s 
Civil  Liberty  and  Self  Government, 
Whitney’s  Metallic  Wealth  of  the 
United  States,  Faucett’s  Political 
Economy,  Adam  Smith’s  Wealth  of 
Nations,  Lieber’s  Political  Ethics, 
Woolsey’s  Internatitmal  IjRw,  Mill’s 
Political  Economy,  Walker’s  Science, 
of  Wealth,  Benton’s  Thirty  Years  in 
the  Senate,  the  Federalist,  Story  on 
the  Constitution,  etc.  Every  bimk  in 
this  department  is  of  great  value  to 
the  general  reader. 


This  department  emliraccs  the 
.standard  fiction  in  the  English  lan- 
guiige  and  numbers  2,500  volumes.  In 
literary  value  this  collection  cannot  be 
excelled.  The  books  are  all  hand¬ 
somely  bound  in  cloth.  It  is  unneces¬ 
sary  to  particularize.  In  addition  to 
the'  work  of  Scott,  Bulwer,  Thackeray, 
Dickens,  Bronte,  Mulock,  Collins, 
Lever,  Reade,  George  Elliott,  Holmes, 
James,  Mrs.  Whitney,  Mrs.  Stowe, 
and  others ;  this  department  contains 
over  seventeen  hundred  volumes  of 
the  best  English  fiction  from  the  Leip¬ 
zig  editions  of  Baron  Tauchnitz- 


The  dep.artment  of  juvenile  books 
contains  730  carefully  selected  volumes 
including  the  largest  possible  variety 
and  suited  to  the  neetls  and  tastes  of 
boys  and  girls.  Even  by  reading  two 
volumes  a  week  it  would  take  a  youth 
seven  years  to  retid  the  books  In  this 
department  alone. 


There  is  an  excellent  collection  of 
encyclopedias,  dictionaries,  gazetteers 
atlasses,  etc.  The  shelves  of  this  de¬ 
partment  contain  over  a  hundred 
large  and  costly  works  of  this  chara- 
ter.  There  are  also  250  volumes  of 
valuable  public  documents  among 
them  a  full  set  of  the  Consular  Re¬ 
ports.  Almost  everything  can  be 
found  here,  and  the  information  ih 
the  library  upon  a  thousand  subjects 
can  be  placed  at  once,  at  the  disposal 
of  the  reader  by  means  of  catalogues 
and  indexes.  This  fact  doubles  the 
value  of  the  library  for  any  one  desir¬ 
ous  of  examing  subject.s  throughly,  or 
even  exhaustively.  The  Pullman 
Public  library,  is  not  only  one  of  the 
best  selected,  but  it  is  one  of  the  best 
catalogued  and  best  arranged  collec¬ 
tions  of  books  in  this  country. 

The  Pullman  Library  is  a  corpora¬ 
tion,  of  which  Mr.  Pullman  is  pres¬ 
ident.  The  library  is  open  from  9.30 
a.  m.  till  9  p.  m.,.  Iriundays  excepted. 
The  present  librarian  is 'Mrs.  Charles 
Smith  and  the  assistant  librarian  is 
Mrs.  Fred  Wild. 

The  Pullman  Review  Print. 
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Entirely  New  Pullman  Dining 
Cars  on  the  Pennsylvania 
Lines  West  of  Pittsburgh. 

The  Management  of  the  Pennsylvania  Lines 
West  of  Pittsburgh  are  determined  to  be  abreast  of 
the  times  in  all  that  pertains  to  the  welfare  and 
comfort  of  their  patrons,  and  therefore,  besides 
affording  them  rapid  transit  in  modernized  coaches 
and  the  best  Pullman  Sleeping  Cars.  NEW  Dining 
Cars  are  placed  at  their  disposal. 

The  old  “  diners  ”  are  abandoned  and  entirely 
new  Dining  Cars,  embodying  the  latest  improve¬ 
ments  equipped  with  every  convenience,  finished 
in  exquisite  taste  and  fully  up  to  the  incomparable 
standard  of  excellence  constantly  maintained  by 
the  famous  Pullman  Company,  are  now  running 
upon  the  Morning  Express  Trains  Westward  from 
Pittsburgh,  over  both  The  Pan-Handle  Route  ” 
and  “  The  Fort  Wayne  Route,”  returning  to  Pitts¬ 
burgh  on  the  Evening  Trains. 

No  more  brief  stops  for  indifferent  meals. 
You  can  “fare  sumptuously  every  day,”  at  your 
leisure  and  in  comfort  while  rolling  across  the 
country  at  forty  miles  an  hour,  upon  the  Vestibule 
trains  of  the  Pennsylvania  Lines,  in  the  new  and  . 
luxurious  Dining  Cars  of  the  Pullman  Company./ 
By  a  recent  decision  of  the  United  States  Court,! 
the  patent  Vestibule  cannot  be  used  on  other  than  > 
I  Pullman  cars.  Particular  attention  is  therefore 
invited  to  the  fact  that  the  Pennsylvania  Lines  are 
operating  PuIlmHO  Sleeping  and  Dining  Cars/ 
which  are  properly  fitted  with  that  convenient  and'' 
appreciable  device— the  Pulllliail  perfected  safety 
Vestibule. 

I  For  Particular  Information  regarding  the  Pas-  i 
tenger  Service,  call  at  Ticket  Offices  of  the  Penn-/ 
sylvania  Lines  West  of  Pittsburgh,  or  address 
Samuel  Moody,  District  Passenger  Agent,  1127 


^  JULIUS  D©  LONG,  Agent,  . 

Qraamfintal  /Ittachmant  far  Yentilating, 


Patented  May  13,  Aug.  6.  1890. 

F*ure  Air  Means  Health 

RESULTS  POSITIUE,  EFFECTIVE. 


ST.  LOUIS  UNION  DEPOT  LOCATED. 

ST.  Louis,  Mo.,  Nov.  iB.—SpecM  7’elegi'am.— 
The  tong  pending  question  of  the  location  of  the 
new  union  depot  has  bee^i  dofliiitely  settled.  It 
can  be  eta'od  that  the  6t.  Louie  Terminal'  Asso- 
clatfbu,  which  includes  the  Wabash,  Iron  Moun¬ 
tain.  Mlaeonrt  Pacific.  Ohio  and  Mleslseippl, 
Louisville  and  Nashville  and  the  Big  Four  have 
aconirod  twelve  solid  blocks  of  ground  between 
Bighteenth  and  Twentieth  etreets  rnnning 
south  from  Market  atro  -t  for  whieh  a  little  over 
one  million  dollara  hae  been  paid.  On  thie 
I  ground  ia  to  Be  botlt  a  nnloii  depot  to  cost  a 
million  dollare,  ptorided  the  city  will  enact  an 
ordidance  vacating  three  streete  in  Uie  vicinity. 


Ventilation  is  Health. 


♦ 


yr^HK  system  of  Ventilating  by  admitting  air  between  the 
up])er  iind  lower  sashes  has,  for  years,  been  conceded  by 
till  ])hy.sicians  to  be  the  only  proper  method  of  introducing 
tresh  air  and  exhausting  the  foul  gasses  that  generate  in  ecery 
inhabited  njom,  esiiecia'^^’here  a  Stove,  Itadiator  or  Oas  is 
used.  If  you  are  in  doubt  as  to  the  poisoilOUS  air  you  inhale 
when  your  rooms  are  not  properly  ventilated,  take  a  step-ladder 
and  climb  to  the  top  or  near  the  ceiling,  and  you  will  immedi¬ 
ately  dispel  the  idea  that  you  are  inhaling  pure  air  or  anything 
like  it.  It  is  an  acknowledged  fact  that  persons  employed  in 
out-of-door  occupations  enjoy  better  health  than  those  who  are 
confined  in  doors. 

With  the  “  Peerless  ”  you  can  rid  the  house  of  all  the  pois¬ 
onous  gasses,  enjoy  better  health  and  all  sickness  caused  by 
foul  air  will  be  a  thing  of  the  pa.st.  The  “Peerless”  is  the  only 
Ventilator  invented  adapted  for  private-liouses,  flats,  olHces, 
and  public  institutions,  of  all  kinds.  Why.?  Because  it  ad¬ 
mits  the  air  at  a  point  where  the  occupant.s  are  not  exposed  to 
draught. 

It  requires  but  a  moment  to  attach  to  a  window  and  does  not 
deface  the  sash.  Does  not  interfere  with  inside  blinds.  Need 
never  be  removed  to  open,  dose  or  clean  the  windows. 


Being  made  entirely  of  metal,  Nickel  Plated,  (highly  polish¬ 
ed)  or  Painted,  it  is  very  ornamental. 

The  plate  across  the  bottom  rail  of  sash  is  but  one-sixteenth 
ot  an  inch  thick  (scarcely  noticeable)  and  by  simply  turning 
tliiiinb-screw  the  Ventilator  becomes  part  of  sash,  so  the  win- 
ilow  can  be  raised  or  lowered  at  will.  See  cuts  on  Front  Page. 

HOW  DIFFERENT  WITH  ALL  OTHER  VENTILA¬ 
TORS,  which  consist  of  bulky  woodeii  boxes  or  boards, 
with  pi])es  extending  six  to  twelve  inches  into  the  room  and 
are  extremely  unsightly  to  persons  of  refined  taste.  They  ad¬ 
mit  all  air  at  the  bottom  of  sash,  and  when  in  use  you  can¬ 
not  sit  or  stand  at  or  near  the  window.  They  must  be  removed 
to  open,  close  or  clean  the  windows.  Last,  but  not  least, 
they  are  very  expensive,  costing  from  $4.00  to  $10.00  a  window. 

Are  you  subjeetto  Headaches,  Sleeplessness,  Indigestion. 

Malaria,  etc.,  etc.?  Did  you  ever  stop  to  think  what  causes  your 
feeling  sick  half  the  time.?  Impure  air  and  poisonous  gasses. 
Pure  air  is  just  as  e.ssential  to  good  health  as  food  or  sleep 
which  we  know  to  be  a  necessity. 

In  measuring,  take  the  exact  distance  (to  the  fraction  of  an 
inch)  between  the  stop  beads  (1  to  G. 

How  to  apply;  Tack  or  screw  the  small  boxes.  A  one  on 
each  side  of  the  window,  pass  rod  B  through  the  hole  in  the  box 
and  screw  it  into  box  C  attached  to  Plate  D  and  the  Ventilator  is 
ready  for  use.  The  thumb-screw  E  in  side  of  box  need  never  be 
touched  except  when  it  is  intended  to  raise  the  window  to  its  full 
height,  in  which  case,  give  the  thumb-screw  a  turn  when  the  Plate 
becomes  part  of  the  sash. 
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The  Car  [-Rating  Problem  Solved. 


Searle’s  Steam  Heating  and  Doulile  Circulation  of  Hot  Water. 

MTIOMAL  CAR  HEATIAG  COMPAnV, 

4:36  Rookery,  Ckicago 


13^3 


The  National 


Gar  Heating  Company’s  System  of  Heating  Gars. 

[From  The  Railway  Master  Mechanic,  October,  1890.] 


AN'V:  of  our  readers  will  remember  the  car  heating  system  exhibited  by  the  National  Car  Heating 
* Co.,  of  Topeka,  Kan.,  at  the  Old  Point  Comfort  conventions.  This  system,  which  is  designed 

^  <—  under  the  patents  of  J.  Q,  Searle,  well  known  for  many  years  in  connection  with  car 
heating,  was  successfully  used  during  last  winter  on  the  Kansas  City,  Fort  .Scott  &  Memphis  Railway, 
and  is  about  to  be  placed  on  several  other  western  roads.  An  inspection  of  our  engravings  will  show 
that  it  is  designed  to  heat  cars  by  steam  heated  water.  The  company  has,  however,  a  method  of  heating 
by  direct  steam  if  required. 

The  leading  feature  of  the  system  here  shown  is  the  double  circulation  of  hot  water.  The  water 
is  heated  by  steam  from  the  train  pipe,  forced  through  a  copper  coil  in  contact  with  the  circulating  water 
in  the  drum  shown  beneath  the  car,  which  forms  part  of  the  heating  and  circulating  system.  After  being 
thus  heated  it  passes  from  the  drum,  through  the  coil  in  the  heater  inside  the  car,  into  a  water  dividing 
fitting  above  the  heater,  that  communicates  with  an  expansion  chamber  on  the  top  of  the  car;  in  this 
fitting  the  heated  water  is  divided  into  two  separate  and  distinct  flows,  and  by  two  pipes  shown  near  the 
heater  is  supplied  to  the  pipes  that  heat  each  side  of  the  car  separately  and  independently,  after  which, 
the  two  flows  are  united  in  a  water  uniting  fitting,  located  beneath  the  car,  and  returned  to  the  drum  to 
be  re-heated  and  to  circulate  as  before. 

We  will  first  follow  the  circulation  on  the  side  on  which  the  heater  is  located.  The  pipe  leading 
to  this  circulation  is  the  right  hand  one  of  the  two  vertical  pipes  shown.  The  water  passes  down  this 
pipe,  thence  through  the  top  pipe  along  the  entire  length  of  the  car,  where,  by  a  return  bend,  it  doubles 
back  by  a  second  pipe  to  near  the  drum  in  the  floor,  then  back  through  the  third  pipe  to  the  remote  end 
of  the  car,  where,  by  another  return  bend  it  again  doubles  back  by  a  fourth  pipe  to  near  the  drum  as 
before,  when,  by  means  of  an  elbow,  it  drops  down  through  the  floor  and  crosses  over  to  the  opposite 
side,  where  it  connects  with  one  side  of  a  or  water  uniting  fitting  which  is  shown  in  the  floor  plan. 

Going  back  now  to  the  commencement  of  the  circulation,  we  direct  attention  to  left  hand  one  of 
the  two  vertical  pipes.  The  cirpulation  passes  down  this  pipe  to  the  floor,  thence  along  the  side  of  the 
car  beyond  the  drum,  thence  down  and  across  the  car,  as  indicated  by  the  words  “cross-over  pipe.” 
Coming  up  through  the  floor  on  the  opposite  side,  as  shown,  it  passes  through  the  lower  pipe  to  the 
further  end  of  the  car,  where,  by  means  of  return  bends,  it  is  caused  to  circulate  back  and  forth  through 
four  lines  of  pipe,  after  which,  it  drops  down  through  the  floor  and  connects  with  the  other  side  of  the 
X  or  water  uniting  fitting,  there  joining  the  circulation  first  described.  Combined  thus  in  the  X  water 
uniting  fitting,  the  two  circulations  pass  across  the  car  in  a  single  return  pipe  to  the  bottom  of  the  steam 
heating  drum,  where  the  water  is  re-heated  and  made  to  circulate  as  before,  although,  when  there  is  no 
steam  supply  the  water  may  be  heated  by  fire  in  the  “  Baker  ”  or  any  other  hot  water  heater. 

The  advantage  of  this  double  circulation  is  that  it  results  in  heating  uniformly  all  parts  of  the 
largest  cars. 

The  condensed  steam  formed  in  the  train  pipe,  also  that  produced  in  the  copper  coil,  inside  of  the 
drum  beneath  the  car,  is  effectively  cared  for  in  the  condensing  chamber  shown  at  the  top  of  the  car. 

It  will  be  seen  that  the  steam  pipe  after  passing  through  the  drum  extends  up  to  the  condensing 
chamber.  The  pipe  is  carried  almost  to  the  top  of  the  chamber  and  there  delivers  the  water  of  condensa¬ 
tion.  The  chamber  is  emptied  automatically,  by  the  syphon  pipe  shown,  the  water  passing  from  the  syphon 
through  the  trap  at  the  left  of  the  condensing  chamber,  and  thence  down  through  the  vertical  pipe  leading 
therefrom,  to  the  bottom  of  the  car. 

The  condensing  chamber  can  be  entirely  emptied  when  desired  through  the  pipe  which  leads  from 
its  bottom.  The  trap  may  also  be  entirely  drained  by  hand  when  desired.  The  condensing  chamber  and 
trap  are  readily  drained  by  one  valve,  which  need  never  be  used  during  the  operation  of  the  system,  unless 
it  is  desired  to  get  rid  of  all  the  water  before  entering  a  station,  where  the  trap  might  discharge  while 
the  train  was  standing. 

In  operation  a  circulation  is  established  very  quickly,  being  had  throughout  the  entire  system  in 
considerably  less  than  a  half  an  hour. 

An  important  feature  of  this  system  is  that  very  little  attention  is  required  by  the  train  men  to 
maintain  a  perfect  action  of  the  system. 

This  system  is  owned  by  the  National  Car  Heating  Company,  whose  home  office  is  at  Topeka, 
Kan.  A  branch  office  is  maintained  at  Chic.ago,  in  Room  436,  Rookery  Building,  under  the  charge  of 
Mr.  N.  R.  Baker,  President  of  the  Company. 


Part  Second 


iiVL±-JrtU  V  JilMENTS  ON  THE  LAKE  FRONT. 

T  e  Scheme  of  Which  lEmbodies  Permanent  Improvements  of  a  Substantia] 

t^naracter-How  the  Great  Park  WiU  Locjk  at  the  Conclusion  of  the  Vorld's  Fair. 


WHOLE  NO.  6,957. 


NOVEMBER  15,  1890— SIXTEEN  PAOES. 


CHICAGO,  SATURDAY  MQBNING, 


PRICE  THREE  CENTS. 


C.  A.  Garcelon, 

General  Superintendent. 


Pullman’s  Palace  Car  Company 

Office  of  the  General  Superintendent, 
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C.  A.  Garcklon, 

General  Superintendent. 


Pullman  s  Palace  Car  Company 
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of  the  peraon  t...  wJon.  ‘  :  .j  ia  .r_ 
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number.  Thoae  labels  are  onsecutivo ly  nu-  '  ed  d  aliould 
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RAILWAY  DINEL. 


Tactical  tkst  op  nkw  i 

•  ’  HANDLK  AIIBANGE5IKNTS. 


Offloers  Elected  for  the  Railw 
Agents'  Association. 


No  More  Passenger  Coinmissions- 
Violatiiig  Freight  Rates— 
News  in  Brief. 


SHE  TOOK  IT  ALL  BACK  ! 

THISGIKL  nKCLAHKlt  THAT  MKN 
OnXtSO  TUt:  VVLI.HAtr  CABH. 


An  ideal  November  morning  greete  “Alcazar”  that  the  party  partook  of 
a  party  of  newspaper  men  who  left  tf  breakfast  justafter  leaving  here  at  7  ;20  this 
nion  Station  over  the  Pennsylva-f  morning.  The  accompanymg  illustration 

°o! 

the  guests  of  J.  G.  Ruple,  District  Pas  accessories  of  travel,  but  no  sys- 
aenger  Agent  of  the  lines  in  this  city,  tern  of  illustration  has  yet  been 
Though  the  Hoosier  capital  was  the  ob-  devised  by  which  epicurean  tastes 
'ective  point,  that  city  was  simply  chosen  may  be  so  transmitted.  Hence  let  it 
hat  a  ride  might  be  taken,  going  and  suffice  to  say  that  the  bill  of  fare  present 
.  ^  s  xv  f  X  ^  I-  a  •  ed  at  the  morning,  noon  and  evening 

jommg,  on  two  of  the  tot  through  trains,  sumptuous  and  extensive  as 

more  especially  that  the  dining  car  p^vided  at  the  finest  hotels  in  tne 
ice,  recently  inaugurated  and  still  country— served  at  forty  miles  an  hour 
_„eret«iitly  improved  by  new  equip-  rolling  over  an  excellent  road-bed 

bent,  might  be  thoroughly  examined.  through  varied  scenery  of  farm  and  wood- 

Iipr  atwelve-montn  the  Pemisylvama  land.  A  car  may  seem  like  a  veryun- 
^cwl  running  as  No.  20  east-bound  and  ^  t 

N^o.  21  wesHiound  has  been  the  pnde  (>4  ^  P  culinary  apart- 

toe  southwest  system  of  the.Pennsylvan^^g^j^  lb  deftly  arranged  and  pre- 
^mes,  the  twin  trains  being  the  mo^  ided  over  by  arttos  in  the 

l^ntiy-equipped  andmakmg  theto^  of  cooking.  The  “dincts”  on  the 

St  ttoe  of  any  Mhedulcd  between  I^te-  pennsvlvania  Lines  are  ten  section  cars 
urgh  and  the  West,  via  Columbus.  The  f^^y  persons,  and  though  there  is 

fcurels  secured  by  these  two  teams  have,  constant  rush  and  whir  of  the  train 

Wver  been  warmly  contested  by  ^  no  corresponding  pace  is  necessary  in 
Other  through  trams  No.  6  easteb^nd,  dispatching  the  repast,  since  time  does 
^passing  Columbus  at  noon,  and  No.  9  pot  enter  into  account  in  a  dining  car. 
jrest-bound.  in  the  afternoon.  All  four  effort  is  made  to  maintain  the 

lij^rovided  with  the  dining  car  service,  standard  of  the  service  and  in  this  E.  A. 

The  purpose  in  s  trip  was  to  pord,  the  General  Passenger  Agent  of  the 

provide  the  guests  with  no  service  m  the  esoecial  pride  and  interest, 

way  ot  a  special  car  orspecial  mealsother  interior  mkhogany  finish,  the  rich 

Ui^  that  given  regular  pasi^ngers  on  the  draperies,  dainty  china  and  elegant  silver 
tram  and  toe  wisdom  of  such  a  plan  is  ap-  correspond  with  the  style  which 

parent.  The  dmmg  cars  which  have  ^.^de  the  reputation  of  Pullman 
teen  runnmg  for  toe  past  few  months  sleeping  cars  world  wide, 
and^bscome  so  popular,jire  being  replaced  which  accepted  the  courtesy 

of  Mr.  Ruiile  for  such  an  enjoyable  trip 
were  to  take  dinner  at  the  Bates  or  Den¬ 
nison  on  arriving  at  Indianapolis  at  12:50 
p.  M.,  and  after  a  look  about  the  city  until 
3  o’clock,  were  to  board  the  east-bound 
Pennsylvania  special,  taking  supper  on 
thf^  train  and  reaching  Coluiiibas  at  8:10 
this  evening.  The  pi-opensity  of  news¬ 
paper  men  to  smoke  was  gratified 
during  the  trip  in  a  substantial 
manner,  for  the  host  of  the  occasion  was 
ever  mindful  of  the  comfort  and  pleasure 
of  his  guests.  All  who  know  him  will 
I  ascribe,  to  him  in  a  marked  degree  the 
I  qualities  of  a  courteous  official  and  pleas- 
’  ing  gentleman  and  though  some  such 
;  ■  statement  is  here  expected  it  is  made 
with  the  consciousnesh  that  none  will 
'  gainsay  it. 


"Oh,  dear,”  sighed  a  demure 
voung  lady  who  sat  next  the  stove  in 
a  cable  car  last  night.  'Here  we 
are— Madge,  Jenny  and  myseii— 
bound  East  for  the  holidays,  and  we 
shall  have  to  travel  miles  ana  miles 
in  one  ot  those  horrid  sleeping 

'^”*'‘Why  horrid?”  inquired  the 
y  oung  man  at  her  side,  hugging  her 
li  ttle  gripsack  as  if  he  wished  that 
it  were  the  fair  owner  ho  hold  upon 

his  lap.  “I  always  had  an  idea  that 

the  Pullman  service,  between  here 
and  Chicago  at  least,  was  rather  a 
good  thing.”  „  ,  .  ,  j 

“So  it  is— for  men,”  she  retorted, 
with  a  grimace,  "but  the  women 
find  It  decidedly  otherwise.  ’The 
railways  are  continually  advertising 
the  comforts  which  women  may  find 
on  long  journeys,  but  our  expecta¬ 
tions  are  never  fully  realized.  The 
men  have  everything.  They  may 
spend  their  hours  in  a  commodious 
smoking  compartment,  whore  they 
can  relax  and  he  companionable, 
and  they  have  plentv  of  room  in 
which  to  perform'  their  ablu¬ 
tions  and  furbish  up  their 
personalties.  The  woiiion,  poor 
creatures,  to  whom  a  dressing  case 
is  everything,  have  only  a  little  cor¬ 
ner,  provided  with  a  ridiculously 
little  wash  basin.  ”  j 

"Well,  women  are  not  burdenad 
with  a  sense  of  their  gratitude  toibo 
porter,  which  is  something,  ob¬ 
served  the  young  man,  signalling 
the  conductor  to  let  them  off  at  bib- 
lev  street.  . 

•‘What  road  are  we  going  over? 
inquired  Madge. 

••'pqe_tbo— let  mo  sea— oh,  yes; 
the  Chicago,  St.  Paul,  Minneapolis 
Omaha.”— the  North  westarn  Line, 
they  call  it,”  the  anti-Pullman 

I  voune 

I  "Chicago?”  inquired  the  courtly 
porter,  as  they  drifted^down  the 
platform.  “This  way,  latnes.  Step 
right  in.” 

i  As  they  did  so  an  exclamation  of 
1  mingled  wonderment  and  delight 
1  esoaiicd  them.  The  Ethiopian  serv- 
h  Itor  should  have  prepared  them  for 
VI  the  dazzling  spectacle  by  informing 
81  them  that  the  sleeper  was  one  of  tbe 
newest  pattern  and  fresh  from  Sir 
V  Gcorgo  Pullman's  establishment; 
but  ho  wanted  to  surprise  them,  and 
his  eyes  glowed  with  delight  at  the 
effect  produced. 


"Did  you  ever  see  anything  quite 
as  lovely'?”  sighed  Madge,  in  an 
artistic  oostacy. 

"Never!”  exclaimed  the  others, 
and  then  they  entered  flutteringly 
upon  a  tour  of  inspeclioh.  Natur¬ 
ally,  ot  course,  their  first  discovery 
was  the  smoking  compartment, with 
its  blue  plush  upholstery.  Its  big 
\  onetiaii  mirror,  its  wide  windows, 
its  innovations  in  the  shape  of  two 
easy  chairs,  its  mirror-like  lava- 
tor’v  with  a  higher  nolish  than 
Ward  McAllister.  It  resembled  the 
corner  of  a  small  palace,  and  was  so 
decidedly  tempting  that  the  anti- 
Pullman  voung  lady  said,  enviously: 

"There,  I  told  you  so.  The  men 
own  these  cars.” 

Then  came  the  car  proper,  before 
entering  which  they  paused,  wom.au 
like,  to  gaze  admiringly  at  their 
images,  reflected  by  a  full  length 
mirror.  Mirrors,  in  fact,  seemed  to 
be  a  staple  product,  there  being  two 
elegant  oval  glasses  in  each  end  and 
an  Individual  mirror  in  each  sec¬ 
tion.  These  united  with  the  delicate 
blue  of  the  celling  and  the  .neutral 
tints  of  the  fittings  to  make  the  I 
car  as  light  as  day  and  as  ciioerful 
as  a  sitting  room.  The  seals  and  j 
backs  were  upholstered  in  aui 
embossed  plush  approaching  (; 
seal  brown,  but  the  rest  of  the  tax-  '| 
tile  fittings  were  rich  old  gold.  Of 
ospocially  elegant  design  ware  the  1 
panels  forming  the  upper  berth,  ( 
which  were  almo.sl  wholly  faced  with  . 
stamped  .silk  plush  of  intricate  de-  | 
sign,  with  a  harmonious  dado  of  the  , 
same  material  bordering  the  car,  1 
The  wood,  light  in  finish  and  irre¬ 
proachable  as  to  polish,  formed  a 
fitting  aid  to  the  effect.  _ 

"I  declare,”  said  one  of  the  girls,  I 
"I’d  forego  certain  comforts  to  travel 
in  such  a  car.” 

Next  came  the  drawing  room, with 
its  hangings  of  old-gold  silk.  Then 
the  state-room,  with  a  greater 
wealth  of  old-gold  silk,  and  some¬ 
thing  neat  in  the  shape  of  a  hand¬ 
somely  fitted  toilet  room  for  the  ex¬ 
clusive  use  of  the  occupants  of  the 
state-room.  The  ladies  then  disap¬ 
peared, and  in  a  moment  their  “Ohsi’ 
and  “Ahs!”  notified  the  rest  that  the 
fair  prowlers  hod  discovered  the  la¬ 
dies’  toilet  room,  which  **’" 
pride  of  the  Omaha 


road 
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r«rtaklnK  of  •  Snmptuoua  Repaat  Aboard  n 
Dining  Car— Rcpreaentatlrea  of  the  Preaa 
Bare  a  Pleaaant  Eicuraloa  Over  the  Fort 


8o  perfect  are  the  arrangementa  for  the 
comfort  and  oonvenience  of  the  patrons 
of  the  Pennsylvania  company’s  lines 
west  of  Pittsburg,  that  one  can  make  a 
I  trip  of  several  days’  duration  and  not  ez- 
.  perlence  any  more  discomfort  than  when 
Tsatdng  in  one’s  boudoir.  Through  the 
courtesy  of  Colonel  Samuel  Moody,  dis¬ 
trict  passenger  agent  of  the  Pennsylvania 
company,  representatives  from  all  the 
dally  papers  in  the  city  were  enabled 
to  enjoy  a  trip  to  and  irom 
Canton  on  the  limited  train 
of  vestibule  cars.  The  previous  accom¬ 
modation  and  luxury  to  be  had  aboard 
one  of  these  palaces  on  wheels  has  been 
materialljr  iiioreased  by  the  introduction 
of  the  dining  cars,  ten  of  which  have 
been  nlaced  on  the  P. ,  C.  &  St.  L'.  and 
Ft.  Wayne  roads  during  the  past  month. 
With  such  an  addition  the  acme  of  per¬ 
fection  has  been  attained  in  the  service 
rendered  the  traveling  publio. 

Under  Colonel  Moody’s  supervision  the 
press  repreBentatives  boarded  the  limited 
at  8:30,  just  as  breakfast  had  been  an¬ 
nounced.  In  order  that  the  excursion¬ 
ists  might  have  an  opportunity  of  testing 
this  new  departure  the  affable  and  cour¬ 
teous  conductor  invited  the  newspaper 
coterie  to  partake  of  his  hospitality.  To 
one  who  has  yet  bis  or  her  first 
meai  to  eat  aboard  a  “diner,” 
take  the  advice  of  one  who  has 
who  has  partaken  of  a  spread  such  as 
served  on  the  Pullman  dining  car,  and 
embrace  the  first  opportunity.  The  dis¬ 
comfort  and  annoyance  that  have  hereto¬ 
fore  been  experienced  by  travelers  in 
rushing  into  an  eating  house  along  the 
line  and  hurriedly  partaking  of  a 
poorly  cooked  or  perhaps  cold  meal 
have  been  entirely  obviated  by  the  run¬ 
ning  of  the  dining  cars  attached 
to  all  through  trains  on  the  Pennsylvania 
company’s  lines.  The  magnificence  of 
the  inferior  decorations  of  these  cars  is 
almost  beyond  oomprohension.  Certain 
it  is  that  it  is  not  ezoelled  by  the  preten¬ 
tious  hotels  of  the  east  and  the  west. 

A  new  menu  is  prepared  and  provided 
for  each  meal,  and  every  variety  of  food 
the  market  affords  is  prepared  and  s  erved 
by  the  best  ohels,  and  this  for  a  price  but 
little  in  excess  of  that  charged  by  the  av¬ 
erage  restaurant.  As  showing  fust  what 
is  cooked  and  served  aboard  a  dining  car, 
the  following  la  an  exact  copy  of  the 
menu  presented  yesterday  at  breakfast: 


]  By  the  time  breakfast  was  over  the 
I  time  had  passed  so  rapidly  and  pleasantly 
i  that  the  train  had  pulled  up  at  New 
I  Brighton.  After  a  four  hoars’  ride  over 
I  the  Ft.  Wayiie,  one  of  the  best  built  and 
I  smoothest  riding  roads  leading  out  of 
I  Pittsburg,  the  train  pulled  up  at  Conton. 
During  the  trip  out  an  opportunity  was 
afforded  Colonel  Moody’s  guests  to  In- 
apeot  that  department  always  the  most  in- 

(terestlng  to  the  ladies — the  kitchen.  In 
it  is  a  raiigo  lor  the  broiling,  frying, 
roasting,  baking  and  steaming  of  food 
and  the  boiling  of  water;  lockers  and 
t  drawers  and  taifks  for  the  storage  of 
ice,  water,  msjt,  groceries  and  all 
other  eatables;  sinks  in  which  to 
j  wash  dishes,  places  for  the  storage  of 
dishes  and  all  kitchen  utensils,  a  place 
for  everything  and  everything  in  is  place 
yet  the  whole  kitchen  does  not  occupy  i 
space  larger  than  10  feet  long  by  6  fee 
wide.  The  linen  used  is  of  the  fines 
quality,  and  the  table  ware  is  the  bee 
that  can  be  had.  The  car  contaim 
pantries,  linen  closets,  oold-storag 
rooms  lor  wines  and  liquors,  and  the  se> 
vice  to  be  had  is  the  result  of  years  u 
training  and  experimenting,  and  is  nor 
perfect. 

At  Canton  but  little  time  was  alTordei 

(to  see  the  many  improvements  recently 
made  in  Major  McKinley’s  home.  Din¬ 
ner  was  served  at  the  hotel  and  than  the  . 
party  was  escorted  to  the  depot,  where 
shortly  afterward  they  stepped  aboard 
I  the  limited  coming  east.  Truly 
the  day  was  one  for  feasting, 

,  for  the  sapper — served  in  courses- 
/  was  even  more  elaborate  than  the  break 
fast.  One  thing  that  is  especially  to  bt 
'  commended  aboard  the  dining  oars  is  the 
‘  most  excellent  service  rendered  by  the 
corps  of  efficient  waiters  and  the  alacrity 
with  which  they  attend  to  t  e  wants  of 
passengers.  The  delays  that  are  always 
encountered  at  a  hotel  are  not  met  with 
on  the  “diners,”  and  just  how  such  ex¬ 
cellent  service  can  be  obtained  is  only 
solved  by  the  fact  that  none  bat  the  most 
experienced  men  are  engaged  by  the  Pull-  | 
man  company.  Then  another  noticeabl 
feature  observed  in  eating  on  a  dinlLg 
car  Is  that  one’s  appetite  is  not  ap¬ 
peased  by  the  odor  of  cooking  vic¬ 
tuals  arising  from  the  kitchen.  The 
arrangements  are  such  that  not  the 
slightest  smell  find  its  way  into  the  din¬ 
ing  room,  thus  giving  the  hungry  trav¬ 
eler  the  obanco  to  satisfy  the  cravings  of 
hunger  by  the  most  palatable  of  dishes  of 
all  kinds.  For  the  thirsty  most  excellent 
hinds  of  llqnor  and  wines  are  kept  in  the 
sideboard,  whiob  can  be  had  at  any  time, 
except  while  speeding  through  the  state  of 
Ohio  for  the  same  money  as  would  be 
demanded  in  a  hotel.  It  was  7  o’clock 
when  the  merry  party  arrived  in  Pitts¬ 
burg,  enjoying  a  round  of  pleasure  such 


,,  ,  rtv  ™»k,  inooker's  Dutch  cocoa. 

Hread. 

O  lenna,  Qraham,  Hot  rolls,  Corn  muffins, 
I  lluttsrea  toast,  Dry  toast,  Cream  toast. 
Boston  brown  broad,  Graham  and  oatmeal 


Tenderloin  steak,  ivlth  mushrooms  or  to-  I 
Ham,  Lambehopi,  sirloin  steak,'  | 
Quail  on  tonst. 

Fried  Calf’s  liver  and  bacon.  Codfish  balls. 

Shirred,  Boiled,  Scrambled,  Fried, 
omelets,  plain,  with  ham,  parsley,  jolly  or 

_  .  ^  Potatoes; 

Baked,  Fried,  stewed,  Baratoga. 

'  _  Breakfast  One  Dollar. 

,  Pure  table  water  from  the  celnbrated  Cres- 
(  son  Springs  of  Pennsylvania. 
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I  TWO  KILLED,  SIX  INJURED, 
i  Fatal  Passenger  Wreck  on  the  Alton  at  Jack- 


Jackso-Vvili.e,  Ill.,  Dec.  4.— The  Chicago 
&  Alton  Bouth-bound  “hummei”  passenger  train, 
which  left  Chicago  last  night,  was  run  Into 
by  a  Wabash  coal  train  at  the  junc¬ 
tion  at  2  o’clock  this  morning.  Two  passengers 
were  killed  and  six  others  were  more  or  less  seri¬ 
ously  injured.  The  dead  ore: 

VRED  SMITH,  merchant,  of  Pekin, 


JUDGE  JAMES  KIFFEL,’  of  Kansas  City 
The  Injured: 

W.  B.  Knight,  of  Kansas  City;  badly  scalded 
by  steam  from  the  heating  apparatus  of  the  car 
and  otherwise  badly  bruised. 

Edwin  Gii.kh,  a  young  man  of  Mount  Vernon, 
N.  Y. ;  bruised  and  cut  about  the  head. 

James  E.  Ci.auk,  a  leather  dealer  of  Boston; 


bruise 


u  up. 


s  prostration,  L 


I  and  suf- 


Mks.  Fanny  Ki.ii 
fered  severely  from 
able  to  proceed  on 
The  Alton  train  was  standing  at  the  depot 
across  the  track  of  the  Wabash  road,  when  the 
heavy  coal  train  of  twenty-cars  approached  on  the 
latter  road.  The  Alton  train  was  twenty  minutes 
late  and  the  coal  train  an  hour  and  a  half  behind 
time.  The  coal  train  whistled  as  it  appeared  at 


!  crossing, 

The  Alton  engineer  heard  it  and  at 

once  pulled  out,  but  not  soon  enough 

to  avert  a  collision.  Fortunately  the  chair 
car,  which  was  full  of  passengers,  was 
got  out  of  the  way,  but  the  sleeper  was  struck 
squarely  In  the  middle  and  cut  completely  in  two, 
while  the  engine  and  coal  cars  were  piled 
la  a  promiscuous  heap  about  the  depot, 
'fortunately  the  sleeper  was  lighted 
Wlh  Incandescent  burners,  so  that  lire 


less  body  was  found  sticking  out 
of  the  ruins.  A  little  while  afterward  the  head 
was  found  and  placed  beside  the  trunk.  The 
body  was  identified  ns  that  of  Judge  James  Klffel, 
of  Kansas  City,  who  boarded  the  train  at 
Delavnn.  The  next  body  recovered  was  that  of 
Fred  Smith,  of  Pekin,  Ill.  His  body  was  badly 


orushcd. 

The  wounded  were  removed  to  the  city  hospital, 
where  they  are  doing  as  well  as  can  be  expected 
and  will  recover.  An  Inquest  Is  now  being  held 
over  the  bodies. 

The  crew  of  the  Wabash  train  all  stoutly  mnln- 
tain  tbat  they  were  at  their  posts  and  dbing  their 
S4«ty,  but  it  seems  strange  that  they  should 
have  been  going  fast  at  the  time,  as 
tbclr  speed  must  have  been  fifteen 
or  twenty  miles  an  liour.  The 
goal  train  engine  had  steam  brakes  on  it,  but 
owing  to  the  heavy  loads  on  the  cars  the  biake- 
.  men,  if  they  were  at  their  posts,  could  not  have 
^^omplUhed  mnob. 


C’/Y  /r  ‘ 
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rATAL  ACCIDENT  AT  JACKSONVILLE. 


A  Freight  Engine  Crashes  Through  a  Sleeper 
Killing  Two  Passengers. 

JACESONVII.LE,  Ill.,  Dec.  4.— [Special.]— The 
Bouth-bound  Kansas  City  express  on  the 
Chicago  and  Alton,  due  here  at  12  ;10  a.  m., 
while  standing  on  the  crossing  at  the  station 
last  night  was  run  into  by  a  west-bound 
freight  on  the  Wabash.  The  sleeper  Matter¬ 
horn,  in  which  there  were  nine  occupants,  was 
standing  directly  on  the  crossing.  The  engine 
of  the  freight  crashed  through  it  killing  two 
jnen  and  severely  injuring  three  others. 

ThekiUedare: 

I'RED  SMITH,  a  banker  and  manufacturer  of 
Pekin,  lU. 

JUDGE  JAMES  K.  RIFE,  Kansas  City. 

The  head  and  upper  portion  of  Mr.  Smith’s 
body  were  ground  to  a  jelly,  rendering  it  diffi¬ 
cult  to  identify  him.  Judge  Eife  was  so 
dreadfully  mutilated  that  it  was  only  by  his 
ticket  and  his  name  printed  on  his  hat  that  he 
was  identified.  He  was  about  50  years  of 


The  injured  are ; 

W’lLniAM  Kniuht,  a  civil  engineer  of  Kansas 
City,  terribly  scalded  about  the  head  and  leE 


James  E.  Clabk  of  Clark,  Van  Tassel  &  Co., 
Boston,  cut  about  the  head  and  back  bruised. 

Edwahd  Giles,  New  York,  out  and  bruised 
about  the  bead  and  body ;  suffering  from  nervous 

The  other  three  passengers  escaped  unin- 

The  engineer  and  fireman  of  the  freight, 
seeing  the  impending  danger,  juinjied  from 
their  engine  just  before  the  crash.  At  bo  i 
Coroner's  inquest  it  was  said  that  the  freilit  /' 
was  running  ten  to  twelve  miles  an  hour  j<i  1. 
that  the  rails  were  frosty  and  slippery.  It/s  / 
impossible  to  bring  the  train  to  a  standi, 
though  the  crew  worked  faithfully.  Afte/-  / 
amining  the  train  crews  the  Coroner’s/-  / 
adjourned  until  tomorrow.  By  9  o’clocS  k 
morning  the  tracks  were  cleared  and  all  fc  m. 
were  running  as  usual. 

Kansas  City,  Mo.,  Dec.  4.— Judge  James  i 
Eife,  who  was  killed  in  the  railway  accide. 
at  Jacksonville,  Ill.,  was  one  of  the  bes 
known  business-men  in  tie  city.  He  wi 
'Treasurer  of  the  Farm  Loan  and  Trust  com 
pany  and  a  director  of  the  iEtna  Nationa 
Bank.  William  B.  Knight,  among  the  dan 
gerously  injured,  was  a  member  of  the  firm  o 
Knight  &  Boncotou,  civil  engineers. 

Pekin,  Ill.,  Dec.  4.— [-Special.]— One  of  the 
killed  in  the  Chicago  and  Alton  wreck  at  Jack¬ 
sonville  at  midnight  last  night  was  Frederick 
C.  Smith  of  this  city.  He  was  one  of  the  most 
eruminent  and  wealthy  Jbu8Ui(M-men  ia  tbo.^ 
city  and  was  interested  in  a  number  of  large 
business  enterprises.  It  is  variously  estimated 
that  he  was  wort^  from  1600,000  to  $1,000,000. 


W.  G.  Neimyer,  General  ;WeBterln  Agent  of 
tho  Southern  Pacific  at  Chicago,  aiyes  notice 
that,  commencing  10, 1890.  a  daily  dining-car 


Ing  Dec.  10, 

uervice  win  do  established  va*  l 
tral  route  from  Ogdon,  Utah,  to  Tr 
trams  No.  4,  westward,  an  " 
cars  to  be  used  in  this  serricu  ure  uii 
turned  out  by  tho  Pullman  compai 
named  the  “  Yosemito,”  “  Pacific,’^  ai 
Gate.”  The  cuisine  will  be  under  ■’ 
supervisit  ” 


lie  Pullman  c( 


'Jec.  V- 


A  dining-car  service  Is  to  be  established  oi 
the  boiitheru  Pacific  Eoad  from  Ogden 
Utah,  to  Truckee,  Cal.,  on  trains  No.  4 
westward,  and  No.  3,  eastward.  Three  new 
cars,  the  Yosemite,  the  Pacific  and  thi 
Golden  Gate,  have  been  built  by  the  Pullmat 
company  especially  for  this  service.  Tht 
service  will  go  into  operation  Doc.  10. 


DINING  ON  THE  MIL 


jcolste,  Milk, 


A  Plea»ure-Trlp  on  the  Fort  Wayne, 
With  a  Very  Pleasant 


To  Canton,  O.,  and  return  under  the  pro¬ 
tecting  care  of  CoL  Samuel  Moody,  District 
Passenger  Agent,  was  the  trip  taken  yester¬ 
day  la  one  of  the  vestibuled  trains  of  the  Ft 
Wayne  road  by  a  party  of  Pittsburgh  news¬ 
paper  men.  It  was  a  foregone  conclusion 
that  the  journey  under  such  favorable  condi¬ 
tions  Would  be  a  pleasant  one.  As  the  travel¬ 
ing  public  bos  already  discovered  traveling 
In  ^is  manner  reaches  the  perfection  of  rail¬ 
way  journeying.  The  vestibuled  train  is  by 
this  time  an  old  story  with  travelers  and  they 
have  become  so  accustomed  to  it  that  a  return 
to  the  old  railway  conveyances,  once  consid¬ 
ered  so  comfortable,  would  be  considered 
nothing  short  of  a  hardship.  But  the  addi- 


Oatmea 
Coffee,  Engl^h  brenl 


bread,  Or^’a 


imalo  Sa 


A  Sample  Menu  Showing  What 
Kind  of  Meals  Can  Be  Obtained. 


CLEAKLINESS  OF  ALL  THE  ABRANOEMENTS. 


An  excursion  consisting  of  representa¬ 
tives  of  all  the  Pittsburgh  newspapers  was 
I  given  yesterday  over  the  Fort  Wayne  rail- 
I  road  to  Canton,  O.,  and  return,  through 
1  tlie  courtesy  of  Samuel  Moody,  division 
passenger  agent  The  Pennsylvania  lines 
west  of  Pittsburgh  have  just  equipped  all 
their  through  trains  with  Pullman  dining 
oars  of  the  latest  improved  dodgns,  and 
hereafter  patrons  of  the  road  need  have  no 


through  trains  on  both  tlie  Ft  Wayne 
and  Panhandle  systems,  in  whicli 
meals  are  served  that  equal  ami 
excel  those  of  the  best  hotels  at  equal  or  lower 
rates,  is  recent  enough  to  bejconsidered  a  lux¬ 
ury.  though  at  prices  so  much  below  the 
luxurious  standard  that  a  large  patronage  it 
assured  from  the  start 

Breakfast  was  served  just  as  the  train 
moved  out  from  the  Union  depot  The  snowy 
linen  and  sparkling  glass,  cliina  and  silver¬ 
ware  are  most  refreshing  to  the  eye,  and  the 
deft,  unobtrusive  service  of  the  waiters  ir 
their  spotless  white  jackets  and  aprons  is  rest¬ 
ful  to  persons  who  approach  tlieir  morning 
meal  with  an  inclination  to  irritability.  To 
a  sharpened  appetits  the  bill  ot  fare  pre 


Baked,  Fried,  Stewed,  Saratoga. 

Breakfast  One  hollar. 

Pure  table  water  from  the  celebrated  Cresson 
Springs  of  Pennsylvania. 

The  newspaper  men’s  excursion  yester¬ 
day  left  the  city  at  8:.30  A.  M.  on  a  Pull¬ 
man  parlor  oar  and  went  to  Canton,  O., 
taking  breakfast  on  the  Pullman  diiting 
car  “Tretnont,’’  and  dinner  at  the  Barnet 
bouse,  Canton.  A  brief  tour  through  Mc¬ 
Kinley’s  home  city  was  made,  and  the 
party  returned  to  Pittsburgh,  arriving  at 
8  o’clock  last  evening  after  dining  on  the 
Pullman  “Parisian.”  The  trip  was  a  very 
pleasant  one  from  beginning  to  end,  L.  G. 


hotels 


for  the  purpose  of  giving  the 
idea,  through  the  press,  of  the 
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•The  Journal. 


,  Illinois/^  - 
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The  Library  Entertainment. 

The  most  successful  entertainment, 
>th  socially  and  financially, ever  given 
in  Pullman  was  brought  to  a  success¬ 
ful  issue  on  Friday  evening,  Nov.  28. 
The  concert  was  given  under  the  aus- 
^^es  of  the  Pullman  Public- Library, 
^ted  held  in  the  pretty  Arcade  Theater, 
&hich  never  looked  brighter.  The 
'house  itself  was  not  the  least  atti'action. 
and  added  to-  this  was  a  superb  pro- 1 
bpramnie  which  ran  along  as  smoothly 
UU  our  Pullman  cars.  President  Pull¬ 
man  was  present,  also  a  large  number 
^  his  friends  from  Chicago,  many  of 
whom  contributed  to  the  success  of  the 
mtertainment.  Only  one  fact  marred 
the  perfect  harmony,  and  that 
was  the  indisposition  of  Mrs. 
b.  R.  Martin,  who  therefore  was 
[unable  to  join  in  the  programme, 
pfothing  further  can  be  said  excepting 
(..that  everybody  was  delighted  at  the 
charming  features  of  the  concert, 
which  opened  with  the  superb  selec¬ 
tion  from  Verdi’s  “Attila,”  rendered  by 
the  Pullman  Military  Band. 

This  was  the  key-note  to  the  whole 
programme,  and  was  greatly  appreci¬ 
ated  by  the  enthusiastic  audience. 
Mr.  J.  Tweedale  made  his  first  ap¬ 
pearance  here,  and  at  once  captured  the 
audience  by  his  polished  style.  He 
thoroughly  understood  the  principle 
that  recitation  is  not  rant,  and  through¬ 
out  his  selections  showed  much  versa¬ 
tility,  the  change  from  pathos  to 
humor  being  very  subtly  rendered. 

'  Kinder  8ymphonie--A  Merry  Bleigh 

Bide" . Ch-wntal 

Ulrector,  Mlea  Pnllmitn. 

Beading— The  Battle  of  Lookout  Mount-  ^ 

. Mr.  John  TVeodaio. 

'«ano-(a)  Minuet . IhidorowelcI 

V  (b|  Paenulnado . Gottachalk 

Mra.  Nellie  Bangs  Saelton. 

Cornet  solo— Le  Chevalier . Stolnhanaor 

Mr.  J.  Lockhart. 

Song— Doris . Nevin 

Mias  e-'-’— 

Violin  obligati 


Mr  N  K  Honor 
Mr  Le  Roy 
Mr  Lamport 

MfSitchen” 


Miaa  Kimball 
Mr  Evans 
Bleigh  Bella- 
Mlaa  Chuuiasen 
Whlp- 
Mr  Sturgos 

t  Lockhart 


o.  Miaa  Clarke. 

Violin— 

Miaa  >  larke 
Maudolina— 

Miss  McKav 
Miaa  Barnes 
Guitars— 

Miss  Harriet  Pullman 
Mlsa  Bolden 
Banjo— 

Mr  Gordon 
Xylophone— 

Mias  Harriet  Pt 
Triangle- 
Miss  Grannia 
Drum— 

Banner  PuUman 
Boiiea— 

Mr  laharn 


Mr.  J.  Lockhart,  accompanied  by 
the  Pullman  Band,  played  a  dashing 
cornet  solo,  which  received  due  appro¬ 
bation.  Nothing  too  good  can  be  said 
of  the  singing  of  Mr.  Wyatt  McGaffey, 
whose  sonorous  bass  voice  ]>«netrated 
every  corner  of  the  theater.  It  is  sel¬ 
dom  one  hears  so  rich  a  voice  nowa¬ 
days,  as  the  basso  profnndo  seems  to 
get  scarcer  every  year.  Perhaps  the 
most  finished  performance  was  that  of 
Mrs.  Nellie  Bangs  Skelton,  whose 
crisp  technique  and  brilliant  execution 
conquered  all  hearts.  Many  people 
present  for  the  first  time  perhaps  dis¬ 
covered  that  the  piano  is  more  than  an 
instrument  of  torture.  Under  such 
control  it  soars  to  the  front  rank  of 
musical  instruments,  and  it  is  hoped 
that  Pullman  may  again  ( and  that  be¬ 
fore  long)  have  the  pleasure  of 
listening  to  Mrs.  Skelton.  The  “piece 
de  resistance"  of  the  evening,  however, 
was  the  “Kinder  Symphonie”  of 
Chwatal.  This  is  a  charming  creation, 

I  full  of  tuneful  movements  and  withal 
I  simple  in  its  orchestration.  It  was 
beautifully  rendered  by  a  party  of  ladies 
and  gentlemen  from  Chicago,  directed 
by  Miss  Pullman,  who  received  an 
ovation  at  its  close.  It  is  difficult  to 
single  out  the  leading  points  in  such 
an  orchestra,  but  Miss  Gordon,  at  the 
piano.  Miss  Clarke,  solo  violin,  and  Miss 
Harriet  Pullman,  xylophone,  were 
the  leading  performers.  Too  much 
praise  cannot  be  given  Miss  Pullman 
for  the  precision  of  her  orchestra, 
which  must  have  received  considerable 
/ttention.  The  effect  of  the  sleigh 
bells,  supper,  and  other  features  will 
'  linger  in  the  memory  of  all  who  were 
present.  The  closing  number  was 
equal  to  its  predecessors. 

The  jrerfect  piano  accompaniment  by 
Miss  Pullman  and  the  artistic  violin 
obligato  by  Miss  Clarke  were  worthy 
settings  for  the  beantifnl  song  rendered 
by  Miss  Gordon.  .Altogether  the  en¬ 
tertainment  was  a  gem  with  magnifi¬ 
cent  settieg,  and  it  is  hoped  it  will  be 
repeated  in  the  near  future.  Stand¬ 
ards  such  as  this  cannot  fail  to  improve 
the  musical  and  literary  tone  of  our 
model  town.  _ 


Keaaing- The  Hat . 

Mre.  D.  K.  Martin. 

Piano— Cnohouoha . 

Mr».  Nellie  Bangs  Skelton. 
BasB  Bolo — King  or  Me? . 


CAft  LIGHTING.  \S,. 

The  car  stove  having  been  abolished,'^ 
far  as  law  can  do  that,  a  movement  has 
•ommenced  for  the  abolition  of  the  car 
lamp.  In  its  way  the  lamp  is  as  danger¬ 
ous  as  the  stove  and,  wliile  fewer  burn¬ 
ings  can  be  traced  to  it,  so  many  have 
been  that  the  lamp  must  eventually  go. 
Agitation  can  only  hasten  its  exit.  In¬ 
deed,  it  is  already  going.  The  competi¬ 
tion  in  the  luxury  of  travel  in  which  the 
railroads  find  .themselves  involved,  has 
driven  them  to  improvement  in  methods 
of  lighting.  Electricity  was  tried  and 
found  to  meet  all  the  requirements  ex¬ 
cept  that  it  was  too  expensive.  Now  a 
car  could  be  perfectly  and  safely  lighted 
by  candles,  but  candles  involve  grease 
and  care  and  odor.  So  the  inventors 
have  had  recourse  to  gas  and  have  suc¬ 
ceeded  admirably  as  everybody  who  has 
recently  traveled  in  a  Wagner  car  at 
night  must  confess.  The  gas,  which  is 
made  on  the  Pintsch  system  from  crude 
petroleum,  is  compressed  into  a  cylinder 
carried  under  each  aar  and  fed  to  the 
lamp  by  its  own  expansion.  That  it  fur¬ 
nishes  a  brilliant  and  steady  light  and  is 
safe  is  as  far  as  the  public  is  interested  in 
it  but  the  companies  appreciate 
that  it  is  economical  and  simple 
n  its  operations  or,  despite  the 
dangers  of  oil,  we  doubt  if  they  would 
be  adopting  it  and  they  are  doing 
this  so  rapidly  that  the  Safety  Car  Heat¬ 
ing  &  Lighting  comptany,  which  has  con¬ 
trol  of  the  patents  for  this  country,  is  un¬ 
able  oven  now  to  keep  pace  with  the  de¬ 
mands  upon  its  facilities.  Under  such 
circumstances,  it  is  difficult  to  compre¬ 
hend  what  legislation  can  do  towards 
hastening  the  abolition  of  the  lamp  and 
in  view  of  what  has  already  been  done  by 
the  companies,  what  is  doing  and  what  is 
to  be  done,  perhaps  it  would  be  as  -well  to 
e  t  them  alone  for  a  year  or  two. 


/V^ 


r  DfWMrfiy  BULVAT  MM  dJDATIONB. 

^  Among  tbs  ovidonoes  of  inurcased  and 
ai'uasing  civilioation  perhaps  noneismoro  eon- 
clusfrhtbaw^iJtfc-^W^vement  mads  in  rail¬ 
road  accommodations  and  conveniences. 
BuiiiotliinK  new  under  the  snu  was  the  making 

social  affair  of  the  formal  opening  of  a  just 
completed  station,  which  is  doubtless  tho 
finest  thing  of  tho  kind  in  this  country  of 
sploudid  so-coUed  depots.  It  is  worth  while, 
by  tho  way,  to  commend  our  Wisoonsiu  Con- 
and  Northern  Paoiflo  friends  for 
discarding  tho  misnomer  borrowed  from 
tho  Froncli  and  adopting  tho  rospoota-  , 
bla  and  signifloont  English  term.  Mostjr 
of  tho  guosls  who  inspected  the  beautifnl  and 
well  arranged  rooms  and  offices  of  the  stately 
now  station  rocallod  without  any  tax  upon  the 
memory  a  time  w  hen  Chicago  could  make  no 
boast  of  her  “depots,"  even  after  she  liad 
made  claim  to  being  a  railroad  center. 
shaoklc  affairs,  oheaply  and  clumsily  built, 
not  intended  to  ncooinmodato  and  Iiardly  to 
shelter  the  public,  marked  where  trains  came 
toafuiistop  and  whence  thoy*' started,  and 
not  mucli  greater  was  their  service.  Utility 
only  was  contomplatod,  and  the  companios 
operating  roads- probably  never  gave  a  thought 
to  tiio  interests  of  the  pnblio  beyond  that  of 
affording  travelers  some  protection 
weather. 

Hut  the  stations  that  have  beon  conatruotod 
or  remodeled  in  the  six  or  eight  years  last 
pa-it  are  Chicagoesqno  in  appoaranco  and  ap- 
poinimeuts,  befitting  the  city,  provided  with 
comforts,  and  in  every  practical  way  adapted 
to  tho  wants  of  exacting  and  fastidious 
elors.  The  waiting-rooms,  the  most  impor¬ 
tant  feature  of  a  station  so  far  as  the  public 
coucoruod,  are,  generally  speaking,  liand- 
some,  Uioroughiy  warmed  in  winter,  and  per. 
fectly  ventilated  in  sniumer.  Upholstered 
seats  have  taken  the  place  of  tho  hard, 
benches  that  tortured  and  fatigued  sitters 
erstwhile,  and  corrospondmg  improvements 
have  been  made  in  every  other  respect, 
to  the  providing  a  clear,  strong  light  for  read¬ 
ing.- 

The  great  sums  of  money  pul  into  stations 
pi-ove  the  necessity  of  railroad  oorpnrationa 
doing  for  tho  people  in  public  way  what  the 
people  do  for  tbemselves  in  private  way. 
Modern  society  has  addressed  itself  to  tho 
agreeable  problem  of  minimizing  its  annoy¬ 
ances  and  Increasing  to  the  last  possible  de¬ 
gree  its  pleasures  and  enjoyments.  It  will 
not  put  up  with  discomforts  that  may  be 
avoided,  and  very  energetically  “kicks” 
against  every  sort  of  imposition.  Willing  to 
endure  much  at  the  hands  of  a  struggling 
or  impoverished  enterprise,  it  insists  c 
pbatically  that  all  corporations  able  to 
minister  to  its  ease  and  comfort  ehall  do 
Though  our  grandsiros  rode  over  oordnroy 
roads  in  lumbering  8tage8.tUat  took  in  cold  at 
every  lurch,  we  demand  a  road-bed  an  1  a 
running  gear  that  shall  save  ns  from  any  but 
the  slightest  vibration  or  tremor,  while  our 
traveling  coaches  mnst  as  nearly  reprodnoe 
our  drawing-rooms  and  dining-rooms  and 
boudoirs  as  it  is  possible  they  should.  Your 
spruce  traveler  of  to-day  raises  a  mighty 
pother  if  by  chance  he  is  tbrnst  into  one  of 
the  day  coaches  that  his  father  would  have 
been  delighted  to  step  into. 

PuUman  coaches  do  not  harmoniza  with  a 
fili’ty,  ohoerloss  station;  and  so  the  spruce 
traveler  who  steps  from  his  luxuriously  ap- 
pointed  ‘  limited”  demands  that  ho  aliglit  in 
a  oarrespondingly  deeont  station,  and  railroad 
companies  were  not  over  slow  to  learn  the 
wisdom  of  putting  some  of  their  earnings  into 
Imndsoine  stations.  People  ore  no  fonder  of 
icUittg  about  a  desolate,  dreary  and  ugly 
station  than  they  are  of  riding  in  stuffy,  dirty, 
liaagreeaUe  oars,  and  into  the  prohlem  of 
•mperition  enters  every  consideration 

hllo  eomfort  and  oonveniencj  from  star 

*t the  journey.  Tn  g  few  years  tt 
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talioK  tiMt  be  bad  not  expected  being  oalled 
ap«fl.  Ho  WOB  pleased  to  Bay,  however,  how 
ttW  he  woe  to  mention  the  pleasure  ho  fe! ; 
Ster  five  years  of  toil  devoted  to  the  con- 
BtraotioD  of  the  edifloe  they  were  dedicating, 
■r.-  Villard  had  been  the  real  backer 
•t  the  enterprise,  while  he  simply  spent 
tie  iibornl  resorurces  Mr.  Villard  provided  so 
Sborally.  Ho  had  been  spending  the  money 
as  auickly  as  Mr.  Villard  raised  it.  He  had 
asked  the  Mayor  and  the  members  of  the 
'Conjhion Council  to  adopt  the  depot,  as  it  wore, 

I  give  it  the  city’s  protection.  Ho  commended 
the  slTBcturo  to  the  city’s  care,  and  asked  Mr. 
Villard  formally  to  tender  the  depot  to  the 

t  *^%bilo  M vl^’vVegg  was  speaking  the  members 
t  of  the  City  Council  waited  in  and  completely 
1  filled  the  rOTm. 

I  The  formality  of  tendering  the  building  to 
the  city  was  then  gone  through  with.  Mr. 
Villard,  who  gave  an  exhaustive  account  of 
■  tba  enterprise,  setting  forth  how  money, 

'  akill,  and  seerooy  had  to  bo  employed  to 
further  it.  It  was  a  most  difficult  nndortak- 
lag,  ono  beset  with  obstacles  on  every  hand. 
tJiit  at  that  lime  the  company  had  the  good 
irtnne  to  be  favored  with  the  aid  of  Mr. 
'egg,  to  whom  raueh  of  the  success  of  the  en- 
rprise  was  duo.  Mr.  Villard  said  he  had 
m  to  it  that  the  repot  would  bo  large 
ugh  for  all  purposes,  but  he  found  that  it 
id  be  too  small  in  a  few  years.  In  Ht. 
he  had  built  the  Norlhoru  Pacific 
and  ft  was  found  too  large, 
only  nino  years  have  elapsed  and 
I  already  too  small,  alniott 

uate.  It  had  been  a  difficult  thing  to 
the  necessary  real  estate.  Then  ho 
hat  ho  really  felt  that  ho  did  not  de- 
1  the  credit  of  engineering  the  enter- 
imself,  but  that  some  of  it  was 
1  Messrs.  Colby  and  Abbott,  of 
hern  Pacific  board  of  directors.  Ho 
id  to  bo  at  the  head  of  such  an  enter- 


lb  I  am  a  Mngwump.  Excuse  mo,  Mr. 
.yar,l  ought  to  have  (rffered  you  the  chair.” 
‘Oh,  never  mind,”  said  his  Honor,  ‘‘I  can 
Ad.” 

ind  he  stood  while  Mr.  Kriearaap  made  his 
*eeh.  Ho  said  that  he  though*  that  the 
»yar  ought  to  make  the  first  speech,  but  no 
atter,  he  would  continue.  Mr.  Kreisman 
«a  told  of  the  olden  times  in  Chicago,  when 
I  was  city  clerk  here;  how  he  dabbled  in  j 
diticB,  as  good  citizens  ought  to,  and  how 
rprised  he  was  to  see  the  wonderful 
langes  in  Chicago,  which  often  reminded 
in  of  Berlin,  although  Berlin  in  its  present 
■owkh  reminded  him  often  of  Chicago,  do- 
iftu'tho  fact  that  the  streets  there  were 
eaner  than  hero,  but  then  Chicago  was  only 
l-jbars  old  while  Beriin  was  31)0  years  old. 
'^e  streets  here  were  too  dirty— (a  voice 
■vhtX  has  that  to  do  with  the  depot”)  and 


OBD  LOOKING  NORTH, 
grown  too  rapidly.  He  was  grateful  for 
rrltation  to  be  present.  ‘T  am  grateful 
Mr.  Villard  for.  bringing  mo  to  Chicago, 
mg  may  she  wave  and  may  her  shadow 
wur  grow  less.”  As  the  last  sentence  re- 
md  wholly  to  Chicago,  everyone  ap- 

■tfr.  Villard  here  announced  that  there  was  a 
itleman  present  whoonjht  to  bo  heard 
m,  and  that  was  Mr.  Wegg,  the  president  of 
>  Cducago  and  Nortboru  Pacific  Hoad,  the 
ninai  company  that  had  erooted  the 


^E-PLACE  LN  tVAITINO-nOOM. 
would  do  so  mucli  for  tho  oity  of 
cago.  It  was  a  very  proud  moment  for 
I,.  Sind  ho  hoped  the  niuiiioipal  govern- 
.nt  V  .iikl  protect  the  struotiiro. 

Mai  er  ttogior  was  thou  called  for  by  Mr. 
’illwrd,  and  the  Mayor  responded  folioitousiy. 

tots  was  glad  to  voice  the  sentimouts  of 
dk  present.  Tho  act  was  one  that  was  grati- 
to  him  as  a  citizen  and 

u  an  official.  It  was  a  grand 

dmotnro  that  would  do  wonders  for  the 
Uttlro  of  Chicago.  It  may  bo  largo  now,  but  | 
JhicagO’  would  seo  to  it  that  it  would  be  i 
loue  too  large.  [Laughter  and  applaus?.]  ' 
ae  was  delighted  to  hear  Mr.  Kreisman, 
Who  had  been  away  from  Chicago  for  a 
^ird  of  a  century.  No  wonder  he  was  siir- 
"Hsed,  for  when  he  lived  here  thirty-five 
lara  ago  ho  would  occasionally  bo  suprised 
hen  a  two-story  shanty  was  ereeted  in  Clii- 
igo.  The  depot  was  a  grand  display, 
it  was  Just  like  Chicago.  The 
reets  here  may  not  bo  as  clean  as 
I,  Berlin,  but  Berlin  was  800  years  old  and 
hioago  but  'Hi.  The  Mayor  hero  added  that 
t  Mr.  Kreisman  would  come  here  when  Chi¬ 
sago  had  reached  Berlin’s  ago,  ho  would  be 
*■  glad  to  show  tho  city  to  bis  foreign  friend.  The  i 

•  Mayor  suoko  graeoCully  of  Mr.  F.  W.  Peek, 
f  who  had,  ho  said,  the  audacity  to  build  tho 
,  Anditoriuiu  He  concluded  by  telling  Mr. 

,  ViUard  to  look  to  his  laurels,  for  the  next  do- 

•  pot  erooted  hero  would  bo  like  Ihe  next  baby, 

s  much  handsomer  than  this.  I 

Aidennait  Dixon  mado  a  few  bright  re¬ 
marks,  and  so  did  Mr.  F.  W.  Pock,  who  told  of 

•  the  way  in  which  tho  deppt  tower  was  cut 

•  down  from  ‘AM)  feet  to  ‘)2.'5,  s6  that  tho  Audi- 
g  torium  tower  with  its  243  foot  might  still  re- 
.  main  tho  highest  m  Chicago. 

•  Mr.  J.  L.  High  concluded  the  speech  mak- 

•  ing  by  putting  in  a  g.jod  wood  for  Mr.  Wegg. 

t.  to  whoso  shill  and  enterprise  the  depot  owed 
B  ite  oxiateuco.  _ 

"  It  was  nearly  11  o’clock  before  tho  ‘‘Clear 
A  the  'I^ack”  galop  ended  with  a  shout  of  ‘'Obl- 

•  oagol  All  outl”  and  tho  reception  was  over. 
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mammoth  depot  '“Now,  gb  ahead,  Mr.  Wegg; 
I  took  yuttr  elfineo'from  you  this  morning, 
eft  toyenir  obanop  to  rfiYlcvo  your  mind.” 
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tl«  1  TVi,  1  ha  main  waiting-rooip  U  an  enormous 

the  Mara^lof  the  day.  71  feet  by Tw.  with  a  ceiling 
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feet  high.  The  room  projects 
cn  feet  west  of  the  ofiSce  building 
floors  and  walls  of  which  are 


ill  the  walled  and  edited 

ft  iiovoity,  anil  it  a.j. 
wljcre,  fulfills  its'porpos^n 


R.  R.  PROVIDED  WITH  A  VEBTIBDLB  CAB. 


The  Old  Colony  Kallroad.'wlth  the  enternrlse 
which  has  always  distinguished  Its  policy  In. the 
equipment  of  Its  passenger  service,  has  Just 
placed  upon  the  Cape  Cod  Division  a  magnldcent 
Pullman  vestibule  car.  Of  late  years  there  have 
beeu  great  strides  made  In  the  Improvement  of 
passenger  accommodation  on  the  railroads  of 
the  country  and  this  nrogress  seems  to  have 
reached  Its  climax  In  the  Pullman  vestibule  car 
which  for  elegance,  luxnrlousness  and  safety  of 
oonstructlon  Is  a  marvel  of  perfection.  The  car 
especially  referred  to  Is  named  the  “Tulip.”  Its 
Weight  Is  70  tons.  It  has  12  wheels.  Is  solidly  con¬ 
structed  and  provided  with  all  the  safety  appll- 
lanoes  modern  Ingenuity  has  devised.  It  would 
be  almost  Impossible  for  a  car  of  this  weight  to 
leave  the  rails  and  It  Is  so  thoroughly  solid  that 
telescoping  would  be  equally  Impossible.  The 
seating  arrangements  are  of  the  most  comforta¬ 
ble  character,  every  seat  being  provided  with  a 
footrest,  and  the  upholstering  Is  tasteful  and  ele¬ 
gant.  The  floor  Is  richly  carpeted ;  the  windows  : 
are  of  pjate  glass  and  so  constructed  that  Is  pos¬ 
sible  to  see  ahead  for  some  distance  In  looking 
out-  The  windows  are  curtained  and  the  use  of  I 
the  traditional  Immovable  blind  Is  In  consequence  | 
rendered  unnecessary-  The  car  Is  provided  with 
'two  toilet  rooms,  one  at  each  end,  one  being  for 
ladles  and  the  other  for  gentlemen ;  these  are 
provided  with  hot  and  cold  water  and  all  other 
conveniences  for  ablutlonary  purposes-  There 
Is  also  a  comfortable  smoking  room  for  gentle¬ 
men.  The  car  Is  provided  with  a  bonffe  where 
refreshments  can  be  obtained  on  short  notice. 
There  Is  also  a  private  room  which  may  be  en- 
gaged  by  a  company  or  by  any  one  desiring  to 
bo  exclusive.  The  car  Is  lighted  throughout  with 
gas,  the  gas  and  water  tanks  being  beneath  the 
lloer.  Altogether  It  Is  one  of  the  safest,  most 
comfortable  and  elegant  of  travelling  coaches 
and  Is  for  the  accommodation  of  all  travellers 
who  are  willing  to  pay  fifty  cents  In  addition  to 
the  regular  railroad  fare  for  the  enjoyment  of  Us 
?rlvlleges.  The  car  Is  In  charge  of  Mr.  J.  B. 
3owe,  conductor,  whose  gentlemanly  urbanity  Is 
veil  known  and  whose  care  for  the  comfort  of 
hose  who  travel  In  the  "  Tulip  ”  Is  ever  being 
'xerclsed.  The  Old  Colony  R.  R.  Is  to  be  com- 
dlmented  on  having  secured  this  elegant  addl- 
Ion  to  Us  already  very  efficient  passenger  accom- 
nodatlons  and  the  public  Is  to  be  congratulated 
in  having  such  a  convenient  and  richly  appoint 
M  travelling  car  placed  at  Us  service. 


SCARE  IN  THE  PULLMAN  BDILLINO. 

A  slight  fire  in  the  basement  of  the  Pullman 
Building  last  night  dkused  quite  a  scaro 
among  the  occupants  of  that  building.  The 
firo  was  first  discovered  by  the  night  janitor, 
who  observed  smoke  coming  from  one  of  tlie 
roar  windows.  An  alarm  was  turned  in  and 
the  firo  was  extinguished  with  but  slight 
damage. 


\% 


v^ompiaint  nas  been  made  by  Ladies  of 
the  cramped  up  Toilet  Rooms  and  by  Gen- 
demen  of  lack  of  accommodation  for 
Smokers  in  Pullman  Cars- 

_*‘THE  NORTH-WESTERN  LINE”  C.,  St.  P.  M.  & 
O.  Ry.,  remembering  these  complaints,  desire  to  call  at- 
tcntion  of  the  traveling  public  of  both  sexes  to  SIX 
NEW  PULLMAN  and  WAGNER  SLEEPERS  of  a  new 
style  and  that  are  now  in  service  on  their  VESTIBULE 
LIMITED  between  Minneapolis,  St.  Paul  and  Chi¬ 
cago.  The  above  cut  represents  INTERIOR  VIEW 
t^-^t)IbS’  TOILET  ROOM  in  the  new  Pullmans. 
Hot  and  cold  water  is  supplied,  and  all  the  wash  stands 
and  fixtures  are  of  nickel. 


THE  GENTLEMEN’S  SMOKING  ROOM  is  larger 
and  is  provided  with  movable  easy  chairs  in  addition 
to  the  customary  stationary  seat. 

In  these  Pnllnjan  Cars  are  TWO  PRIVATE  SEC¬ 
TIONS,  numbered  11  and  127 that  can  be  made  nearlv 
as  private  as  the  Drawing  Room,  and  the  furnishings  cif 
these  private  sections  and  of  the  Drawing  Room  is  of 
Old  Gold  and  Embossed  Plush.  No  extra  charge  for  the 
'  private  sections. 

In  addition  to  providing  this  superior  equipment, 
“The  North-Western  Line”  is  the  only  line  running  all  its 
passenger  trains  between  St.  Paul  and  Chicago  in  less 
than  l^  hours. 

Through  Time  East  bound  is  as  follows : 

I  vestibule  limited.  Carrying  the  above  improved 

Sleeping  Cans, 

Leaves  Minneapolis  6:50  p.  m.,  St.  Paul  7:30  p.  m., 
and  arrives  Milwaukee  7:25  a.  m.,  Chicago  9:00  A. 

'  making  connection  with  all  fast  line  trains  Chicago  to 
the  East  and  to  Cincinnati  and  South. 

FAST^^AI^^XPRES^  Leaves  Minneapolis  7:00  a.  m. 

and  St.  Paul  7:45  a.  m. 

and  arrives  Chicago  9:35  p.  m.,  connecting  with  monfjq 


No  extra  fares  for  this  fast  service  and  superior 
accommodations. 


OFFICES-159  East  Third  Street,  St.  Paul, 

13  Nicollet  House  Block,  Minneapolis. 
332  Hotel  St.  Louis  Block,  Duluth. 
And  Union  Depots  in  the  Twin  Cities. 


NOTE— Pullman  and  Wagner  Sleepers  leaving  Duluth 
4:30  p.  M.  daily  run  through  between  Duluth 
and  Chicago  on  the  Vestibule  Limited.  “The 
Northwestern  Line”  is  the  only  Pullman  Line 
from  Minneapolis  and  St.  Paul  to  Duluth,  Ash¬ 
land,  Sioux  City,  Omaha,  St.  Joseph  and  Kansas 
City. 
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,^ONG  THE  RAILW^:.; 

tiff  -  \ 

'/^onsnmmation  of  the  Kentuckj\ 
/v  Ceutral-LouisTilie  and  ' 
Nashville  Deal. 


/ 


The  Latter  Eoad  To  Take 
sion  of  the  New  Property 
January  1. 

Bemark&ble  Increase  of  Earnings  Re¬ 
ported  Rf  the  Pennsylvania 
East  of  Pittsburgh, 

The  Question  of  Fooling  Again 
JDogded  By  the  Interstate 
Commerce  Commission.  ^ 

rSBBOKAL  AND  GENEBAL  NEWS 


The  negotiations  for  the  purchase  by 
the  Iiouisville  and  Nashville  ot  the 
Kentucky  f’cntral,  which  have  been  pro- 
Ki'esalni;  for  several  weeks,  have  finally 
been  concluded,  aud  ou  the  1st  of  Jan¬ 
uary.  l&Ol.  the  road  will  pass  under 
the  control  of  the  new  owners. 

This  i.s  deemwl  one  ot  tho  most  ini- 
poi  taut  of  the  recent  acquisitions  hy  tho 
J.iouisvillc  and  N'ashvillo  Ct^npany.  The 
road  has  an  excellent  local  business, 
but  it  ha.s  lacked  through  and  direct 
connections. 

I’lie  Kentucicy  Central  will  be  improved 
in  all  dirtctlous,  aud  tho  effect  will  be 
liarticularly  beneficial  to  Eastern  Kcn- 
tuoXy  interests.  By  this  change  more 
direct  outlets  to  Cincinnati,  Cleveland 
and  Httshurgh  are  secured  for  tho  ma¬ 
terials  of  that  section,  aud  now  impetus 
iwill  thus  l<o  given  to  investment. 

By  this  acquisition  the  Louisville  and 
Nashville  aguin  comes  into  possession 
«t  the  Richmond  Branch,  and  can  im¬ 
prove  its  liouisvillo  connection  with  tho 
country  about  Richmond. 

d'he  purchase  l).v  tho  East  Tennessee, 
iVirginia  and  Georgia  of  Iho  lease  of 
the  Cincinnati  Southern,  and  its  con* 
tjol  of  the  Louisville  Southern  has  m^u 
the  lease  ot  the  Kentucky  Ck'ntraV'to 
Y  the  L.  and  N.  seem  probable  to  those 
\iu<ist  familiar  with  the  railroad  dap  (it. 

'|,he  State.  Besides  the  road  ,i(nd  .-its' 
\  kentucicy  business  the  Louisy^llo  .‘h.ml 
'OKtohvillc  secures  valuable  terminal  privi- 
at  Cincinnati,  tho  Konfucky  Qta* 
\^d^(^tering  tho  L’nion  depot.  ^  ! 


A  number  of  elegant  new  sleeping  cars 
were  put  into  service,  ou  the  Milwaukee  & 
St.  Paul  to-day  to  reqace  the  Pullman  cars, 
the  use  of  which  was  «()andoned  by  that  road  a 
few  weeks  ago.  The  new  cars  are  of  the  Mil¬ 
waukee  &  St.  Paul’s  own  design  and  they  are  fitted 
up  wltli  all  the  latest  Improvements  and  con¬ 
veniences.  Each  Derth  Is  furnished  with  an 
adjustable  electric  lamp.  The  use  of  the  Pullman 
vestibule  has  been  abandoned,  and  the  Bart 
vestibule,  of  which  tho  company  owns  the  pat¬ 
ents,  has  been  substituted.  The  cost  of  each  cat 
was  about  *23,000. 


yj'i-r-  // 


^  To  the  Golden  Gate.  • 

"Pennsylvania  Tours  to  the  Golden' 
Gate  ”  is  the  title  of  a  litUe  book  that  has 
gome  to  Thk  Inquibeb  office.  It  is  issued 
by  the  Pennsylvania  Railroad  and  gives 
the  details  of  the  most  elaborate  tours  ever 
undertaken  by  a  railroad  company  in  this 
country.  Four  excursions  are  contemplated 
which  practically  cover  the  entire  country, 
include  the  scenic  routes  through  the  Rock¬ 
ies  and  the  Cascades  and  introduce  those 
.  iortunate  enough  to  join  the  parties  to  life 
in  California  and  the  great  Northwest  of  the 
'  Pacific  Coast. 

Tlie  fact  that  nearly  every  ticket  has  been 
sold  for  the  first  excursion,  which  starts  on 
the  6th  of  February,  insures  the  entire  suc¬ 
cess  of  the  enterprise.  The  Pennsylvania 
is  the  best  eqnipfied  railroad  in  the  country 
to  undertake  a  thing  like  this.  Its  fanioni 
Chicago  Limited  is  unquestionably  tlie  finest 
,  long-distance  train  tlie  world  over,  and  as 
the  excursionisU  are  to  travel  in  a  special 
train,  wliioh  is  an  exact  duplicate  of  the 
Limited,  they  will  enjoy  a  luxury  of  travel 
not  only  unknown,  but  not  even  dreamed  of 
a  few  years  ago. 

We  are  particularly  glad  that  these  ex- 
enrsionshave  been  inaugurated,  for  their 
success  will  make  them  established  institu- 
j  tions,  and  it  is  to  be  hoped  that  Philadel- 
I  pliians  especially  will  join  them.  Every 
thinking  man  will  return  to  his  home  with 

II  new  opinions  of  the  great  West.  He  will 
bring  back  ideas  of  progress  that  can  be 
used  to  great  advantage  in  this  city,  which 
has  so  long  been  struggling  at  a  disad¬ 
vantage,  and  he  will  gain  his  information 
in  the  most  delightful  way  possible.  Across  I 
the  continent  in  a  traveling  hotel  fitted  with 
kitchens,  dining  rooms,  smoking  rooms, 
libraries  and  barber  shops  is  an  entirely 
different  thing  from  the  emigrant’s  prairie 
schooner  of  even  recent  times. 


Highest  Building  in  Chicago,  Etc. 

Ann  Abbor,  Mich.,  Deo.  17.-[Editor  of  The 
Tribune.  1-(1)  How  many  stories  does  the  high¬ 
est  building  in  Chicago  cqntaiat  In  N®w_ 
York,  and  what  building  is  itt  (2)  In  case  ths^ 
upper  berth  on  a  Pullman  car  is  not  takan  can  tho  L 
person  in  the  lower  berth  compel  the  porter  to  t 
leave  it  shut  up7  Is  there  any  law  on  this  point!  1 
(3)  Is  it  lawful  to  charge  as  much  for  a  berth,  J 
say,  from  Toledo  to  Dayton  as  from  Toledo  to  I 
Cincinnati!  W.  H.  Decker. 

[  (1)  The  Chamber  of  Commerce  Building  is 
200  feet  high.  Tho  height  of  the  Auditorium 
tower  balcony  is  280  foot,  but  that  is  not,  strictly 
epoaking,  a  building.  Tho  highest  building  in 
New  York  is,  we  boUovo,  the  World  Building, 
which  has  just  been  completed.  (2)  No.  Thors  J 
was  a  decision  to  tho  effect  of  which  you  refer, 
handed  down  recently  by  the  Minnesota  Supreme 
Court,  but  the  sleeping-car  oompaniee  will  not 
regard  it  until  the  highest  court  in  tho  land  com¬ 
pels  them  to  do  so.  (3)  It  is  not  a  question  of 
law  with  sleeping-car  companies  what  it  charges 
until  the  law  gets  weary  and  handles  the  Infractor. 
The  law  is  very  slow  in  wearying  over  sleeping- 
car  companies.]  _ _ 


1  Or  last,  you 


“But  first— 

Or  last,  your  fine  Egyptian  cookery 

Shall  have  the  fame.  I  have  heard  that  Julius  Caes 

Grew  fat  with  feasting  there.”  d  ri  *  t 
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A  SPONTANEOUS 
TRIBUTE.  ^ 


^  i 

HQo  ^  _ 

IF  there  is  a  man  in  America  who  knows  a  good  thing  when  he  sees 
it,  it  is  Mr.  Phineas  T.  Barnum,  the  proprietor  of  “The  Greatest 
Show’  on  Earth.”  Mr.  Barnum  has  traveled  extensively  in  every 
quarter  of  the  globe  and  is  an  experienced  gourmand,  familiar  with 
the  best  cookery  of  many  lands.  When,  therefore,  so  distinguished 
a  connoisseur,  spontaneously  expresses  the  pleasure  he  has  experi¬ 
enced  in  dining  upon  the  Michigan  Central’s  North  Shore 
Eiraited  by  handing  the  conductor  of  the  Dining  Car  the  above 
card,  it  cannot  but  be  accepted  as  a  gratifying  testimonial  to  the 
efficiency  of  the  service.  The  Dining  Cars  of  the  Michigan  Central. 
“The  Niagara  Falls  Route,”  are  operated  by  the  Wagner  Palace  Car 
Co.  They  are  in  charge  of  experienced  officers  and  attendants,  and 
neither  pains  nor  expense  is  spared  to  provide  the  best  the  markets 
afford,  admirably  cooked  and  tastefully  served. 


Ihe  St  Charles  Car  Works. 

The  St.  Louis  Globe-Democrat  of 
Nov.  a  speaks  as  follows  of  the  St. 
Charles  Car  Works,  where  Mr.  A. 
Kapp  is  manager,  and  so  many  men 
formerly  employed  here  are  at  work: 

The  leading  industry  is  the  St. 
Charles  Car  Company,  which  employs 
1,‘iOO  hands,  and  pays  out  $50,000 
monthly  for  labor,  in  creating  its  an¬ 
nual  output  of  $2,500,000  of  linsi- 
ness.  This  institution  is  a  monument 
to  St.  Charles  pluck  and  confidence, 
the  people  having  taken  over  $100,000 
in  tile  company^a  atock.  The  plant  is 
a  large  one,  the  foundry  for  the  car- 
wheels  being  400x300  feet ;  iron  ma¬ 
chine  department,  350x160  feet ;  erect- 

The  passenger-coach  department,  the 
I  only  one  west  of  the  Mississippi  Kiyer, 
is  a  mammoth  two-story  building, 
300x150  feet.  The  street-car  depart¬ 
ment  occupies  a  building  400x100 
feet,  with  a  machine  shop  adjoining 
90x80  feet.  This  department  is  capa¬ 
ble  of  building  300  street  cars  yearly. 
Two  handsome  productions  of  recent 
date  were  the  private  cars  “SierM 
Moiada”  ana  the  “Nomad,”  for  the 
Monterey  nad  Gulf  and  the  Kansas 
City  an4  Fort  Scott  roads,  respect¬ 
ively. 
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A  FRENCHMAN’S  OPINION. 

Ill  “.loiiuthan  and  His  Continent,”  Max 
O’Rell  says :  “  The  Americans  havesujipresscd 
distances  by  bringing  railway  trains  to  perfec¬ 
tion.  In  point  of  comfort  the  American  trains 
are  to  the  French  and  English  trains  what 
these  latter  are  to  the  stage-coach  of  by-goiie 
days.  Nothing  can  surpass  the  comfort  and 
luxury  of  the  Pullman  cars,  unless  it  be  the 
perfected  Pullman  that  is  called  the  Vestibule 
train.  Six  or  seven  carriages,  connecting  one 
with  another,  allow  of  your  moving  about 
freely  over  a  length  of  some  hundred  yards- 
Dining  room,  sleeping  car,  drawing  room  car, 
smoking-room,  library,  bath-room,  lavatory, 
the  whole  fitted  up  in  the  most  luxurious  style. 
What  can  one  desire  more?  It  is  a  hotel  on 
wheels.  It  is  your  apartment  in  which  you 
whirl  from  New  York  to  Chicago  in  twenty- 
four  hours.  Cook,  barber,  valets  de  chambre, 
you  have  all  at  hand.  Yes,  a  barber  I  There 
is  a  barber’s  shop  at  one  end  of  the  train.  They 
will  soon  add  a  billiard  room.  The  platforms 
at  the  ends  of  the  carriages  are  closed  in  bv  a 


gentleman  evidently  enjoyed  a  ride  on  the 
“Pennsylvania  Limited”  Express,  which 
stands  without  a  rival  in  the  railway  world. 
To  complete  the  foregoing  description,  it  must 
be  added  that  this  matchless  train  now  carries 
an  expert  stenographer  and  typewriter,  whose 
services  are  at  the  command  of  passengers  free 
of  charge,  also  a  bulletin  of  financial  news  and 
weather  reports  fresh  from  the  wires  at  inter, 
vals  during  the  day,  posted  for  the  information 
of  this  moving  hotel’s  guests.  What  next? 


IH’i 


Pullman. 

The  Electrical  Industry. 

What  is  now  done  in  this 
Department. 

Lighting  Cars  and  Shops. 

Some  interesting  statements. 


ELECTRICITY. 

What  electricity  is  no  man  yet 
knows.  We  deal  with  certain  phe¬ 
nomena,  produce  startling  results  by 
means  of  some  element  of  matter  or 
force  in  nature  which  we  do  not  un¬ 
derstand,  and  we  are  groping  along  an 
obscure  and  mysterious  way.  Mr. 
Thomas  Edison  tells  us  that  he  thinks 
Prof.  H.  Hertz,  the  ablest  living  inves¬ 
tigator  in  this  field  of  research,  will  by 
and  by  be  able  to  tell  us  what  electric¬ 
ity  is.  The  Greek  Thales,  twenty-five 
hundred  years  ago,  is  credited  with 
the  first  experiments  in  this  fascina¬ 
ting  field.  Theophrastus,  Aristotle 
and  Pliny  allude  to  the  element 
but  nearly  all  the  very  valuable  work 
in  this  department  has  been  done 
since  Franklin’s  time,  and  the  appli¬ 
cations  of  electricity  to  the  uses  of 
man  have  principally  been  made  dur¬ 
ing  the  last  twenty-five  years.  The 
telegraph,  of  course,  preceded  that 
date.  Early  in  the  century  an  emi¬ 
nent  French  Scientist  burned  an  arc 
light  in  Paris  but  told  his  hearers 
that  it  would  always  prove  too  costly 
to  come  into  general  use,  and  was  only 
of  interest  as  a  laboratory  experiment. 
Sir  Isaac  Newton’s  exiieriments  two 
hundred  years  ago  were  not  of  much 
value,  but  the  discovery  of  the  Leyden 
Jar  was  a  long  step  in  advance.  Our 
illustrious  Franklin  clearly  showed 
the  identity  of  lightning  and  electric¬ 
ity.  In  1790  Galvani  discovered  that 
the  contact  of  metals  produced  mus¬ 
cular  contractions,  and  in  1800  Volta 
made  his  celebrated  Voltaic  pile;  the 
chemical  efiects  of  this  pile  enabled 
Davy  to  inaugurate  a  new  era  in  the 
science  of  chemistry.  Coulomb  ex¬ 
perimented  about  the  close  of  the  last 
century  inventing  the  torsion  balance 
which  has  been  of  value  in  the  subse¬ 
quent  study  of  this  subject.  The  in¬ 
vestigations  of  Ampere  will  always 
stand  among  the  most  brilliant  in  this 
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of  able  thinkers.  The  men  who  have 
done  most  to  adv'ance  it  are  unknown 
to  the  masses  of  mankind.  But  in¬ 
ferior  men  like  Morse,  Bell,  Brush  and 
Edison  are  widely  advertised  on  the 
mechanical  and  couirtinfc  house  side 
of  the  subject,  though  niaRlng  no  real 
contributions  to  the  science  and  mere¬ 
ly  using  the  results  of  the  labors  of 
some  of  the  really  great  men  who  are 
named  in  this  brief  sketch.  Within 
fifteen  years  “Electricai  Engineering” 
has  become  a  separate  profession; 
hundreds  of  millions  of  dollars  have 
in  that  period  been  invested  in  electric 
light  plants,  in  power  piants  and  in 
motors,  and  a  demand  has  been  cre¬ 
ated  for  men  specially  trained  in  what 
is  known  of  the  subject  and  its  appli¬ 
cations  to  ihis  date. 

In  the  matter  of  street  cars  alone 
2100  miles  of  street  lines  are  now  op¬ 
erated  by  electric  yiotors.  Many 
street  car  motors  are  put  into  cars 
built  here.  Hundreds  of  small  towns 
have  electric  light  plants  and  they  are 
numerous  in  all  large  cities. 

ELECTRICAL  INDUSTRY  HERE. 

To  keep  pace  with  the  general  prog¬ 
ress  in  applications  of  electricity,  it 
became  desirable  to  use  it  in  first 
class  cars  like  sleeping  and  drawing 
room  cars,  and  the  Puliman  shops 
found  it  necessary  to  oranize  and  oper¬ 
ate  an  electrical  department.  The 
main  object  of  this  article  is  to  tell 
what  is  now  done  in  Pullman  in^thls 
industry. 

The  first  electrical  supplies  for  cars 
here  were  purchased  from  the  Western 
Electric  Company  of  Chicago,  but  in 
July  1884,  it  was  deemed  advisable  to 
undertake  some  of  this  class  of  work 
at  these  shops  and  a  competent  man 
was  i)ut  to  making  aunnuciators.  He 
soon  required  assistance  and  the  de¬ 
partment  has  continued  growing  tili 
today  when  it  has  20  operatives,  four 
of  them  being  girls.  When  a  palace 
ear  is  building  proper  wires  wrapped 
in  insulating  tape  are  laid  in  grooves 
out  of  sight,  so  that  in  a  finished  car 
they  are  wholly  concealed;  where 
they  go  through  floors  over  edges  or 
around  corners  they  pass  through 
rubber  tubing  for  protection.  The 
annunciator  is  placed  in  one  end  of  a 
car  where  the  porter  is  presumed  to 
stay,  but  at  the  opposite  end  there  is 
a  bell  in  series  with  the  annunciator 
bell  so  as  to  give  a  double  warning, 
thus  calling  the  porter  from  either 
end  of  the  coach.  While  wires  are 
being  placed  in  a  car  under  con¬ 
struction,  the  annunciator  and  push- 


power  Edison  lamps,  usii.ally  in  two 
circuits,  one  for  the  sleeping  part  of 
the  car,  the  other  for  hall  ways,  vesti 
bules,  toilet  rooms  and  smokingrooms. 
By  these  means  all  portions  of  the  car 
except  the  sleeping  department  can  be 
kept  lighted  all  night.  The  cables 
leading  from  the  dynamos  to  the  stor¬ 
age  batteries  under  the  car  are  run 
over  the  top  of  the  car  in  a  wooden 
moulding  painted  with  an  insulating 
paint  and  then  covered  over  with  a 
tin  roofing.  These  cables  terminate 
at  the  ends  of  cars  and  can  easily  be 
connected  or  carried  from  one  car  to 
another  by  flexible  couplers.  The  in¬ 
candescent  lamps  are  usually  attached 
to  the  oil  lamp  frames.  Under  each 
car  is  placed  a  series  of  thirty-two  cells 
of  storage  batteries  which  have  a  ca¬ 
pacity  for  briliiantly  lighting  the  car 
lamps  when  the  dynamo  is  not  in  use. 
The  baggage  car  where  the  engine  and 
dynamo  are  placed  is  supplied  with 
the  most  improved  test  instruments 
such  as  Voltmeters,  Am-meters  and 
tachometers,  and  some  ears  are  provi¬ 
ded  with  Brewster’s  temperature  re¬ 
cording  clocks. 

LIGHTING  SHOPS. 

The  paint  department  of  the  Freight 
car  shops  is  lighted  by  60  arc  lights, 
each  of  1200  candle  power ;  these 
lamps  are  operated  by  two  Ball  dy¬ 
namos  in  the  Water  Tower.  These 
arc  lamps  use  about  6000  carbon  rods 
or  candles  during  the  year.  We  also 
have  a  750  light  Edison  dynamo  and 
one  Brush  incandescent  dynamo  for 
lighting  the  new  repair  shops  and  up¬ 
holstering  departments.  There  is  al¬ 
so  one  E^ckomeyer  dynamo,  such  as 
those  on  trains,  which  is  used  for 
charging  storage  batteries  before  they 
are  put  on  cars,  and  it  is  also  used 
for  lighting  the  electrical  rooms  in  the 
Tower.  Storage  batteries,  cables, 
wires,  all  lamps,  carbons,  nails,  screvi’s, 
insulating  tape,  hard  rubber  for  push 
buttons,  belts  etc.,  are  now  all  pur¬ 
chased  for  use  in  this  department. 
The  LaClanche  batteries  are  put  to¬ 
gether  and  the  bells  and  annunciator 
trimmings  are  plated  here.  The 
switches  with  their  cut-outs  are  all 
made  here  as  well  as  the  annunciators, 
wire  guards  for  protecting  lamps,  push 
buttons,  etc.  The  annunciator  is  not 
made  anywhere  else  but  here.  The 
electric  switches  with  their  cut-outs, 
the  shade  holders,  wire  guards  for 
lamps  and  our  push  buttons  were  all 
devised  here.  There  is  also  an  inge¬ 
nious  portable  electric  reading  lamp, 
by  means  of  which  a  passenger  can 
read  even  when  lying  down  in  his 
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man  as  Hertz  is  to-day.  But  it  was 
left  to  Michael  Faraday  to  do  for  this 
science  what  it  would  be  useless  for  us 
even  to  attempt  to  summarize  here ;  he 
began  his  experiments  in  1831  and  by 
his  labors  in  pure  science  made  the 
telegraph  and  telephone  possible,  and 
made  clear  the  way  for  our  electric 
lights  and  electric  motors.  The  re¬ 
cent  men  headed  by  such  names  as 
Bell,  Edison  and  Brush,  who  have  ta¬ 
ken  out  many  patents  upon  mechan¬ 
ical  devices  for  using  electricity,  have 
done  little  if  anything  for  the  science, 
but  have  acquired  fortunes  upon  ap¬ 
plications  made  possible  by  the  work 
of  Faraday.  Faraday  cbuld  spare  no 
time,  though  offered  vast  sums  to  do 
so,  to  apjly  his  discoveries  to  the  uses 
of  man,  always  saying  that  that  class 
of  work  could  be  done  just  as  well  by 
others.  The  immediate  utilities  and 
the  commercial  phases  of  his  discov¬ 
eries  did  not  concern  him,  while  such 
matters  alone  concern  men  of  the  type 
referred  to  in  the  three  names  given 
above.  Faraday  might  have  said  of 
these  mere  utilities. 

They  are  but  sailing  foam>belIs 
Along  thought’s  coursing  stream. 

And  take  their  shape  and  sun-color 
From  him  who  sends  the  dream. 

Like  Agassiz,  Faraday  “could  not 
afford  to  waste  his  time  making  mon¬ 
ey,  ”  but  he  left  the  race  an  intellect¬ 
ual  wealth  of  priceless  value.  Dr. 
Ohm,  the  Glerman  naturalist,  also 
made  valuable  contributions  to  elec¬ 
trical  science  during  the  life  of  Fara¬ 
day.  Electricity  as  a  science  in  its 
present  state  is  the  product  of  scores 


cal  department  so  as  to  be  finished 
for  placing,  as  soon  as  the  builders 
are  ready  for  them.  Push  buttons 
are  placed  in  the  upper  and  lower 
berths  and  in  all  toilet  and  smoking 
rooms  and  at  the  end  doors  on  the 
outside  of  cars. 

The  annunciators  are  operated  by 
four  cells  of  La  Clonche  batteries 
located  in  some  convenient  locker  in 
the  car.  The  annunciator  and  bell 
cases  as  well  as  the  pushbuttons  are 
all  of  wood  to  match  the  finish  of  the 
car,  and  all  this  wood  work  is  done  in 
our  cabinet  shops.  The  four  cells  of 
batteries  are  placed  in  plush-lined 
boxes  to  insure  them  against  damage. 
With  care  such  a  battery  ought  to 
last  a  year.  The  batteries  are  all  put 
together  here,  though  the  cups,  glass 
jars  and  ingredients  are  purchased  els- 
where.  The  department  is  well  sup¬ 
plied  with  speed  lathes,  drill  presses, 
bobbin  winders  and  tools  needed  in 
this  industiy. 

CAR  LIGHTING. 

As  an  illustration,  a  Pennsylvania 
limited  express  train  is  made  up  of  a 
baggage  car,  a  dining  cSr,  several 
sleeping  cars,  and  usually  a  combina¬ 
tion  or  observation  car  at  the  rear.  It 
is  lighted  by  means  of  a  dynamo  and 
storage  batteries.  The  baggage  car  is 
supplied  with  a  Brotherhood  engine 
and  an  Eickemeyer  dynamo  which  are 
in  charge  of  an  electrician  whose  du¬ 
ties  are  to  keep  his  batteries  properly 
charged  and  by  that  means  be  able  to 
light  the  train  at  all  times  when  the 
dynamo  is  at  rest.  Every  car  has 
from  twenty  to  thirty  sixteen  candle 


An  electric  fan  motor  for  ventilating  ^ 
a  car  has  also  been  devised  by  the 
foreman  in  charge  of  this  department. 

FINALLY. 

In  the  rapid  progress  of  this  rapid 
industrial  age,  the  day  may  not  be  dis¬ 
tant  when  a  train  of  cars  will  be  light¬ 
ed,  warmed  and  propelled  by  electric¬ 
ity.  We  have  always  felt  that  some 
form  of  storage  battery,  yet  to  be  de¬ 
vised,  would  eventually  solve  the 
problem  of  electrical  propulsion  of 
oars.  This  wUl  most  easily  be  the  case 
if  some  student  like  Hertz  chances  to 
discover  a  proess  of  getting  electricity 
directly  from  heat.  While  we  are  now 
placing  many  electric  motors  in  street 
cars  built  at  these  works,  this  indus¬ 
try  will  take  an  immense  stride  for¬ 
ward  should  the  Westinghouse  people 
build  their  western  shops  in  this  vicin¬ 
ity.  Our  present  department  is  of 
growing  importance  and  now  equips 
cars  electrically  in  a  manner  superior 
to  that  of  any  car  shops  in  the  world. 
Notwithstanding  the  vast  sums  invest¬ 
ed  in  the  applications  of  electricity  to 
the  uses  of  man,  the  industry  is  only 
in  its  infancy.  It  is  along  this  line 
that  the  “rapid  transit”  problem  is  to 
be  solved  including  the  one  of  aerial 
navigation.  The  Calumet  region  may 
be  destined  to  play  a  most  important 
part  in  the  practical  solution  of  these 
questions  during  the  coming  decade. 

It  certainly  has  in  Pullman  the  begin¬ 
nings  of  an  electrical  industry,  the  im- 
piortance  of  which  cannot  be  over 
estimated.  Mr.  J.  W.  Hoffman  is  in 
charge  of  this  department.— PwWmnn 
Review,  Dec.  IS,  1890. 


in  Philadelphia /iiTufcrrKoTeBiberaOth.  1880.1 
Across  tlic  Continent. 

Nothing  shows  the  marvelous  development  of 
this  great  country  ol  ours  so  plainly  as  the  nvpi<l 
progress  made  in  railroading.  Sometimes  rail- 
naids  go  ahead  of  civilization.  Sometimes  they 
follow  the  piojieer,  but  the  improvements  in 
methods  and  luxury  of  transportation  are  alto¬ 
gether  marvelous  when  you  sit  down  and  think 
of  them.  The  subject  is'brought  forcibly  to  mind 
by  the  announcement  of  arrangements  made  by 
tlie  Pennsylvania  Railroad  for  transcontinental 
excursions,  which  embrace  not  only  the  scenic 
features  of  the  Rockies  along  the  line  of  the  Den¬ 
ver  and  Rio  Grande,  but  the  far  South,  the  far 
North,  tapped  by  the  Northern  I’acific,  and  al¬ 
most  the  entire  length  of  the  Pacific  slope. 

It  was  not  so  many  years  ago  that  most  of  the 
country  west  of  the  Slississipni  and  Jlissouri  was 
practically  an  unknown  territory.  The  Indians 
were  in  possession,  and  the  now  extinct  buffalo 
roamed  the  jdains  in  almost  countless  herds.  The 
emigrant’s  wagon  pushed  tlirough  the  valleys 
and  over  the  mountain  passes,  struggled  against 
great  odds,  and  jiavcd  the  way  for  the  magnificent 
empire  that  is  now  pierced  in  every  section  by 
rails.  The  emigrant  fought,  bled,  and  died,  but 
his  grand  achievements  hove  survived.  The  buf¬ 
falo  has  given  place  to  the  steer,  the  sage  bush  to 
the  wheat  and  cornfield,  and  the  mountains  are  ' 
pouring  forth  their  gold  and  silver  and  coal  and 
iron,  and  the  vast  industrial  enterprises  are  mul¬ 
tiplying  year  by  year.  When  the  trail  across 
the  Continent  was  made  by  the  wagon  wheels 
alone  it  was  n  dangerous  anil  courageous  journey 
for  even  the  most  stalwart  pioneer  to  undertake. 
Now  these  ruts  in  the  prairie  have  given  way  to 
rails  of  steel,  and  instead  of  the  prairie  schooner 
the  Pennsylvania  excursionists  will  travel  in  ves- 
tibuled  cars,  dine  upon  the  fat  of  the  land,  sur- 
vev  the  many  bloody  battle-fields  from  an  obser¬ 
vation  platform,  dictate  letters  for  their  friends  at 
home  to  stenographers,  bathe  and  shave,  and  live 
as  comfortably  while  in  transit  as  they  might  in 
their  own  homes  or  in  any  hotel.  Not  long  ago 
California  was  many  weeks,  and  even  months, 
away.  Now  it  is  but  five  or  six  days. 

Across  the  Continent  is  a  trip  worth  taking,  es- 
jiecially  when  it  can  be  made  with  the  ease  of 
modern  ingenuity.  It  is  an  education  in  itself. 
(,‘omparatively  few  people  understand  the  im¬ 
mense  possibilities  of  this  ^reat  and  favored  na¬ 
tion  of  ours,  or  can  realize  its  destin  v  or  the  part 
it  is  to  play  in  the  future  among  the  nations  of 
the  earth.  The  Kuropean  traveler  sees  nothing 
grander  than  the  Colorado  Canyons,  nothing  sub- 
liraer  than  the  snow-capped  peaks  of  the  Sierras 
and  the  Cascades.  America  can  outrival  aH 
other  countries  in  the  beauties  of  nature.  But  it 
is  not  alone  the  inspiration  of  nature  with  which 
the  fortunate  excursionists  will  come  in  close  con¬ 
tact.  They  will  return  to  their  Pennsylvania 
homes  with  a  knowledge  of  a  gowlly  section  of 
the  world  hitherto  unknown  to  most  of  them. 
They  will  see  for  themselves  what  other  States 
are  doing,  and  they  will  be  thrown  into  the  bust¬ 
ling  activity  of  Western  cities,  which  will  come 
to  them  like  a  revelation. 

The  Pacific  slope  is  a  marvelous  country,  and 
its  future  is  bright  with  every  promise  of  great¬ 
ness.  California,  with  its  snow-covered  moun¬ 
tains,  its  wheat,  wine,  and  fruit-growing  valleys, 
and  its  mild  climate,  will  become  the  sanitarium 
of  the  world  before  many  years.  We  think  we 
have  a  pretty  big  State  in  Pennsylvania,  but  Cal¬ 
ifornia,  with  its  1.53,600  square  miles,  can  accom¬ 
modate  New  York,  Ohio,  Delaware,  and  every 
one  of  the  half-dozen  New  England  States,  and 
,  still  have  a  few  wheat-fields  and  vineyards  left 
over.  The  new  State  of  Washington,  much 
'  larger  than  Pennsylvania  and  with  everything 
within  its  borders  tlnit  makes  the  Keystone  State 
great,  is  a  section  of  the  far  Northwest  that  is 
boiind  to  range  up  towards  the  front  when  its 
splendid  resources  are  better  understood. 

We  hope  Philadel])hians  especially  will  niake 
themselves  familiar  with  the  progressive  cities  of 
the  West.  It  will  benefit  them,  and  if  they  make 
use,  upon  their  return,  of  the  knowle<lge  gained 
it  will  benefit  their  city.  We  would  like  to  see 
Director  Wagner  and  the  Councilmen  go  upon 
one  of  these  trips.  It  would  make  them  ashameil 
of  the  gas.  the  water,  the  cobble  stone  pavements, 
and  the  slow-going  horse  and  cable  ears  of  Phila¬ 
delphia.  It  would  teach  them  how  fearfully 
this  city  is  hnndicapi>e>l  in  the  race  of  progress. 

A  Philadelphian  has  only  to  study  the  methods 
and  couvenienees  of  other  cities,  and  e.si>ecially 
those  of  the  West,  to  understand  how  far  we  are 
behind  the  times  in  the  way  of  improvements  and 
business  facilities.  Go  across  the  Continent  and 
see  what  kind  of  a  country  it  is  that  you  are  liv- 
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The  Prince  anti  Princess  of  Wales,  the  Duke 
of  Clarence  and  Avoudsle,«nd  the  Princesses  Vic¬ 
toria  and  Maud  left  town  yesterday  afternoon  on 
a  visit  to  Lord  Aliiigton,  at  Cricbef,  his  lordship’s 
seat  near  W imbome,  Dorset.  Their  Boyal  High¬ 
nesses,  who  were  attendod'by  Lady  Bmily  Kings- 
cote  and  Rear-Admiral  Stephenson,  O.R.,  droye  | 
from  Marlborough  House  to  Waterloo  Station, 
where  considerable  preparations  had  been  made 
for  the  journey.  The  platform  was  covered  j 
with  crimson  cloth,  and  the  luxuriously  funiished  i 
Pullman  vestibule  parlour  car  “  Duchess  of  j 
Fife,”  which  occupied  the  middle  of  the  special 
'  train,  was  brilliantly  lighted  by  clusters  of  hard- 
some  lamps.  Time-tables,  prettily  painted  in 
I  blue  and  gold,'  were  provided,  and  there  were 
arrangements  for  serving  luncheon  in  the  car 
I  during  the  trip.  Among  those  who  had  been 
I  invited  to  proceed  by  the  Royal  train  were  Coun¬ 
tess  Cadogan,  Lortl  and  Lady  Hastings,  Lord 
Charles  Montagu,  Colonel  the  Hon.  Oliver  Mon- j 
tagu.  Lord  Herbert  Vane-Tempest,  and  Lord  I 
Rowton.  The  departure  took  place  at  a  quarter- 
I  past  two  o’clock,  "NY imborne  being  reached  shortly 
before  five.  j 
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SOME  MORF  RETALIATIOM. 


I.  Sax  Axtoxio,  Tox.,  Dee.  10,— It  Is  learned 
through  railroad  circles  hero  that  the  exten¬ 
sive  shops  of  the  Mexican  National  Railroad 
Company,  recently  orooied  at  I.arodo,  Tex., 
at  an  enormous  expense  will  soon  be 
forced  to  be  abandoned  and  re-established 
on  the  Mexican  side  of  the  Rio  Grande.  Tr.a 
Mexican  Congrossmow  in  session  has  enaoiod 
stringent  regulations  intended  to  bring  about 
such  a  result.  The  custom  laws  of  that 
country  have  been  so  .amended  as  to  levy  a 
heavy  import  duty  on  all  new  railroad  cars 
brought  into  Mexico,  and  the  duty  on  nil 
oars  repaired,  bo  it  only  new 
lettering  and  numbering,  is  the  8ai.ie 
as  on  those  just  turoed  out  of  the  shop.  Tnis 
new  law  will  necessitate  the  immediate  re¬ 
moval  of  the  Mexican  National  shops  to  some 
point  in  Mexico,  extailing  heavy  coat  on  the 
oompany  and  strililug  a  death  blow  to  one 
of  the  most  flourishing  manufuctiiriug 
Industries  in  Texas.  This  action  is  In  line 
with  the  apparent  retaliatory  policy  lately 
adopted  by  Mexico  toward  this  country  on 
acoount  of  the  McKinley  bill. 

Referring  to  this  matter  to-da.v,  a  promi- 
■nent  railway  official  f.-osh  from  the  City  of 
Mexico,  said  that  ho  bad  ioarnol 
from  high  .  authority  that  the 
Mexicans  were  not  pursuing  a 
retallatnry  policy,  so  niuoU  as  one  of  self- 

**^“Sometlmo  ago,’’  he  said,  ‘•Gen.  Rilsboo, 
an  American  with  largo  interests  la  Mexico, 
vialted  Washington  on  an  Invitation  frera 


tlon  of  more  cordial  commercial  rclntioua 
between  Mexico  and  the  United  States.  Gen. 
Siisbeo  told  Mr.  Blaine  something  new  and 
Startling.  It  was  that  the  finances  of  Mexico 
are  at  a  very  low  ebb,  costly  Inuian  wars,  e  {- 
tensive  harbor  improvements,  heavy  sub« 
ventions  to  railway  oompanios  and 
other  corporations,  looking  to  in¬ 
ternal  Improvements,  mismanagomonts,  big 
defalcations,  etc.,  have  conspired  iu 
the  revenues  oUhe  government  beyond  their 
strength.  In  consequence  of  this  Rrosldcnt 
Dlar  is  hampered  by  a  depleted  oxohoduer, 
and  is  compelled  to  lay  heavy  import  duties  on 
goods  from  all  countries  alike,  but  for  tins, 
Mexico  would  months  ago  havo  been  in  sorer 
flnanoial  distress  than  even  the  Argentlus 
Republic.”  _ 


VESTIBULE  STOCK  TRAIN. 


Comprehensive  Plans  of  a  Company  Which  | 
Believes  That  Cattle  Should  Bo  Slaugh¬ 
tered  East  Instead  of  West— By  Pre¬ 
venting  Shrinkage  In  Weight  In  Transit 
It  Expects  to  Make  Mllllous— lU  Prepa¬ 
rations  Well  Advanced  —  Interesting  V 
Featnres  of  the  Scheme. 

Improvements  in  the  comforts  of  traveling 
are  not  confined  to  the  requirements  of  the 
human  traveler.  A  limited  vestibule  stock- 
train  is  the  latest  idea  in  live-stock  transpor¬ 
tation.  In  a  short  time  a  Texas  maverick  or 
a  Montana  steer  can  make  the  journey  from 
the  ranch  to  the  Atlantic  seaboard  with  all  the  , 
luxuries  of  the  limited  vestibule  passenger  ' 
serviee,  exceptmg  little  but  barber-shop  and 
library.  The  projectors  of  this  luxurious 
method  of  transporting  live  stock  have  faith 
to  the  extent  of  several  million  dollars  in  their 
j  scheme. 

The  plans  of  the  company  are  much  more 
comprehensive  than  merely  a  stock-transpor¬ 
tation  service.  They  include  the  erection  at 
Philadelphia  of  immense  slaughter  houses 
and  the  establishment  of  English  stations  for 
the  sale  of  dressed  beef.  London,  Philadel¬ 
phia,  New  York,  and  Chicago  capital  has  gone 
into  the  scheme. 

At  the  head  of  the  enterprise  is  one  of  the 
I  best-known  railway  officials  in  the  country, 
who  until  recently  has  been  connected  with 
one  of  the  largest  roads  west  of  Chicago.  It 
it  expected  to  run  these  stock-trains  from  the, 
Western  ranches  to  Philadelphia  at  an  aver-* 
age  speed  while  running  of  twenty-five  miles 
an  hour.  Cattle  will  be  taken  straight 
through  from  as  far  West  as  Montana  and 
Utah  to  the  Philadelphia  slaughtering  estab¬ 
lishment  without  a  halt.  The  trains  will  be 
combination  dining-cars  and  sleepers,  and  the 
cattle  will  be  made  about  as  comfortable  as 
they  would  be  made  in  a  stable. 

Kovorsing  the  Established  Order. 

“■The  movement  of  slaughtering  establish¬ 
ments  West  from  the  seaboard,  first  to  Chica¬ 
go  and  then  to  Kansas  City,  Omaha,  and 
Sioux  City  was  made  necessary  because  of  the 
great  shrinkage  in  weight  when  cattle  were 
shipped  in  the  ordinary  cars.”  said  one  of  the 
chief  movers  in  this  enterprise.  “  The  build¬ 
ing  of  abattoirs  at  Philadelphia  may  look  like 
flying  in  the  face  of  the  established  tendency 
westward  to  the  ranches  of  the  dressed  meat 
industry.  The  men  in  this  enterprise  have 
faith  that  the  seaboard  is  the  proper  place  for 
that  business  and  they  have  backed  their  faith 
with  several  millions  of  dollars.  The  seaboard 
is  the  place  tliat  all  the  products  are  wanted. 
If  it  were  only  a  matter  of  shipping  the 
dressed  beef  the  advantage  of  slaughtering  at 
the  seaboard  over  slaughtering  further  west 
would  not  be  great.  The  advantage  is  gained 
because  of  the  high  transportation  charges  on 
what  is  knovm  as  the  ‘fifth  quarter.*^  The 
hide,  tallow,  etc.,  are  called  the  fifth  quarter. 
AU  the  hides  and  much  of  the  other  products 
must  be  shipped  East.  The  high  rates  on 
those  have  always  operated  against  establish¬ 
ing  beef  slaughtering  plants  in  the  West,  but 
that  has  been  counterbalanced  by  the  loss  in 
shipping  the  cattle  East  in  the  old-fashioned 
cattle  cars.  We  are  stire  that  with  tlie  new 
ears  we  nronose  to  introduce  slaughtering 


houses  at  the'  seaboard  wUl  have  such  an  ad¬ 
vantage  over  those  in  the  West  that  we  can 
build  up  an  immense  business. 

“  The  idea  of  the  car  is  simply  the  running 
of  trains  having  every  convenience  for  feeding 
and  watering  the  cattle  while  in  transporta¬ 
tion.  This  thing  is  more  than  a  theory.  We 
have  already  built  thirty  cars,  shipped  4,000 
head  of  cattle,  and  have  demonstrated  the 
possibilities  of  this  method  of  transportation 
m  the  way  of  saving  the  stock  from  shrink¬ 
age.  On  trips  •  where  the  cattle  will  shrink 
in  weight  from  8  to  10  per  cent  in  ordinary 
cars  we  have  demonstrated  that  we  can  haul 
them  with  an  average  shrinkage  of  less  than 
2^  per  cent.  When  you  figure  out  a  saving 
of  6  or  7  per  cent  on  a  steer  weighing  1,400 
pounds  you  can  easily  see  what  an  advantage 
we  will  have. 

The  Vestllml*  Train. 

“  The  first  distinctive  feature  of  the  cars  is 
that  they  are  made  wholly  of  iron  and  steel. 
The  only  wood  in  them  is  a  few  narrow  slots 
on  the  sides.  The  roof  ts  arched  like  a  pas- 
;  senger  coach  and  under  this  arched  roof 
running  the  whole  length  of  the  train  of  thir¬ 
ty  cars  is  a  hay-mow  carrying  hay 
enough  for  the  ninety-hour  trip  from 
Montana  to  Philadelphia.  Running  through 
the  center  of  the  car  and 
suspended  from  the  roof  is  a  passage  through 
which  a  man  can  go  from  one  end  of  the  train 
to  the  other  while  it  is  under  full  speed.  By 
that  means  the  hay-racks  in  front  of  the  cattle 
can  be  kept  full  all  the  time  and  the  cattle 
carefully  watched  without  the  necessity  of  any 
halt.  In  front  of  each  animal  is  a  steel  water¬ 
ing  trough  holding  ten  gallons.  That  turns 
up  against  the  side  of  the  car  when  not  in  use. 

A  steel  tank  at  the  end  of  the  car  is  filled  with 
water  every  eight  hours  at  the  railway  pump¬ 
ing  stations.  The  whole  train-load  can  be 
watered  by  two  men  in  thirty  minutM. 

“  Attached  to  the  rear  of  each  train  will  be 
what  we  call  the  buffet  car.  This  will  be  a  ear 
with  half  of  it  divided  off  into  sleeping  and 
dining  accommodations  for  the  two  men  who 
will  accompany  the  train  to  care  for  the 
stock.  The  various  shippers  will  not  have  to 
send  men  along  to  look  after  their  cattle  as 
they  now  do,  but  the  whole  train-load  will  be 
cared  for  by  the  two  men  we  employ  to  regu-  ' 
larly  look  after  the  train. 

Cart  of  Iron  and  Steel. 

“  It  may  interest  car-builders  and  railroad 
men  to  give  some  figures  regarding  the  cars. 
They  are  forty-six  feet  long,  twelve  feet  longer 
than  an  ordinary  car.  Eac,ji  car  will  hold 
from  eighteen  to  twenty  head  of  cattle,  and 
they  will  be  run  in  trains  of  thirty  cars.  They 
will  be  fitted  with  air-brakes  and  patent  coup¬ 
lers.  The  cars  will  cost  $1,.300  each.  They 
will  bo  built  at  the  Harvey  Steel  Car  Works. 
That  oompany  has  orders  to  complete  300  by 
June  1,  at  which  time  we  begin  active  opera¬ 
tions.  While  the  ears  ebst  between  two  and 
three  times  as  much  as  an  ordinary  car,  we 
figure  that  they  will  be  nearly  as  cheap  in  the 
end.  The  average  life  of  an  orfinary  car  is 
from  seven  to  eight  years.  The  life  of  one  of 
these  steel  cars,  experts  agree,  should  be  near¬ 
ly  three  times  that.” 

This  enterprise  has  behind  it  men  who  have 
had  the  widest  experience  in  railway  affairs 
and  other  men  who  are  thoroughly  familiar 
with  the  cattle  and  dressed-beef  business.  It 
also  has  behind  it  an  ample  supply  of  funds. 
The  contract  for  building  the  cars  has  already 
been  made.  Negotiations  with  railway  com- 
■  panics  for  a  transportation  line  East  have 
,  been  completed.  This  line  will  be  over  a  new 
combination  of  roads  that  is  made  possible  by 
a  link  now  being  built.  Work  on  the  abattoirs 
and  plant  at  Philadelphia  will  soon  be  com¬ 
menced.  The  whole  matter  has  gone  far  be¬ 
yond  the  first  stage  of  organization  and  is  well 
:  started  towards  active  operations. 
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have  about  recovered  Irom 
the  8D0W  storm,  and  to-day  th}  trains 
are  running  closer  to  their  schedule  than 
at  any  lime  sinoa  Tnosday  nljht.  The 
P.  R.  R.  through  trains  from  tno  east 
this  morning;  were  almost  two  hours  be¬ 
hind  time,  bat  this  was  the  worst  delay 
to-day  on  any  o(  the  roads. 

At  6  o’  clock:  last  n  ight  the  tbrouab  train 
from  the  east  palled  into  the  B.  &  O. 
Water  street  depot  that  should  have  ar¬ 
rived  at  6:45  Thursday  mornins.  Early 
Thursday  morning  the  train,  which  con¬ 
sisted  of  a  baggage,  two  day  coaches  and 
a  Pullman  sleeper,  ran  into  a  snow  drift 
between  Band  Patch  and  Bowmans, 
about  22  miles  west  of  Camberland. 
They  lay  in  the  drift  all  day  and  Thurs¬ 
day  evening  ran  bock  Qve  milos  to  Glen¬ 
coe,  where  they  procured  food  at  a  board¬ 
ing  house  kept  for  the  convenlenoe  of 
section  hands.  Five  locomotives  were 
or.iered  to  the  scene  and  it  was  only  after 
thirty-dve  hours’  hard  work  that  the 
track  was  cloarsd.  The  passongors 
had  hard  work  to  get  food,  but 
were  aided  greatly  by  the  B.  &  O.  and 
Pullman  employees.  The  passengers  on 
the  sleeper  formed  a  society  in  commem¬ 
oration  of  their  experience  and  will  hold 
aunual  meetings  to  celebrate  the  event. 
They  also  passed  resolutions  thanking 
-(Pullman  Conductor  Plii.iunar  for  his  of- 
lorts  in  their  oehall.  ‘Tusroworo  only 
two  ladies  on  the  sleeper.  They  were 
Miss  Scbinneller,  a  relative  of  Dr.  Fowler, 
of  Pittsburg,  and  Mrs.  Burgess.  Among 
the  men  were  F.  K.  Fitlsr,  of  McKay 
Bros  ,  and  K,  J.  fStonoy,  Jr.,  of  Pltts- 
■MTg.  There  were  »V.-.  . 
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^  THE  GOLDESTlffT^ 

The  Mercury  Drops  Down  to  16  Degrees 
from  the  Zero  Point. 

Prophet  Poster  Predicts  More  Cold  Weather 
firit  Week— It  Hay  be  Warm  To-Night  and 
Bain  Before  Monday— The  Finn  Avenue  Cable 
Broken  Last  Night— Walking  was  8ood— 
Danger  from  ..Dead”  Wlres-’he  Klectrle 
line  Besumes  Operations. 


W.  J.  Poster,  the  St,  Joe,  Mo,,  proph¬ 
et  is  out  in  anoihsr  series  of  weather 
prognostications.  This  time  ho  says 
winter  has  just  begun,  or  rather  that  the 
cold  snap  and  storm  of  the  past  week  is 
but  a  forerunner  of  what  Is  to  come  later 
on .  He  says  we  have  merely  had  a  touch 
of  what  Boreas  has  In  store  for  us  and 
that  next  week  will  will  witness  another 
exempli tlcation  of  his  rule.  There  will 
be  some  very  severe  weather,  Foster, savs 
next  week. 

A  Leader  reporter  asked  Signal  Ser¬ 
geant  Stewart,  to-day,  what  he  thought 
ot  Foster’s  predictions.  •  ‘Hia  llrst  prop¬ 
osition,  ”  said  the  obsarver,  “Is  proba- 
my  all  right — winter  has  just  begun. 
Poster  knows  no  more  about  the  weather 
than  anybody  else.  It  Is  Impossible  to 
tell  what  kind  of  weather  wa  are  going  to 
haven  week  ahead.  There  are  times 
whan  a  prediction  can  be  made  correctly 
two  or  three  days  ahead,  but  a  week 
ahead  never.  It  is  all  guess  work.  ’  ’ 

Last  night  was  the  coldest  night  of  the 
season.  By  midnight  the  temperature 
had  fallen  to  16  degrees  above  zero.  The 
nearest  approach  to  this  this  winter  was 
I  on  the 8th  and  9ih  Inst.,  when  the  mer- 
I  cury  got  down  to  20  degrees.  At  8  o’clock  1 1 
degrees,  and  at 
ll.M  degrees  was  registered.  The  Indi- 
:  cations  for  the  eDsulng  twenty-four 
hours  oommdaoinir  at  11  A.  A.  aro  for 
fair  and  warmer  weather.  It  is  raininff 
iu  the  Misaiasippi  valley  to-day.  Serffoant 
Stewart  says  it  la  likely  we  will  i;et  the 
tail  end  of  the  rain  storm  before  Monday. 
There  will  not  bo  a  very  deoided  change 
In  the  temperature.  There  was  a  rather 
heavy  fog  overhanging  the  city  this 
morning. 

The  affects  of  the  storm  are  fast  wear¬ 
ing  away,  though  the  sopw  is  still  very 
heavy  in  all  places  exespt  on  the  dowu- 
tovirn  streo  ts. 

The  railroads  running  Into  Pittsburg 
j  have  about  recovered  from  the  eHsots  of 
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ALONG  THE  EAILI 


E-PRESIDENT  CEOCKEE’SNEW 
PRIVATE  CAR. 


Talk  of  a  Southern  Pacific  Depot 
at  Second  and  Towu- 
,  send. 


Vice-President  C.  F.  Crocker  is  in  receipt 
letters  from  C.  P.  Huntington,  giving  fuller  se- 
oounts  of  the  great  comnlnation.  In  them  ' 
president  of  the  Southern  PaoiCc  Company 
presses  his  belief  iu  the  permanency  of  the  as¬ 
sociation  of  railroads,  and  states  further  that 
the  work  of  organization  Is  now  in  progress, 
and  will  be  completed  possibly  in  a  very  few 
days.  The  dispatches  published  in  the  Cubon- 
•ci-E  are  confirmed  In  every  detail. 

It  leaked  out  yesterday  that  Mr.  Crocker  Is 
having  a  special  car  built  for  his  private  use. 
The  Pullman  Car  Company  has  the  cofllract, 
and  the  arrangement  and  decoration  have  ' 
left  entirely  with  the  president  and  vice-presi¬ 
dent  of  the  Pullman  Company,  so  tha  "" 
Crocker  himself  is  unable  to  soy  how  it  n 
fitted.  The  fact  that  the  special  cars  o- 
company  are  ^most  continually  in  use  by  the 
officers  of  the  company  for  Inspection  ai  ' 
other  purposes  has  forced  Mr.  Crocker  to  pi 
Tlrto  a  car  for  his  own  use. 

W.  H.  Holcomb,  who  was  general  manager  __ 
the  latter  part  of  the  Ad.sms  administration  of 
the  Union  Pacific,  will  fill  the  position  of 
Bistant  general  manager  under  the  new  ap¬ 
pointee,  S.  H.  H.  Clark. 

There  is  some  talk  of  the  Southern  Pacific 
Company  building  a  fine  depot  at  Second  and 
Townsend  streets,  a  block  east  of  the  temporary 
wooden  structure  erected  two  years  ago.  The  rea¬ 
son  assigned  for  the  change  Is'that  as  the  traffic 
at  the  foot  of  Market  street  has  become  so  great, 
aud  as  the  company  owns  the  wharf  at  .Second 
and  Townsend  streets,  the  Alameda  boats  would 
be  run  there.  The  coast  lines  would  in  this 
event  run  to  the  new  depot,  and  cable  road 
connection  would  be  made  probably  along 


- - - - -  Market.  The  pro]etn»  snu 

dmiend  to  some  extent  upon  the  privileges 
which  the  company  may  or  may  not  acquire 
over  the  belt  railroad  along  the  water  front  In 
course  of  construction. 

There  Is  talk  at  the  Burlington  office  of  n  uui- 
ofl  to  be  hnllt  by  that  company  from  Chicago 
via  Excelsior  to  Kansas  City.  It  is  estimated 
that  a  saving  of  thirty-five  miles  would  be 

The  Canadian  Pacific’s  earnings  for  1890, 
November  Ist, amounted 
the  $18,2(f9,o48,  and  the  operating  expenses 
10^,340,546,  a  net  dlflrereiteoof  ^,9W,So2 
period  In  1889  the  dHTerence  was 
$4,h53,04l,so  that  the  increase  Ns  1^75,961.  A 
.  *  Ideiid  of  1  per  cent  has  been 


Bupjilementnry 

:hiof  Engineer  Boguo  of  the  Union  Paolfic, 
..  „o.se  headquarters  are  In  this  city,  has  re¬ 
ceived  assurances  that  the  bonus  for  his  com- 
butld  to  Olympia  will  be  paid.  No 
®f®^  until  the  contract 

- ed.  WlUi  regard  to  the  extension  to 

Tacoma,  which  it  was  ramored  would  not  he 
pushed,  Engineer  Gates  is  quoted  as  saying 
that  In  less  then  twelve  rooiiths  the  Union  Pa- 
rifle  trains  will  be  running  there  regularly. 
Track-layln^^te  to 


1st  from  Kalama,  where  the  big  bridge  is,  botfi 
north  end  south.  About  ffl.SOO.OOO  has  al¬ 
ready  been  spent,  and  the  right-of-way  ex¬ 
penses  ere  very  heavy.  About  one-fifth  of  the 
grading  has  been  completed,  and  a  force  ' 


ynaklng  ties  and  clearing  the  way. 


)ECEMI3ER  27,  1890. 


PULLMAN  MEN  GO  OUT. 


BRAWNY  BLACKSMITHS  QUIT  WORK. 

Three  Hundred  of  Them  Object  to  the 
Company  Tinkering  with  Their  Wage 
Schedule  and  Strike— Little  Proba¬ 
bility  for  a  Mlg  Labor  War. 


About  three  hundred  blacksmiths  em¬ 
ployed  in  the  shops  of  the  Pullman  Palace 
Car  Company  have  quit  work.  Whether 
this  defection  will  cause  a  general  strike 
of  the  working  force  and  consequent  ces¬ 
sation  of  operations  cannot  be  said 
at  the  present  juncture.  The  black¬ 
smiths,  who  held  meetings  at  two 
places,  in  Kensington  and  Roseland, 
last  night,  are  hopeful  that  they  may 
persuade  their  brethren  in  the  other  de¬ 
partments  of  the  big  works  to  quit  work 
also.  However,  not  only  the  ofttcers  of 
the  company,  but  many  of  the  men,  are  of 
the  opinion  tliat  a  general  strike  will  not 
be  precipitated  at  this  time.  Should  such 
a  strike  occur  the  works  will  promptly  shut 
down.  If  the  dissatisfaction  remains  con¬ 
fined  to  the  blacksmiths  an  attempt 
will  be  made  to  fill  their  places  and 
thus  keep  the  works  in  operation.  Much 
will  depend  upon  the  conference  which  Is 
to  be  held  this  forenoon  between  a  com¬ 
mittee  of  the  blacksmiths,  appointed  last 
night,  and  General  Manager  Sessions. 
Officially  the  company  has  not  been  ad¬ 
vised  of  any  strike,  and  neither  George 
M.  Pullman  nor  his  general  man¬ 
ager  was  last  night  in  a  posi¬ 
tion  to  venture  an  opinion  regard¬ 
ing  the  outcome  of  the  pend¬ 
ing  controversy  untU  he  had  learned 
wliat  position  the  men  intended  to  assume. 
George  M.  Pullman  said  he  had  reason  to 
believe  that  the  men  on  the  whole  were 
satisfied.  About  1,500  or  1,600  of  them 
were  depositors  In  the  Pullman  Savings 
Bank,  with  deposits  aggregating 
$460,000.  This,  he  thought,  did  not 
show  that  the  men  had  been 
kept  on  low  wages.  Moreover,  as 
he  understood  the  cause  of  the  controversy 
—if  there  was  one— it  was  not  intended  to 
reduce  wages,  but  simply  to  readjust  them, 
as  was  the  case  whenever  any  new  order 
came  in  and  when  the  men  who  did  piece 
work  made  their  estimate  on  such  work. 
The  railroad  situation  of  late  had  been 
such  that  work  for  new  rolling  stock, 
as  well  as  in  repairing  old 
cars  had  to  be  done  at  the  lowest  prices, 
and  even  then  remittances  from  the  rail¬ 
roads  were  on  long  time.  The  company 
had  not  proposed  to  reduce  day  wages  nor 
did  it  have  any  such  intention,  but  in  re¬ 
gard  to  piece  work  a  readjustment  of 
prices  must  be  had  in  order  to  keep  the 
works  running. 


Opposition  to  the  Strike. 

In  this  proposition  lies  the  strength  of 
the  company.  The  latter  had  during  the 
month  of  November  4,816  men  on  the  pay¬ 
roll.  Of  this  number  between  60  and  65 
per  cent  do  piece  work  at  least  part  of  the 
time,  making  perhaps  2,750  piece  workers 
In  all.  But  the  proposed  readjustment  of 
piece  prices  does  not  reach  all  these 
men.  Only  about  1,500  are  involved, 
namely,  the  blacksmiths,  body  build¬ 
ers,  inside  finishers,  cabinet  makers, 
trimmers  and  freight  car  builders.  Of 
these  me',  in.;  I'U' i-smlths  .-rro  the  only 
ones  i.'ai;  have  taken  aggre.st.te  mesure^ 


company, 
that  the 


ike  It  Is  a  claim  o;  :  he 

■  d  ny  many  of  the  ..  -n, 
workers  V.r.rc  J.  J,ie,1lv 


/S2. 


•  0^  voi.  2-^ 


Envelope 


under  the  old  schedule  rates. 
General  Manager  Sessions  c^ims 
that  wages  in  Pullman  are  fully  20  per 
cent  and  in  several  instances  S6  per  cent 
higher  than  in  the  railroad  shops  and  also 

in  the  car  works  at  Dayton,  Ohio,  Jelter- 
sonvilie,  Ind.,  Wilmington,  Del.,  and  other 
places.  As  a  proof  of  this  assertion  Mr. 
Sessions  gave  figures  which  in  tabulated 
form  show  the  following  comparative  re- 

"  Bailroad  Pullman  rates. 

Body  builders . . . 


;ipi=i 

!  SagBeramlihs . 


\  'vV^Stesslons  gave  the  figures  far  more  es 
\  "^V^an  the  above,  which  were  tabulate 
\  .  '  'Vrage  prices  In  every  Instance- 
merely  for  convenience  sake.  His  figures 
taken  at  random  from  the  pay-roll,  simyt^  lo 
Instance,  that  piece  workers  among  the  bod 
builders  make  as  much  as 
side  finishers,  as  high  as  «o..2o;  trlmnier 
83.49;  stripers,  plain,  83.81;  stripers,  fins 
83.93;  cabinetmakers  in  the  repair  depar 
ment,  83.48;  carvers,  83.85;  blacksmiths,  ; 
high  as  84.72;  blacksmith  helpers,  82.8o,  ar 
frelghtcar  builders,  83.73. 

It  will  be  seen  that  the  day  rates  are! 
every  Instance  considerably  lower  than  thei 
outside  figures  for  piece 

piece  workers  have  to  work  part  of  the  tin 
at  day  rates  until  a  new  job  admits  of  plei 

Sessions  says  that  the  readjustment 
— Ices  on  piece  work  means  a  reduction 


I  APPEARS  TO  BE  SETTLED. 


All  day  long  yesterday  the  trouble  at  Pull-  | 
man  between  the  company  and  its  5,000  em- 
ploy^s  had  varying  phases — at  one  mouient 
being  all  but  settled  and  the  next  with  wider 
differences  than  ever — but  the  day  ended  as  it 
began,  with  good  feeling  all  around  and  with 
the  belief  that  everything  would  be  satisfactor¬ 
ily  adjusted  Monday. 

Mr.  Sessions,  the  manager  of  the  works,  | 
was  seen  at  his  office  in  Pullman  yes¬ 
terday  afternoon.  He  felt  confident  the 
trouble  would  be  of  a  merely  tempo¬ 
rary  character.  It  was  not  to  be 
considered  in  any  respect  as  a  strike,  he  said. 

A  number  of  the  employes  had  quit  work  to 
consider  matters  and  talk  over  the  proposition 
of  the  company,  and  he  had  no  doubt  but  that 
all  of  them  would  come  back. 

“  Why  has  it  been  considered  necessary  for 
the  company  to  make  the  cut  of  10  per  cent  on 
the  earnings  of  the  employes?”  he  was  asked. 

“I  might  answer,”  said  Mr.  Sessions, 
“that  this  is  not  a  cut  in  wages,  but  an  adjust¬ 
ment  of  the  contract  prices  of  piece  work. 
Of  course  the  men  don’t  like  this,  and  that  is 
natural,  and  they  are  not  to  be  condemned  for 
objecting ;  but  the  adjustment  had  to  be  made 
in  order  to  enable  us  to  keep  them  employed 
and  secure  work  against  competitors. 

Have  Been  Well  Paid. 

“  Our  men  in  many  departments  have  been 
making  10  per  cent  more  than  the  employes 
in  other  car-shops  of  the  country.  Now  here 
are  our  pay-rolls  for  the  different  classes  of 
workers  employed  here,  and  the  averagelwages 
for  those  employed  on  piece  work,  as  you  can 
see  for  yourself,  are  as  follows: 

Body  men . $2.80 

Inside  finishers .  2.M 


But  Mr.  Sessions’  view  of  the  situation  ap¬ 
pears  to  have  been  somewhat  too  sanguine. 
Yesterday  afternoon  the  blacksmiths  held  a 
meeting  in  Fuch’s  Hall,  Kensington,  and  the 
feeling  against  acc^ting  the  cut  in  wages  was 
decidedly  strong.  The  meeting  appointed  an¬ 
other  committee  to  wait  on  Mr.  Sessions.  On 
its  return  and  after  another  meeting  the  com¬ 
mittee  told  THsTiuBUitii  reporter  that  nothing 
definite  had  yet  been  done,  and  no  satisfactory 
understanding  with  Mr.  Sessions  arrived  at. 
Nothing  furftier,  it  said,  would  be  done 
until  Monday  morning,  when  the  blacksmiths 
would  hold  another  meeting  and  probably  de¬ 
cide  upon  what  they  would  do. 

This  being  the  situation  among  the  black¬ 
smiths,  it  is  likely  that  the  carpenters  and 
others  will  not  go  to  work  Monday  morning, 
but  wait  and  see  what  action  the  blacksmiths 
will  take.  Many  of  the  latter  were  in  favor  of 
a  strike  if  the  demands  were  not  acceded  to. 


.....r.T./vTvmTcn  bv  one  of  the  passengers  on  the  sleeper 

WASHINGTON  RErORTERi  to  show  their  appreciation  of  the  way 

If  Aonil’ Vr  they  were  treated  by  the  conductor  and 

rsMIalibd  Dally  and  dewl- Weekly.  p^i-tpr  of  the  car : 

_  -  ^nnsaTMAir  -  •  DreprteSe*.  FAitor  ieoder.— The  writer  being  one 
■.  li.  CHD  _HQiTOiu9.— -  ^  of  the  belated  passengers  on  the  Chicago 

I*.  CHBI8TMAW,  -  -  -  CHRMTUAif.  of  B.  &  O.  of  Wednesday  and 

■  —  I  ThursHav,  has  read  with  surprisB  and  in- 

DECEMBER  2(i,  1890.  1 

of  Friday  evening,  and  from  the  remarks 
DROSB  gentleman  can  readily  peiceive  the 

rreoi  Dhiiadeipiiia  identity  of  the  party  who  expressed  him- 
iiciedby  DeMoos  Who  self  against  tho  conduct  of  the  railroad 


smiths,  it  is  likely  that  the  carpenters  and  .  people  and  the  Pullman  porter.  Out  of 

D^i^g  the  last  heavy  snow  a  B.  O,  lV“™ct  staim^^n? “S 

will  take.  Many  of  the  latter  were  in  favor  of  Expresi  was  blockaded  near  Thoinas’  people,  a  more  correct  1 

a  strike  if  the  demands  were  not  acceded  to,  H'ation  about  18  hours.  On  its  arrival  in  be  proper.  Out  of  the  fourteen  passen- . 

but  the  members  of  the  coinmittee  are  cool-  Pittsburgh  a  passenger  uttered  a  tale  of  gere  who  w^e  on  board  the  train  ate 

headed  mechanics,  and  if  they  cannot  par  The  latter  pnh-  Washington,  Pa  .Wednesday  at  midnight 

win  their  point  wiU,  it  may  be  concluded,  try  *“ ‘b ‘  statement  and  it  all  retired  by  invitation  of  the  conduct- 

$2.70  per  day,  and  for  helpers  from  $1.60  to  xbomes  Station  writes;  on  the  contran' objected  to  being  roas  ^ 

$2.75.  The  proposed  cut  of  10  per  cent  would  Editors  Jlnwrter  —  Alter  reading  tlie  alive.  Regarding  the  sufferings  of  the 
r^uoe  the  average  pay  of  the  blacksmith  on  j  [he  Times  in  vour  paper  of  passengers  for  something  to  eat  the  con- 

piece-work  from  $4  to  fe.W  tier  tiay.  lO.h^'TfplHr  WHS  but  inst  to' correct  some  tiarv  is  more  correct,  as  there  was 

The  most  ploasi^a^hoi^M  feature  of  the  lOih,  I  felt  U  was  but  ju^^  abundance  remaining  after  the  train  ar- 

Bituauon  is  that  the  best  of  feeling  is  mam-  of  the  etatemenis  in  It  ana  win  senu  you  .  ,  .  ..  piitHhnri»h  station  The 

fested  by  all  parties,  with  not  a  trace  of  en-  a  clipping  from  Sunday  Leader  from  one  rived  at  the  Pilteburgh  s  a^^  ine 

mity  croppmg  out  on  either  side.  cf  the  passengers”  and  m  addition  will  fueling  which  evidently  inspire  the  gen 

After  the  meeting  a  second  conference  was  jj  gi,ort  note  from  “one  of  the  tleman  from  Philadelphia  to  talk  so  wild 

held.  The  interview  was  brief  wd  of  an  en-  f^rmers”who  witnessed  the  affair  tlirongh-  ly,  was  occationed  by  his  warning  to  take 

tirely  temi«rate  nature.  At  its  conclusion  “  t  it  *m8  strange  that  Mr.  Scardvtield  possefsion  of  the  car  and  TOntents  with- 

Manager  Sessions  announced  that  the  major-  out.  it  seeM  suange  lua  nar- i  out  pay.  and  was  resisted  bv  the  porter, 

ity,  in  fact  all  but  one  or  two,  of  the  commit-  reached  so  near  starvation  for  alter  par  oui^y.a  to 'the  Pullman 

tee  wore  in  favor  of  accepting  the  company’s  taking  of  free  lunch  be  purchased  one- 

terms  and  returning  to  work  Monday.  The  half  pound  cheese  and  one  pound  crack  -  j  Company,  and  would  My  that  e\e^  per 

dissenters  were  not  extreme  in  their  opposi  prg  for  future  relief.  I>.  B.  Reynolds  '  son  who  desired  anything  to  Mt  that  i(/ 

tion  to  such  a  course  and  he  assured  the  re-  fiiipj  dinner  buckets  making  no  charge  ]  usually  furnished  on  buffet  <»rF,  couK/ 

porter  that  every  one  would  be  at  work  Mon-  .  bread  butter  &c  served  in  the  usual  Pullman  sty'/ 

day.  _  rj^homas  set  on  hi^ounter  a  free  at  the  rates  named  on  the  b  11  of  fa, 


to  come  to  some  satisfactory  compromise.  lishea  ine  pass 

Several  of  the  men  said  they  would  never  was  copied  from 

accept  the  cut,  but  would  go  to  work  on  day  tee.  Ooncernir 

wages,  which  is  for  blacksmiths  from  $2.26  to  ffig  article  a  c 

$2.70  per  day,  and  for  helpers  from  $1.60  to  Thornes  Station 

$2.75.  The  proposed  cut  of  10  per  cent  would  RrlUors  Ih’no- 
r^uoe  the  Average  pay  of  the  blacksmith  on 
piece-work  froml4  to  fe.60  jper  day. 

The  most  pleasing  and  hopeful  feature  of  the  l.tin,  l  lelt  it  wi 

situation  is  that  the  best  of  feeling  is  mani-  of  the  ttatemen 

fested  by  all  parties,  with  not  a  trace  of  en-  a  clipping  from 

mity  croppmg  out  on  either  side.  cf  the  passengi 

After  the  meeting  a  second  conference  was  yQ^  jj  gj,(j 

held.  The  interview  was  brief  and  of  an  en-  f  .rmor«”iBlin  wi 

tirely  temperate  nature.  At  its  conclusion  *  , 

Manager  Sessions  announced  that  the  major-  out.  it  seems  sii 

ity,  in  fact  all  but  one  or  two,  of  the  commit-  reacliea  so  near 

tee  wore  in  favor  of  accepting  the  company’s  taking  of  free  . 

terms  and  returning  to  work  Monday.  The  half  pound  ch( 

dissenters  were  not  extreme  in  their  opposi  for  future 

tion  to  such  a  course  and  he  assured  the  re-  fillp,!  ilinner  bu 
porter  that  every  one  would  be  at  work  Mon-  dinner  be 


Freight-car  boUders . 2.60 

“  Does  the  10  per  cent  reduction  in  wages 
apply  to  every  one  in  the  company’s  employ, 
or  only  to  those  engaged  in  piece  work?” 

“  To  those  engaged  in  piece  work  only,  and 
I  am  satisfied  that  with  the  proposed  reduc¬ 
tion  our  men  will  then  be  making  20  per  cent 
better  wages  than  men  in  other  similar  estab¬ 
lishments.  This  cau  be  done  because  we  have 
the  best  class  of  mechanics  in  the  country  and 
give  them  the  best  and  most  complete  facili- 
ties.” 

“How  many  men  have  struck?” 

“  As  I  have  said  there  is  no  strike  at  all. 
Out  of  the  6,000  men  employed  by  the  com¬ 
pany  about  1,600  only  are  involved  in  the 
movement  protesting  against  tho  reduction, 
and  they  are  just  taking  their  own  time  to 
consider  the  matter.  The  blacksmiths,  who 
number  about  300,  appear  to  be  the  most  dis¬ 
satisfied,  but  I  think  everybody  will  be  at 
work  again  as  usual  Monday  morning.” 

“  Have  the  men  decided  on  that?” 

All  but  the  Blacksmiths. 

“1  have  been  notified  by  all  but  tho  black¬ 
smiths  that  they  would  be  on  hand  Monday 
morning  for  duty,  and  I  expect  the  latter  will  | 
also  view  the  situation  to  their  advantage.  I 
have  had  several  talks  with  the  men  and  I 
told  them  all  to  go  back  to  work  and  trust  to 
the  future :  fcr  I  want  it  understood  that  the 
cut  in  wages  is  not  a  permanent  one,  but 
merely  the  effect  of  contract  prices  and  duU- 


:  that  every  one  would  be  at  work  Mon-  ?  j  have  it  served  in  the  usual  Fulltnan  sty  / 

_  ""j.  rL  Thomas  set  on  hi^ounler  a  free  at  the  rates  named  on  the  b  11  of  fa, 

lunch  of  twenty- five  pounds  of  cheese.  Everything  seemed  to  be  abundant  e 
as  many  pounds  of  crackers  and  fifteen  cept  fresh  bread,  which  *be  porter  stab 
gallons  of  hot  coffee,  to  at  least  fifty  per-  was  one  day  old.  The  diEsatisfied  ge 
eons  who  came  to  his  store  and  tliere  tleman  was  served  last.  thoug 

was ’no  coffee  sold  except  n  two  gallon  he  daerved  to  go  hungry.  There  w 
boiler  to  take  out  to  the  train  for  which  plenty  of  hew  left,  and  it  was  observ 
twenty  cents.  that  he  bought  none,  and  think  no  iH 

After  thev  had  done  this,  about  eleven  son  invited  him  to  join.  The™  was.  i 

o’clock  H  N  Thomas  dug  his  sled  from  collection  taken,  up  for  the  little  gi, 
undeftho  snow?  hhched  liis  team  and  of  breakfast.  She  thought  free  mid  orf 
ftirad  all  a  free  ride  to  a  bo  rdinj?  house  ed  generously,  and  when  the  check  cai 

c  //  and  to  bring  them  back  when  train  would  she  wanted  it  charged  to  the  conduct  ^ 

^  be  ready,  but  they  indifferently  replied  A  gentleman  from  Alleghe^  ‘ 

/  thev  would  prefer  to  lake  their  chauces  check-  Jho  gentleman  from  ^ 

on  the  train.  Oke  oe  the  F™.  ShTroad  fo"?f  o1 

A  late  issue  of  the  Leader  con  aine  1  comparing  notes,  thought  it  was  W' 
-  ^  ^  (1  the  following:  In  connection  with  the  g  ^  j,uht  it  was,  and  befoll 

^8/^-  yv  jrRl“o\^n'fro,n  the  we^thfw^^  he  traveis  five  years,  he  will  know  bettl 

*  ^  ^  how  to  treat  railroad  people.  I 

snow  bound  near  Thomas  Station,  in  ro-  Yours  resDCCtfully  I 

WESTERN  AND  ATLANTIC  ROAD.  g^rd  to  the  Way  they  wcrc  treated  bv  the  Onb  ok  the  Fassesgeiis.  I 

Atuaxta,  Ga..  Deo.  27.-At  midnight  Pullman  condnetor  and  porter  the  fobow-  -  \ 

night  forniM  transfer  will  bo  m»do  of  ipf  communication  was  sent  to  this  oflice-, 

Western  and  Atlontic  Railroad  from  the  lease 
company,  which  has  had  it  for  twenty  years, 
to  the  Nasnvillc,  Cliattanooga,  and  Rt.  Louis, 
the  now  lease  company.  'I'ho  formal  papers 
of  the  tranafor  were  signed  to-day. 


/AfT'eR^Oc.eAsf 

OTHER  MIsHaPS. 

Ci.KVEi.ASD,  Ohio,  Jan.  3.— The  limitod  ox- 
pi-eas,  east-bound  on  tho  Fort  Wayne  Road, 
jnmpcd  tho  track  to-day  ne.ar  Massillon, lUhio, 
while  running  forty  miles  an  hour,  and  ran 
the  entire  length  of  the  train  on  tho  ties.  The 
vestibule  attachments  prevented  the  cars 
from  toppling  over,  and  uot  a  single  person 
was  injured.  The  accideut  was  oaussd  by  the 
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Pullman. 

THE  WATER  TOWER 
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The  Great  Structure  and  its  Re¬ 
lation  to  the  Water  Supply 
and  System  of  Sewerage 
of  this  City. 


The  Tower  In  Architecture. 


BY  DUANB  DOTY. 


TOWERS  IN  OENERAL. 

The  tower  has,  from  prehistoric 
time,  been  a  prominent  structure  with 
all  r^ces.  Even  the  Tower  of  Babel, 
of  scriptural  fame,  seems  to  represent 
a  class  of  structures  rather  than  an 
individual  one.  There  is  no  good  rea- 
.son  to  suppose  that  the  unbumed 
brick  Toweer  of  Babel  reached  any 
very  considerable  height,  even  after 
Nebuchadnezzar  had  ostensibly  fin¬ 
ished  it.  Ruins  in  Central  America 
and  traditions  among  the  natives 
point  to  towers  like  that  of  Babel 
which  experienced  like  drawbacks  in 
the  way  of  confusion  of  tongues. 
There  are  exactly  similar  traditions  in 
Northern  India  of  a  primeval  tower 
which  had  the  fate  of  that  of  Babel. 
Livingstone,  when  first  atLakeNgami, 
found  the  same  tradition  among  the 
native  Africans.  The  natives  of  Aus¬ 
tralia  have  a  number  of  legends  relat¬ 
ing  to  a  tower  which  early  man  under¬ 
took  to  build  to  the  skies,  but  which 
the  gods  stopped  by  confounding  the 
language  of  the  builders.  Ossa  on  Pe- 
lion  may  be  regarded  as  another  ver¬ 
sion  of  the  tower  story,  so  that  Babel 
.seems  to  have  prevailed  throughout 
the  world  among  widely  separated 
and  distinct  races  of  men.  The  tow¬ 
ers  of  Ireland  are  too  well  known  to 
need  more  than  a  bare  mentio\i.  The 
leaningtower  of  Pisa,  which  is  179  feet 
high  and  50  feet  in  diameter,  stands 
thirteen  feet  out  of  perpendicular,  has 
walls  thirteen  feet  thick  at  the  base 
;uid  has  stood  for  many  centuries. 
The  original  towers  were  an  outcome 
for  war  or  religious  purposes  while 
those  of  to-day  are  utilitarian  in 
clmracter. 


THE  PU1,1,MAN  WATER  TOWER. 

This  massive  structure,  sixty-eight 
feet  square  at  the  base  and  resting  up- 
<m  a  very  heavy  cut  stone  foundation, 
rises  to  the  heiglitof  105  feet  to  the  base 
of  the  flag-stuff  :  it  is  210  feet  to  the 
top  of  the  flag  staff.  The  dimension 
stones  of  the  lowest  courses  in  the 
foundation  are  nearly  40  feet  below 
the  surface  of  the  ground  resting  upon 
a  blue  clay  so  hard  and  tough  that 
blasting  was  necessary  in  making  a 
portion  of  the  excavation  for  the 
building.  This  great  depth  was  nec¬ 
essary  in  order  to  secure  the  large  un¬ 
derground  cistern  into  which  the  sew¬ 


age  of  the  city  flows.  The  city  sewage  in  supplying  and  distributing  the  wa- 
mains  enter  this  cistern  sixteen  feet  ter  are  of  little  interest  except  to  the 
below  the  surface  of  the  ground,  and  professional  engineer.  The  several  sto- 
it  has  a  capacity  of  800,000  gallons,  ries  between  the  ground  and  the  bot- 
The  cistern  is  covered  with  a  floor  of  tom  of  the  reservoir  are  now  chiefly 
solid  masonry  resting  upon  piers  and  used  for  storage,  and  light  manufac- 
brick  arches,  and  upon  this  floor,  ten  turing,  elevators  connecting  the  suc- 
feet  below  the  surface,  sewage  and  cessive  floors, 
water  pumps  are  placed.  the  sbwaoe  reservoir. 

THE  PUMPS  sewage  of  the  town  runs  by 

There  are  three  Blake  steam  pumps 

with  capacity  for  pumping  60,0^  g^  f*’’  ^ower  and  is  pumped  away 
Ions  per  hour.  These  pumps  are  con-  twenty-inch  iron  main  to  a 

nected  so  as  to  pump  either  Lake  "»'®f  distant  and 

Michigan  or  Calumet  water.  Their  or- 

dinary  work  is  to  supply  Calumet  wa-  “  received,  so  that  no  fermenta- 
ter  for  the  elevators  and  for  shop  use.  and  no  noxious 

But  when  it  becomes  necessary  to  re-  The  cistern  is 

fill  the  tank  the  connection  with  Lake  ;'®“t>lated  hy  eight  flues  which  run  to 
Calumet  is  closed  and  Lake  Michigan  the  top  of  the  tower,  and  by  a  tweny- 
water  alone  is  pumped  into  the  tank.  ;nch  flue  which  connects  the  air  over 
There  are  two  Cope  &  Maxwell  the  sewage  with  the  large  chimney  of 
compound  condensing  pumps 

sending  the  sewage  to  the  farm.  They  away  with  so  much  force  as  to  create 
have  a  capacity  of  five  millions  of  gal  f  downward  draught  through 

Ions  a  day,  though  they  have  only  a  the  mandioles  .n  the  floor  over  the  cis- 
third  of  that  work  to  do.  Two  Crane  “othing  offensive  at 

power  pumps  are  held  in  reserve  in  case  f 

of  emergency  and  might  be  used  for  odoi^  that  can  be  detected  beyond 
keeping  the  water  tank  filled,  in  case  about  the  pumps 

of  a  heavy  demand  for  water.  machinery.  The  stories  of  this 

structure  below  the  water  tank  are  ad 
THE  WATER  TANK.  uiirably  adapted  for  some  light  iiian- 

The  tower  is  square  for  abont  two  ufaeturlng,  such  as  jewelry  and  watch 
thirds  of  its  height  and  octagonal  for  making,  as  the  rooms  are  well  lighted 
the  upper  third.  In  the  top  of  this  on  all  sides. 

tower  a  boiler-iron  tank,  55  feet  and  WORK  DONE  in  the  tower. 
ten  inches  across  and  30  feet  and  one  For  the  present  the  second  floor  of 
inch  deep  was  built,  in  which  half  a  the  Tower  is  occupied  by  the  electri- 
milllon  gallons  of  water  are  kept,  cal  department  of  the  car  shop.s.  Here 
The  exact  capacity  of  this  huge  tank  are  made  electrical  annunciators  for 
is  550,995  gallons  or  3,086.000  liters,  cars,  push  buttons,  batteries  and  nia- 
The  weight  of  this  body  of  water  Is.as  terial  for  lighting  trains.  Here  may 
great  as  that  of  76  thirty-ton  locomo-  be  seen  the  Edison  dynamo  which 
tives;  in  all  2,297  tons.  The  weight  lights  the  repair  shops  with  800  incan 
is  nearly  one  ton  for  every  square  foot  descent  lights  ;  two  Ball  dynamos 
of  the  bottom  of  the  iron  reservoir,  which  light  the  paint  department  of 
This  is  the  largest  tank  in  the  world  the  freight  car  shops,  using  66  arc 
placed  at  so  great  an  elevation.  The  lights  ;  there  is  also  an  Eickmoier  dy- 
object  of  this  tank  is  to  give  a  great  namo  used  for  charging  batteries  and 
pressure  upon  the  water  mains  in  case  lighting  rooms  in  the  tower.  There 
of  fire,  and  it  gives  a  pressure  of  from  are  now  26  operatives  employed  in  this 
70  to  75  poiuids  to  the  inch  upon  such  electrical  work.  The  third  and  fourth 
mains.  For  Are  purposes  all  that  is  floors  are  used  for  mirror  making  and 
necessary  is  to  couple  hose  to  the  other  glass  work.  Here  glass  bevel 
most  convenient  hydrants  and  the  ing,  etching,  crystalizing  and  emboss- 
pressure  easily  carries  water  over  ing  are  all  done  and  fifty  operatives 
any  other  building  in  the  city,  are  engaged  in  this  industry.  The 
The  tow'er  pressure  is  only  used  fifth  floor  is  occupied  by  a  branch  of 
in  case  of  Are,  the  ordinary  water  the  paint  department.  The  remain- 
pressure  from  the  Hyde  Park  pumps  ing  stories  are  used  for  storage, 
being  sufflcient  to  keep  a  good  supply  The  view  from  the  top  of  the  tower 
of  water  in  all  houses.  This  reservoir  is  a  grand  one,  embracing  central  Chi- 
is  always  kept  nearly  full  and  can  be  cago  on  the  north,  the  state  of  Indiana 
rapidly  replenished  if  in  use.  It  is  on  the  south.  South  Chicago  and  Lake 
supported  by  a  net  work  of  iron  trusses  Michigan  on  the  east  and  twenty 
resting  upon  four  long  and  heavy  flourishing  suburbs  on  the  west.  From 
wrought  iron  columns  which  extend  the  top  of  this  tower  one  also  gets  a 
to’ the  basement  where  they  rest  upon  bird’s  eye  view  of  Pullman  and  the 
massive  piers  which  start  from  the  great  extent  of  territory  known  as  the 
blue  clay  thirty  feet  below.  These  four  Pullman  lands.  This  tow’er  always 
wrought  iron  columns  might  be  con-  chaUenges  the  attention  of  the  travel- 
sidered  the  legs  of  a  table  upon  which  er  as  he  approaches  Pullman,  and  sci- 
the  reservoir  is  placed.  The  peculiar  entiflo  men  and  engineers  evince  deep 
construction  of  this  water  tank  and  inrerest  in  its  study.— Pullman 
the  pipes  and  valves  which  are  used  Review,  Dec.  6, 1S90. 


/SS" 


Pullman. 


The  Glass  Industry. 


Embossing  and  Beveling 
Glass. 


Process  of  Making  Mirrors, 


The  Glass  Work  in  a  Pnllman 
Car. 


BY  DUANK  DOTY. 


The  glass  industry  at  Pullman  is 
carried  on  in  the  third  and  fourth  sto¬ 
ries  of  the  Water  Tower  where  fifty 
opera  tives  are  employed.  Here  the 
naked  glass  of  commerce  is  taken  and 
made  into  the  beautiful  forms  in  which 
it  is  found  in  a  modern  Pullman  car. 
A  brief  statement  upon  this  topic  can¬ 
not  be  devoid  of  interest  to  the  dwell¬ 
ers  in  this  industrial  community. 

OLASS. 

Glass  is  defined  as  any  product  of 
fusion  having  a  lustre  known  as  vitre¬ 
ous  and  is  derived  from  the  melting  of 
silica  with  an  alkali.  No  compound 
discovered  by  man  has  been  of  more 
general  benefit  to  the  human  race. 
With  it  innumerable  utensils  are 
made,  the  windows  of  houses  con¬ 
structed,  and,  without  bottles  for 
holding  almost  all  known  substances, 
chemistry  would  have  been  al¬ 
most  an  impossibility.  The  telescope 
and  microscope  could  not  have  been 
made  without  tl^is  substance. 

Like  many  other  arts,  glass-making 
is  a  very  ancient  one.  There  is  in  the 
British  Museum  a  small  glass  lion’s 
head  of  a  blueish  tint  with  figures  up¬ 
on  it  which  show  that  it  was  made 
4,300  years  ago.  There  is  also  a  piece 
of  green  colored  glass  in  existence 
with  cuttings  upon  it  which  are  evi¬ 
dence  that  it  was  made  1450  years  be¬ 
fore  Christ.  Glass  bottles  containing 
red  wine  are  represented  upon  Egyp¬ 
tian  monuments  which  are  known  to 
be  4000  years  old.  The  art  of  making 
glass  may  have  been  lost  many  times 
and  re  discovered.  Wendell  Phillips, 
in  his  lecture  upon  the  “Ix)st  Arts,” 
speaks  of  a  piece  of  Egyptian  glass 
which  had  planes  of  color  passing  en¬ 
tirely  through  it,  a  feature  which  glass 
makers  to-day  cannot  reproduce.  Of 
course  v.'e  find  examples  of  perfect 
glass  In  nature,  like  some  of  the  prec¬ 
ious  stones.  Our  imitations  of  these 
natural  glasses  are  still  imperfect. 

Phoenicians,  long  before 


mirrors  were  sometimes  carved  from 
ivory  and  were  costly,  and  were  car¬ 
ried  much  as  valuable  lockets  and 
watches  are  carried  to-day.  The 
Greeks,  centuries  before  Christ,  made 
small  mirrors  from  a  hard  bronze 
which  admitted  of  a  fine  metallic  pol¬ 
ish.  Such  metallic  mirrors  have  been 
used  for  many  centuries  in  oriental 
countries  and  are  much  used  in  Japan 
and  China  to-day.  We  also  have  rec¬ 
ords  of  small  glass  mirrors  among  the 
ancient  Greeks  but  no  specimens  of 
them  have  come  down  to  our  time. 
In  the  middle  ages  glass  was  some¬ 
times  backed  with  sheets  of  polished 
metal  for  mirrors.  The  city  of  Ven¬ 
ice  first  made  mirrors  on  a  commercial 
scale.  About  the  middle  of  1500  A.  D. , 
the  Murano  glass  houses  made  glass 
mirrors  silvered  with  an  amalgam  and 
often  beveled  in  the  present  style  of 
fashionable  glasses.  Thousands  of  these 
old  beveled  mirrors  are  still  in  exist¬ 
ence.  The  discovery  of  plate  glass 
300  years  ago,  gave  a  great  impulse  to 
this  industry  in  Prance.  The  word 
“silvering”  was  practically  meaning¬ 
less  till  about  fifty  years  ago,  as  no  sil¬ 
ver  was  used  in  the  process.  The 
great  German  chemist,  Liebig,  dis¬ 
covered  the  modern  process  of  silver¬ 
ing  glass  which  is  in  such  general  use. 
The  process  of  applying  an  amalgam 
of  tin  and  mercury  to  the  sur¬ 
face  of  glass  is  slow  and  unhealth¬ 
ful,  but  the  results  are  excellent  and 
some  of  the  best  mirrors  are  now  made 
by  this  process. .  Our  process  in  Pull¬ 
man  is  the  one  of  silvering,  and,  where 
pains  are  taken  to  protect  the  silver 
from  oxidation,  the  process  is  perfect¬ 
ly  satisfactory. 

GLASS  KMBOSSIITG  HERE. 

Plenty  of  plate  glass  of  a  quality 
which  answers  well  for  glazing  is  made 
in  this  country,  but  English  and  Bel¬ 
gian  plate  is  best  suited  for  the  finest 
kinds  of  mirrors.  The  glass  for  upper 
windows,  door  and  deck  lights,  and 
for  Gothic  windows  is  usually  em¬ 
bossed  and  portions  of  it  silvered  in 
Pullman  coaches.  The  naked  pane  of 
glass  is  first  put  into  a  pit  over  coils 
of  steam  pipe  and  heated  to  a  temper¬ 
ature  of  about  one  hundred  and  twen¬ 
ty  degrees.  A  thin  coating  of  a  com¬ 
pound  made  of  beeswax,  resin  etc,,  is 
then  spread  over  the  upper  surface,  in 
order  to  cause  a  sheet  of  lead  foil  to 
adhere  quite  firmly  to  it.  After  cool¬ 
ing,  a  coat  of  dark  paint  is  put  upon 
the  lead  foil  so  fastened  to  the  pane. 
A  stencil  plate  of  the  required  design 
is  then  placed  over  the  blackened  sur¬ 
face  and  a  tracing  from  it  taken  there 
means  of  chalk  dust.  Girls  then  pro¬ 
ceed  to  cut  out  with  sharp  needles  and 
«  out  tho.s'-  tJo  Gor’  o  d 


The  process  of  etching  glass  which  is 
analogous  to  photo  lithography  may 
soon  be  experimented  with  here. 

MIRROR  MAKING  HERE. 

The  finest  English  and  Belgian 
plate  glass  is  best  for  car  mirrors.  To 
make  a  mirror  the  glass  is  first  thor¬ 
oughly  cleaned  with  water  and  then 
polished  with  rouge,  a  form  of  oxide 
of  iron,  which  brightens  it  and  removes 
every  scratch  and  surface  delect.  It  is 
then  placed  upon  a  grated  platform 
over  coils  of  steam  pipe  and  is  covered 
with  a  liquid  compound  made  of  a  so¬ 
lution  of  nitrate  of  silvermixed  with  a 
solution  of  chloride  of  calcium  which  at 
once  precipitates  metallic  silver  upon 
the  glass.  In  this  process  some  chlo¬ 
ride  of  silver  is  also  formed  which  is 
collected  and  the  silver  recovered 
from  it.  The  glass  is  then  carefully 
washed.  The  heat  under  the  mirror 
plate  aids  much  in  the  precipitation 
of  the  metallic  silver  and  appears  to 
render  the  silver  brighter.  After  drying, 
the  back  of  the  mirror  is  painted 
with  a  coat  of  red  lead  and  then  bron¬ 
zed,  if  required,  which  protects  the 
silver  from  oxidation. 

BEVELING  GLASS. 

This  is  a  process  requiring  several 
operations.  The  first  grinding  is  up¬ 
on  a  horizontal  iron  wheel  uponxvhieh 
fine  sand  is  sprinkled  ;  then  the  bev¬ 
eled  edge  is  still  further  ground  upon 
a  similar  wheel  covered  with  emery. 
The  next  step  is  grinding  upon  a  hor¬ 
izontal  grindstone,  which  is  only  found 
in  Scotland ;  then  vertical  wooden 
wheels  put  a  more  finished  touch  up¬ 
on  the  beveled  edges  and  finally  the 
cut  edge  is  perfectly  polished  upon 
vertical  felt  wheels  covered  with  rouge. 
The  grinding  of  glass  is  regarded  as 
better  than  the  acid  treatment  where 
silver  is  to  be  used  upon  the  translu¬ 
cent  portion.  Old  mirrors  which  re¬ 
quire  resilvering  are  first  put  into  a 
bath  of  lye  to  cut  off  the  paint  on 
them,  then  nitric  acid'  takes  off  the 
metallic  silver,  which  is  put  into  the 
form  of  chloride  of  silver  for  use 
again.  The  silver  used  is  purchased 
in  the  form  of  crystals  of  the  nitrate, 
which  are  dissolved  to  obtain  the 
liquid  used  as  above  described.  There 
are  certain  features  about  this  chemi¬ 
cal  work  which  are  peculiar  to  this 
department  and  differ  from  those  used 
elsewhere.  The  work  done  here  is  un¬ 
surpassed  in  excellence.  What  is 
known  as  cut  beveling  is  now  done  in 
the  highest  style  of  the  art. 

GLASS  IN  A  CAR. 

Wo  have  seen  over  600  square  feet  of 
glass  in  a  Pullman  coach.  Of  this 
glass  110  square  feet  were  in  mirrors 
and  over  100  feet  of  it  had  been  em- 
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colors, 

which  have  found  their  way  into  r  11 
parts  of  the  world.  Beads  like  these 
have  always  been  used  as  money 
among  savage  tribes.  In  the  12th 
century,  only  palaces  in  England  had 
glass  windows.  Even  as  late  as  the 
16th  century  in  England  and  the  17th 
century  in  Scotland,  glass  was  used 
only  in  the  windows  of  the  houses  of 
the  rich. 

MANUFACTURE. 

In  the  manufacture  of  the  common 
Icims  of  glass,  the  following  su’  staa- 
ces  are  used  :  silica  (sand  or  pulver¬ 
ized  flint),  boraclc  acid,  also  the  oxides 
of  sodium  and  potassium  for  alkaline 
matter,  and  such  earthy  substances  as 
the  oxides  of  zinc,  aluminium,  lead, 
calcium,  barium,  strontium,  thalium 
and  magnesium  for  colorless  glass  ; 
and  the  oxides  of  cobalt,  uranium, 
gold,  chromium,  iron,  manganese  and 
copper  for  colored  glass.  Some  of  the 
finest  tints  in  the  best  Venetian  and 
Bohemian  glass  are  still  trade  secrets 
and  not  well  understood  by  the  world. 
Glass  is  made  almost  everywhere, 
as  material  for  it  is  abundant  ;  plate 
glass  of  excellent  quality  is  now  made 
in  this  country. 

MIRRORS. 

From  the  12th  to  the  16th  century, 
small  mirrors,  or  pocket  mirrors,  were 
carried  by  ladies  but  they  did  ^ot 
come  into  general  use  till  about  250 
years  ago.  The  frames  of  these  small 


foil  necessary  to  show  on  th.e  glass  tpe 
figures  and  designs  to  be  etched.  The 
back  of  the  pane  is  then  covered  with 
parafine  and  it  is  immersed  in  a  bath 
of  dilute  flouric  acid  which  in  an  hour 
or  so  eats  out  portions  of  the  exposed 
glass  to  the  depth  of  a  twentieth  of  an 
inch.  The  acid  has  no  effect  upon  the 
portions  covered  with  lead  foil  and 
parafine,  the  result  being  that  nothing 
but  the  designs  cut  through  the  lead 
foil  are  etched.  Grinding  the  surface 
of  the  pane  then  renders  the  raised 
portions  translucent  while  the  etched 
portions  showing  the  designs  needed 
are  perfectly  transparent.  The  sand 
blast  is  not  used  here  at  all.  There  is 
another  mode  in  use  of  rendering  glass 
translucent,  which  is  to  place  the  pane 
in  a  bath  of  flouric  acid  and  amnjonia 
which  gives  all  the  exposed  portions 
the  appearance  of  having  been  ground. 
Workmen  about  these  acid  baths  have 
to  wear  rubber  gloves  to  protect  their 
hands  from  injury.  After  the  glass  is 
taken  from  the  bath  it  is  again  heated 
enough  to  remove  the  wax  and  lead* 
foil  which  protected  portions  of  it  from 
the  corroding  influence  of  the  acid. 
The  whole  isihen  thoroughly  cleansed 
with  water  and  soda  and  when  dry  is 
ready  for  the  glazier,  or  for  silvering 
if  any  portions  of  it  require  silvering. 
In  figures  of  men  and  animals,  or  in 
landscapes,  a  paint  can  be  used  in  free 
hand  sketching  to  protect  portions  of 
the  glass  from  the  effect  of  the  acid. 


in  this  country  by  such  establish¬ 
ments  as  the  Pittsburgh  Plate  Glass 
Comiiany,  the  DePaw  Plate  Glass 
Company,  at  New  Albany,  Indiana, 
and  by  the  Crystal  City  Plate  Glass 
Company,  of  Missouri. 

The  very  best  kinds  of  plate  glass 
are  now  made  by  the  London  and 
Manchester  Plate  Glass  Company, 
England,  and  at  Manheim,  Bavaria, 
and  in  France  and  Belgium.  Glass 
making  was  one  of  the  earliest  indus¬ 
tries  undertaken  in  this  country,  the 
first  glass  works  being  established  at 
Jamestovtn,  some  years  before  the 
landing  of  the  Pilgrims.  Capt.  John 
Smith,  in  1616,  wrote  that  he  felt  that 
the  efforts  at  glass  making  at  James¬ 
town  were  somewhat  misdirected,  and 
this  was  five  years  before  the  Pilgrims 
reached  Plymouth.  At  ordinary  tem¬ 
perature,  glass  is  practically  indestruc¬ 
tible.  All  efforts  at  makmg  maleable 
glass  have  so  far  failed.  Recent  ex¬ 
periments  would  seem  to  indicate  that 
nearly  all  the  gems  can  now  be  so 
closely  imitated  in  glass  that  none  but 
experts  can  detect  the  imitations. 
The  brightest  colors  of  flowers  and 
rainbows  are  almost  perfectly  repro¬ 
duced  by  Bohemian  and  Venetian 
glass  wokers.  But  this,  we  confess, 
has  little  to  do  with  our  topic,  which 
closed  with  the  first  sentences  of  this 
paragraph.  Mr.  Chas.  Lahodney  is  in 
charge  of  this  department.— Pitf/maw 
Review,  Dec.  SO,  1890. 


Pullman. 

Its  Sewerage  System. 


In  Eiiroi)e  thf  question  is,  at 


i»,i  fm-  ita  aiiD-u-estive  value  in  citv  the  1,800,000  gallons  puinped  e .  -  ,  ,  , 

led  fo,  Its  suggesti^e  ctt>  the  how  little  e.xpense  ean  sueh  a  arm  be 

excess  above  the  amount  eoming  from  operated,  the  ))nmary  object  being 


building. 

PIPING  AT  in  no.MAx.  excess aijove  tne  amouni  coming  irni.i  .  i- . 

/  ^  it  dwellings  is  from  the  shops  and  facto-  the  nece.ssary  disposal  ol  sewage,  and 

At  the  outset  it  was  decided  that  it  amount  of  the  proceeds  from  crops  raised  dimin- 

would  never  do  to  permit  sewage  to  •  ■  •  -  — 


A  Euro- 


This  seems  a  large  amount  of  tlie  jirocei 

,  T.  1  *  sewage  for  a  population  of  10,000,  but  ishiiig  operating  expenses. 

-  flow  into  Lake  Calumet,  as  It  would  ,  K.  •  .  {  ^  ^  thateve^^^^  peaii  sewage  farm  operated  at  a  prollt 

The  Theory, Together  With  a  De-  make  a  cesspool  of  that  body  of  water,  ^  ^  exception  and  not  the  ml.-, 

scription  Of  Mains,  Laterals  and  to  obviate  such  a  result,  the  mode  cit>  i  m,.s 

and  Other  Piping.  of  disposing  of  the  Pullman  sewage  "fer  ‘‘\7‘  .  ^  '”'‘7  , 

_  here  outlined  was  decided  upon,  and  Tv!*"  ^ 

The  Sewage  Reservoir;  the  Amount  pipes  were  laid  in  every  other  (an  illustration  of  one  appears 

and  pompositlon  of  the  Sewage.  street  running  east  and  west,  and  ly-  l*er  cent,  ot  the  dw  tilings  an  punuie.l  „„  this  page)  are  of  the  t.vpe  known  us 

-  ing  between  the  streets  having  briek  'vitl.  bath  rooms,  it  will  be  seen  tha  ..omlensing,-  and  wereman- 

mains  for  atmosplierie  water;  these  ^  large  amount  ot  sewage  pe.  cq.ita  ,,f,^^ture.l  at  Hamilton,  Ohio.  The 
sewers  are  made  witli  vitrified  jiipe.  unavoidable.  pressure  eyliiulers  are  fourteen 

laid  deep  enough  to  run  under  all  sur  FAitM  KX1>  oK  iu»N  skwagk  pu-k.  ami  seven-eightlis  inches  in  diameter. 

■  ■  'rhe  sewage  is  pumped  from  the  res-  .,iid  tlie  low  pr(-ssiire  eyliiulers  twenty- 


The  Sewage  Pumps  and  the  Cost  of  Op-  ^ 
erating  Them. 


The  Tunfleation  of  the  fiemuje  nt  the  laterals,  lead  ii 

Sewage  I^arm. 


BY  DUAXK  DOTY. 


to  main  sewers  running  north  and  ervoir  tliroiigh  a  twenty  ineli  ea.st  qve  and  three-eighths  inches  in  diaiii- 
south  to  a  reservoir  under  the  Water  iron  pipe  to  a  sewage  farm  about  three  eter;  the  water  eylindei-s  are  txventy- 
Tower,  whieh  they  enter  at  sixteen  miles  south  of  the  city.  At  the  farm  two  ami  one  fourth  inches  in  diame- 
feet  below  the  surface  of  the  ground,  end  of  this  pipe  the  sewage  goes  into  ter;  tlie  cylinders  are  all  forty-eight 
In  this  age  of  city  building,  tlie  sewer  pipes  vary  from  six  to  a  receiving  tank  made  of  lioiler  iron  jm-h  stroke.  Tlie  steam  eyliiulei-s  are 

question  of  the  proper  sewerage  of  inches  in  diameter.  TJu-  lat-  whieh  is  set  a  few  feet  al>ove  the  sur-  nil  jacketed  with  liv.-  steam.  Tlie 

towns  has  become  one  of  great  and  carrying  the  sewage  of  a  face  of  the  ground.  Through  tlie  ceii-  steam  pressure  e.-u-ried  is  sixty  pounds, 

growing  importance.  Twenty-live  dwellings  runs  in  the  alley  ter  of  this  tank  there  is  a  screen  in  an  The  capacity  of  tlie  two  pumps,  when 

per  cent  of  the  population  of  our  in.-hes  in  diameter,  and  oblique  position  through  the  iiu-slies  working  tog(-ther,  is  01)0,000  gallons 

country  resides  in  cities  having  a  pop-  a  fall  of  from  four  to  live  inches  of  wliicli  sulistances  more  than  half  in  twenty-four  hours,  the  pumps  work- 

ulation  of  10,000  and  upward,  hut  ^  hundred  feet.  The  smallness  of  an  inch  in  diameter  cannot  pass  and  against  an  average  pressure  of 
when  xve  include  those  who  reside  in  these  laterals  ensures  a  scour  xvhich  get  into  the  piping  in  tlie  farm.  The  eight  pounds.  Pnminng  as  we  now 
smaller  toxvns,  villages  and  hamlets,  clean,  hut  provision  lias  sewage  waters  pass  through  this  d„,  Hocomher  I  H!)0,  1.800,000  gallonit,^ 

■uro  finO  not  less  tliaii  fortv  per  cent.  made  for  flushing  the  pipes  f 


n  and  theneo  into  tlie  distrilmtiiig  day,  it  is  easily  disiJo.scd  of  by  c 


of  our  population  urban  in  character.  „i,oyid  they  require  it.  Service  pipes  pipes,  a  pressure  of  not  more  tliaii  ten  the  pumps.  Tlie  suction  pipes 
- ,.4.:^ — +i,B  i.ioMt  •  -  -  -  -  !  .i.i. —  "idles  in  diameter. 


Sanitary  questions  are  now  the  most 
vital  ones  xvitli  which  toxvns  have  to 
deal.  When  any  territory  becomes 
densely  peopled,  like  Massaehusotts, 
people  readily  see  and  understand  tlie 
necessity  of  prex-enting  the  poliition 
of  streams  and  lakes  with  sewage,  and 
that  commonwealth  is  grappling  with 
this  subject  in  a  xvay  that  must  lead 
other  states,  x’ery  soon,  to  make  it  one 
of  state  if  not  of  national  interest  and 
action.  Just  xvhat  ought  to  be  done 
xvith  sewage  is  liy  no  means  a  .settled 
question,  each  locality  presenting  its 
jieculiar  problems  for  solution.  But 
one  tiling  is  settled,  sewage  must  not 
go  into  lakes  and  streams,  .\moiig 
the  methods  of  disposal,  and  the  one 
of  which  it  is  the  oliject  of  this  ar 
tide  to  speak,  is  that  of  land  imrifieii 
tion  of  sexvage.  It  is  an  old  process, 
traces  of  it  lieing  found  in  Hie  ruins  of 
ancient  A'ineveh.  In  our  modern  day 
and  in  tills  age  of  cities,  the  plan  is 
more  extensively  used  than  many  sup¬ 
pose.  There  are  at  least-  laO  sewage  ^ 
farms  in  Europe  alone;  England  has  ^ 
fifty  such  fariii-s.  Pumping  has  to  he  , 
resorted  to  wlicre  a  gravity  flow  can 
not  he  olitaiiied.  Tliis  disposal 
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[in  the  largest  1,„„.sc.h  and  lots,  provided  witli  pounds  Vieingallowed  upon  those  pipes.  j,i„wcr  xvill  he  the  ei 

,y.  and  at  1  ai  -  catdi-hasiiis  in  the  rear  of  See  drawing  of  the  sereeiiing  tank  and  tIk-  ordinary 


sewage 

scale  at  Berlin.  ( 

is.  InDantidethe  methoil  has  been  each  basin  eonneeted 

used  for  many  yeai-s  coupled  with  Gb,, 

pumping.  In  Hreat  Britain,  siieli  eit 
ies  as  Birminglmm.  Burnley 


Edin 


th  pre.ssure  regulating  valv 
from  four  to  six  liou.ses,  convey  the  ami  of  the  iron  main  fix) 
sewage  from  sinks  and'closets  to  these  iiig  works. 


at  the  fa; 
the  imiii]) 


Tliere  are  six  valves  in  each  pump.\ 
These  valves  are  made  of  rubber  and  V 
are  of  pceiiliar  eoii.struetion,  each  one  \ 
consisting  of  two  large  rubber  leaves, 
Ulx24  inches  in  size  and  five-eights  of 
an  iiu-h  thick;  these  leaves  are  riveted 
together  in  iiairs  at  the  txvo  long 
edges,  forming,  xvhen  open,  an  ellipti¬ 
cal  tube,  through  which  the  sewage 
iiasses  during  one  stroke  of  the  pump 
piston,  and  closing  tightly  during  the 
return  stroke.  These  valves  have 
lieen  in  siieeexsful  use  for  eight  years. 

The  cut  oft'  valves  in  the  steam 
clu'.sts  are  of  the  reguliir  1)  slide  valve 
pattern  ami  are  operated  by  an  auxil¬ 
iary  piston  working  in  a  small  steam 
eyliiidt-r  through  which  the  valve  stem 
passes. 

The  speed  of  tlie  pump  is  goveriie<l 
by  another  piston  attached  to  tlie 
valve  stem  ami  working  in  a  small 
eylimler  containing  oil  xvliicli  passes 
from  one  side  of  the  piston  to  the  otli- 
<-r;  tin-  passage  of  the  oil  is  regulated 
liy  a  valve  under  the  control  of  tlie 
('iigiiieer;  the  greater  the  resistance 
if  tlie  oil  to  the  gox  eriiing  iiiston  the 
lit -011,  and  x’iee 
;peetl  of  the 
pumps  is  ten  revolutions  a  minute. 
The  liigli  pressure  cylinder  exhausts 
directly  into  the  steam  chest  of  the 
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burtf,  Kfiulnll.  Loa'.iiiiifrton.  and  ^fer- 
thyr  Tydvil  arc  places  where  the 
method  is  used  iiiou*  or  less.  This 
plan,  known  to  entjineers  as  the  Sepa¬ 
rate  system,  involves  two  distinct  .sets 
of  pipes,  one  for  storm  waters  and  the 
other  for  carrying  .sewage  projjcr  from 
oii'c..  to  a  reservoir  whence  it  may 
L'  pumpeil  to  a  farm.  The  city  of 
exico  is  now  engaged  in  tunneling 
■ven  or  eight  miles  thn)ugh  a  moun- 
lin  in  order  to  carry  its  sewage  thir- 
V  miles  where  it  may  all  .be  used  for 
iiid  irrigation.  The  officials  of  Mex- 
•o  carefully  examined  the  system  at 
’ullmiiii  for  its  suggestive  value  to 
hem  in  the  great  work  they  were  to 

THE  CITY  OE  PIU.M.VN. 

Pullman  is  exceiitional  in  being',  the 
mly  city  of  the  world  built  scientifi- 
■ally  and  artistically  in  every  part, 
t  is  situated  on  the  west  shore  of 
iskc  Calumet,  fourteen  miles  south  of 
he  Chicago  court-house.  Hero  for 
he  firet  time  in  the  history  of  cities 
the  drainage  and  sewerage  preceded 
the  population.  The  first  family  came 
here  Jan.  1st,  1^81,  and  Jan.  1st,  1801. 


THE  IlKSEUVOIU. 

The  sewage  goes  by  gravity  from 
buildings  to  the  reservoir  under  the 
AVater  Tower.-  This  reservoir  is  (tO 
feet  in  diameter  and  !.■>  feet  deep  and 
holds  over  300,1)01)  gallons.  The  .sew¬ 
age  is  p;imped  from  it  as  fast  as  re¬ 
ceived.  and  l)efor(>  sufficient  time 
elapses  for  fermentation  to  take  i)lace. 
The  ventilation  of  the  re.servoir  is  per¬ 
fect  ;  eight  Hues  lead  from  it  to  the 
top  of  the  tower  above  it,  and  a  twen¬ 
ty  incli  flue  connects  it  with  the  large 
chimney  which  takes  the  smoke  from 
the  fires  under  the  boilers  of  the  Cor 
liss  engine;  this  flue  creates  a  down¬ 
ward  draft  in  all  manholes  in  the  vi¬ 
cinity  of  the  AVater  Tower  and  in  tlie 
floor  over  the  reservoir,  thus  prevent¬ 
ing  the  possibility  of  any  odor  from 
the  sewage.  Standing  over  the  reser¬ 
voir  the  visitor  never  detects  any¬ 
thing  unpleasant,  the  air  being  just 
as  pux'c  as  it  is  in  the  Corliss  engine 
room. 

THE  SEWAGE. 

The  sewage  from  dwellings  averages 
probalxly  from  120  to  130  gallons  a  day 


One  hundred  ami  forty  acres  of  laml 
have  bixen  thoroughly  ixiped  and  un- 
'derdrained  for  the  reception  and  pur¬ 
ification  of  sewage  with  which  these 
acres  .-u-e  irrigated.  Hydrants  are 
idaced  at  suitable  intervals  so  that 
the  distribution  can  be  conveniently 
cfTectcd.  All  organic  matter  in  the 
sewage  is  taken  up  by  tin*  soil  and 
the  gi-owing  vegetation,  and  the  water, 
making  from  200  to  000  ixarts  of  the 
sewage,  runs  off  through  underdrains 
to  ditches  which  caiTj-  these  filtered 
waters  into  Ijake  Calumet.  AVhere 
the  .sewage  water,  purified  by  filtering 
through  the  soil,  leaves  the  drains,  it 
is  as  clear  and  sparkling  as  spring 
•water,  and  purer  than  the  water  from 
the  surface  wells  used  by  people  on 
the  neighboring  farms.  In  winter  the 
.sewage  runs  upon  one  field  or  upon 
one  filter  bed,  and  then  upon  another, 
the  filtering  iirocesses  appearing  as 
perfect  as  in  summer.  Thus  are  waste 
products  utilized,  being  largely  trans¬ 
muted  by  vital  chemistry  into  luxuri¬ 
ant  vegetable  forms.  The  most  profit¬ 
able  crops  for  this  farm  have  been 


iJii'  I-.UII  I 

tlie  cylirKlers  are  jacketed  with  live 
steam. 

.\1U  Pl’.MI’S. 

Each  engine  is  expiipped  with  a 
xlouble  acting  air  pump  worked  by  a 
small  walking  beam  which  in  turn  re¬ 
ceives  its  motion  from  a  rock  shaft 
and  lever  connected  t(»  the  piston  rod. 
A  vacuum  of  from  27  to  28  inches  is 
readily  obtained, 

CO.ST  OE  OPEHATIXU  THE  HEMPS. 

The  cost  of  operating  one  of  these 
pumps  for  twenty  hours  and  pumping 
1,800,000  gallons  of  sewage,  is  as  fol¬ 
lows  : 

(.'ost  of  coal  used . ^1.73 

Cost  of  oil  and  waste . 57 

Engineer  s  wages . 3.75 

Total . 10.05 

This  is  a  trifle  less  than  33  cents  for 
pumping  100,000  gallons. 

During  the  months  of  Wepteiuber 
tlctober  and  Xovember.  the  daily  av¬ 
erage  of  sewage  pumped  was  a  little 
over  2,000,000  gallons,  Jlr.  Calvin 
Swingle  has  general  charge  of  the 
sewage  pumps,  and  they  are  operated 
by  his  two  a.ssistants,  •  Charles  H. 


h  Sewage  Pumps. 


|it  has  11.000  jxeople.  It  is  much  stud-  for  each  person  of  the  population.  Of  found  to  be  onions,  cabbage  and  cel-  O'Neil  and  AV'illiam  Crockett. 


I  Several  Persons  Injured  In  a  Collision  at 
I  Annapolis  Junction. 

Washington,  D.  C.,  Dec.  30.— An  accident 
occurred  on  the  Baltimore  and  Ohio  railroad 
this  morning  at  Annapolis  Junction.  The 
Washington  express,  which  leaves  Baltimore 
at  7 :20,  became  disabled  at  Annapolis  Junc¬ 
tion  and  had  to  stop.  The  trainmen  went  back 
and  flagged  the  Blue  Line  New  York  express, 
which  was  following  closely,  stopping  it  in 
time  to  avoid  a  collision. 

For  some  reason  or  other  this  train  failed  to 
flag  the  express  leaving  Baltimore  at  8  o’clock, 
which  crashed  into  the  rear  of  the  New  York 
train.  The  engineer  and  fireman  of  the  strik¬ 
ing  train  jumped  and  were  taken  from  the 
ground  bleeding  profusely  and  badly  hurt. 
The  baggage  and  express  cars  of  the  New 
York  tram  were  telescoped  and  badly  wrecked. 
The  conductor  and  several  passengers  of  the 
colliding  train  were  slightly  hurt. 


THE  MEXICAN  NATIONAL  RAILROAD  CO. 
6  Wall  Street. 


New  York,  Dec.  20tli,  1890. 


HON.  C.  S.  STANHOPE,  having  resigned  the  posi¬ 
tion  of  2nd  Vice-President  of  this  Company,  to  take  effect 
December  31st,  it  is  hereby  ordered  that  the  office  of  the 
General  Manager  be  transferred  on  January  ist,  1891, 
from  San  Luis  Potosi  to  the  City  of  Mexico. 

W.  G.  Raoul, 

PRESIDENT. 


I  apt  to  give  a  rude  shock  to  sunny  remer 
The  accessibility  of  Brighton,  like  all  otli 
ity,  is  twofold.  It  is  very  easy  to  get  ther 


s  life-long  Ic 


the  solar  splendour  flames. "  If  Brighton  does 
notably  illustrate  the  poet’s  statement  that  ‘ 
foies,  languescent,  pend  from  arid  rames,”  it  h 
cause  there  is  a  scarcity  of  trees  hereabouts,  and 
sequently  of  branches  from  which  the  leaves 
bong  droopingly.  Kot  that  Brighton  is  not  a 


life.  !?T^e  excellent  service  of  Pullman  drawing-room 
'car  trains  run  by  the  London,  Brighton,  and  South 
Coast  Railway  minimises  any  interruption  caused  by 
the  transit.  It  is  the  nearest  possible  approach  to 
finding  yourself  transported  bodily  in  a  miniature 
Aladdin’s  Palace  to  the  desired  destination. 


stQl  the  life-giving  breath  of  ocea 
and  a  quarter  of  London  Bridge. 


now  so  delightful,  that  lies  between  the  Chain  Pier 
and  Hove.  ’There  are  always  the  glorious  downs— a 
wilderness  and  solitary  place  of  unrivalled  loveliness. 
'The  turf  lends  vigour  and  elasticity  to  the  least  ac¬ 
customed  feet,  and  the  wind,  which  is  always  busily 
coming  or  going  over  those  spacious  hills,  has  an  in¬ 
vigorating  sweetness  bom  of  the  largo  liberty  of  the 
sea-viewing  pastures.  In  summer,  however,  it  may  be 
allowed  that  accessibility  isnot  an  unmixed  boon.  For 


great  resort  of  cyclists,  those  well- 
ra  of  many  a  good  old  roadside  inn. 


Brightoi 

deserving 


>rth  on  hb  fleet  and  tractable 
attraction  about  that  nearly 
which  can  be  understood  even 


beat  enjoyed  with  some  security  from  wholesale  inva¬ 
sion  by  the  madding  crowd.  The  concertina  or  the 
comet,  jarring  out  “  Annie  Rooney  ”  in  the  mellow 
hush  of  a  summer  noon,  awaken,  of  course,  the 
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There  is  no  doubt  that  facilities  for  egress  induce 
rcstl^  people  to  stay  much  longer  where  they  are, 
and  if  these  facilities  are  reckoned  among  the  attrac¬ 
tions  of  Brighton,  it  is  not  that  the  day  of  <}ei>arture 
is  ever  anything  but  a  species  of  Black  Moiid.iy. 
It  is  a  sad  day  when  wo  must  turn  our  back  upon  its 
toghtness,  its  breeaiuess,  and  its  infinite  variety. 
This  wind  that  has  arisen  will  be  an  unmitig.itid 
duisanco  in  town,  an  undesiralde  addition  to 
the  sUndard  discomforts  of  the  streets.  Here  it 
is  inidgorating  and  e^hilarating,  and  adds  immensely 
to  the  life  and  character  of  the  scene.  Ifi-ro 
are  fair  bevies  literally  driven  in  front  of  it.  sailing 
before  the  wind  with  a  rare  fluttering  of  draperies 
and  sudden  angnish  of  apprehension  as  hats 
neirely  come  adrift,  and  midosigned  vagaries  of 
atffure  bring  out  a  sudden  quaint  charm 
in  tho  most  conventional  of  fair  face.?.  Otlicrs  are 
battling  valiantly  against  tho  tletermin^  blast, 
ranning  for  temjwr.ary  shelter  and  refit  into  tho 
friendly  harbourage  of  the  shop  doorw.sys— jiastry 
^ks  and  swoct-sho])a  by  preference— before  continu¬ 
ing  their  arduous  westward  way.  And  here  the  wind 
unkindly  anticipates  tho  Chcsterfioldian  salute  of  a 
passing  cavalier,  by  whisking  his  li.st  olf  and  almost 
into  tho  face  of  the  object  of  his  homage. 
Tho  waves  are  beginning  to  becomo  mighty  and 
to  rage  grandly,  and  “like  hammered  silver 
tho  waters  wide  are  blown  to  knops  and  ridges,”  and 
a  touch  of  bright  sunlight  falls  on  the  milk-white  cliffs. 


n  who  would  go  ahcld  on 
trusty  mare  of  Shanks.  But 
the  country  westw.ird  bo- 
d  esiiecially  over  tho  valley 
rticularly  commends  itself, 
ipressions  who  reeks  not  of  an 
irney,  it  is  a  good  plan  to  leave 
util  train,  and  cliange  at  llor- 
;  a  most  delightful  run  down  to 


with 
along 
Harbor 
proach  a 


Shoreham 
It  is  no  rei 
but  rather 
London-or 
unspoiled 


I  ho  knew 


M'.  St.  L. 
a  photograph 
t,  S.\V. 


by  Lombardi  i 


Tub  Rr.TtniN  op  Lord  C.vp.r.i 
War  Office  has  given  permission 
Wycombe  Company  of  the  Bucks  Voli 
part  in  the  reception  of  Lord  Carringtc 
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COXTAINIXG 

Nearly  300  Illustration! 

PRICE  FOUR  SHILLI>'GS. 


FINE  ART  VOLUMES. 

The  Intei^tional  Sbakespere.  An  Edition 


Edinburgh.  600  niostration! 

Greasier  London.  By.  E.  Walfori  4IKI  ill  sir  ton  I 

Two  Vola .  ejcl 

Old^l^d^Kew  London.  With  V,200  ’lliuslrations 

from  Popular '  Authoi  s  Illusti  a*t«l 
muB^teVsiitish  Ballads.  Two  Volk  .V 
The^orld^  of  Wonders.  With  200  illustration? 

Cities^  of  the  World.  Illustrated  throughout.  Fou 

*  Library  of  English  Literature,  ’bv  Professo 
Henry  Uorley.  Complete  hi  Five  Vols.  . .  eaci 

ADVENTURE  BOOKS. 

ThSsMMtor  of  BaUantrae.  By  Robert  Lout 

Treasure  Island.  *'By  Robert’  Louis  Stevemo’n 

IlUistratcd . 

Kidnapped.  By  Robert  Louis  Stevenson,  lllus 

trated  .  , 

The  Black  Arrow.  Bv  Robert  Louis  Stevenson 

The  Splendid  Spur.  Bv  Q.  . 

The^tonishlng  History  of  Troy  Town.  By  0.' 
Dead  Han  s  Beck,  a  Romance.  By  o.  (Cbeai 

Edition,  2i)  .  ' 

rang  Solomon’s  Mines.  By  Rider  Haggard.  Bliis 


)rld,  rrp.’oduced  in  the  bi|;hesc''styic  of  Phi 
oth^a  ^  Illustrated  by  Frank  Dick 
JKeniy  iv’’  Uliiitratcd  by’iac 

As  Ton  Like  It’  lUtiiratc’d  by"En 

Bayard  . 

Borneo  and  Joliet  illustrated  by  F.  i>ick< 


WHAT  THE  PAPERS  SAY  ABOUT  “THE  ROSEBUD  ANNUAL.” 

nearly  300  illustrations,  and  very  good  many  of  them 
Ihe  puppy  and  his  kittens  on  the  title-page  are  even  more  fascinating  than  ’tlie  little  nartneVi’  tread. 

Jr®'"®  forsian  kittcns  exploring  tho  ^es.se.s  of  a  coal-sicuttle;  and 
nfah  ““‘“fal'y  fov  a  pme  of  leap  frog,  and  a  png  having  a 

pish  round  with  a  presuming  magpie,  and,  m  fact,  all  manner  of  delectable  oomicalities.  ”  ‘ 

me  could  be  put  into  the  hands  of  a  good  child  deserving  of  a  fine  birthday  or  Christmas  gift.” 

7(03^010  fferald.— "Is  a.n  old  favourite,  well  deserving  of  tho  popularity  it  enjoys  among  the  little 
...  Ihe  entertainment  from  page  to  page  is  unflagging.”  “ 

charming  volumes  of  tho  year.  .  .  .  The  pictures  are 
irably  drawn ;  the  children  will  go  almost  wild  with  delight  over  them.”  ^ 

^slmffid "li  "^The  beyond  any  kindred  volume,  and  wherever  there  are  little  ones 


Ketomue  .toeriea.°With  ij  steci  Pia’tks,  and 
T,,  Original  Wo^  Engravings.  Four  Vols.,  each 
Hc^sque  Canada.  With  ikjo  illustrations.  Twe 

*  ’Australasia.  With  upwards’of  imw 
-  niustrations.  Complete  in  Four  Vdls.  ..  ekeh 

“»'orical.  and  Picturesque.  Bj 
Prof.  O.  Eben.  Popular  Edition.  Two  ’Tnla 

With  about  SOO  Original  Engravin^rs  .. 

*  AoiMys  Chorclies  of  Eni^Und  smd  Wales ; 


JAilES  CLARKE  and  CO.,  13  and  H,  Fleet  St 


INDISPENSABLE  DOMESTIi 
WORKS. 

Tho  Book  of  Health.  By  Eminent  Physicians  and 

sturgeons . 

Our  Homes,  and  How  to  Make  Them  Healthy! 
The  Family  Physician.  Xew  and  Revised  Edition 
Cassell’s  Book  of  the  Household.  With  numerous 

Illustrations.  Vols.  I.,  H.,  and  HI . each 

Cassell’s  Dictionary  of  Cookery,  niustratod 

throughout . 

•  The  Art  of  Cooking  hy  Gas.  By  Marie  Jenny 
Suffjr . 

CasseU’s  Domestic  Dictionary.  Illukrat^ 
Cassell’s  ShiUlM  Cookery.  The  Cheapest  and 


THE  “  DAILY  GRAPHIC  ” 

EXTRA  BIRTHDAY  NUMBER. 

ONE  gENNY. 

So  mucli  interest  has  ken  aronsed  as  to  the  manner  in  which  the  “  DAILY  GRAPHIC  " 
IS  produced,  mat  the  Proprietors  have  published  a  SPECIAL  BIRTHDAY  SOMBER,  in  which  is 
given  an  account  of  the  whole  process  of  the  production  of  a  Daily  Illnstrated  Paper  from 
the  Paper  Mill  to  the  delivery  of  the  Complete  Paper  to  the  Public. 

THIS  NUMBER  CONSISTS  OF  16  PAGES, 

PROFUSELY  ILLUSTRATED, 

AND  WITH  EACH  COPY  IS  PRESENTED 

A  COIdOXJREIJ  I^IdATE. 

The  "Preliminary  Number  ’’  of  the  "  DAILY  GRAPHIC,”  published  a  year  ago,  sold  an  edition  o! 
200,000,  and  the  present  number  wiU  he  equally  interesting,  bnt  having  in  ADDITIOH, 

A  PRESENTATION  PEATE, 


’  *  pabtoet  Portrait  Gallerr  ContaiAinrse 

Eminent  lien  and  Women 
S^M  'yitb  Biographical  Sketches.  First 

•  ^  Yearly  VolAme  lAA  ISOo! 

i'  “h  12  ExquiMte  Etchings,  *c..  and  Several  Hun¬ 
dred  Engtavmgs  . 

ILLUSTRATED  VOLUMES. 

•  The^World  of  Adventure,  Yearly  Yolomc.  Fully 

Illustrated . 

•  I^on  street  Arahs.  Bv  Urs.  h!  M.  ’Stanley 

(Dorothy  Teiii^t),  With  Pictures  handsomely 
reproduced.  Third  Edition  ....  ■' 

•  Case’s J^tory  of  England.  Revised  ihrough- 

ySh.r’tVir™"::* 

Out  Earth  and  its  Story.  Complete  in  ThiVc  Vole. 
Tb«v^e  and  Times  of  Queen  Victoria, 

•  rae  Quiver.  Yearly  Volume,  ffinstrated 
®luSftmed  Magazine.  Yearly  Volume!  ■ 

•  ®Tuu»to?ted**“^^  Journal!  Ye’aily  Volum’e! 

of  the  World.  By  Or!’Bobe’r’t  Bro'wn.  Six 
Our  OjTO  Country."  With’ 1,206' niustrations. 


BOOKS  FOR  YOUNG  PEOPLE. 

*  W&nted — &  Kins ;  or,  IIow  Merle  set  the  Nursery 

Rhymes  to  Ripht?.  By  Magrgie  Browne,  with 
Original  Designs  by  Harry  Furniss.  A  Literact 

CrRIOSITY .  g 

*  The  Ma^eUous  j^dget;  being  65,536  Stories 

of  Jack  and  Jm.  By  the  Rev.  ^  Bennett. 
Illustrated .  o 

*  Lost  in  Samoa.  ByKS.  Ellis.  Illustrated  .’.!  s 

•Tad.  ByE.  S.  Ellia  Illustrated  ...  3 

*  Magic  at  Home.  By  Prol.  Hoffmann.  Hlustratrf  6 

*  Schoolroom  and  Home  Theatricals.  By  Arthur 

Waugh.  Illustrated .  ..  o 

*  "Little  Folks ’’Christmas  Volume,  niustrated. 

Boards,  38.  6d. ;  cloth  gilt  .  5 

*  Bo-Peep.  Yearly  Volume.  Illustrated.  Boards 

2s.  6d. ;  cloth  ^t  .  a 

Flora’s  Feast:  a  Masque  of  Flowers.  Penned 
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f  PURCHASE  RATIFIED. 

jfbyij.  &  N.  Takes  Cl^ree  of  the 

yKentnoky  Oentral,  an 

‘  /  Elected.  X', 

/  New  York,  Jan.  6.— At  aS*eial 
,  ^meeting  of  the  Louisville  &  NaA^lle 
Directors  today  the  purchase  of^ Ae 
Kentucky  Central  was  ratified  ^ 
the  property  taken  possession  ^ 
The  following  Directors  of  the 
Kentucky  Central  were  elected ;  M.  H 
Smith,  J.  B.  Probat,  Wm.  Mertens,  J. 
A.  Hersey,  Thomas  Rutter  and  E. 
Norton.  M.  H.  Smith  was  elected 
President  of  the  Kentucky  Central 
and  A.  W.  Morris  Secretary  and 
I  Treasurer.  H.  E.  Huntington  re- 
I  mams  Vice  President.  “ 


^7^/?  -  Oc^A/\/ 


Tlie  three-cornered  fight  between  the  Cioaro 
and  Proviso  Street  Bail  way  Company,  the  Edi¬ 
son  Construction  Company,  and  the  Pullman 
Palace  Car  Company  is  a  thing  of  the  past, 
theistreet  railway  company  and  the  Pullman 
Company  having  settled  their  differences, 
which  lets  the  construction  company  out. 

The  trouble  was  .caused  by  non-aoeeptsnoe 
of  rolling  stock  by  the  railway  company, 
which  claimed  the  Pullman  Company  hod  not 
made  the  oars  according  to  the  speoifloations. 
The  latter  company  has  agreed  to  make  any 
changes  in  the  c  ars  which  may  be  suggested 
by  the  railroad  company,  and  all  is  now 
serene.  . 

The  road  will  be  in  operation  by  the  1st  of 
Ifarch,  when  electric  trains  will  run  every 
fifteen  minutes  between  Fortieth  street  and 
Oak  Park.  1 

A  fiendish  assault. 

Michael  Hubert,  a  tinsmith  at  the  Pullman 
works,  was  literally  out  to  pieces  yosterdr  ' 
afternoon  in  a  quarrel  with  a  carpenter  name 
Bobert  Leidenroter. 

The  two  tradesmen  liad  worked  side  by  side 
for  some  time  previous  to  three  weeks  ago. 

At  tiiat  time  they  were  on  a  scaffold  together. 
They  became  involved  in  a  quarrel  and 
Hubert  was  thrown  to  the  ground,  a  distanc,. 
of  thirty  feet,  receiving  injuries  which  con-  ! 
fined  him  to  his  bed  for  several  days,  j 
Yesterday  ho  appeared  at  the  works  for  the  I 
first  tinie  since  W-s  iniury  was  re  jiTod,  Re- 
esme  across  Leidenretjf,  ffas  * 

plane  blade.  i 

The  inoment  the  cwpciiior  saw  Hnlierf  If*  ■ 
leaped  on  him  ^ith  thefey^oity  of  an  animal, 
striking  him  with  the,*eaR  blade  be  held  in  I 
hia  hands  With  the  ^.^dg^rehaped  knife  the  I 
carpenter  out  Unbsrt’s  facf  ,and  neok  in  a  hor-  I 
nble  manner  seToring  *oi*e  of  the  toIss  in 
n  arrssl^  and 

hold  withont  haiU.  Hu^ertis  uofc  exp '  *  ' 

live. 


i 
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mpo^tant  Decision  by  Judge 
Ckvu.i  ir;  the  Federai  Court 
at  Nashviiie. 


Louisvilie  Southern  Musi 
rnish  at  Once  an  Indem- 
ity  Bond  of  $250,000. 

ts  Done  the  Road  Wiii  Be 
laced  in  the  Hands  of 
a  Receiver. 


7  of  the  Noted  Suit  in 
'hich  the  Monon  Gains 
Its  Victory. 


ho  Louisville,  New  Albany  A 
fb  suit  against  the  I/juisvilla 
ern,  .n  ibe  United  States  Dis- 
Courl,  at  Nashville,  yesterday, 
Judg^  Howell  E.  Jackson,  the 
er  gain 'd  a  decisive  victory.  The 
isville  Southern  had  been  leased 
•he  L.,  N  A..  &  0.,  and  the  officials 
the  former  claimed  that  the 
faili'd  to  carry  out  the  pro¬ 
in  ii.i  lease.  On  the  inemor- 
night  of  March  27,  of  last  year, 

1  Louisville  was  visited  by  the 
ne,  tb.W  Louisville  Southern  peo- 
jook  possession  of  i,he  road  and 
,  off  ^tne  Monon  connection  at 
orteepti  street.  The  Monon  after- 
?  .1'  Pt  a  suit  to  have  a  receiver 
ntod,  J)ut,  on  the  ground  that 
prejudice  existdd  against  the  L., 
&  C.,  the  case  was  transferred 
ashville.  Yesterday’s  decisioa 
for  the  apphintment  of  a  ro- 
,  unless  the  Louisville  Southern 
le  contrive  to  furnish  a  quarter 
million  dollars  indemnity  bond, 
rominent  railroad  attorney,  who 
versant  with  the  case,  in  ex- 
>n,  said  yesterday : 


“The  L.,  N.  A.  &  C.  railway  leased 
the  Louisville  Southern  railway  for  a 
period  of  thirty  years.  This  lease  was 
ratified  at  a  meeting  of  the  stock¬ 
holders  of  the  L.,  N.  A.  &  C.  and  be¬ 
came  binding  upon  them.  This  lease 
was  never  disturbed  in  any  way,  the 
L.,  N.  A.  &  0.  carrying  out  the  pro¬ 
visions  to  the  extent  of  its  ability. 
Some  time  afterward  there  was  built 
what  was  called  the  Lexington  exten¬ 
sion  of  the  Louisville  Southern,  which 
'  ran  into  Lexington,  Ky.  This  was 
bonded  for  $36,000  per  mile,  with  no 
terminal  facilities  or  equipment,  and 
also  leased  to  the  L.,  N.  A.  &  0.  rail- 
I  way  at  a  rental  corresponding  to  6 
per  cent,  interest  on'  this  amount, 
iHiis  lease  was  never  ratified  by  the 
stockholders  of  the  L.,  N.  A.  &  C. 

“Immediately  upon  taking  posses¬ 
sion  President  Breyfogle,  at  a  stock¬ 
holders’  meeting,  refused  to  ratify  the 
Lexington  extension  lease,  where¬ 
upon  the  Louisville  Southern  repre¬ 
sentatives  seized  the  entire  road,  and 
breaking  the  original  lease  of  the 
Louisville  Southern  began  operating 
the  entire  system,  at  the  same  time 
securing  an  injunction  against  the 
L.,  N.  A.  &  C.  railway  through  Judge 
Edwards,  preventing  the  L.,  N,  A.  A 
0.  from  interfering  in  any  way  with 
their  poBsession  of  the  road. 

“In  taking  possession  of  the  line 
they  also  took  possession  of  all  the 
paraphernalia,  dfllce  fixtures,  money 
in  the  hands  of  the  agents,  etc.  The 
L.,  N.  A.  &  0.  railway  then  instituted 
suit  against  the  Louisville  Southern 
to  dissolve  the  injunction,  claiming 
reimbursement  under  the  provis¬ 
ions  of  the  lease  and  asking 
for  a  receiver,  because,  pending 
the  hearing  of  the  case,  the 
Louisville  Southern  by  ‘jockeying* 
the  case  in  different  ways  and  by 
leasing  its  road  to  the  E.  T.,  V.  &  G. 
would  depreciate  its  value. 

“The  court  now  decides  that  it  will 
appoint  a  receiver  unless  the  Louis¬ 
ville  Southern  gives  bond  in  the  sum 
of  $260,000  to  cover  damages  for  the 
unlawM  breach  of  the  lease  and  toj 
cover  the  value  of  the  lease  to  the  L- 
N.  A.  &  C.  railway  for  the  entire  time, 
The  bond  is  also  to  protect  the  L.,  N, 
A.  &  C.  railway  against  personal  in- 
iury  cases.  The  right  to  claim  pos¬ 
session  by  the  L.,  N.  A.  &  0.  is  left 
open  until  the  final  hearing  of  tha 
case.” _ _ 


v-  f/. 


-UJK  VESTIBULEDTEAI5 


FIVE  HOURS  SHORTER  TIME 


WASHwaxoN,  JanuaryJ.— [Special.]— Thilt 
I  vestibuleil  train,  to  run  between  WssUlngtoii 
and  Atlanta,  which  makes  its  trip  from  here 
on  Siuiday  and  its  first  from  Atlanta  on  Mon¬ 
day  morning,  is  said,  by  the  Pullman  people, 
to  bo  the  finest  train  In  America  or  any  other 
I  country. 

It  will  make  few  stops  and  will  reduce  tho 
time  of  travel' between  here  and  Atlanta  five 
hours.  Tho  trip  will  now  bo  made  In  nineteen 
hours.  Allow  six  honrs  lor  the  trip  to  New 
York  from  here,  which  provides  for  a  half 
hour’s  delay  here  tho  entire  trip  from  Atlanta 
to  Now  York  tian  now  be  made  in  twenty-live 

The  trains  are  perfect  wheeled  palaces,  con¬ 
taining  every  appointment  that  the  most  fas¬ 
tidious  or  luxurious  could  suggest.  They  are 
just  out  of  the  Pullman  shops,  and  consist  of 
a  postal  car,  a  combination  baggage  and  dining 
car,  a  sleeping  oar,  and  an  observation  car,  in 
tlio  order  named.  All  these  cars  are  vesti- 
buled. 

A  TBAIN  ON  EXHIBITION. 

One  of  these  trains  was  yesterday  on  ex¬ 
hibition  in  the  Air-Line  yards  bore.  Tho 
postal  car  is  of  the  latest  invention.  Next 
comes  the  baggage  and  dining  car.  There  is  a 
small  compartment  for  the  baggage  in  front. 
Then  there  is  tho  kitchen.  In  it  is  a  range  for 
cooking,  a  steam  table  for  keeping 
things  warm,  a  cooler,  ample  space 
above  for  hot  and  cold  water,  and,  indeed, 
everything  needed  in  a  first-class  kitchen. 
Two  cooks  will  olHciate  here.  Then  there  is  a 
small  pantry,  and  then  the  dining  room.  In 
the  dining  room  is  a  handsome  carved,  oak 
sideboard,  with  chinaware  and  silver  in  ex¬ 
quisite  designs  of  the  renaissance  style.  Tho 
dining  room  itsell  is  finished  in  antique  oak, 
the  upholstering  is  of  white  mohair  clotli. 
beveled  plate  glass  mirrors  are  set  in  every 
availablo  portiou  of  the  wall  space,  the  tablrs 
are  of  heavy  oak,  the  carpet  is  a  wilton,  tho 
ceiling  is  beautifully  painted  in  arabesque 
designs,  tho  silver  contrasting  with  tho  light 
colors  and  producing  fine  effects. 

The  sleeping  car,  which  constitutes  the  bed¬ 
chamber  of  this  traveling  hotel,  includes  every 
Improvement  that  has  been  made,  and  is 
fitted  up  witli  palatial  richness.  It  is  finished 
in  mottled  mahogany,  and  contains  a  Idrawiiig 
room  and  stateroom,  in  addition  to  twelve 
ordinary  sections.  It  is  upholstered  in  white 
mohair  cloth,  and  has  draperies  of  silk  plush 
embossed.  The  stateroom,  like  the  drawing 
room,  is  finislied  in  satin-wood,  and  is  as  com 
plete  as  any  hotel  room,  having  not  only  a 
private  lavatory,  but  a  retiring  room  of  its 
own,  so  that  there  is  no  occasion  to  leave  it 
except  for  meals.  All  the  washstands  in  the 
car  are  nickel-plated,  are  six  in  number,  have 
both  hot  and  cold  water,  and  are  of  the  latest 
improved  patterns. 

One  feature  to  beadded  to  these  tratns.never 
provided  on  railway  trains  before,  is  a  number 
of  ladies’  maids.  There  will  bo  a  colored 
woman  in  uniform,  selected  and  trained  for 
this  service,  and  intended  to  assist  ladies  and 
children  in  their  toilets  and  in  otlier  v^ays  as 
they  may  be  needed. 


I  THE  OBSBEVATIOM  CAE. 

I,  The  observation  car  is,  however,  the  chief 
)|  attraction  of  the  train.  It  contains  in  frbnt 

I,  some  BlOTfling  berths,  but  the  rear  and  a  larger 
portion  is  fitted  np  like  a  handsome  parlor.  It 
liiw  windows  sllglitly  bowed,  odd  things  for  a 
railroad  car.  Those  give  a  better  view  of  the 
country.  'Xhe  rear  is  almost  all  of  glass,  to  af- 
j  ford  the  host  opportunity  for  seeing.  The 
I  platform  outside  is  extended  for  open-air  ob- 
I  HorvatioD.  The  car  is  finished  in  mahogany 
and  silk  embossed  plush,  contains  elegant 
I  movable  easy  chairs,  sofas  and  tables,  and  soft 
Wilton  carpets  are  under  foot.  Tliere  are 
two  fine  mahogany  secretaries  for  writing,  and 
ail  writing  implements  are  at  hand.  There 
are  portieres  of  silk  plush  embossed.  There  is 
a  library  of  fiction,  travel  and  adventure,  and 
the  leading  newspapers  will  lie  furnished. 
There  is  a  buffet,  wliioli  will  be  in  charge  of 
an  artist  in  the  mixing  line,  and  will  furnish 
cigars  and  liquors  of  all  kinds.  This  room  is 
the  lounging  room  for  the  whole  train,  and 
whether  tlie  passengers  desire  to  read,  see  the 
country,  talk  or  lounge,  ho  will  find  an  invit¬ 
ing  place  on  some  of  the  soft,  rich  cushions  of 
this  palatial  car. 

Surrounded  by  such  luxury,  and  looking  out 
upon  the  romantic  pictures  which  will  bo  pre¬ 
presented  at  every  mile  of  his  journey,  it  may 
be  well  surmised  that  a  trip  which  may  hith¬ 
erto  Iiave  been  looked  forward  to  as  a  necessary 
evil  will  become  an  occasion  where  one  will 
‘  rock  the  tedious  time  in  a  delightful  dream,’’ 
from  which  the  arrival  at  one’s  destination 
will  seem  like  a  rude  and  unpleasant  awaken¬ 
ing. 

There  will  bo  a  small  extra  charge  on  these 
trains.  Besides  those  two  regular  daily  trains 
liotween  Iioro  and  Atlanta  will  be  run  as  in  the 
past,  althougn  there  will  be  some  chance  in 
tile  schedules. 

These  oars  will  be  lighted  throughout  by 


President  W.  L.  Breyfogle,  of  tie  Monon 
Road,  said  this  morning  that  be  was 
not  yet  able  to  state  if  bis  road 
would  resume  tho  operation  of  Ibe  Louis¬ 
ville  Southern.  Judge  Jiicl -m'H  decision 
ruling  that  the  Monon’s  lease  of  Louls- 
Tille  Southern  was  vaUd  and  iliiat  Ihc  Monon 
could  resume  the  operation  of  it  if  il  so  de¬ 
sired,  had  only  been  rendered  Ja'e  yester¬ 
day  afternoon.  No  copy  the 

decision  had  yet  reached  ttoi  city 
and  until  he  obtained  one  ,  t  ad  had 
time  to  consider  it  fully,  he  oouTd  not  say 
what  action  his  road  would  take  in  tho 
premises.  Under  the  decision  th.>  LouLsvIUo 
Southern  must  file  a  bond  for  ?rio0,000  to 
indemnify  the  Monon  for  its  forcible  seizure 
of  tho  property  or  go  into  the  liauda  of  a  i 
receiver. 
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Pullman. 

The  Arcade  Theatre. 

Theatres  in  General  and  Mat¬ 
ters  of  Historical  Interest. 

Dacoratlon  of  the  Arcade  Theatre. 

Description  of  the  Stag^e,  Scenery  and 
Drop  Curtain. 


Upon  the  mimic  stage  the  object 
seems  to  be  “to  hold  as  'twere  the  mir¬ 
ror  up  to  nature, ’’and  we  get  much 
enjoyment  out  of  a  play  :  for  us  it  is 
free  from  the  anxieties  and  vexations 
incident  to  many  of  the  relations  in 
actual  life.  As  a  work  of  art,  a  good  play 
affects  us  somewhat  as  a  good  story, 
though  the  effort  of  listening  to  the 
play  is  far  less  than  that  of  reading 
the  story.  Public  opinion  keeps  real¬ 
ly  obnoxious  or  hurtful  features  out 
plays,  so  that  with  the  scenic  accesso¬ 
ries  and  the  music  always  present, 
they  may  be  made  not  only  enjoyable 
but  even  instructive.  Nearly  all 
thinkers  agree  that  the  stage  has  not 
only  conveyed,  but  is  still  conveying 
to  the  world  much  valuable  instruc¬ 
tion  which  could  not  otherwise  be 
given. 

HISTORY  OF  THE  THEATRE. 

Works  of  fiction,  which  are  orderly 
groupings  of  possible  phases  of  life  in 
vivid  word  pictures,  always  interest 
people.  Before  the  age  of  books, 
bards  and  minstrels  told  their  stories 
in  song  and  always  to  eager  listeners. 
There  can  be  little  doubt  that  prehis¬ 
toric  man  indulged  In  plays,  oven  as 
children  do  now,  but  the  first  records 
we  have  of  buildings  erected  for  this 
special  purpose,  show  that  such  struc¬ 
tures  were  undertaken  by  the  Greeks 
five  or  six  centuries  before  Christ. 
The  word  theatre  is  Greek  and  means 
a  place  for  seeing.  The  ruins  of  the 
Dionysiac  theatre  at  Athens,  indicate 
that  it  was  large  enough  to  hold  30,  - 
000  persons.  The  Greek  priests,  or 
clergy  of  that  day,  were  not  only  reg¬ 
ular  attendants  of  the  theatre,  but 
liked  the  best  seats  in  it,  as  well  as 
bald  headed  Yankees  to-day  like  the 
orchestra  choirs.  All  the  cities  of 
Greece  hod  excellent  theatres.  In  the 
building  of  theatres,  Rome  copied 
Greece  quite  closely.  The  vast  thea¬ 
tre  built  by  Pompey,  and  finished 
half  a  century  before  the  birth  of 
Christ,  is  said  to  have  held  40,000,  per¬ 


is  becoming  more  and  more  costly  and 
elaborate.  All  the  cities  of  Europe 
now  have  excellent  theatres.  The 
Grand  Opera  House,  in  Paris,  is  re¬ 
garded  as  the  finest  theatre  there,  from 
an  architectural  point  of  view,  though 
other  structures  surpass  it  in  its  stage 
arrangements  and  properties.  The 
Drury  Lane  theatre  is  said  to  be  the 
best  arranged  one  in  London.  In 
many  parts  of  our  own  country  thea¬ 
tres  are  under  municipal  control  and 
there  are  public  restrictions  relating 
to  protection  against  danger  from  fires 
and  also  as  to  the  character  of  plays 
produced ;  and  all  these  features  are 
destined  to  become  more  and  more 
matters  of  public  control.  The  con 
troversey  with  reference  to  the  thea¬ 
tre  holding  the  largest  number  of 
spectators  in  I^ondon  is  now  definitely 
set  at  rest  on  official  authority.  The 
numbers  certified  on  authority  are  as 
follows : 

Britannia . 3,973 

Standard  . 3,878 

Drury  Lane . 3,731 

Her  Majesty’s . 3,444 

Astley’s . 3,407 

Covent  Garden . 2,399 

Elephant  and  Castle . 3,283 

Alhambra  . 2,308 

Surrey . 3,161 


Henry  Irving  greatly  admired  this 
theatre  and  said  that  he  would  much 
like  to  play  in  it  an  evening.  In  visit¬ 
ing  it  one  day  with  the  late  John  Mc¬ 
Cullough,  that  actor  told  the  writer, 
that  this  was  the  first  case  in  which 
the  value  of  his  profession  as  an  in¬ 
structor  of  the  people  had  been  recog¬ 
nized  in  a  purely  manufacturing  town. 
He  lingered  long  and  thoughtfully 
upon  the  stage  and  pronouncfed  the 
structure  “most  charming.” 

Over  the  west  central  entrance  of 
the  Arcade  and  reached  by  a  massive 
stairway,  made  of  native  white  ash,  is 
a  space  about  65  by  140ft  in  size,  con¬ 
taining  the  theatre.  427,000  cubic 
feet  of  space  are  used  for  it.  The  hall¬ 
way  is  about  30  by  65  feet,  and  its 
ceilings  are  handsomely  decorated. 
Aside  from  some  conventional  orna¬ 
mentation,  the  ceilings  of  this  hall¬ 
way  are  finished  in  sky  blue  and  be¬ 
spangled  with  stars.  On  entering  the 
theatre,  the  visitor  is  struck  with  the 
beautiful  finish  of  the  walls  and 
the  fresco  painting  upon  the  ceil¬ 
ing.  From  the  central  dome,  a 
large  chandalier  is  hung.  The  gas  is 
lighted  by  electricity.  There  are  ten 
beautifully  arranged  boxes,  five  on 
each  side  of  the  theatre.  Curtained, 
adorned  and  elegantly  furnished,  they 
are  like  a  dream  of  summer  houses  in 
oriental  gardens.  The  seating  capac¬ 
ity  of  the  theatre  is  nearly  1,000.  The 
seats  are  of  the  finest  patterns  and  are 
'''dsteesd.tn  dark  red  „ 


the  farming  districts  of  Chesliire.  il¬ 
lustrating  a  good  example  of  the  half 
timber  architecture  for  which  that  part 
of  England  is  well  known. 

THE  DROP  SCENE  OR  CURTAIN. 

This  is  one  of  the  finest  paintings  of 
the  kind  in  the  western  hemisphere,  if 
not  the  finest.  The  perspective  is 
faultless  and  the  visitor  finds  it  im¬ 
possible  to  realize  that  he  is  looking 
at  a  flat  vertical  surface.  This  curtain 
is  the  production  of  eleven  weeks  of 
uninterrupted  work  by  the  artist,  Mr, 
Hughson  Hawley,  and  represents  an 
oriental  pavillion  on  the  shores  of  the 
Bosphorus  with  a  view  of  a  small 
Turkish  town  in  the  distance  and 
boats  upon  the  far  away  waters.  In 
this  painting  nearly  every  component 
part,  was  a  matter  of  careful  study 
from  the  real  objects.  The  rich  bro 
caded  drapery  in  the  painting  is  an 
exact  copy  of  a  costly  piece  of  mate 
rial  loaned  to  the  artist  by  Mr.  Mar 
shall  Field.  The  same  plan  was  ob¬ 
served  in  the  eastern  rugs,  vases  and 
other  accessories,  thus  insuring  abso¬ 
lute  correctness  in  all  these  features. 
In  this  artistic  work  there  is  not  the 
remotest  hint  of  cars,  railways,  and 
locomotives.  The  beholder  easily  re¬ 
alizes  that  something  besides  the  me¬ 
chanical  holds  sway  here,  and  that 
for  a  time  the  hum,  clatter  and  clang 
of  machinery  fade  into  silence,  and 
even  from  memory,  while  the  mind  is 
busy  with  the  pleasihg  environment 
of  art. 

DECORATION. 

The  decoration  of  the  Auditorium  is 
oriental  in  style,  the  designs  employed 
being  for  the  most  part  Moorish, 
Arabic,  and  Persian.  A  little  liberty 
has  boon  taken,  however  in  one  or 
two  instances,  for  example  in  the  in¬ 
troduction  of  the  dragons  in  the  cor 
ners  of  the  ceiling,  contrary  to  the 
laws  of  the  Koran,  which  forbid  the 
imitation  or  distortion  of  any  living 
object.  Otherwise  the  greatest  ac¬ 
curacy  of  design  and  detail  has  been 
observed.  But  the  chief  study  has 
been  in  the  grouping  and  in  the  pro. 
Auction  of  a  general  harmdny  of  tone 
and  coloring,  the  broad  principle 
being  an  almost  imperceptible  grada¬ 
tion  of  color,  increasing  in  light  from 
floor  to  ceiling.  The  lowest  tones 
being  in  rich  reds  and  pui^le,  and 
changing  gradually  as  they  reach  the 
top  to  delicate  blues  and  olives.  Not 
only  has  this  system  been  carried  out 
in  the  coloring  of  the  walls  and  ceiling 
and  wood  work,  but  in  the  drapery 
and  rows  of  chairs,  and  in  every  other 
detail  which  has  been  treated,  not 
with  a  view  to  its  individual  effect  but 
merely  as  a  detail  in  the  universal 
scheme  of  coloring.  This  system  of 
interior  decoration  has  not  only  been 
^oantod  out  In  the  auditorium  but  in 
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seemed  to  delight  more  in  cruel  and 
bloody  spectacles  than  in  plays  as  we 
now  understand  them,  and  at  the 
opening  of  this  theatre,  it  is  recorded 
that  twenty  elephants  and  flye  hun¬ 
dred  lions  were  killed  in  the  arena  by 
gladiators.  Julius  Caesar  began  the 
great  Harcellus  theatre,  one  of  the 
most  imposing  structures  of  ancient 
Rome,  but  it  was  finished  by  his  suc¬ 
cessor.  The  only  trace  we  have  to¬ 
day  of  the  Roman  gladiatorial  exhibi¬ 
tions  survives  in  the  bull  fights  of 
Latin  countries.  The  two  theatres 
uncovered  at  Pompeii  are  still  well 
preserved.  Many  of  these  ancient 
theatres  had  much  movable  scenery. 
During  the  middle  ages,  what  were 
called  “miracle  plays,”  (the  modem 
passion  play  is  of  this  class)  were 
common  and  were  often  held  in 
churches,  but  sometimes  in  tempora¬ 
ry  outside  structures.  In  the  reign  of 
Queen  Elizabeth,  the  secular  drama 
was  quickened  into  vigorous  life,  and 
toward  the  close  of  the  sixteenth  cen¬ 
tury,  permanent  buildings  were  built 
for  theatres  under  the  management  of 
Shakspeare  and  Burbage.  In  Italy, 
too,  the  secular  drama  grew  out  of  the 
“miracle  plays”  and  developed  simul¬ 
taneously  with  its  growth  in  England. 
There  has  been  a  steady  increase  in 
the  costliness  of  the  attire  of  actors, 
and  to-day  “stars”  dress  like  kings 
and  queens,  and  their  stage  garb  is  an 
Important  attraction.  Scenery,  too. 


THE  STA.QB  AED  BCyiTBRT. 

The  stage  is  an  interesting  study. 
In  the  cavernous  space  underneath, 
we  find  the  mechanisms  for  many 
transformations.  Here  is  a  trap  door, 
which,  when  lowered  a  suitable  dis¬ 
tance,  makes  an  opening  for  the  grave 
scene  in  Hamlet ;  other  traps  provide 
fqr  sudden  appearances  and  disap¬ 
pearances.  At  the  rear  of  the  stage 
an  entire  section  of  the  fioor  can  be 
raised  so  as  to  form  bridges  or  aid  in 
representing  hills  in  scenery.  No 
stage  convenience  has  been  omitted. 
In  addition  to  a  variety  of  side  scenes 
there  are  several  large  paintings,  the 
full  width  and  height  of  the  stage  in 
size.  Take  the  painting  of  a  street 
scene  as  an  illustration.  In  the  fore¬ 
ground  is  a  table  on  which  stands  an 
open  umbrella  shading  some  fruit. 
The  clean  pavement  looks  as  though 
it  might  have  been  washed  by  a  re¬ 
cent  summer  rain.  The  blocks  of 
buildings  stand  in  a  summeir  silence. 
In  the  distance  rises  a  majestic  tow¬ 
er,  its  pinacle  reaching  the  clouds. 
This  tower  was  suggested  by  the  cel¬ 
ebrated  Butler  Tower,  of  the  Rouen 
cathedral.  The  roadside,  forest,  sea¬ 
shore  and  landscape  scenes,  are  all 
views  worked  up  from  sketches  from 
nature,  made  by  the  artist  in  differ¬ 
ent  parts  of  England.  The  kitchen 
scene  is  a  fac-simile  of  the  interior  of 
an  old  farm  house  in  Devonshire.  The 
village  scene  is  from  a  sketch  made  in 


a  harmonious  blending  both  before 
and  behind  the  curtain.  As  an  In¬ 
stance  of  this  the  proscenium  wings 
and  borders  are  a  reproduction  in 
color  of  the  draperies  and  architec¬ 
tural  constructloh  of  the  stage  boxes. 

IN  OBNBRAL. 

The  theatre  is  occupied  three  or  four 
times  a  month,  during  the  theatre 
season,  by  entertainments  of  the  best 
character,  and  is  liberally  patronized. 
The  theatre  was  first  opened  January 
9th,  1888,  Hon.  Stewart  Woodford,  of 
New  York,  delivering  an  address. 
After  the  address  the  play,  Esmeralda, 
was  given.  This  theatre  is  an  art  gem 
and  administers  to  refined  enjoyment. 
Beauty  is  an  element  appointed  by 
the  Deity  to  sustain  the  souls  of  men, 
and  there  has  never  been  a  time  when 
there  was  greater  need  of  such  calm¬ 
ing  and  sustaining  beauty  as  art  can 
give.  There  never  was  a  period  when 
it  could  sooth  and  heal  so  much  hard 
pressure,  worry  and  hurry  and  wear 
as  now.  Earth  is  crowded  and  disfig¬ 
ured  with  unsightly  forms,  though 
gradually  growing  better,  as  we  like 
to  believe.  The  opportunity  for  see¬ 
ing  beautiful  objects  helps  in  art 
training,  and  such  training  is  a  phys¬ 
ical  as  well  as  a  moral  and  intellectual 
tonic.  Mr.  Geo.  Hackney,  the  popu¬ 
lar  manager,  has  been  in  charge  of  the 
theatre  from  the  beginning.  Mr. 
Thorwald  Steen  is  treasurer.— Pm W- 
man  Review  Jan.  S,  1891. 
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^  ^  nw  TOBK  KAIL  COMES  6  HOUB8  SOONEB 

A  Complete  Description  of  the  Magnif¬ 
icent  Train— It  Leaves  This  Morn- 
.  ing  on  the  Return  Trip— A 
Superb  Traveling  Hotel. 

The  new  vestibule  train  on  the  Rich¬ 
mond  and  Danville  road— the  Washington 
and  South  Western,  limited — reached  At¬ 
lanta  this  morning. 

It  rolled  into  the  Union  depot  at  6:20 
o’clock,  exactly  on  time. 

The  trip  between  Washington  and  At¬ 
lanta  has  been  shortened  by  five  hours. 

'  ■i’Til  of  the  vestibule  train  means 
tor  Atlanta.  It  means  that 
ad  their  New  York  mail  early 
ng  instead  of  waiting  until  the 

hat  they  can  reach  Washing- 
Vork  five  hours  quicker  than 
before,  and  it  also 
>t  travel  between  Atlanta  and 
on  has  been  made  a  delightful 
rather  than  a  tiresome  and  dis- 
trip. 

The  Arrival. 

•lew  train  entered  the  union  depot 
ly  at  6:20  o’clock  and  at  once  a  small 
.s’d  gathered  beside  it. 

The  train  was  in  charge  of  Conductor 
WUIiam  Francis,  and  the  crew  was  com- 
,  posed  of  Engineer  William  O’Neill,  Fire- 
I  man  Crenshaw,  Baggage  Master  J.  B. 

1  Dunlap  and  Flagman  H.  A.  Almand. 

‘  The  officers  in  charge  of  the  Pullman 
^tMcbes  were  as  follows: 

Conductor  G.  H.  Rice,  Porter  of 
fVB^piog-car  W.  H.  Pearson,  Porter 
of  "^Jbeervation-car  J.  R.  Peters, 
j  ladies’  maid,  Sadie  Hays ;  head  cook,  John 
i  Barton;  second  cook,  J.  A.  Thomas:  pan¬ 
try  man,  01.  Jackson;  waiter,  J.  A. 
Orowner. 

This  crew  lives  on  board  the  train  and 
makes  each  trip. 

Killed  Time. 

“We  made  the  time  with  all  possible 
ease,’’  said  Conductor  Rice  to.  The  Joor- 
VAii  this  morning. 

The  truth  is  we  really  killed  time  sobs 
I  not  to  got  In  ahead  of  time.  We  did  not 
,  aneounter  an  obstacle,  and  the  run  was 
made  beautifully.  If  it  should  become  nec¬ 
essary  the  time  could  still  be  shortened  an 
^onr  or  more.  That  is  due  to  the  fact  that 
•iery  few  stops  are  made,  and  a  good  rate 
!^oJjipeed  is  kept  np.’’ 


Ready  to  I.eave. 

About  9:30  o’clock  the  vestibule  train 
was  backed  into  the  depot  on  the  Air  Line 
track,  and  preparations  made  to  leave  at 
10:10  o’clock. 

In  a  short  while  quite  a  crowd  had  con¬ 
gregated  about  it  and  admired  its  beauty. 

The  train  was  made  up  of  an  engine  and 
three  bright,  new  coaches.  The  same 
Pullman  crew  was  on  board  as  came  down, 
but  the  train  crew  had  been  changed  to 
the  following: 

Conductor  B.  P.  Chandler,  Engineer  H. 
D.  Spinks,  Fireman  William  Spinks,  Bag- 
‘  gage  Master  A.  W.  Almand,  and  Flagman 
Oscar  Morse. 

Throngh  the  Train. 

Through  the  courtesy  of  Hon.  Anton  L. 
Kontz,  a  Journal  reporter  was  taken  on  a 
tour  of  inspection  through  this  veritable 
palace  on  wheels. 

The  first  oar  is  divided  into  three  com¬ 
partments — a  room  for  baggage,  a  kitchen, 
and  a  dining  room. 

The  bagggae  room  is  8mall,butjveryneat. 
Every  inch  of  space  is  economized.  The 
room  is  fitted  with  two  large  berths,  one 
for  the  baggage  master  and  one  for  any 
other  trainman  who  may  occupy  it. 

The  car  is  heated  by  steam  and  lit  by  gas. 
A  patent  Baker  “heater”  is  also  put  in  to 
supplement  the  steam  pipes  if  they  should 
become  damaged  in  any  way. 

The  Kitchen. 

In  the  kitchen  the  economy  of  space  can 
be  seen  more  plainly  than  anywhere  else. 

In  a  room  about  five  by  five  is  a  large 
range,  over  which  two  cooks  officiate,  a 
sideboard  for  china  and  supplies,  sinks  for 
washing  dishes,  and  every  other  conven¬ 
ience  and  appliance  to  be  found  in  modern 
kitchens. 

The  cooks  prepare  two  meals  on  every 
trip,  sometimes  three. 

The  Pantries. 

The  pantries  are  models  of  elegance  and 
neatness. 

The  silver  closet,  when  opened  for  in¬ 
spection,  discloses  a  dazzling  array  .of 
bright  solid  silver  tableware. 

Another  pantry  is  used  for  cream,  ice 
and  meats.  All  around  are  dainty  little 
lockers  tor  sugar,  coffee,  flour,  meats,  and 
every  possible  needed  supply  for  cooking. 

The  Dining  Room. 

Next  comes  the  dining  room. 

It  is  neatness  itself.  The  six  tables,  each 
for  four  passengers,  are  covered  with  the 
whitest,  snowiest  of  linens.  The  glassware 
is  elegant,  and  the  silverware  beautiful. 

On  each  table  is  a  cut  glass  decanter  of 
Lithia  water  from  the  Lithia  springs  at 
Wolf  Trap,  Virginia.  It  is  clearer  than 
crystal,  and  of  a  decided  mineral  taste. 

The  dining-room  is  upholstered  in  bronze . 
and  white,  fitted  up  with  elegant  hanging 
draperies,  heated  with  steam,  lighted  with 
gas,  and  has  electric  call  bells  for  each 


Lunch  is  served  from  1  o’clock  to  2:30 
The  bill  of  faro  for  lunch  is  as  follows  : 

LUNCHEON. 

Chicken,  with  rice. 

Roast  loin  of  veal,  stuffed. 

.  -  Kscolloped  oysters. 


>amsh  olives,  pickled  onic 
Chowchow,  Chile  sa 
“Old  Virginia”  stuffed  i 


alad.  Lettuce  salad. 
[)otatoos.  Baked  potatoes. 
Sweet  com.  Boiled  rice,  j 


1  6  to  7:30.  The  attle 


fckod  Red  Snapper,  Anchovy  Sance 
Potatoes  Duebesse 
Boiled  Ham,  Vinegar  Sauce 


Apple  Charlotte,  Current  Jelly 
Salmi  of  Mallard  Duck 
Shrimp  Salad,  Potato  Salad 
Gherkins,  Spanish  Olives,  Chow  Chow,  Pickled 


est,  moat  elegont  little  drawing  room.  This 
is  especially  for  bridal  couples  and  private 
parties. 

Itrhas  its  own  toilet  room  and  every  con¬ 
venience  without  connection  with  the  rest 
of  the  car. 

It  exquisitely  upholstered  in  old  rose 
^Ith  beautiful  French  beveled  mirrors, 
ilegant  carpeting,  and,  in  fact,  everything 
'.to  make  it  a  magnificent  little  room, 
y  The  Bleeping  Apartment. 

''  ext  is  the  sleeping  apartment,  fitted  up 
^  h  the  most  comfortable  berths,  lighted 
gas,  and  heated  by  steam. 

Here  space  is  also  economized,  and  the 
ar  is  very  open  and  roomy. 

In  front  is  a  clock  which  keeps  standard 
Washington  time. 

The  berth  rods  in  this  oar  are  of  a  new 
kind,  and  are  all  inclosed  in  the  berths. 

.  In  the  rear  of  this  car  is  another  elegant 
little  room,  a  state  room,  beautifully  up¬ 
holstered  and  fitted  with  every  convenience 


The  basins  are  all  nickel  plated,  and  so 
^  shaped  as  to  prevent  the  water  from 

'*  “sloshing”  about. 

This  overcomes  what  was  formerly  a 
great  inconvenience. 

mberry  water  basin  made  for  the  state  room 

is  built  against  a  door  that  hinges  on  a 
toes  waste  and  supply  pipe  in  a  moat  wouder- 
Boiledj  fully  ingenious  way. 

I  All  the  toilet  rooms  are  supplied  with 
f  hot  and  cold  water,  gas  and  steam  heating 
—  pipes. 

hetti  A  ladies’  maid  looks  aftqr  the  comfort  of 
all  lady  passengers  on  the  train. 

This  is  also  a  new  departure  in  sleeping 
I  cars,  and  one  that  will  of  course  he  appre¬ 
ciated. 


“Old  Virginia”  Stuffed  Mangoes  while  the  time  away  in  the  most  elegant 

English  Plum  Pudding.Brandy  Sauce.Peach  Pie  comfort. 

Pniit  front  are  a  few  sleeping  berths,  but 

Figs  in  Cordial,  Ice  Cream,  Preserved  frultt  *“80  part  of  the  oar  is  an  open  parlor,  ' 

]  Assorted  Cake,  Raisins.  Marmalade  with  bay  windows  on  either  side,  elegantly 
j  English,  Urahara  and  Oatmeal  Wafers  j  upholstered,  and  furnished  in  magnificent 
Roquefort  and  Edam  Cheese,  Water  Crackers  , 

I  CafeNoir.  The  furniture  is  beautiful.  Large  easy 

The  wine  list  contains  all  brands  of  and 

champagnes,  wbite  wines,  claret  wines,  ^h^  center  is  a  neat  little  table  for  pit- 
burgundy,  hock,  native  wines,  cordials,  pers,  wines,  etc.  At  the  end  are  two  ele. 
liquors,  etc.  gant  little  desks  for  writing,  and  above 

Jmported  cigars,  cigarettes,  and  playing  I  each  is  a  case  of  handsomely  bound  hooks 
cards  are  sold  on  the  train.  |  magazines. 

If  the  train  ever  happens  to  be  late  in  i  ^II®  ®“5 course  vestibuled  together 
its  arrival,  breakfast  will  be  served. 

Th»  without  danger,  and  one  is  never  eipoaf 

»*••-»««»«»•  to  the  air  in  going  from  one  car  to  anotb 

There’s  a  bar  on  board.an  elegant.damty,  Xho  Rates, 

neat  little  bar,  containing  the  wines  and  The  extra  charge  for  travel  on  thh 
liquors,  beer,  appolinaris  water  and  all  the  guut  train  is  not  exorbitant  at  all. 
requisites  for  the  most  tempting  and  de-  regular  trains  to  Washington 

lightiul  mixed  drinks.  18  821.60.  The  charge  for  berths,  meals 

The  bar  contains  ice  chests,  wine  lockers  the  vestibule  train  is  88. 

and  every  other  convenience  for  keeping  palace  was  more^hin^  WO* 
the  wines  and  liquors.  Quite  a  number  of  Atlantlans  left  or 

The  Second  Car.  board  the  vestibule  train  this  morning  fr 

The  second  coach  is  properly  the  sleep-  the  north.  Among  them  were  Mr.  A.  ' 
ing  oar.  Tandyke.  wife  and  mother,  who  are  gp 

The  first  apartment  entered  is  the  coat  ^®'^  York  for  a  few  wdeks  stay. 
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LEFT  IN  SLEEPING-CARS. 


Some  qneer  things  are  lelt  byp^sen- 
gers  in  sleeping  cars,  said  the  lost- 
property  man  of  the  Pullman  Palace 
Car  Company  in  New  York.  They  give 
the  name  of  the  car,  the  date  of  the 
trip,  the  points  of  starting  and  destina- 
nation,  and  the  name  of  the  article  they 
have  found.  Then  the  articles  aret^ent 
to  me  and  examined,  ticketed,  inven¬ 
toried  and  numbered.  When  a  patron 
writes  and  says  he  left  an  article  on  one 
of  our  cars  we  write  back  to  him  and 
ask  him  to  give  the  exact  date,  the 
route,  the  place  at  which  he  embarked, 
and  the  station  at  which  he  left.  We 
also  dedre  a  full  description  of  the 
missing  articles  and  any  additional  data 
or  details  he  may  bo  able  to  give.  We 
exact  this  to  prevent  fraud  and  to  pro¬ 
tect  the  real  owners,  as  there  are  occa¬ 
sions  when  fraud  is  attempted. 

A  conductor  once  found  a  baby  in  the 
ladies’  toilet  room,  fast  asleep  in  the 
wash  basin,  its  head  protected  from  the 
maible  rim  by  a  half  dozen  towels.  No 
claimant  ever  appeared  for  it,  and  it 
was  turned  over  to  a  foundling  hospi¬ 
tal.  Another  man  forgot  his  wooden 
leg,  having  laid  it  aside  in  the  morning 
when  he  put  on  a  new  composite  one. 
Once  a  bride  left  a  mysterious  package 
and  she  never  even  wrote  about  it.  We 
don’t  know  what  it  is,  but  it’s  too  big 
for  a  ring  or  a  marriage  certiticate.  It 
may  be  bride’s  cake,  but  as  it  was 
marked  “strictly  personal”  I  have  not 
opened  it.  Another  person  left  a  par¬ 
rot.  I  think  he  must  have  been  a  sea¬ 
faring  man,  ns  the  bird  is  so  very  pro¬ 
fane  that  it  shocks  even  the  superin¬ 
tendent. 

Another  baby  was  left  once,  and  in  a 
very  mysterious  and  unavoidable  man¬ 
ner.  A  married  man  and  a  married 
woman  had  stopped.  They  took  a 
state-room,  and  the  woman  had  a  baby 
with  her.  At  the  next  station  a  tele¬ 
gram  was  handed  to  the  man,  which, 
after  reading,  he  handed  to  the  woman. 

They  left  the  train  huniedly  at  a 
side  track  on  which  the  train  had  been 
shunted  to  allow  a  fast,  special  train, 
containing  the  officers  of  the  road  to- 
lass.  This  track  was  mile  I  away  from 
<•’.}' station  and  in  the  woods,  and  the 
couple  left  the  train  so  precipitately 
that  they  forgot  the  baby  and  their 
traveling  bags.  The  baby  died  during 
the  trip  and  was  turned  over  to  the 


Wheeled  Palaces  that  Are  Known 
As  Limited  Trains. 


JOYS  OF  THE  OBSERVATION  CAR 


I  lie  upholstering  is  of  white  mobatr  clotfa« 
beveled  plate-glass  mirrors  are  set  in  every 
Available  portion  of  the  wall  tpaev,  the 
tables  are  of  heavy  oak.  the  carpet  is  a 
Wilton,  the  ceiling  Is  bsautifuily  painted 
in  arabusque  designs,  the  silver  contrast¬ 
ing  with  the  light  colors  and  produclaa 
line  effects. 

Wide  and  spacious  windows  ooonpy  most 
of  the  wall  space,  and  as  the  traiu  fliea 
tlirough  the  romantio  valleys  of  Virginia, 
or  along  the  slopes  of  the  mountains  of 


teriors  of  siaepius  and  Diiiliii;  Cars— '  North  Carolina,  the  window  borders  will 
Blchmoad  and  Danville's  New  Train.  Of  form- 

fprest,  hill,  and  dale— for  the  traveler  who 

-  ,  sits  and  In  leisurely  fashion  eats  a  meal  m 

,  ,  ,  .  ,  ,  ,)  courses,  from  everything  from  soup  and 

The  luxury  of  modern  travel  la  one  of  fish  to  dessert  and  black  coffee,  prepared  by 
the  wonders  of  the  time.  Nothing  seems  skillful  cooks  and  served  to  him  by  trained 
to  be  too  good  for  American  travelers  in  *nd  experienced  waiters, 
these  days,  and  it  looks  like  the  railroads  ,  The  sleeping-car,  which  constitntes  tha 
had  exhausted  the  resources  of  inventive  t«velmg  hotel,  In- 


genins  and  money  in  providing  comforts  frira*n'[fL^&uTvri"tUa ‘afi“  rl?h“ 
for  the  traveler.  Ihs  modern  limited  ness.  It  is  finished  in  mottled  mahogany, 
trains  seemed  to  be  the  acmo  of  traveling  and  contains  a  drawing-room  and  states 
luxury,  but  even  in  these  improvements  voom,  in  addition  to  twelve  ordinary  sec- 
are  still  in  progress.  Think  of  a  traveler  It  Is  upholstered  in  white  mohair 

E?st'.irhS' r i;‘  *  r-  t  *  fMAts: 

he  docs  at  a  hotel,  a  room  more  luxurl-  room,  is  finished  In  satin-wood,  and  is  os 
ously  fitted  up  than  almost  any  hotel  can  complete  as  any  hotel  room,  having  not 
furnish,  a  room  where  he  can  sleep  quiet  ly  only  a  private  lavatory,  but  a  reMring- 
iinder  silken  curtains,  then  rise  and  find  room  of-  its  own,  so  that  there  is  no  co¬ 
in  his  apartment  a  washstaud,  hot  and 
..Id ud  ,i«.i...a.., 

be  needed.  hot  and  cold  water,  and  are  of  the  latest  - 

Think  of  him  stepping  from  this  through  I  improved  patterns, 
a  covered  passage  to  a  traveling  dining-  One  feature  to  be  added  to  these  trains, 
room,  where  he  Is  serveil  with  elaborate  I  "e^er  provided  on  railway  trains  before,  ia 
and  choice  meals  and  sipping  his  wine  or  *  Thera  will  be 

-irvui-  coloreci  wouieo  In  UDifornQv  selected  and 

coflM  within  sight  of  flying  tand.scapes, ,  trained  for  this  service,  and  Intended  to 
while  the  train  runs  so  smoothly  that  he |  assist  ladies  and  children  in  their  toilets 


and  choi^  meals  and  stepping  his  wine  or  “o?"Td  women  in 
cofiee  within  sight  of  flying  latid.scapes, ,  trained  for  this  ser 
while  the  train  runs  so  smoothly  that  ha |  assist  ladies  and  c 
can  hardly  realize  that  he  is  in  motion,  and  in  other  ways  a 
Think  of  him,  after  a  leisurely  dinner,  I  The  observation 
going  again  by  covered  passages  and  pver  attraction  of 

.Her. 


going  again  by  covered  passages  and  pver  fhiet  attraction  of  the  train.  It  contains 

...... 

over  a  lien  spaper  or  a  book  he  may  pass  gome  parlor.  It  has  windows  slightly 
the  hours  in  the  fullness  of  content.  Or  bowed,  odd  things  fora  railroad  car.  'These 
think  of  him  passing  again  to  a. parlor,  give  a  better  view  of  the  country.  The 
where  from  windows  ipeoially  arranged  rear  ia  almost  all  of  glass,  to  afford  the 
be  may  see  nil  the  glorious  landscape,  take  best  onportunity  for  seeing.  The  platform 
H  choice  book  from  a  library  and  entertain  outside  is  extended  for  open-air  observa- 
hlmself  or  lounge  on  sofas  to  bis  heart’s  tion.  The  car  is  finished  in  mahogany  and 
content.  silk  embossed  plush,  contains  elegant  mov-{ 

All  this  Is  possible  on  the  latest  vestl-  able  easy  chairs,  sofas,  and  table,  and  soft 
billed  limited  train.  One  of  tliCse  wheeled  wilton  carpets  are  under  foot.  'Tbera  are 

enlaces  stands  down  nt  bfae  yards  of  the  two  fine  mahogany  secretaries  for  writing, 
Ichniond  and  Danville  Railroad,  or  “Pied-  and  alf  writing  implements  are  at  hand, 
mont  Air  Line.”  It  is  the  latest  and  bcs%  There  are  portieres  of  silk  plnih  embosaed, 

'  product  of  all  the  skill,  eKperience,  and^  There  ia  a  library  of  fiction,  travel,  and 
Inventive  genius  that  Fullnian  can  com-4  adventure,  and  the  leading  newspapers 
'  mhnd.  It  is  a  complete  Pullman  vestU  will  be  furnished.  There  is  a  buffet,  which 
buled  train,  and  it  contains  every  appoint"  -  will  be  in  charge  of  an  artist  in  the  mixing 
ment  that  the  most  fastidious  or  luxtirloua  line,  nnd  will  furnish  cigars  and  liquors 
could  suggest.  Itisjustoutof  tbe  Pull-  of  all  kinds.  This  room  is  the  lounging 
roan  shops,  and  consists  of  a  postal  car,  a  room  for  the  whole  train,  and  whether  the 
combination  dining  and  baggage  car,  a  p.sssengars  desire  to  read,  see  the  country, 
sleeping  car,  and  nn  observation  car  ini  talk  or  lounge,  he  will  find  an  inviting 
I  the  order  named.  All  these  are  vestibuled.  place  on  some  of  the  soft,  rich  cushions  ox 
The  Piedmont  Air  Line  will,  beginning  this  palatial  car. 

with  next  Sunday,  run  one  of  these  trains]  Surrounded  by  such  luxury,  and  lookina 
ont  of  Washington  every  day  to  Atlantal  out  upon  the  romantic  pictnres  which  will 
and  one  out  of  Atlanta  to  this  city.  l  be  presented  at  every  mile  of  his  journey,  Ik 

Look  at  this  train  as  an  example  of  may bewallsurmised thatatripwhich may 
American  attainment.  Even  the  postal  hitherto  have  been  looked  forward  to  as  a 
car  is  uniform  with  the  others  and  fitted  I  necessarv  evil  will  become  an  oceasioa 
up  with  every  motloru  appliance  of  such  where  one  will  “rock  the  tedious  time  In  a 
oars.  Pass  next  through  the  veStibula  delightful  dream,”  from  which  the  arrival 
to  the  baggage  nnd  dining  car.  Passing  at  one’s  destination  will  reem  like  a  rudo 
a  small  compartment  for  the  baggage  iu.  and  unpleasant  awakening, 
the  front,  the  kitchen  is  reached.  There  is  With  these  trains  the  trip  of  fiSOmilea 
a  range  for  cooking,  a  steam  table  fori  between  Washington  and  Atlanta  will  be 
keeping  things  warm,  a  cooler  for  keeping  made  in  nineteen  hours,  five  hours  less 
things  cold,  ample  spaces  above  for  hoc  than  the  present  time.  Such  trains  will 
and  cold  water,  and  convenient  receptacles  I  be  the  first  to  bo  put  on  any  Southern  line 
for  placing  everything  needed  in  a  first |  for  all  the  year.  The  trains  will  never  ba. 
class  kitchen.  This  room  is  worthy  of  filled  beyond  their  capacity,  and  the  addf- 
.  study,  as  furuisbing  an  example  of  an  .  tional  charge  on  them  will  be  small.  Tbs 
.  economy  of  space,  probably  never  excelled,  cars  to  be  used  are  named  as  follows:  Ob- 
Two  cooks  will  officiate  here.  Through  ^rvation  curs,  Chevalier.  Consort,  Court- 
,  two  windows  the  food  will  be  passed  into  Her;  dining  and  baggage  cars,  Acileua, 
the  pantry,  a  little  room  fitted  up  band--  iDemitnua;  regular  sleepers.  Senator, 


'  the  pantry,  a  little  room  fitted 
smiiely  enough,  with  its  shelves 
oak,  brats  fittings,  and  glaaa,  to 

.  of  tho cu-*-'' — 'om  t-  't. 

Back  paiitrj  .nnd  frt 


Sideboard  of  carved  oak  with  ott^wara  everywbe 
-  d  atlver  in  exqufaite  deaigna  bC  thd- for  this 
aisaoDce  style  and  as  fine  as  any  seeai.bul 
boards  at.fielmonioo’ 


up  band--  [Demitriua;  regular  sleepers.  Senator, 
of  carved  Southron,  Diplomate.  All  will  be  lighted 
be  a  park  jby  the  Piutsch  gas  svstem  and  heated  by 
New  X’ork  aafety  system  of  stean 
-  'I-"  -in;-  Every  section  will  hare  its  own 

t  Aiiusoiae  ugnte  :  luctrio  bella  are  alto  suppliuJ 
ittUawara  everywhere.  The  cars  wore  bnilt  espedalij 

-  -  ■  The  value  of  thr  -  -f 

In  Increasing  the 


DEATH  OF  RECEIVER  EDDY. 

St.  Louis,  Mo.,  Jan.  18. — Special  Telegram.— 
J.  M.  Eddy,  reooivor  of  the  International  and 
Oreat  Northern,  died  to-day  in  California, 

The  IllinoU  Central  Railroad  on  Sunday,  the 
11th  ina^,  put  on  a  new  feet  train  between  Chi¬ 
cago  and  New  Or  leans,  leaving  Chicago  at  3:20 
p.  m..  and  making  the  run  in  28  hours.  The  train 
is  made  up  entirely  of  new  equipment  and  first 
class  in  every  respect.  A  new  departure  for  tlie 
t^ntral  management  is  the  adoption  of  the 
Mntsch  Oas  Svsteaa  ef  lightning  used  on  these 
trains  and  a  feature  which  will  be  anpreoiated  by 
their  patrons,  as  lUaSords  albrilliant.Vnft 


trains  and  a  feature  which  will  be  anpreoiated  by 
their  patrons,  as  itfaffords  albrllliant.;soft,  mellow 
light,  rendering  reading  a  pleasure  !n  any  part 
of  a  car.  This  certainly  shows  a  commendable 
disposition  on  the  part  of  the  Illinois  Central  to 
keep  pace  with  their  competitors  in  the  prompt 
adoption  of  new  devices  which  will  enhance  the 
comfort  and  safety  of  railway  travel.  ' 


St.  Louis,  Jan.  11.— The  Vaudalia  inaugu¬ 
rated  to-day  a  now  daily  passenger  service 
between  St.  Louis  and  Chicago.  The  train  is 
the  only  Sunday  day  train  to  Chicago,  and 
leaves  at  8:10  a.  m.  and  arrives  at  4:50  p.  in., 
making  the  run  in  eight  hours  and  forty  min- 


Z^/f/ 


The  manner  in  which  enterprise  has  been 
_  choked  off  in  St.  Louis  is,  to  state  the  case  mildly, 
not  creditable  to  the  city.  The  experience  with 
the  Pullman  Company  should,  it  would  seem,  have 
been  sufladent  for  half  a  century.  The  greed  of 
real  estate  owners  drove  the  Pullman  Company 
away  from  this  city,  when  moderation  would  have 
secured  that  marvelous  manufacturing  establish¬ 
ment  for  St.  Louis.  Years  have  passed;  the 
wonderful  city  of  Pullman  has  grown  up;  and  to¬ 
day  the  land,  which  the  company  offered  to  buy  as 
a  site  for  its  factories  here,  cannot  be  sold  for  as 
much  as  its  owner  asked  for  it  then. 

Had  the  business  men  of  St.  Louis  been  wise  they 
would  have  made  the  Pullman  Company  a  present 
of  a  suitable  site  for  its  works,  rather  than  to  have 
let  it  locate  elsewhere.  The  same  repressive 
spirit  that  showed  itself  then  is  patient  to  day.  If 
it  be  suspected  that  a  company,  seeking  location 
here,  has  money,  it  is  assailed,  and  the  effort  is 
put  forth  to  extort  something  from  it. 


The  Pullman  Palace  Oar  Company  has  inaugu¬ 
rated  Improvements  in  its  Southwest  service 
which  are  much  appreciated  by  travelers  between 
St.  Louis  and  Texas  points.  This  company  may 
be  depended  upon  to  meet  any  reasonable  demand 
of  its  patrons. 


Raprstentative  Johnson  Introduces  a  Bill  to 
Regulato  Them. 

SpnixoFiEi.D,  111.,  Jan.  16.— In  the  house 
Ibis  morning  n  score  or  more  of  bills  were  atldeU 
to  the  list  previously  scut  iii.  Among  them  was 
one  from  Mr.  Johnson,  of  Peoria,  regulating 
charges  on  sleeping  cars  within  the  State  of  Illi¬ 
nois.  It  provides  that  the  charges  for  an  upper 
or  loyrer  berth  for  twenty-four  hours  shall  not  ex¬ 
ceed  31,  and  that  not  more  than  32  shall  bo 
charged  for  n  section,  nor  more  than  SJ  for  a  , 

Dr.  Moore  presented  a  bill  to  confer  the  right 
of  voting  and  holding  olflee  upon  women  in 
cities,  towns  and  villages  in  munlelpal  elections 

Mr.  Springer  offered  a  bill  for  the  inspection  of 
private  banks  and  reiiuirlng  suca  bonks  to  make 
semi-annual  reports  of  assets  ond  liabilities. 

Disgruntled  New  York  musicians  seem  to  ^ 
think  that  George  M.  Pullman  is  in  some  woy.x^ 
sponsible  for  the  downfall  of  Wagner  music.  SH 


The  VuHtlbuled  »pecial. 

'  'The  first  train  of  ibis  season  of  the  New 
York  and  Florida  special  over  the  At¬ 
lantic  CViast  line,  will  leave  New  York 
.Inn nary  in  and  Arrive  thl*-'city»thd' 
next  day  at  4  p.  in. 

This  is  the  fourth  year  this  train  has 
been  run,  and  while ‘it  seemed  that  its 
equipment  the  first  year  had  exhausted 
the  ingenuity,  skill  and  taste  of  the  de¬ 
signers.  (the  Pullman  Paliioe  Car  com¬ 
pany)  yet  each  vear  new  features  and  ar¬ 
tistic  e'ffects  are  introduced,  making  it 
pre-eminently  the  fine.st  and  most  lu.x- 
urious  train  in  the  world, 
i  An  entirely  new  feature  has  been  in- 
■  troduced  this  year— cars  with  six  draw¬ 
ing  rooms  each,  which  can  bo  used 
singly  or  en-suite.  They  are  the  only 
ears  of  this  kind  ill  the  world,  and  were 
built  by  the  Pullinau  eompany  regardless 
of  expense,  and  lussigned  especially  and 
exclusively  to  this  service. 

This  is  the  famous  vestibule  train  that 
has  becoiuo  so  popular  with  the  traveling 
nublic. 


A  PULLMAN  DIVIDEND. 

The  directors  of  the  Pullman’e  Palace  Oar 
Company  met  here  yesterday  audithe  result  of 
their  meeting  was  that  a  quarterly  dividend 
of  $8  per  share  from  net  earnings  was  de¬ 
clared,  payable  on  and  after  Fob.  16,  to  etook- 
holders  of  record  at  close  of  business  Feb.  8. 

The  transfer  books  will  close  Feb.  8  and  re¬ 
open  Feb.  17. 

THE  MONON. 

The  officials  of  the  Louisville,  Now  Albany 
4  Chicago  Boad  are  thoroughly  indignan  t  over 
the  rumors  that  have  been  so  freely  circulated 
concerning  its  financial  credit  during  the  paat 
few  days. 

Dr.  Breyfogle,  the  President  of  the  road, 
was  asked  yesterday  what  it  all  meant.  He 
said  that  the  rumors  about  the  floating  debt 
have  been  greaUy  exaggerated.  They  say 
that  the  oempany  has  met  all  its  obligationa 
promptly  and  there  are  no  suite  against  it. 
Its  interest  is  all  paid  up;  the  busiabss  of  the 
road  is  increasing,  and  there  is  no  ground  for 
such  rumors. 

Thess  reports  have  all  been  circulated  by 
one  person,  they  declare,  formerly  in  the  em- 
ploy  of  the  company.  Who  is  doing  his  best  to 
injure  the  credit  of  the  company  to  gratify 
his  malice. 


VESTTULlijK  T'KAl.V  WllKCKlCD. 
Vlllsins  Derail  an  Express  Near  WInIfrede,  W. 

Va.  — Cars  Reduced  to  Ashes. 
Huxtixotox,  W.  V'a..  Jau.  20.— The  Chesa- 

was  wrecked  at  Wiiiifrede  iast  night.  An  ob¬ 
struction  had  been  placed  in  the  frog  of  the 
switch,  overturning  the  engine.  The  tram  after¬ 
ward  caught  lire  and  hnrued.  Engineer  Edwards 
and  Fireman  t'nndlffi  were  seriously  lujurecl. 
None  of  the  passengers  were  hurt. 

Contagions  Diseases  on  gloopIng-Cars.  ' 
Hollt  Hilu.  Fla.,  Jan.  20.-[Editor  of  The 
Tribune.]— Have  people  a  right  to  take  cases  of 
whooping  cough,  scarlet  fever,  or  moaslos  on 

i^rsrn?”  A“‘c'Shr,Jit?/ 

fection  to  whom  whooping  congh  would  Ma 
dangerons  disease  buys  a  ticket  for  aslcopmg- 
car  section  for  a  long  distance,  and  upon  going  to 
the  oar  finds  a  case  of  wboopnig  cough  tbore, 
mnst  he  either  expose  his  clald  to  the  disease  or 
forfeit  Ins  section  and  lose  the  amount  paid?  If 
any  law  exists  governing  such  cases  to  whom  can 
complaint  be  made?  In  a  recent  trip  totlie  Bonth 
with  my  child,  wlio  is  delicate,  having  broncliial 
trouble.  I  found,  when  too  late  to  avoid  oxposnro, 
that  in  the  next  section  was  a  case  of  whooping 
cuugli,  and  tliey  were  going  all  tile  way  tlirough. 
Wo  finally  decided  to  give  preventive  remodiee 
and  go  on.  I  fait  U  my  duty  to  warn 
people  wild  came  on  the  car  from  time 
to  time,  and  o  dozen  people  thankfully , 
accepted  the  warning,  willingly  going  into  a  com¬ 
mon  coach,  making  olianpes  in  the  night  rather 
than  be  exposed  to  the  disease  or  have  their  cbih 
dren  so  exposed.  One  lady  said  she  bad  oncoun-- 
tered  both  eoarlet-fuver  end  moasles  on  the  way V 
North  while  traveling  With  her  child,  who  was  in  t 
detieate  boulth.  A  Buim<:bis£b.  ' 

[Complain  to  the  manager  of  the  ooyipany  to 
which  the  coach  belongs,  giving  the  name  of  thay 
coach,  the  ^date  of  ^tlie  lu^den^and  If  poeelble.. 
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DEFEAT  FOR  PULLMAN 

Denied  an  Injunction  by  Judges 
Gresham  and  Blodgett. 

BURDEN  OF  THE  DECISION. 


Turn  In  the  Vestibule  Car  I.ttlirntlon 
That  Apparently  Knocks  Out 
I'lilliuiiii’s  ratent. 


Judges  Grosbam  and  Blodgett  to-dn5*  de¬ 
nied  the  application  of  the  Pullman  Palace 
Car  Company  for  a  temporary  injunction  to 
restrain  the  Lake  Shore  &  Michigan  South¬ 
ern  Railroad  Company  and  the  Michigan 
'Central  Railroad  Company  from  using  the 
Testibnlc  face  plates  and  e^uali'.!er  mechan¬ 
ism  said  to  have  been  invented  by  George 
M.  Pullman.  The  ground  taken  in  the  de¬ 
cision  was  BO  broad  that  it  is  doubtful 
whether  the  Pullman  company  can  ever  get 
auother  such  final  injunction  ns  was 
grouted  recently  by  Judge  Colt  iu 
Boston.  While  there  is  yet  a  chance 
for  gome  squirming  in  the  courts,  there  does 
not  seem  to  be  auy  reasonable  doubt  that 
the  George  M.  Pullman  patent  is  completely 
knocked  out  by  the  denial.  It  Mr.  Pullman 
had  good  grounds  for  the  statement  that  the 
Colt  decision  was  worth  $'10,000,000  to  the 
Pullman  company,  with  as  much  truth  ho 
can  now  declare  that  the  Gresbam-Blodgctt 
.decision  has  turned  the  money  into  counter- 
>(eit. 

The  injunction  grouted  by  Judge  Colt  was 
against  the  Boston  &  Albany  Railroad  Com¬ 
pany  and  the  Wagner  Palace  Car  Company 
and  forebade  them  to  use  the  device 
patented  by  Pullman,  which  con¬ 
sisted  of  the  face  ]>lales  and 
•  fhe  mechanism  for  equalizing  them  and 
preventing  oscillation.  The  defendants 
dodged  the  injunction  l.y  taking  off  the 
Pulhnau  vestibule  and  substituting  a  modi¬ 
fication  of  the  old  vestibule,  which  has  been 
used  on  tho  mail  cars  for  very  many  years 
aud  is  consequently  not  patentable.  As  far 
.  as  tho  general  traveling  public  knows  tho 
^tassageway  between  the  Wagner  cars 
^'liow  ill  use  is  as  good  as  the 
I  arrangement  on  the  Pullman  cars, 
but  railroad  men  say  the  superiority  of  the 
Pullman  device  lies  in  tho  fact  that  it  does 
flaway  with  the  rocking  of  the  cars  and  pre- 
'  vents  danger  of  telescoping,  making  in  re¬ 
ality  “a  solid  train." 

The  (’olt  injunction  made  it  impossible 
for  the  Wagner  company  to  use  the  Pull¬ 
man  vestibule  anywhere  in  tho  iJnitcd 
States,  and  njiplicd  ns  well  to 
all  of  the  rnilroa'd'  companies  running 
vestibule  cars  into  Massachusetts.  Other 
railroad  coinpanie.-i,  including  tho  Michigan 
.  Hontliern  and  the  Michigan  Central,  contin- 

L  f  ued  to  use  the  Pullman  arrangement,  merely 
oniittiug  tho  spring  in  tho  fnce-jilates  which 
was  covered  by  thff  Sessions  jiatcnt.  TUo 
application  deuied  to-day  asked  for  nu  in¬ 
junction  to  restrain  these  roads. 

Tho  importance  of  tho  decision  can  bo 
understood  from  the  fact  that  it  will 
now  be  possible  for  any  railroad 
not  operating  in  Massaebusetts  to  use  the 
Pullman  vestibule  without  the  Sessions 
•priiig. 

The  ctmrt  held  that  tho  patent  granted  to 
Henry  H.  Sessions,  Nov.  15,  18H7,  involved 
^0  same  improvement  and  It  was  not 
shown  iu  supjtort  of  the  motion  for  iiijuuc- 
tion  that  Mr.  Pullman  hod  a  prior  right  to 
the  patent. 

•‘Duller  tho  well  est-''  !d  rule  of  eom- 


ily,”  say  Judges  Greshum  and  lilodgcit,  '‘the  ■ 
decree  in  the  Boston  case  entitles  tho  com-  1 
plainant  to  the  injunction  prayed  for  unless  j 
the  court  which  rendered  that  decree  gave  a  ' 
construct  ion  to  the  Sessions  patent  ' 
at  variance  with  this  court's  con¬ 
struction  of  it.  In  other  words,  it  the 
opinion  of  this  court  CIS  Kedernl  Reporter) 
cannot  be  reconciled  with  tho  later  opinion 
of  the  learned  circuit  judge  in  the  Boston 
suit,  the  complainant  is  entitled  to  nothing 
here  on  tlic  ground  of  comity.” 

Tho  chief  feature  of  tho  invention  in¬ 
volved  consists  iu  the  loose  or  pivot  I  con¬ 
nection  between  the  cars,  allowing  i  tions 
aud  restraint  of  motion  while  the  car.  '-il- 
late  on  a  fixed  center,  and  this  v 
only  point  which  the  court  consiuereu. 

The  court  sustained  tho  Se.ssions  patent 
on  the  ground  tliat  tjie  equalizing  mechanism 
was  capable  of  keeping  tho  frame  plates  iu 
frictional  contact  on  shaiq.  curves,  and  on 
the  further  ground  that  it  was  not  antici¬ 
pated  by  certain  prior  patents,  because  their 
bulling  plates  were  not  kept  in  such  contact 
and  could  not,  therefore,  at  all  times  oppose 
the  tendency  of  tho  cars  to  sway 
laterally.  The  complainant  in  that 
suit,  and  also  in  this  case,  insisted 
that  this  was  the  correct  construction 
of  the  Sessions  patent,  and  yet  the  court  is 
now  asked  to  hold,  in  the  face  of  its  former 
ruling,  that  the  Sessions  equalizing  mech¬ 
anism  will  not  keep  tho  frame  plates  in  con¬ 
stant  contact  iu  turning  curves.  It  was 
claimed  that  tho  Pullman  patent  repre¬ 
sented  a  different  equalizing  device.  The 
Sessions  patent,  as  the  court  was  now  asked 
to  construe  it,  would  full  fur  short  of  ac¬ 
complishing  the  beneficial  results  testified  to 
in  the  former  case. 

In  none  of  his  numerous  original  claims 
did  Pullman  embrace  tho  oscillating 
motion  of  tho  arch  plate  and  tho 
foot  plate,  aud  it  may  bo  inferred  that 
his  first  application  was  prepared 

with  reference  to  the  disclaimer  of  tho  ves- 
I  tibiile  aud  bellows  in  the  Sessions’  applica¬ 
tion.  It  did  not  follow  that  because  Pull¬ 
man  first  reduced  tho  invention  to  jn-actice 
that  he  and  not  Sessions  first  perfected  the 
invention. 

In  conclusion  the  court  says:  “We  have 
referred  to  the  fact  that  tho  parties  to  this 
suit  were  the  litigants  in  the  Sessions  suit. 
In  the  latter  suit  tho  complainant  obtained 
a  decree  on  tho  theory  that  Sessions  was  the 
fli-st  inventor  of  the  equalizing  mechanism 
for  which  a  patent  was  finally  granted  to 
Pullman.  That  decree  remains  in  force.  It  is 
chiefly  on  the  testimony  of  Sessions  in 
this  suit  and  the  Boston  suit  that 
this  court  is  now  asked  to  hold  that  he  was 
not  the  first  inventor.  Tliat  testimony  can¬ 
not  bo  reconciled  with  material  portions  of 
tho  testimony  of  the  same  witness  iu  the 
Sessions  suit.  To  what  extent,  if  at  all,  tho 
decree  in  the  Sessions  suit  is  conclusive 
upon  Ibe  complainant  iu  this  suit  is  a  ques¬ 
tion  which  we  prefer  to  reserve  until  final 
’•earing.  The  injiinotion  is  denied.” 

-’'e,  decision  completely  knocks  out  the 
Pui..^  01  company  os  far  ns  the  vestibule  is 
concerned,"  said  George  Payson,  the  treas¬ 
urer  of  the  Western  Railroad  Association, 
who  appeared  for  tho  defendants  in  tho  case. 
“There  is  no  way  in  which  tho  Pullman  com¬ 
pany  can  possibly  get  aroumi  it,  for  the  points 
made  by  tho  judges  will  be  just  ns  good 
when  the  matter  comes  up  for  final  hearing. 
There  is  no  reason  why  all  the  roads  cannot 
use  the  so-called  Pullman  vestibule  without 
tho  Sessions  device.” 

“This  decision  does  not  prejudice  us  at 
j  all,”  said  Attorney  Oftield,  who  appeared 
for  tho  Pullman  Company.  “I  take  it  that 
it  merely  moans  that  there  was  a  little 
I  doubt  in  the  minds  of  the  judges,  and  that 
they  thought  it  best  not  to  grant 
the  injunction  until  proof  had  been  intro¬ 
duced  at  a  final  hearing.  They  want  to  find 
out  wl  ether  Pnllman  did  not  invent  the  de¬ 
vice  \Mccb  Sessions  patented,  as  well  as  the 
vestibule  proper.  Anyway,  the  Wagner 


// 

CARS  AND  DEPOT  BURNED. 

Fire  Originating  in  a  Freight  House  Destroys 
tl00,000  Worth  ol  Property. 

Nkwaek,  N.  J.,  Jan.  80.— The  Delaware, 
Lackawanna  and  Western  Bailroad  Com¬ 
pany’s  freight  depot  at  Mont  Ciair  was 
burned  this  morning.  Fonr  Pullman 
and  two  passenger  coaches,  seven 
freight  cars,  aud  a  considerable  quantity 
of  freight  were  destroyed.  A  barrel  of  kero¬ 
sene  standing  on  the  platform  caught  fire  and 
helped  to  spread  the  fiames.  A  locomotive 
brought  fi^om  the  round-house  to  draw  off  the 
cars  was  dei^ailed  -,ud  rendered  nselesa.  The 
fire  originated  iu  tho  freight-house.  The  loss 
is  estimated  at  $100,000,  covered  by  in¬ 
surance. 


.  FOUND  A  BABY  IN  A  SLEEPER, 

i  Cincinnati,  Ohio,  Jan.  i?,.— Special  Tele- 
The  body  of  a  newly  born  babe  was 
found  in  a  Pullman  sleeper  of  passenger  train 
No.  8  on  the  Southern  Road  this  morning. 
The  train  pulled  iu  Grand  Central  depot  at 
7:30  a.  m.,  and  after  it  had  boon  emptied  of  its 
passengers  it  was  taken  to  Ludlow,  Ky.,  where 
the  sensational  discovery  was  made.  The 
berth  had  boon  occupied  by  an  unknown 
woman.  Tho  mother  of  tho  dead  baby  got 
aboard  the  sleeper  at  Sadburn,  Tonn.,  twenty 
miles  north  of  Chattanooga,  and  immediately 
retired.  Tho  infant  was  wrapped  in  a  piece 
of  linen,  and  apparently  was  not  fully  ma¬ 
tured.  It  was  noticed  that  when  the  tram 
nulled  into  the  depot  the  woman  was  greatly 
excited  and  hurriedly  left  the  coach. 


CHICAGO  LADIES  HURT. 
Through  Florida  Sleeper  on  the  L.  and  N. 

Telescoped  by  a  Freight  Train. 

Bibminobam,  Ala.,  Jan.  ’80.— A  freight  train 
crashed  into  the  limited  train  on  tho  Louis¬ 
ville  and  Nashville  road  this  morning,  near 
Warrior.  But  little  damage  ^  done 
except  to  the  through  Florida'^sleeper, 
which  was  the  rear  coach,  and  contained 
fifteen  sleeping  passengers.  All  were  shaken 
up.  Mrs.  8.  Eoed,  of  Chicago,  and  W.  H. 
Chaddock.  of  Anniston,  were  hurt,  but  their 
inluries  are  not  serious.  Jfta.  D.  A.  Hayes, 
another  Chicago  lady  was  prostrated  by  fright 
and  excitement.  The  flagm^  failed  to  go  far 
enough  to  the  roar.  •i(.  ^  Lfl  R|M  IC 


_ ^ ^  it  use  the  Fuilman  vestibule, 

for  tbo  Colt  dcc'islon  holds  them.” 


PAGES 

MISSING 

no 


4^1 , 0  y  •  2- 


and  elegant  'Pul 


'ebruary  j ),  and 


-company  the  party 


the  foot  of  Liberty  street  c 
Pining^- Car  ‘  ‘  Coronado 


special  (Drawing  ==Poo 


Raymond  &  Whitcomb, 


AN  ITINERARY  PALACE. 


On  time  all  the  way  1  hrough  ! 

That  is  the  record  of  the  first  vestibuled 
train  of  the  season  of  1891.  Over  the 
whole  route  there  was  not  a  variation  of 
more  than  eight  minutes  from  the 
schedule,  which,  considering  the  length 
of  the  trip,  is  remarkable.  Tills  is  the 
fourth  season  of  vestibuled  trains  to 
Jacksonville  and  the  second  to  St.  Augus¬ 
tine.  When  they  were  first  put  on  it 
would  aeem  as  if  the  acme  of  lu.vurious 
tmvel  had  been  reached,  but  the  improve- 
nftnte  this  season  are  a  marvel  indeed. 

It  order  to  bo  able  to  present  to  the 
read«srs  of  The  Stanuakd  with  some 
idea  of  the  princely  magnificence  in 
wfcfcl,  the  wealthy  sons  of  this  republic 
ta«vel,  a  Standaru  reporter  took  a  mucii 
JWtre  tedious  and  uwcomfdrtable  train  to  ^ 
Savannah,  arriving  there  yesterday 
warning,  and  was  in  waiting  whoa,  at 
the  T.-histleof  engine  No. 'ao  an- 
Tounced  the  coating  of  the  vosfSbuled 
.train.  Seven  pavsongers  alighted  and 
w  ere  taken  cure  of  by  the  iJaSato  and 
sftei  a  few  moiwnnts  the  joumw  toward 
I  hlorids  was  rcixtwed. 
j  ^i’hauks  h)  their  natural  oottrtesy  and 


lhauks  h)  their  natural  oottrtesy  and 
ound  sense,  the  heads  of  the  train  off.- 
■ials  have  not  boon  turned  byttheir  posi- 


■  tion,  and  theirruirorm  kindais-r.s  to  news- 
i  paper  men  will-alwavs  bo  gratelully  re- 
'  inciiibeped.  'Pl»  same  forcedhat  orouiflit 
I  out  the  first  epecial  four  years  ago  is  stiil 
in  charge.  Kew  are  aware  Show  manv 
Deep, e  it  tefces  to  iwr  tho  train. 
I'  irst,  there  is  the  train  conSuctor,  Win. 
H.  Wrijglit,  a  gentleinanlv  youiiir  man 
with  a  bostof  friends  in  *V is  city.  The 
train  Iran,  hands  arensider  iiis  con¬ 
trol.  T.  11.  Pe  nberton,  theJPullman  (.on- 
""Verbis  imme¬ 
diate  charge.  Then  c<ini«B  the  diiiloe- 
rooin  oonduvfor,  Danhsl  Ilurlev  win 
looks afffcijr  the  cuisine. 

Theatigmeir,  J.  H.  Ambrose,  mustjK  t 
Iw  foi»a«eii.  He.  with  No.  80,  an  enjaite 
Of  thi jSttvaanah,  Floridr,  and  We^n 
railr^  wenally  devoftatl  to  this  partie- 
V  *■"“  thetrat*  into  Jaikes-T 

vlllo  ssice  ,it  was  put  on.  With  this  «ti. 
gine  made  tho  famous  rum  or 

1#-  m^os  rUotween  Savyntiah  and 
so  evilly  in  ,JS8  minute«..Biakiiig  stops  at 
^es'^^ayoross,  Callaba*!  and  Isi^la 


llegfeming-at  the  rear  end  a  tour  wras 
I  made  Chrougliout  the  entii-e  length  otftthe 
train-  Barriug  the  f»ot  of  wiuth  itiA'as 
like  SEBtidoriig  througii’r'-he  apartMiaits 
of  a  poliace.  The  smoking  and  library 
wtr  i*.>K[.taGh«ii  to  the  rear  The  smok'.iiu 
apartusent  tie  elegantJy  fitted  up  v.'itn 
white  anobaio'  npholsd^'d  chairs  tend 
seats.  The  iiroad  winders  afford  an  ox- 
cellerat  view  sf  the  country  en  roiitie  'and 
are  Hqsaplied  with  hettvy  brocadeicur- 
tains.  over  tv.Y  ich  are  h'oii'g  brown  plush 
lamhi'e^.uins.  The  woodiwork  is  of  Ibet-vy 
oak.smd  panels  of  heav.v.plate  glass  tiir- 
rors  adl!  to.hiie  effect  obis  cry  band-  The 
rear  plntfomi  serves  as'-o.  pleasant  plfwe 
of  obsorv!atioi'-,  wliere  one  can  stand  tak¬ 
ing  a  wlh.iff<»f  tho  open  nb  and  a  wbifi  of 
a  fragxifwt  Ht^vana  at  iihs  same  titu«,,  in 
perfect  safety, 

An  i!BB|}H)r)i*»t  feature  .acd  conduciwo  to 
the  safety  ofttko  train  is  Ui  o  faei  tbatithe 
rear  ligb^  arorcupplied  fev  electricity  vnd 
no  fitftal  gnat  of  wind  i»in  over  aJIAi'l 
them.  ;T4ie  eitiro  train  is  iiglited  .by 
electricity:,  thaao  being  lat  incandcsoent 
lamps  b^idas  thirty -six  portable  oicc- 
triclamips  iisetd  for  berth  li.thts. 

'  Tlie  8(iMiking<ear  also  ouritains  a  betb 
with  hot  and  cotl  wateranf:  nil  theneoes- 
sary  toilet  appmouances  of  the  most 
luxurious  •cffilor. 

lletwoeu  tho<-a«rs  is  a  v.ihistle  signed 
which  can  SteHsetl.  in  case  of  trouble. 

TiK/2  IDKAI.. 

No  Orienia.1  tByhirito  steeyed  in  liaggic 
ever  conceived  ,in  his  sonsmus  dreams 
anything  so  aear:tilfe  aeiiie  of. luxury  and 
e-jinfort  on  wheels  as  theeligantstate- 
rtom  car  whSeh  toak  tho  giv  nd  prize  at 
the  Paris exposiiion.  Tho  “Iduial,”  which 
comes  next  tJoe  smed  er,  is  tint  first  of  its. 
kind  to  be  used  .cm  a  vostih-iled  train. 
8ij  staterooms,  done  in  as  many  colors 
of  i'nest  silk  plueh  'H^'holstery,  and  fin- 
ishtd  in  as  many  'dittbreht  kinds  of 
woods,  the  light  etreaiming  thnjugh  tlie 
prisms  of  the  finest  ^olate  glass,  are  as 
elegvnt  and  exclusive  as  can  he  imag¬ 
ined,  -not  only  serving  .«s  a  boutloir  for 
my  ltdy,  but,  if  otKiasion  required.,  meals 
serval  from  the  dini  'g  car  can  ,be  en¬ 
joyed  r  n  private. 

In  the  middle  of  the  i  library  con¬ 
taining  tho  latest  Wiorks  of  fiction  and 
(  history  is  at  the  service  of  the  reader.  The 
;  rooms  on  the  other  emj  oMhe  car  can  be 
!  used  siBarly  or  en  suite  of  two  or  three 
,  as  occasion  requires. 

The  toilet  arrangements  are  exquisite, 
the  usual  marble  top  wash  stand  being 
neplaeed  with  costly  onyx.  Tlie  elec¬ 
trical  apparatus  on  all  tho  cars  is  perfect. 
Not  only  are  tlio  lights  well  arranged, 
but  at  every  seat  an  electric  button  is  at 
the  service  of  the  passenger  to  y\hom!  tap 
an  attentive  porter  responds  and  any¬ 
thing  which  is  needed  is  served  ou  de¬ 
mand. 

THE  IXIOX  AND  CHARMION 

are  tho  sleepers.  They  are  transformed, 
of  course,  during  the  daytime  into  draw¬ 
ing-room  cars,  and  the  scats  of  white  mo¬ 
hair  aresimilar  to  those  in  tho  smoker. 
Tliere  are  sections  also  on  the  cars,  and 
by  an  arrangement  of  curtains  apart¬ 
ments  can  be  easily  enclosed.  Tho  Char- 
mion  and  Ixion  are  companion  cars,  be¬ 
ing  built  much  alike.  | 


The  Albambra  which  has  lioen  describ¬ 
ed  before  is  the  province  of  Mr.  Hurley, 
and  18  arranged  with  marvelous  skill  so 
as  to  get  the  greatest  possible  space  out 
of  tho  room  required.  Tho  pantries  and 
lockers  are  stored  with  things  good  to 
eat  and  drink,  and  as  excellent  meals  can 
be  served  as  can  lie  had  at  tlie  liest  hotels. 

Tho  bj.ggage  car  also  specially  built  for 
this  train  completed  the  make-up  of  the 
train,  which  can  be  traversed  from  one 
end  to  the  other  with  no  inconvenience 
and  absolutely  no  danger. 

SOME  OP  THE  PASSENGERS. 

The  train  started  out  of  New  York  well 
filled  with  passengers,  who  began  drop¬ 
ping  off  at  fhaiTeston,  Savannali,  and  at 

V- - - — - - 

Waycross  those  bound  for  Thomasville,  i 
until  there  was  but  half  a  load  at  Jack¬ 
sonville.  Among  the  guests  for  Jackson¬ 
ville  and  St.  Augustine  were  Dr.  Frank 
Fremont  Smith  and  wife,  Mr.  and  Mrs. 
Ignatius  R.  (Jrossmaii  of  New  York, 
Philip  I)wyer(the  noted  turfmanland  his 
daughter,  Miss  E.  Low  of  New  York, 
Mitchell  Bennett  of  New  York,  and 
James  G.  Sheridan  of  Brooklyn.  Alaii- 
son  T.  Enos,  Roliert  McKim;  Mr.  O.  Lf. 
Henderson  and  wife  were  among  those 
who  got  off  at  Thoinasville,  while  Isaac 
Golo  and  family  were  booked  for  Or¬ 
mond.  Mr.  and  Mrs.  Colgate  of  New 
York,  were  also  on  Ixiard  destined  for  a 
winter  at  the  Ponce  de  Leon.  Other 
trains  will  follow  and  all  will  be  crowded 
for  the  next  two  months. 


y  AN  1MIP<*»TANT  DKCIslON. 

I  The  ‘'MVisiier  Car  CnRifWanx  Downs  tile 


New  York,  Jan.  20. — George  H.  J  lati'- 
iehs  general  passenger  agent  of  tho  New 
Y'Ork  Central  railroad,  received  the  fol¬ 
lowing  despatch  te-night  from  Vice 
:  President  Webb  of  tlie  Wagner  Palace 
Car  company: 

•‘Judges  Grcshnoi  and  Blodgett  ren¬ 
dered  a  decision  t<r-day  at  fkicago,  in  the 
United  States  Circuit  court,  on  the  mo¬ 
tion  made  by  the  Pullman  company  to 
enjoin  the  Wagner  company  and  rail¬ 
roads  using  the  Wagner  cars,  from  tho 
use  of  tho  vestibules.  The  court  denied 
the  motion  for  an  injunction  and  sus¬ 
tained  the  Wagner  company  in  everv 
point,  thus  reikising  to  fol>ow  tho  Boston 
decision  mude  recently  by  .Judge  Cols. 
This  is  a  most -complete  victery  for  tbe 
Wagner  «MTi;pany,  and  praotncally  settles 
I  tho  case  in  a^feat  for  Ikillnsn.’’ 


\n 


IDEAL  RAILROAD  TRAVEL 

ARBIYAL  OF  THE  FIRST  VESTIBULED 
TRAIir  OF  THE  SEASON. 


FIVE  BEAUTIFUL  PALACE  COACHES 


A  Passenger  List  of  Nearly  Fifty,  and 
Every  Section  Engaged— A  Bun  of 
Thirty  Hours  and  Forty-five  ICinutes 
from  New  Tork— The  Appointments, 


At  exactly  4:15  p.  m.  yesterday  the  flrat 
through  vestibuled  train  of  the  eeaeon  of 
1891  rolled  into  the  Waycross  depot  In  this 
city,  after  a  run  of  just  thirty  hours  and 
forty  five  minutes  from  the  ferry  slip  in 
New  York,  or  thirty  hours  and  thhty-three 
minutes  from  the  Jersey  City  station  of 
the  Pennsylvania  railroad. 

The  train  was  made  up  of  the  locomo¬ 
tive  and  tender,  one  baggage  and  five  Pull¬ 
man  coaches,  and  when  it  was  boarded  at 
■Waycross  by  a  representative  of  the  Timks- 
TJnion  the  Interior  presented  a  most  attrac¬ 
tive  scene,  exetnpllfjiog  the  almost  abso¬ 
lute  perfection  which  marks  the  methods 
of  high-class  railway  travel  In  this  year  of 
grace  1891.  From  the  forward  end  of  the 
dining  car  to  the  rear  of  the  observation 
car  there  was  one  unbroken  passage 
through  which  the  traveler  might  pass 
without  so  much  as  soilioK  bis  finger  tips 
or  inhaling  a  particle  of  smoke  or  dust. 
The  passengers  were  distributed  through¬ 
out  all  the  long  line  of  coaches— some  at 
lunch,  some  reading,  others  playing  cards 
in  the  drawing-room  car,  gentlemen  in  the 
smoking  compartment,  and  men,  women 
and  children  in  the  observation  oar.  This 
is  ideal  traveling,  and  the  next  decade  of  i 
railway  progress  is  not  likely  to  improve 
on  it  much,  if  at  all. 

In  the  rear  of  the  baggage  car  the  coaches 
were  strung  together  in  the  order  named— 
the  Alhambra,  dining-car;  the  Charmion 
andixion,  sleepers;  the  Ideal,  drawing¬ 
room;  and  the  Alroy,  smoking  and  obser¬ 
vation.  Of  these  the  Ideal  is  the  most 
elegant  in  its  build  and  appointments,  and 
this  is  Its  first  trip  into  Florida.  It  was 
built  in  1888-9  and  sent  to  the  Paris  expo¬ 
sition  in  the  latter  year,  where  it  took 
the  first  prize  in  a  competition  open  to  the 
world.  It  is  composed  of  six  rooms,  or 
suites,  each  finished,  upholstered,  decor¬ 
ated  and  furnished  in  different  styles  and 
colors.  There  is  one  room  in  a  beautiful 
shade  of  light  olive,  another  in  shrimp- 
pink,  while  the  others  are  in  blue,  orange, 
green,  etc.  These  rooms  can  all  be 
changed  into  sleep'ng  apartments  with 
three  uertbs  each. 


The  other  cars  wera-mobt  of  them— on 
the  vestibuled  run  between  New  York  and 
St.  Augustine  last  year,  and  are  all  nearly 
equal  In  elegance  to  the  Ideal.  A  new 
feature  this  year  is  the  employment  of  a 
maid  whose  special  duty  It  is  to  care  for 
the  comfort  of  the  ladies,  in  addition  to  the 
duties  of  the  porters.  In  the  Alhambra 
there  were  beautiful  window-gardens  all 
through  the  car,  the  plants  and  the  bloom 
being  kept  fresh  or  replenished  during  the 
entire  trip.  The  menu  cards  for  break¬ 
fast,  dinner  and  luncheon  are  all  in  differ¬ 
ent  styles,  and  decidedly  novel  and  tasteful. 

From  the  time  this  train  left  Jersey  City 
until  It  reached  Jacksonville  it  had  forty- 
seven  different  passengers  aboard  during 
various  stages  of  the  journey.  Some  got: 
off  at  litchmood,  as  Wilmington,  at 
Charleston,  at  Savannah  and  Waycross, 
and  some  got  on  at  all  these  stations. 
There  were  about  thirty  through  passen¬ 
gers  to  Florida,  of  whom  eight  to  tsn  were 
booked  for  Jacksonville,  and  the  remaioder 
for  St.  Augustine  and  Ormond.  Among 
them  were  T.  B.  Orossman  and  family,  of 
New  York,  Dr.  Frank  Fremont  Smith  and 
Mrs.  Smith  of  Sc.  Augustine,  A.  Cole  and 
family  of  New  York,  Mr.  and  Mrs.  Colgate 
of  New  York,  Mns  Lowe  of  New  York  and 
P.  J.  Dwyer  and  daughter  of  Brooklyn. 

The  Pullman  oondnccor  in  charge  of  the 
five  coaches  was  T.  H.  Pemberton,  who 
also  made  the  first  run  last  year,  and  who 
is  kept  In  this  branch  of  the  Pullman  ser¬ 
vice  during  the  vestibuled  season.  The  train 
conductor  was  Mr.  W.  H.  Wright  of  the 
S.,  F.  &  W.,  who  took  charge  of  the  train 
at  Savannah.  His  engineer  and  fireman 
were  J.  H.  Ambrose  and  T.  Washington. 
The  conductor  of  the  dining  car  was  D. 
Harley  and  he  has  five  waiters  and  four 
cooks  who  stay  with  him  on  the  Alhambra 
during  the  entire  season.  Altogether  in¬ 
cluding  the  electrician,  there  are  sixteen 
Pullman  employes  bn  one  of  these  vestl- 
buled  trains. 

There  was  a  large  party  of  railroad  men 
at  the  station  to  see  the  train  come  la, 
among  them  District  Superintendent 
Klchardson  of  the  Pullman  company,  sev¬ 
eral  representatives  of  the  S  ,  F.  &  W. 
and  G.  D.  Aokerly  of  the  J.,  T.  &  K.  W. 

Capt.  W.  M.  Davldsoa  of  the  S.,  F.  &  W. 
says  that  the  Indications  are  that  there 
will  be  an  unusually  large  amount  of  ves- 
ttbnled-traln  travel  this  season,  and  the 
S.,  F.  &  W.  is  always  prepared  to  hold  up 
Its  cud  In  making  the  service  attractive 
and  efficient. 

AUBIVAL  AT  8T.  AUGUSTINE. 

St.  Augustine,  Fla.,  January  20.— The 
arrival  of  the  first  vestibuled  train  was 
welcomed  by  a  salute  of  artillery  and  with 
a  grand  display  of  fireworks  and  enthusi¬ 
asm  on  the  part  of  the  people  of  the  An¬ 
cient  City.  The  rambling  of  the  heavy 
train  was  drowned  amid  the  strains 
of  mn.slc  by  the  Ponce  de  Leon 
military  band  and  the  whiz  -  bang 
of  rockets.  The  beautiful  grounds 
were  brilliant  with  red  fire,  and  gave  to 
the  fortunate  travelers  the  idea  o{  enter¬ 
ing  fairyland.  Many  familiar  faces  were 
greeted  as  each  passenger  alighted  from 
the  oars,  among  them  Mr.  and  Mrs.  Igna¬ 
tius  Grossmao,  Dr.  and  Mrs.  F.  F.  Smith 


STRIKE  AT  PULLMAN  AVERTED. 

Over  850  men  employed  in  the  blackemitli 
department  of  the  Pullman  works,  were  lem-  . 
porarlly  idle  yesterday  because  of  the  ao  ion  | 
of  the  blackemith  helpers  on  an  alloged  gnov. 
enoe.  The  matter  was  settled  at  6  o’clock  in  k 
the  evening  after  a  long  conference  betwot  tv  ' 
Manager  Sessions  and  a  committee  of  the 

Since  the  strike  on  the  wage  question  e,,rly 
this  month  some  of  the  younger  employee  o' 
the  Fnllmau  Car  Company  have  had  tbo  stri’: 
fhver,  and  when  Foreman  E.  A.  Bnssell,  of  tii-- 
blacksmith  department,  dismiseed  three  Lein 
ers  early  yesterday  morning, about  250  of  tUeu- 
fellows  laid  down  their  hammers,  hunt  i-, 
their  leathor'aprons,  and  demanded  that  ti> 
foreman  show  cause  for  the  discharge  of  the 

There  being  nobody  left  to  attend  to 
fires,  the  smiths  were  also  obliged  to  1  \ 

their  forges  and  roluotantly  followed  the  v 
cession  to  Vaudorsydes’  Hall  in  fioeela: 
where  a  meeting  of  the  strikers  wash'.. 
The  meeting  lasted  all  the  afternoon 
proved  to  be  a  stormy  session.  Some  of  th' 
hot-heads  were  in  favor  of  demanding  t’ 
discharge  of  Foreman  Eusseli.  but  thei 
elders  were  too  well  awaro  of  the  policy  o 
Manager  Soesione  in  such  matters  to  risk  th 
loss  of  a  winter's  wages  on  so  slight  an  oc 
casion.  It  was  finally  decided  to  anpoint 
ooramittee  to  wait  on  Mr.  Ssssions  and  to  as 
an  exolanatioD. 

The  committee  arrived  at  the  manage 
office  at  5  o’clock,  and  was  received  by  fc. 
with  his  usual  suavity.  He  explam 
that  tho  helpers  were  not  discharged,  I 
suspended  temporarily  for  misconduot. 

It  appears,  said  Mr.  Sessions,  that  it  h 
become  a  frequent  oconrrence  for  eomo 
the  men  to  take  a  day  off  without  previoui 
notifying  their  foreman.  In  so  doing  tb 
greatly  inconvenience  ue.  That  is  what  t.ie. 
three  young  men  had  done.  Our  foretas'  ■ 
wished  to  make  an  example,  and  we  np  loi-.. 
him  in  his  action. 

The  argnmente  of  Manager  Sessions  wer  <  st 
convincing  that  the  committee  left  at  6  o’c  )ck 
in  a  comparatively  good  humor,  after  sigi  fy. 


OVERLAND  FAST  MAIL 


Between  Chicago  and  San  Francisco  te  ''i 
tarried  by  the  Northern  I’aciflc. 

Duluth,  Minn.,  Jau.  28. — It  was  stated  ■  t 
to-night  on  reliable  information  that  tho  No  ’• 
em  Paeiflo  Road  had  secured  the  oontrat  .  ' 
the  faot  mail  service  between  Ohi  i<  ..o 
and  San  Francisco,  tbe  sorvice  to  begin  M  uch 
12.  It  will  be  known  as  the  ‘‘white  mail,”  tiie 
whole  train  being  painted  white.  The  master 
mochanic  has  already  received  orders  to  j  re¬ 
pare  the  rolling  stock  time  to  begin  tli'‘ 
service  on  the  date  nadlii. 


/IZ. 


A  ROLLING  PALACE. 


A  New  Era  In  the  Railroad  HUtoryofthe 
City— i  DMorlptton  of  the  Train. 

The  arrival  of  the  vestlbale  train  at  the 
Chaphl  Etreet  atallon  yesterday  mornins 
narked  ar  important  period  in  the  railroad 
history  of  Cbarlesron,  as  it  indented  a  recoit- 
nltlon  of  this  city’s  claims  as  an  objectlre 
point  for  Northern  travel.  There  la  no  nae  to 
theorize  on  the  snbject  when  an  admirable  ex¬ 
ample  of  the  effeot  of  the  new  arrangement 
can  be  cited.  When  the  train  rolled  into  the 
Chapel  Etreet  stat'on,  five  psissengera  from 
New  York  got  ont  and  took  a  barouche  for  the 
Charleston  Hotel. 

Itmnst  be  remembered,  however,  that  the 
hulk  of  the  Northern  travel  that  stops  in 
Charleston  does  ao  on  the  return  trip,  and  the 
vestibuled  train  comes  into  the  city,  going 
both  noitb  and  south.  A  good  beginning  has 
been  made,  and  great  good  can,  with  every 
reason,  be  expected  from  what  may  be  classed 
as  one  of  the  most  Important  railway  changes 
made  in  many  years. 

A  WanOOHE  VISITOR. 

That  the  inillal  irslo  was  a  most  welcome 
■sdslior  to  this  city  was  evinced  by  tbeexpres- 


^llman's  palatial  palaces  upon  their  d'St 
eniry  In'o  the  city.  Une  of  the  most  interested 
apectators  was  Col  O.  H.  Osdedeo,  of  toe 
Charleston  and  Havaooah  Railway,  who  has 
done  Eo  much  to  Eecnre  this  chanate  for 
CharkBtoD.  Mr  E.  P.  Modwiney.  of  the 
CbarbEion  and  Savannah  Railway,  was  also 
^^^Dt  and  went  as  far  as  Jacksonboro  on  the 

TH*  TERMS  OF  TRAVEL. 

A  great  deal  has  been  written  of  the  famdus'  I 


itself  by  cliargin 
Tbe  Ecbtdule  of  i 
additional  cost  f 


tngpia«s:  Richmond,  Va,  13  25;  Petersburg,  ' 
K  :  Weldon,  N  O..  $8;  Ooldaboro,  N.  C. 

C  .  »»oO;  Fiorenoe.  8.  O., 
gharleston,  8.  O.,  $12;  Savannah.  Os, 
$13  50:  Waycrcas,  Oa.  $li:  J-texsoaviUe,  Fia, 


THE  TOPRISTS. 

The  passengers  on  the  first  trip  of  tbe  season 
numbeifO  forty  eight.  Among  tbeot  were  noted 
tbe  followlDg:  ~ 

Mr  Mitchell  Bennett,  of  Brooklyn. 

Mis  liow,  of  New  York. 

Mr  J.roee  U.  Hheildan  of  New  York. 

Mr  O.  H.  Henderson,  of  Brooklyn. 

Miss  Lidia  Idwyer,  of  New  Yo'  *.  :  -"IP-  e 

Mr  Philip  J.  Owyer,  of  New  York,  ‘yt ! 
MrM.  B.Callana!amlly,ofNBwYo*K  - 
Mr  A.  T.  Epos, of  New  York.  »*  .  »(>. 


Mr  Robert  Me  Kio,  of  New  York. 

Mr  T.  R.  Groseman  and  family  and  nnrsei. 
br  (‘mtib,  of  8t  Ananstloe,  na.  ' 

Mr  Dwyer  will  be  recognised  ail  theownei 
01  famoos  race  borees. 


SFLENDID  MOVING  PALACES. 

To  look  at  a  vestibule  train  one  mlvht  h« 

exterior  Of  tb^ 


t»Bhioned  after  the  no  w  Dopatar  pl^t^ 

SeHl  1.^ “1®®  rubber  spnoga  arvclasoad 

•’““'Is-  and  in  that  manner  the  train 

eiaoerate  and  expensive  coaches  built  This 
arrangement  obvlaf  a  all  Josulug  and  bampjnl  , 
25.h  Phi  measure  entirely  does  kway 

TOitViif..  clashing  of  nne  ear  with  another. 
Wltb  the  exceotlon  of  the  absence  of  tbs  nsual 
iL.SFJS'  the,  ““ke-up”  of  the  train  is  identl- 
CM  with  what  is  seen  on  any  railroad  at  any 
the  outside,  bat.  to  realize 
the  truth  of  the  claim  of  the  Pallmana  that  the 
train  to  the  finest  In  the  world  one  nae  t»  take 
a  walk  through  the  magnificent  strnotuce. 

The  engine  need  yesterday  was  No  18.  one  of 
the  neweit  and  largest  on  tbe  Obartestm  and 
B^annah  Road.  It  made  the  trip  on  echoinle 

.  •t>,o“«cerae>r  ')f  the  cartothe  Pullman  elec¬ 
tric  light  machine,  which  is  run  by  the  motor 
power inrntoned  by  the  engine.  It  toot  ton 
horse  capacity,  and  fiirnlsnes  the  electricity 
for  the  illumination  of  tbe  cars.  There  are  one 
hundred  and  twenty  stationary-lights  in  addi¬ 
tion  to  eighteen  portable  ones  which,  by  a  glm- 
ple  arrangement,  can  bs  attached  to  tbe  circuit 
and  be  need  to  read  by. 

THE  DINING  CA^"'' 

From  the  baggage  car  tbrongfa  the  vestibnia 
tbe  passeiger  enters  the  elaborately  famished 
dining  parlor,  “Tbe  AlbambYa.”  Tbe  fra¬ 
grance  of  the  natural  flowers  decorating  each 
of  tbe  ten  tastily  spread  tables  is  immediately 
noted  upon  opening  tne  door.  Everytning  in 
the  dining  parlor  bas  an  invlMog  and  apse* 
tlzlng  appearance.  Oaterer  O.  UnriFy  snowed 
tbe  Reporter  how  carelnlly  he  kept  his  linen 
and  stor«A  and  especially  bis  wines  and 

vs  some  idea  of  the  elekant  dinner 
esrred  yesterday  the  following  menu  to  pub¬ 
lished; 

Mock  Tortle,  a  rAn|laise,  Consomme,  Italian  - 
Celery. 

Fillet  de  Sole.  Tartare  Sauce. 

Potato  Croquettes. 

Boiled  Log  or  Mutton,  Caner  Sanos. 

Beast  Beef.  Yonng  Turk«y.  Cranberry  Sauce. 
English  Rib  Ends  of  Beef,  with  Browned  Po- 

Roiled  Pofateee.  ’  Mashed  Potatoes, 

Beked  Sweet  Potatoes,  Stewed  Fomatoes, 
Fried  Psrtnipe.  Sweet  Corn, 

Ftloassee  of  Chicken,  with  Peas, 

Macaroni,  a  la  Itallenne. 
Appple  Fritters  M  Ine  Sance. 

Lettuce  Salad. 

Spanieh  Olives.  Gherkins.  Chow  Chow. 

Pickled  Unions.  Bluffed  Mangoes. 

Cottage  Pudding,  Hard  Sance.  Apple  Pie. 

Florida  Urangee.  Apples.  Bananas. 

Ice  Cream.  FlgatnCorclsl.  Preserved  Fruits. 
Assorted  Cake.  Raisins.  Marmalale. 

Dry  Canton  Ginger. 

Engltoh,  Oranam  and  Oatmeal  Waters.  I 
Boqnefert  and  Edam  Cheese.  Bent's  Crackers,  i 


PasBtng  from  tbe  Alhambra  the  next  oar 
'eached  to  the  magnificent  Ixlon.  The  eqnlo- 
nent  of  this  is  snperb.  The  wood  is  hand- 
omely  osrved  and  the  luxurious  seats  are  uo- 
lolstertd  in  exquisite  Nile  green  plash.  The 
loors  are  all  covered  with  heavy  velvet  oar- 
letE,  and  nothing  known  to  make  railroad 
ravel  comfortable  to  wanting. 


two  drawing  rooms  and  twelve  eeotlons  of 
carved  national 
Tbe  Ixlen  and  Cbsrmlon  were  In  the 
Florida  servloe  last  sesBon.  and  have  been 


T€t  M#D  in  t tie  South  la  the  Ideal,  thedratv- 
leg  room  car  of  the  train.  Nothing  approaoh- 
O'  elegance  has 

ever  before  been  made*  Tnis  car  wnn  f  hu 
at  the  Parts  Exposition-  It  Is  aablividadVnto 
8lx  drawl  nir  rooms,  each  of  which  is  a  hand. 

apartment  In  it.elf.  Each 
fvf,  a^lff«rent  colored  wood,  and 

the  upbolpterinff,  which  Is  of  tbe  finest  and 
fctylei  shows  a  variety  of  pat« 

r.?ShaMS‘arn7«  ««» 

THE  ALVAT. 

'K*  ®“''-  •*  *  combination  ob- 
“^1*“*^*“*  apartment.  A  library, 
with  several  bundled  copies  of  standard  novels 
‘^®  Writing  oosks 

sre  oonvonlentiv  at 
*‘*T,'*'  *5..  ••*®  P»radl8«  of  smokers. 

Garchons  can  be 
8mro«dlnM.‘’®'''®®  ““‘“rt  •“various 

““••>«  first  trip  received  the 
kindest  attention.  Mr  T.  H.  Pemoerton  who 
Condnetor  sTt? 
S*  **'®  Cfi»rleston  and  Bavannah 
of  fh  f^*ry  effort  to  add  to  the  conve. 


/13 


TBV  ZpriTSD  TfiAIV  PAM  SXOMLLMSCS. 

If  you  ]>•▼«  neyer  traveled  Wait  on  the  New- 
Tork  and  Cliloap>  Limited,  via  the  sieat  fonr- 
traok  New-York  Central,  yon  have  never  ezperl- 
eneed  the  pleaiures'df  travel  under  themoet 
veifect  modem  conditions. 

^be  -  limited''  leaves  Grand  Central  Statioa 
•very  -^y  at  10  A.  M.,  arrlvlnj;  Chloaso  9:45 
Bextmmnlu. 

The  new  Wagner  perfected  vestlhi^ 
u  feature  of  the  s — '  - 


estlhiUa  is  a  « 
— JKHaONM. 


IBS  WAOKSR  PSRXSOTMD  TSBTIBVLB 
OB  ALL  BXPSSS8  IRAIBB  OF  IBS 
BXir^TOBX  OSBTRAL. 

The  Jfew-York  Central  maintains  a  servloe  of 
eli^t  magnUoent  express  trains  West  every  day 
In  the  year.  Including  Its  'three  tamoos  “  limit¬ 
ed”  trains.  A  eonsplonons  feature  of  this  serv- 
1m  la  the  perfeotsd  Wagner  vestibule,  the  supe- 
itority  of  v^ob  <io  aU  other  vestlbnllag  devices 
Is  ^i^ntMtabla  A  trial  wUl  olearly  demon- 


•nced  the  pleasures  of  travel  under  the  most  per¬ 
fect  modern  conditions 

The  ••  Limited  "  leaves  Grand  Central  dtatlon 
•very  day  at  10:00  A.  H.,  arriving  Chicago  0:45 
next  morning.  ^ 

The  new  Wagner  perf^ed  vestibule  IS  a  con¬ 
spicuous  feature  of  thdTOPWfe.-^2lWt, 


.  A  TIPS  OF  MODSSB  DBTBLOPXBBT. 

The  North  Bhore  limited— tim  only  afternoon 
“limited"  train  out  of  New-York  for  points 
Westi-leaves  Grand  Central  Btatlon,  via  New- 
TTork  Central,  at 
dl  deportmento 
ts^way  aerWor 
%tlre  train 
footed  VMttt* 


hlgbMt  d 

jdirjeqnlj|||P€>d^th  new  Wagner  per- 


y-f/ 


PITTSBURG  AND  WESTERN, 


UNDER  B.  AND  O.  CONTROL.  \ 


Directors  Can  Not  Possibly  Gain  Immediate 
Control  of  the  H.  and  O. 

Baitiuobe,  Md.,  Feb.  1.— The  American 
will  print  the  following  to-morrow  snent  the 
control  of  tljp  Pittsburg  and  Western  Bailroad 
by  the  Baltimore  and  Ohio  Bailroad  Com¬ 
pany:  “As  a  matter  of  protection  to  the  big 
block  of  B,  and  0.  stock  taken  by  the  owners 
of  the  Pittsburg  and  Western  in  exchange  for 
their  control  of  that  system  they  will  be  given 
representation  in  the  B.  and  O.  board  of 
directors.  They  cannot  possibly  get  control 
of  the  B.  and  O.  for  two  years  at  the 
least,  should  they  aspire  to  do  so, 
without  the  consent  of  the  pres¬ 
ent  managers,  because  President  Mayer 
holds  control  of  more  than  a  majority  of  the 
new  and  old  issues  of  common  and  preferred 
I  stock  under  the  scheme  he  arranged  last  sum¬ 
mer,  when  he  secured  the  trusteeship  for 
about  110,000  shares.  The  Pittsburg  people 
will  get  three  seats  in  the  Baltimore  and  Ohio 
board,  and  Hr.  George  C.  finkms  and  Maurice 
Gregg  will  retire.  After  idl  the  expenses  of 
the  Baltimore  and  Ohio  were  paid  last  year 
three  was  a  clear  9  per  cent  left  and,  al¬ 
though  many  large  stockholders  urged  Presi¬ 
dent  Mayer  to  pay  something,  he 
positively  refused  to  do  so.  Some 

of  these  people  bad  to  throw  over 

their  Baltimore  and  Ohio  stock  because  it 
would  not  be  accepted  os  collateral  in  the 
dark  days  of  the  last  half  of  November  and 
all  through  December.  Mr.  Andrew  Carnegie, 
who  is  the  largest  stockholder  of  Pittsburg 
and  Western  stock  and  securities,  will  prob¬ 
ably  be  one  of  the  new  direetors.  As  the  | 
chief  owner  of  the  Edgar  Thompson  steel 
works  and  the  Homestead  works,  two  of 
the  largest  producing  concerns  and 
biggest  freight  shippers  in  America,  his 
close  identification  with  the  Baltimore  and 
I  Ohio,  will  be  of  immense  advantage.  Mr. 
Henry  W.  Oliver,  President  of  the  Pittsburg 
and  Western,  and  Mr.  So]on  Humphreys,  one 
of  the  directors,  will  also  probably  be  given 
seats  in  the  Board  of  Direetors  at  the  Balti¬ 
more  and  Ohio.  Mr.  Oliver  is  a  partner  in 
the  firm  of  Oliver  Bros.,  large  ir«n  dealers  in 
Pittsburg.  With  the  retirement  of  Directors 
Eeim,  Jenkins  and  Gregft,  the  vaaancy  caused 
by  the  death  of  Mr.  D.  H.  Miller,  President 
Mayer  will  have  four  seats  in  tile  board  for 
bis  new  allies.  ; 

PiTTSBUBo,  Pa.,  Feb.  1.--H.  W.  Oliver, 
president  of  the  Pittsburg  and  Western  Boad, 
was  interviewed  to-night  aud  plied  with  ques¬ 
tions  regarding  the  reported  sale  of  that  road 
to  the  B.  and  0.  He  positivoly  refused  to 
answer  any  questions  afiikming  or  denying 
the  rumor. 


The  Pittsburg  and  Western  in  New  Hands, 
and  Great  Besnlts  Are  Expected. 

New  Yobk,  Jan.  31.— The  Tribune  will  say 
in  to-morrow’s  paper:  “The  control  of  the 
Pittsburg  and  Western  has  been  obtained  by 
the  Baltimore  and  Ohio  Railroad  Company. 
The  Baltimore  and  Ohio,  it  is  understood,  has 
agreed  that  rates  in  the  Pittsburg  district 
shall  rise  and  fall  with  those  in  oiher  districts, 
and  that  Pittsburg  shall  not  bo  dis¬ 
criminated  against.  The  Pittsburg  and 
Western  is  to  be  double-tracked  at 
once,  in  order  to  meet  the  demands  of  the 
new  trafiSo  which  is  to  crowd  upon  it  at  once. 
The  Baltimore  and  Ohio  Railroad  Company 
receives  the  Pittsburg  and  Western  free  from 
all  floating  debt  aud  without  the  expenditure 
of  one  dollar  in  cash.  From  the  beginning  of 
the  negotiations  it  was  stipulated  that  pay¬ 
ment  should  bo  made  in  stock  of  the 
Baltimore  and  Ohio  Company  at  par. 
The  new  element  which  thus 
enters  into  the  '  Baltimore  and 

Ohio,  and  the  through  line  to  Chicago,  soon 
to  be  one  of  the  results  flowing  from  it,  will 
probably  exert  a  commanding  influence  here¬ 
after  upon  the  general  railroad  situation  of 
the  country.  The  Baltimore  and  Ohio’s 
through  traffic,  now  going  a  circuitous  route 
by  way  of  Wheeling,  is  at  once  to  be  passed 
over  the  Pittsburg  and  Western  Lino,  saving 
nearly  one  hundred  miles  haul.  The  papers 
'  wore  signed  in  Baltimore  to-day,  Mr.  Oliver, 
^president  of  the  Pittsburg  and  Western,  hav- 
fing  conducted  the  negotiations  there  during 
'the  last  few  days.’’ 


PULLMAN  PARLOR  CARS,  CHICAGO  TO 
ST.  LOUIS. 

To  meet  the  requirements  of  the  superior  class 
of  passengers  who  tra  ’  --.i  * 

Louis,  Hot  Springs,  I 


el  between  Chicago  and  Si 


uuu.-  -r-— -. _  - winter  resorts 

of  Texas  and  the  South,  the  Chicago  and  A"  " 
B.  will  put  ir - - - *-  . . -  “ 


.  —  _ _ ...  day  trains  between 

Chicago  and  St.  Louis,  commencing  Monday, 
Feb.  i.  Pullman  buffet  parlor  cars,  especialu 
built  for  its  line.  Through  Pullman  coupon  berth 
tickets  can  now  be  purchased  in  its  Chicago 
offices,  which  precludes  the  necessity  of  passen¬ 
gers  procuringsnd  paying  for  sleeping  car  tickets 
at  St.  Louts.  This  is  a  privilege  that  can  be  en¬ 
joyed  only  Uking  the  Alton,  a  - 


night  trains  fi 


Iman  service 
m  Chloago. 


u  both  morning  au< 
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i  TALK  ABOUT  B.  AND  O.’S  PURCHASE. 

*'  Baltimore,  Fob.  1  (Special).— The  Tribune’s  announo«i 
ment  tliat  the  Baltimore  and  Ohio  Itollroad  Company 
had  acquired  control  of  the  Fitteburg  and  Western 
llpes  cansed  considerable  talh  here  to-day.  Balti¬ 
more  and  Ohio  oflicials  would  neither  deily  nor  afllrm 
the  statement  President  Mayer  said  that  the  Balti¬ 
more  and  Ohio  had  not  bought  any  railroads  of  late. 
Other  olUclals  Intimated  tliat  there  bad  been  a  deal, 
but  they  would  not  talk  about  It.  “The  American  ' 
In  Its  railroad  column  says :  “  The  negotiations  were 
conducted  by  President  Mayer,  President  OUver  and 
Vice-President  Thomas  M.  King.  Scvei-al  efforts  were 
made  during  the  last  two  weeks  to  get  from  leading 
officers  ol  tne  Baltimore  and  Ohio  some  statement  iff 
the  transaction,  gome  of  tliem  denied  that  anything 
was  being  done,  and  others  stated  tliat  It  was  only  a 
renewal  of  yearly  arrangements  about  freight,  passen¬ 
gers  and  allotments  of  business.  It  Is  quite  evident 
that  the  purchase  had  been  made  by  on  additional  Issue 
of  the  common  stuck  of  the  Baltimore  and  tlliio.” 

Pittsburg,  Feb.  a.— H.  W.  Oliver,  pixisident  of  tbs 
Plttsbiu-g  and  Western  Railroad,  was  asked  to-night 
regarding  tbe  reported  sale  of  that  road  to  the  B.  and  O. 
He  posltlvelT  refused  to  answer  any  questions,  affirming 
or  denying  the  rumor.  Fourth-ave.  brohers,  however, 
state  that  such  negotiations  have  been  going  on  for 
some  time,  and  they  have  no  doubt  the  sale  has  been 
oompleted.  . 


PITTSmSe  BESTS  IN  B.  AND  O.  DIRECTORT. 

Baltlmere,  Feb.  1.— “The  American”  will  print  a 
story  to-morrow ,  concerning  the  control  ol  the  Pitts¬ 
burg  flhd  Western  Railroad  by  the  Baltimore  and  Ohio 
Railroad  Company,  in  which  It  says  that  as  a'  matter 
ol  protection  to  the  big  block,  of  B.  &  O.  stock  taken  by 
the  owners  of  the  Pittsburg  and  Western  In  ex¬ 
change  for  their  control  of  that  system,  they  will  re¬ 
ceive  representation  In  the  B.  and  O.  Board  ol  Di¬ 
rectors.  They  cannot  possibly  get  control  ol  the  B.  and 
O.  for  two  years  at  the  least,  should  they  aspire  to  do 
so,  without  the  consent  ol  Oie  present  managers,  be¬ 
cause  President  Mayer  holds  control  of  more  tlian  a 
majority  of  the  new  and  old  Issues  ol  eommon  and 
preferred  stock  under  the  scheme  he  arranged  last 
summer,  when  he  secured  the  trusteeship  for  about 
I  110,000  shares.  The  Pittsburg  people  will  get  three 
seats  In  the  B.  and  O.  board,  and  George  C.  Jenkins 


/a/ re/!-  dPee/fA/ 

A  HARMONY  IN  FORM  AND  COLOR. 

Card  parties  are  common  enough,  espeoially 
just  before  hient,  but  oar  parties  are  novelties. 

Now,  if  you  do  not  know  what  a  oar  party 
is  just  run  over — or  you  may  ride — to  the 
Union  Depot  to-day,  some  time  from  12  until 
8  o’clock,  and  look  at  a  train  of  the  Chicago 
and  Alton  Road  there  on  exhibition.  George 
J.  Charlton  will  do  the  honors,  assisted  by 
those  two  beautiful  rosebuds,  “Majestic”  and 
“Teutonic.”  These  fair  debutantes  in  the 
railroad  world  are  two  oars  excelling  any¬ 
thing  in  the  way  of  a  public  convey¬ 
ance  the  Pullman  Palace  Car  Company  has 
ever  turned  out  of  its  shops.  These  cars  are 
named  after  the  celebrated  ocean  steamers, 
because  they  are  not  to  be  beaten.  The  Alton 
Road,  in  its  desire  to  keep  pace  with  the  com¬ 
forts  and  ingenuity  of  the  nineteenth  century, 


and  cost  84U,U00 each, They  are  muni 
man  standard  six-wheel  trucks. 
Allen  paper  wheels;  are  provided 


laper  wheels;  are  provided  with  Black- 
couplers  and  platforms,  vestibuled  at 
□d,  and  fitted  with  the  Wostinglioaso 
breaks  and  air  signals.  The  trimmings 


ad  Maurice  Gregg  wlil  retire.  Andrew  Carnegie.  It 
iys,  who  Is  the  largest  holder  of  IMttsburg  and  West- 
m  stock  and  securities,  will  probably  be  one  of  the 
ew  directors. 
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PALACE  CARS  IN  ASHES. 

St.  Louis,  Mo..  Feb.  i,.— Special  Telegram.— 
Fire  to-night  destroyed  the  Pullman  car  shops 
and  other  property  to  the  amount  of  *250,000. 
The  fire  started  at  11.45  o’clock  in  the  Pull¬ 
man  shops  and  snread  so  rapidly  that  it  was 
necessary  to  send  in  a  general  alarm  and  put 
the  entire  department  at  work.  At  1  o’clock 
|ho  fire  is  still  burning  fiercely,"  but  is  under 
control.  The  shops  were  entirely  destroyed 
with  their  contents,  eleven  cars  in  various 
stages  of  completion,  and  about  *50,000  worth 
of  tools  and  machinery.  The  Pullman  row  of 
small  dwellings,  occupied  by  employes,  was 
also  destroyed,  and  there  wore  several  narrow 
escapes  but  no  loss  of  life. 


triple  breaks  and  air  signals.  The  trimmings 
are  of  bronze  metal. 

Each  car  is  divided  into  four  parts,  a  draw¬ 
ing-room,  six  sleeping  sections,  four  private 
apartments,  and  a  largo  and  commodious 
smoking  and  toilet  room  for  gentlemen. 

I  The  cars  are  lighted  throughout  with  the 
Pintsch  gas  system.  Each  drawing-room  and 
each  private  compartment  is  provided  with 
a  oompioie  toilet,  hot  and  cold  water.  The 
wash-stands  are  of  white  metal,  particular 
attention  being  directed  to  an  improvement 
in  the  ladies’  toilet-room,  which  has  been 
made  much  larger  than  the  usual  toilet-room, 
and  provided  with  all  modern  oonvoniencas. 
The  drawing-room  has  a  i  rocade  finish  of 
ivory  tint  and  gilt,  the  upholstery,  draperies, 
and  panels  being  of  steel  gray  plush.  The 
BIX  sleeping  sections  are  finished  in  Mexican 
mahogany,  Spanish  red  glace  plnsh  up¬ 
holstery,  with  plush  panels  and  draperies  to 
correspond,  the  ceiling  being  in  two  shades  of 
brown.  Compartment  room  A  has  a  brocade 
finish  of  ivory  tint  and  gilt,  tho  upholsterv 
being  in  ashes  of  roses,  with  plush  panels  and 
draperies  to  match.  Compartment  room  B 
has  a  brocade  finish  of  a  light  green  tint  and 
gilt,  on  white  mahogany,  the  upholsterv,  ceil¬ 
ing,  plush  panels  and  draperies  to  match. 
Compartment  room  C  has  a  brocade  finish  of 
rose  tint  and  gilt  on  white  mahogany,  tho  up¬ 
holstery,  ceiling,  draperies,  and  plush  panels 
to  match.  Compartment  room  D  is  finished 
in  white  mahogany  of  light  old  gold  plush, 
upholstery,  plush  panels,  and  draperv  to 
match.  The  oeiling  in  this  room  is  of  au  ivory 
tint. 

The  gentlemen’s  smoking  and  toilet  room  is 
i  entirely  inclosed,  and  is  finished  in  Mexican 
mahogany,  with  red  glace  plush  upholstery 
and  draperies  to  match,  embossed  and  deco¬ 
rated  leather  panels.  One  of  these  cars  with 
a  Pullman  vostibnlc  sixteen  section  buffet 
Bleeping  car,  finished  in  peacock  blue,  with 
I  draperies  to  match,  will  bo  run  in  each  nigh, 
train  between  Chicago  and  BL  Louis. 


75" 


Magnlfloent  Sleeping-Cars  Pat  in  Service 
by  the  Chicago  and  Alton. 

The  Chicago  and  Alton  was  the  first  railway 
which  placed  sleeping-cars  on  its  line.  Ever 
since  it  has  been  its  endeavor  to  surpass  any 
other  railway  as  regards  the  excellence  of  its 
cars  and  to  keep  pace  with  tho  latest  improve¬ 
ments  in  sleeping-car  service.  The  new  com¬ 
partment  sleepers  just  turned  out  of  the  Pull¬ 
man  shops  for  the  Chicago  and  Alton,  which 
will  be  on  exhibition  at  the  West  Side  passen¬ 
ger  station  this  afternoon,  are  said  to  be 
ahead  of  anything  that  has  erer 
been  put  on  wheels.  The  two  oars  which  will  : 
bo  on  exhibition  are  named  the  “Majestic" 
and  “  Teutonic,”  after  tbe  celebrated  ocean 
steamshiM.  They  are  seventy  feet  long, 
weigh  100,0(X)  pounds,  and  cost  $40, (XIO  each ; 
mounted  on  Pullman  standard  six-wheel 
trucks,  with  thirty-eight-inch  Allen  paper 
wheels ;  provided  with  fflackstone  couplers  and 
platforms,  vestibuled  at  each  end,  and  fitted 
with  Westinghouse  triple  breaks  and  air  sig¬ 
nals.  The  trimmings  are  bronze  metai.  Each, 
car  is  divided  into  four  parts — a  drawing¬ 
room,  six  sleeping  sections,  four  private  com¬ 
partments,  and  a  large  and  commodious 
smoking  and  toilet-room  for  gentlemen. 

The  cars  are  illuminated  throughout  with 
:  patent  gaslights.  Each  drawing-room  and 
I  private  compartment  is  provided  with  a  com¬ 
plete  toilet,  hot  and  cold  water,  and  the  wash- 
stands  are  of  white  metal.  The  ladies’  toilet 
is  much  larger  than  those  in  ordinary 
,  sleepers,  ani^rovided  with  all  modern  con- 
,  veniences,  'The  drawing-room  has  a  brocade 
1  finish  of  ivory  tint  and  gilt,  and  the  upholstery, 
draperies,  and  panels  are  of  steel-gray  plusL 
I  The  six  sleeping  sections  are  finish^  in  Mexi¬ 
can  mahogany,  Spanish  red  glace  plush  up¬ 
holstery,  with  plush  panels  and  draperies  to 
I  match.  Each  compartment  is  finished 
in  different  colors.  Compartment  A  has 
a  brocade  finish  of  ivory  tint  and 
'  gilt,  the  upholstery  being  in  ashes 
of  roses,  with  plush  panels  and  draperies  to 
mateh.  Compartment  B  has  a  broc^e  finish 
of  light  green  tint  and  gilt,  on  white  mahog¬ 
any,  with  upholstery,  etc.,  to  match.  Com- 
partinent  C  has  a  brocade  finish  of  ruse  tint 
and  gilt  on  white  mahogany,  the  upholstery, 
etc.,  to  match.  Compartment  i)  is  finished  in 
white  mahogany  of  light  old  gold  plush,  with 
^rniture  and  hangings  to  match ;  the  ceiling 
in  this  room  is  of  an  ivory  tint. 

The  gentlemen’s  smoking  and  toilet  room 
is  entirely  inclosed,  and  is  finished  in  Mexi¬ 
can  mahogany,  with  red  glace  plush  uphol¬ 
stery  and  draperies,  embossed  and  decorated 
leather  panels.  Each  car  is  supplied  with  a 
buffet  finished  in  the  highest  style  of  art.  The 
new  cars  will  be  placed  in  service  between 
Chicago  and  St.  Loui.s. 


TWO  HANDSOME  CARS. 

The  Pullman  Company  has  turned  out 
something  now  and  handsome  during  tho  past 
few  days.  Pbrhaps  tho  finest  parlor  cars  the 
company  has  ever  turned  out  of  Its  shops  are 
the  twin  cars,  Eyolyn  and  Mercedes,  which 
have  been  placecl  in  ser^’ie  on  tho.  day  trains 
of  the  Chicago  and  Alto,  Railroad  between 
Chicago  and  SL  Louis.  •.  ey  are  sixty-four 
feet  in  length,  vestibuled,  a,  *  contain  sixteen 
revolving  and  six  wicker  eVairs.  Both  the 
Evelyn  and  Mercedes  contain  the  latest  im¬ 
provement,  an  open  drawing-room,  and  are 
fitted  with  commodious  smoking-room  and 
buffoL  Wide  and  spacious  bay  vnudows  oc¬ 
cupy  most  of  the  wall  space,  and  each  oar 
■  contains  a  well-selected  library.  The  interium 
are  finished  in  mahogany,  old-gold,  and  ’jiu^ 

1  plush,  and  the  chaizs  are  upholstered  in  v.  lute 
deoaratlons  exhibit 


i 
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A  BIG  RAILWAY  COK QUEST.. 


BALTIMORE  AND  OHIO’S  MASTERSTROKE.  | 

CONTROIi  OP  THE  PITTSBURG  AND  WESTERN 
SECURED- AN  AEUANCE  WITH  SOME 
GREAT  MANUFACTURERS. 

In  the  striking  changes  which  have  occurred 
in  the  railway  world  during  the  last  few  months 
the  trunk  lines  have  taken  little  or  no  part.  It 
has  Ijeen  thought  that  each  liad  secured  its 
territory  and  made  the  consolidations  and  pur¬ 
chases  necessary  for  permanent  success  and  regu¬ 
lar  dividends.  Such,  no  doubt,  was  the  case  as 
far  as  the  -principal  trunk  lines  were  concerned ; 
but  it  is  now  clear  that  one  of  these,  the  Balti¬ 
more  and  Ohio,  still  needed  to  make  one  important  , 
capture,  and  this  it  has  now  succeeded  in  doing.  ' 

To  understand  the  situation  clearly  it  is  only  ' 
necessary  to  glance  at  the  railway  map.  The  line 
of  the  Baltimore  and  Ohio  from  Chicago  reaches 
Chicago  Junction  about  200  miles  east  of  Chicago, 
whence  it  diverges  southward  toward  Wheeling. 

A  ;ontinuatiotn  in  a  straight  line  westward  fi-om 
Chicago  .Tunotion  to  Akron,  a  distance  of  only 
seventy  miles,  would  enable  it  to  reach  the  Pitts¬ 
burg  and  Western  system. 

Parties  in  its  interest  have  been  quietly  com¬ 
pleting  this  link  during  the  last  year,  and  it  is 
to  be  opened  for  traffic  in  March.  Another  line 
from  the  West,  which,  will  have  important  con¬ 
nections  to  St.  Louis,  is  also  approaching  com¬ 
pletion,  and  this  also  connects  with  the  Pittsburg 
and  Western  system  at  Akron.  The  Baltimore 
and  Ohio  was  therefore  owner  of  the  line  from 
the  seaboard  to  Pittsburg  and  from  Chicago 
to  Alcron,  Ohio. 

The  Pittsburg  and  Western,  extending  from 
Pittsburg  to  Akron  and  oonstituling  a  funnel 
over  which  all  through  trains  of  the  Baltimore 
and  Ohio  were  compelled  to  pass,  was  not  theirs. 
In  addition  to  this,  the  Pittsburg  and  Western 
line  extended  to  the  fine  harbor  of  Falrport  oii 
Lake  Erie,  which  gave  it  control  of  an  enormous 
lake  tonnage,  the  shipments  for  this  year  from 
Shlrport  having  almost  reached  those  of  Cleve¬ 
land.  All  this  now  becomes  part  of  the  Balti¬ 
more  and  Ohio  system. 

The  new  line  from  Chicago  to  Pittsburg  over 
the  Pittsburg  and  Western  is  said  to  be  superior 
to  the  Pittsburg,  Fort  Wayne  and  Chicago,  the 
distance  befcig  practically  the  same.  Upon  the 
completion  of  the  line  from  Akron  to  Chicago 
Junction,  sixty  days  hence,  the  Baltimore  and 
Ohio  will  be  in  a  position  to  divide  the  entire 
traffic  between  Pittsburg  and  Chicago  with  the 
Pennsylvania  line,  and  become  in  every  respect 
a  competitor  upon  equal  terms  for  the  Western  , 
through  traffic  to  the  seaboard. 


Tliere  is  another  factor  in  this  lmporto.nt  step 
which  niay  pass  without  the  notice  it  deserves. 
The  control  of  the  Pittsburg  and  Western  has 
been  obtained,  not  tlirongh  purchase,  bgt  by  ex¬ 
change  for  Baltimore  and  Ohio  stock  of  the  stock 
held  by  tlie  leading  manufacturers  of  Viun.irg 
in  the  Pittsburg  and  Western,  who  constructed 
this  road  in  order  to  prevent  Pittsburg  from  being 
unjustly .  discriminated  against  in  the  matter  of 
freight  rates.  These  parties  control  the  traffic 
of  the  district,  and  their  alFianoe  with  the  Balti 
more  and  Ohio  as  holders  of  its  stock  may  be 
regarded  as  equally  important  as  the  through 
route  itself,  which  has’  lieen  so  quietly  aoijulred. 

The  principal  firms  in  Pittsburg,  it  is  said,  have 
Intimated  that  they  intend  to  hold  their  shares 
and  do  their  best  to  promote  the  interests  of  the 
Baltimore  and  Ohio  line.  The  Baltimore  and 
Ohio,  upon  its  part,  it  is  understood,  has  agreed 
that  rates  in  the  Pittsburg  district  sliall  rise  and 
fall  with  those  in  other  districts,  and  that  Pitts¬ 
burg  shall  not  be  discriminated  against.  As  the 
manufacturers  of  Pittsburg  had  no  desire  to  en¬ 
gage  in  railway  management  beyond  the  extent 
necessary  to  secure  this,  they  were  perfectly  will¬ 
ing  to  surrender  control  and  monagement  of  the 
property  to  the  Baltimore  and  Ohio,  believing  that 
In  BO  doing  and  in  strengthening  that  corporation 
the  interests  of  the  city  of  Pittsburg  would  be 
best  promoted. 

The  Importance  of  Pittsburg  as  a  railway  oen- 
1  tre  is  little  appreciated ;  its  railroad  tonnage  is 
;  enormous,  and  js  said  to  exceed  that  of  New-York 
and  Philadelphia  combined.  -Duririg  the  last 
year  more  than  six  millions  of  tons  of  coke  alone 
were  shipped  by  rail  from  the  Connellsvllle  re¬ 
gion,  almost  all  of  which  is  manufactured  by  the 
I  new  shareholders  of  the  Baltimore  and  Ohio,  who 
I  are  also  the  chief  makers  of  iron  and  steel,  em¬ 
bracing  a  total  tonnage  fuUy  equal  to  that  of 
i  coke. 

■  ■  The  Pittsburg  and  Western  is  to  be  double- 
tracked,  in  order  to  meet  the  demands  of  the 
new  traffic  which  is  to  crowd  upon  it,  at  once. 
The  result  of  these  negotiations  is  said  to  be 
equally  satisfactory  to  both  parties,  the  .manu¬ 
facturers  of  Pittsburg  being  delighted  to  invest  in 
Baltimore  and  Ohio  stock  under  its  present  able 
and  conserva;tive  management.  It  goes  without 
saying  that  the  Baltimore  and  Ohio  management 
is  equally  pleased  with  the  valuable  alliance  it 
has  been  able  to  make.  The  Baltimore  and  Ohio 
Railroad  Company  receives  the  Pittsburg  and 
Western  free  from  all  floating  debt  and  without 
the  expenditure  of  one  dollar  In  cash.  Indeed,  P 
is  doubtful  whether  the  rich  Pittsburg  manufact¬ 
urers  could  have  been  induced  to  sell  their  stock 
for  cash.  From  the  beginning  of  the  negotiations 
it  was  stipulated  that  payment  should  be  made  in 
stock  of  the  Baltimore  and  Ohio  Company  at  par. 

The  new  clement  which  thus  enters  into  the 
Baltimore  and  Ohio  Company,  and  the  thr.ough 
line  to  Chicago,  soon  to  be  one  of  the  results  flow¬ 
ing  from  it,  will  probably  exert  a  corainanding 
influence  hereafter  upon  the  general  railroad  sit¬ 
uation  of  the  couhtry.  Certainly  no  line  in  the 
country  can  boast  of  a  list  of  shareholders  as 
freight  producers  equal  to  those  which  have  .lust 
allied  themselves  with  the  Baltimore  and  Ohio— 
the  through  traffic  of  which,  now  going  a  cir- 
cuituous  route  by  way  of  Wheeling,  is  at  once 
to  he  passed  over  the  Pittsburg  and  Western  line, 
saving  nearly  100  miles  haulage.  The  papers 
making  this  merger  of  interests  were  signed  in 
^Itlmore  yesterday,  Mr.  Oliver,  president  of  tJic 
Pittsburg  and  Western,  having  conducted  the 
negotiations  there  during  the  last  few  days. 
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BBFOaS  UNCLB  S&M.  t 
A  Correct  Report  of  What  Was  Done 

thla  Trlbaual  Teaterday.  ^ 

At  ibe  sesaion  of  the  United  States  court 
held  yesterday  the  followiog  business  was 
disposed  of: 

The  United  States  vs.  Edward  ■Williams. 
Further  plea  in  abatement;  after  hearing 
issue  joined  the  within  plea  is  sustained 
and  Indictment  is  abated. 

Charles  H.  Hall  pleaded  not  guilty  to  the 
charge  of  refusing  to  anstrer  the  questions 
propounded  by  the  census  enumerator. 
I'he  case  was  then  given  to  the  foliowing 

Jury  which  brought  a  verdict  of  not  guilty: 

ankson  Hippard,  A.  P.  Hurd,  Klchard 
Osin,  Joseph  Greeu,  Jr.,  John  W.  Tomp¬ 
kins,  George  Hill,  S.  Gumpert,  J.  W.  O. 
Peters,  H.  C.  Noah,  Edward  Renault, 
George  P.  Jones  and  D.  M.  Kodefl'er. 

A  Unal  decree'  was  rendered  in  the  bill 
for  relief,  etc  ,  of  Herbert  Murphy  vs. 
Alachua  county,  the  court  ordering  that 
defendant  pay  tha  plaintiff  the  sum  of 
$1,551.62  in  payment  for  the  ocurt-honse 
bnllt  for  defendaut,  defendant  to  pay  de¬ 
cree  and  cost}  within  thirty  days  from 
date  hereof  and  lu  defanlt  thereof  execu¬ 
tion  to  issue.  W.  W.  Hampton  and  E.  K. 
Poster  appeared  for  plaintiff  and  Taylor 
&  Sanchez  and  Fleming  &  Daniel  for 
defendant. 

In  the  case  of  W.  B  lyard  Cuttlug  vs. 
the  T.,  O.  &  A.  railroad.  On 
a  motion  of  complainant  with  con¬ 
sent  of  the  defendant,  it  was 
ordered  that  balance  due  by  the  said 
railroad  for  wages  due  employes,  accrniog 
within  six  months  prior  to  the  appoint¬ 
ment  of  the  receiver,  and  for  traffic  bal¬ 
ances  due  other  railroads,  and  balances 
due  the  PuUnmn  Parnnmimnv  and  Rogers’ 
LioconrottVS'flnd  Machine  works,  per  re- 

Bort  as  shown  by  master,  l>e  declared  a 
en  on  the  property  of  the  defendant  com¬ 
pany  of  higher  digoity  than  the  lien  of 
oomplaioant,  and  the  amounts  thereof  to  be 
ascertained  by  proper  vouchers,  be  paid 
out  of  the  proceeds  of  the  sale  of  the  prop¬ 
erty  now  being  advertised,  before  the 
claim  of  the  complainant. 
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NOT  LEASED  BY  T1^/b7  AND  O. 
Buiuor*  Kegarding  the  W.  N.  Y.  and  P.  Em- 
pliatically  Penied. 

Philadelphia.  Pa.,  Feb.  8.-The  rumor 
that  the  Western  New  York  and  Pennsylvania 
Railroad,  or  some  portion  of  it,  has  been 
leased  for  a  term  of  years  by  the  Baltimore 
and  Ohio,  is  officially  denied.  An  inquiry  at 
the  offices  of  tUo  former  company  in  this  city 
elicited  the  Information  that  not  only  has  no 
such  lease  been  cfTectcd  but  that  no  negotia- 
fiatious  looking  toward  that  end  are 
in  progress,  and  the  subject  has  not 
been  even  thought  of.  Now,  however,  that 
the  Balliraoro  and  Ohio  has  secured  posses- 
eion  of  the  Ilttsburg  and  Western,  it  is  not 
nnUkoly  that  the  subject  of  a  traffic  agree¬ 
ment  between  the  Baltimore  and  Ohio  and 
the  Western  New  York  and  Pennsylvania 
which  could  be  made  to  the  advantage  of  both 
eratton**”*  be  held  under  serious  consid- 


More  than  usual  interest  has  iieen  drawn  in  the  last 
year  to  the  question  of  car  lighting.  The  investigations 
of  several  of  the  large  roads  have  led  to  radical  changes, 
substituting  gas  for  kerosene  lamps;  and  gas  has  been 
put  into  many  Pullman  and  Wagner  coaches  as  well. 
W  e  do  not  hear,  however,  of  much  progress  in  electric 
lighting.  When  we  consider  the  sums  that  are  .spent  in 
upholstery  and  decorations  that  add  nothing  tocoinfort, 
health  or  .safety,  and  the  comparative  indifference  to 
those  really  important  matters,  we  are  reminded  of  Her¬ 
bert  Spencer’s  generalization  that  “in  order  of  tlmedecor- 
atlon  precedes  dress.”  The  evolution  of  the  railroad  car 
goes  on  in  the  same  barliaric  way  as  the  evolution  of  dress. 
Every  sign  that  Horid  decoration  is  being  made  second 
to  utility  is  a  sign  of  real  progress.  Perhaps  the  intro¬ 
duction  of  gas  will  be  hastened  by  tlie  fact  that  many  of 
the  later  designs  of  gas  lamps  have  been  made  highly 
decorative.  One  would  suppo.se  that  every  railroad  offi¬ 
cer  would  wish  to  get  rid  of  a  ligiiting  apparatus  so 
dirty,  bad-smelliiig  and  hard  to  keep  in  order  as  a  kero¬ 
sene  lamp.  If  it  gave  adequate  light  it  would  liave 
more  friends,  but  as  a  matter  of  fact  it  is  notoriously  in¬ 
adequate,  especially  on  sleeping  cars.  Day  coaches  run 
in  suburban  traffic,  even  where  kerosene  lamps  are  still 
used,  are,  as  a  rule,  lietter  lighted  than  the  most  magnifi¬ 
cent  “Pullmans"  in  which  one  must  often  pass  long 
evenings  in  dismal  splendor.  All  this  is  aside  from  the 
question  of  safety.  We  have  made  a  hasty  e.xamination 
of  the  Hailroad  Gazette  record  of  train  accidents  for  the 
last  three  years.  We  have  not  gone  back  to  1887,  which 
year  was  marked  by  some  terrible  fires.  We  find  re¬ 
corded  in  that  time  2H  cases  in  whicli  passenger  trains 
have  been  in  whole  or  in  part  destroyed  by  fire,  and 
in  tour  of  those  cases  the  fire  is  reported  to  have 
started  from  kerosene  lamps.  In  many  of  the  other 
eases  the  origin  of  the  fire  was  uncertain ;  in  some 
of  them,  it  may  have  been  a  lamp,  and  prol)al)ly  was.  It  is 
not  likely  that  all  such  fires  have  been  made  public;  in 
fact,  we  heard  of  a  recent  one  that  never  got  into  print. 
Some  of  these  cases  liave  lieen  attended  with  loss  of  life 
and  all  of  them  with  considerable  loss  of  property,  and 
they  serve  to  point  out  the  necessity  of  a  safer  light 
for  all  classes  of  cars  that  run  in  passenger  service. 


FOUND  $10,000  IN  A  CAR. 

Ten  thousand  dollars,  half  of  it  bllU  and  half  in 
government  bonds,  were  found  late  Saturday 
afternoon  by  Henry  Prentice,  an  employe  of  Ibe 
Pnllman  Company.  The  mpaey  vraa  concealed 
beneath  the  cushion  of  a,a^  in  the  sleeping-car 
Atlanta. 

Early  Saturday  nxhpifng  the  car  was  bagloil 
Into  the  shops  at-Pallman  for  repairs,  zn^ntbe 
afternoon  PrerfUce  went  through  the ^iEMoji«o 
what  was  pd^ed  in  thej/ay  of  repakra. 
by  tnrnjifg  up  the  cneXtons  ^  tfc^lLatjk^ben 


epectlbn  pi  the  other  pa^jS:^  brought  to  light  a 
like  sdm  iilgovornmepCBhnUs. 

Prefctlce  rook  ihoaj^ey  and  bonds  to  General 
Alanf^r  Mesaionjpil  whose  possession  they  now 
are.  no  reporl^t  the  loss  has  been  made  to  the 
notified  the  police 

..,1  y*®  *““ds  may  have  been 

placed  IS  their  place  of  concealment  by  some  one 
wh  ocame  into  possession  of  the  money  in  a  orim- 

The  finding  of  the  money  was  not  known  to 
any  one  but  Prentice  and  Ueuursl  Manager  Ses- 
ln»P»ctor  Hunt,  of 
Hyde  Park,  was  Informed  of  the  circumstanres 
and  Mkod  to  investigate  thecase.  Itlknotknowu 
railroad  the  Atlanta 
mwe  the  last  run,  as  the  car  acconntant  of  the 
Pullman  Compaw  coaid  not  bo  found  lest  evenij 
}“F*  Both  Uie  Pullmaa  Company  offices  and^ 
the  police  eonfe«»*be  the*  tbc  matte*  wiIL 

Slerci.-I -f-n-ntl.  'i.«yrc  itAnv  ■ 


Andrew  J.  Carbre^r*  ^ 

Andrew  J.  Corbrey  died  at  his  residoneo.  No.  859 
West  Jackson  street,  yesterday  after  a  week’s  iU- 
nes*  a«ed  48  yeara  Mr.  (’arbrev  had  been  a  resi¬ 
dent  of  t  hicago  for  thirty-ilv^^e,  having  come 
here  when  a  boy  from  (Tool  (dPTN.  ¥.  He  had 

had  ““.eloctriolan.  He 

connection  with  different  so- 


PULLMAN  UPHOLSTERERS  STRIKE.  I 


strike  yesterday.  One  week”' “  .u*'’ 

iHfactlon.  Next  it  wa.  ®nt- 

a  committee  of  *%even 

agree  upon  any  terms.^Then  It 

to  strike,  and  all  of  thenti*,!  <leclded 

two  in  number  are 

the  strikers  have  been  on  .n  *■  °f 

them  shabbily,  mid  cla°nfthat*n"  *’”?  ‘ceated  I 
reasons  were'^iv"  n  for  rhem””  Tht/r^T'  > 


OFT  FOB  XBXFCO  IB  A  'BAin)SO:!AB  TbIib. 

A  mperb  train  of  vestlbuled  Pullman  patoceHMim 
buUt  tor  the  special  use  of  the  Raymond  A  WhUcoS. 
tranwnUnenfoi  and  Mexico  exourslons,  and  embodis 
I  ing  the  latest  ImprovemenU  In  car-bnUdlng  wUl  ta 
open  to  the  InspeoUon  of  the  public  at  the  JeUey  Cllv 
station  of  the  Central  Railroad  of  Now-.Tersey  on  Tuei 

“•  ’'''®  ’**  ItW 

number,  vtz.,  the  sleeping-cars  ‘MVhItcomb.-  “Neumml 
Kewanee"  and  “Greylook,"  the  dlnlng-oar  “Coixv 
composl^car  « Bsperanae®  (contUnln* 
Hu-ll  bathroom).  The  tralnwHl 


Pullman. 


A  Technical  School. 


The  Disappearance  of  Apprenticeship 
Creates  the  Need  for  Special 
Training  Schools. 


Art,  Based  Upon  the  Best  Science  of 
the  Age,  Alone  can  Secure  Indus- 
*  trial  Supremacy  and  Mtist  Come 
Through  Industrial  Schools. 


A  NBED  6f  the  calumet  REGION. 


BT  DUANE  DOTT. 


INTRODUCTORY. 

What  shall  be  done  for  the  new  gen¬ 
eration  coming  upon  the  stage  of  ac¬ 
tion  is  a  question  of  absorbing  interest 
alike  to  parents,  political  economists 
and  philosophers.  Within  fifty  years 
the  organization  of  society  has  rad¬ 
ically  changed.  Once  it  was  rural  and 
simple,  now  it  is  urban  and  complex. 
Railroads,  steamships,  telegraphs,  and 
the  rapid  introduction  of  greatly  im¬ 
proved  machinery  have  rendered 
changes  necessary  in  educational 
work,  as  well  as  in  all  departments  of 
business  and  industrial  activity.  The 
denizens  of  the  hamlet  are  no  longer 
in  competition  with  each  other,  but 
with  the  whole  world,  and  the  world’s 
markets  now  regulate  and  determine 
the  prices  of  labor  and  of  all  commod¬ 
ities.  Farming  is  rapidly  becoming 
chemistry,  as  mechanics  is  becoming 
mathematics,  and  improved  agricul¬ 
tural  implements  and  machinery  en¬ 
able  one  man  to  do  more  in  growing 
food  than  four  men  did  half  a  century 
ago.  Larger  intelligence,  better  liv¬ 
ing,  and  improved  methods  in  the  ag¬ 
ricultural  world  have  liberated  largo 
numbers  of  people  to  engage  in  other 
avocations.  The  fact  that  the  labor 
of  one  man  upon  a  large  Dakota  farm 
for  one  year  produces  5,600  bushels  of 
wheat  ready  for  market,  or  wheat 
enough  for  one  year’s  supply  of  bread 
for  1,000  persons,  strikingly  contrasts 
with  the  fanning  work  in  the  early 
part  of  thi.s  century,  wheli  plowing 
with  oxen,  sowing  wheat  by  hand  and 
reaping  it  with  a  sickle  made  it  pos¬ 
sible  for  the  fanner  to  raise  but  little 
more  of  the  grain  than  his  family 
needed  for  bread.  The  capacity  to 
consume  bread  has  increased  very  lit¬ 
tle,  but  the  capacity  for  producing  it 
has  increased  many  fold.  The  farmer 
of  to-day  has  a  hundred  wants  of 
which  his  grandfather  knew  little',  if 
any  thing,  and  the  millions  freed  from  - 
land  tillage  are  engaged  in  supplying 
the  many  new  needs  which  the  cen¬ 
tury  has  created.  Proportionaliy,  the 
fields  to-day  require' -bid v  one  fourth 
the  numiMr 


coming  fitted  for  usefulness.  The 
temptations,  too,  of  a  city  add  to  the 
burdens  of  society  by  leading  many 
boys  astray.  The  ultimate  result  is 
that  idle  and  vicious  characters,  the 
worst  of  non-producers,  add  to  our 
burdens,  for,  directly  or  indirectly, 
the  industrious  must  feed  and  clothe 
the  idle. 

It  is  a  truth  borne  out  by  abundant 
evidence  that  no  investments  pay  so 
well  as  those  which  aid  in  increasing 
the  number  of  good  and  usefhl  men 
and  women.  Society  makes  a  man  a 
voter,  a  juror,  a  citizen,  and  in  the 
fact  that  it  imposes  grave  duties  and 
responsibilities  lies  the  claim  of  our 
youth  upon  society  for  opportunities 
to  fit  themselves  for  what  is  expected 
of  them. 

EDUCATION  A  VARIABLE  MATTER. 

The  education  required  by  a  people 
is  not  a  fixed  quantity.  It  should  al¬ 
ways  conform  to  their  necessities  and 
changing  conditions.  The  workman 
of  to-day  needs  a  better  education  and 
a  different  one  from  that  which  he  re¬ 
quired  half  a  century  ago.  As  appren  - 
tlceship  has  departed,  never  to  return, 
something  must  take  its  place  in 
America,  as  the  technical  and  special 
schools  are  already  doing  in  Europe, 
to  give  our  boys  the  technical  instruc¬ 
tion  they  must  have  or  suffer. 

CLASSIFICATION  OF  WORKMEN. 

Let  us  accept  the  classification  of 
workmen  as  rude,  dexterous  and 
skilled.  Of  the  four  millions  of  per¬ 
sons  now  engaged  in  manufacturing 
in  this  country  we  may  safely  say  that 
250,000  only  are  highly  skilled  work¬ 
men,  750,000  of  them  are  dexterous, 
that  is,  persons  who  can  deftly  but 
unthinkingly  do  work  placed  in  their 
hands.  The  large  remainder  are  rude 
workmen,  hardly  competent  to  work 
“by  rule  of  thumb,”  or  even  to  get 
fair  results  “by  trial  and  error,  ”  and 
persons  who  can  earn  from  |i  to  $1.50 
a  day,  when  opportunity  offers  them 
to  have  any  work.  The  dexterous 
person  easily  earns  from  #2  to  $3  a 
day,  while  the  highly  skilled  one  earns 
from  $3  to  l)!6  a  day.  The  highly 
skilled  man  is  the  last  one  to  be  dis¬ 
pensed  with,  while  the  rude  or  crude 
one  is  the  first  to  be  discharged  when 
work  slackens.  One  can  form  a  good 
idea  of  the  increased  wealth  for  a  na¬ 
tion  if  it  would  so  train  its  youth  that 
they  might  easily  earn  one  more  dollar 
each  per  day.  If  France  can  take 
^200,000,000  worth  of  raw  cotton  a  year 
and  setid  it  hack  into  the  world’s  mar¬ 
kets  worth  twice  that  sum,  owing  to 
the  skilled  labor  put  upon  it,  we  ought 
to  do  the  same  thing  as  we  raise  the 
cotton.  The  silly  fear  is  sometimes 
expressed  that  there  is  danger  of  get¬ 
ting  men  educated  above  their  work. 
There  is  no  occasion  for  alarm,  and  it 
is  safer  to  assume  that  when  we  have 
given  the  fullest  training  which  in.oi 


highest  skill  as  well  as  the  greatest 
beauty  in  products,  and,  further,  to 
find  new  methods  apd  improved  me¬ 
chanical  devices  for  doing  work. 
There  is  no  limit  to  the  opportunities 
which  offer  to  skiiled  mechanics  who 
can  also  think. 

From  much  contained  in  the  jour¬ 
nals  within  recent  years,  and  from  a 
flood  of  commonplace  pamphlets  and 
essays,  some  might  fancy  that  the  -so- 
called  “new  education”  is  a  recent  dis¬ 
covery.  In  reality,  the  whole  subject 
of  special,  technical,  or  training 
schools  is  an  old  and  familiar  one  to 
those  acquainted  with  the  history  and 
philosophy  of  education,  and  it  was 
even  more  ably  treated  by  the  Greek 
Plato  than  it  has  been  by  any  recent 
writer  or  compiler.  But  to  the  masses 
of  mankind  the  old  is  ever  seeming  the 
new,  and  empirics  can  arause  the 
masses  to-day  by  reciting  without 
credit  the  wise  sayings  of  Confucius.' 

OUTLINE  OF  A  SPECIAL  SCHOOL. 

The  investment  in  a  special  school 
is  a  very  profitable  one,  as  has  been 
so  fully  demonstrated  in  Europe. 
Like  churches,  courts  and  universities, 
such  schools  pay,  indirectly,  to  soci¬ 
ety  many  fold  the  cost  of  their  main¬ 
tenance.  It  is  far  better  ijolicy,  in 
this  mechanical  age,  to  iiiake  skilled 
mechanics  of  our  boys  and  put  them 
into  our  shops  than  it  is  to  imimrt 
skilled  labor  from  the  old  world.  Im¬ 
ported  skill  must  have  great  induce¬ 
ments  to  come  here,  making  it  costly 
to  employers.  We  import  skill  and 
send  our  own  boys  into  positions  un¬ 
der  it.  This  whole  plan  might  and 
should  be  reversed.  American  young 
men  have  nothing  to  fear  from  the 
“pauper  labor”  of  Europe,  but  they 
must  prepare  them.selves  to  cope  with 
its  skilled  labor  or  be  distanced  in  the 
race  for  supremacy.  The  militant  age 
has  largely  passed  away,  and  the  real¬ 
ly  great  and  vital  contest  now  is  for 
industrial  pre-eminence,  and  it  is  in 
this  peaceful  struggle  that  the  en 
lightened  nations  of  the  world  are 
now  engaged.  The  writer  has  had 
unusual  opportunities  for  observing 
the  methods  of  work  and  the  charac¬ 
ter  of  work  in  modem  shops  and  fac¬ 
tories,  and  he  is  convinced  that  'many 
more  boys  could  be  profitably  em¬ 
ployed  in  them.  For  instance,  in  the 
paint  department  of  car-shops  a  boy 
could  fill  a  imsition  during  the  fore¬ 
noon,  and  a  second  boy  of  like  ability 
could  fill  it  in  the  afternoon,  so  that  a 
full  day’s  work  could  be  secured  to 
the  department.  At  least  three  houi-s 
of  each  day  should  find  these  mechan¬ 
ical  cadets  earnestly  engaged  in  study, 
lu  this  way  a  body  of  skilletl  work- 
meii  would,  gradually  be  drawn  into 
the  8h(jps,  and  our  own  young  men 
would  intelligently  engage  in  their 
shop  duties  and  have  something  for 
guidance  besides  the  traditional  rule 
of  "ti  T  1  ...  i.,i  err<^,'’ and  sueb  vnring 
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THK  APPRKNTICKSniP  SYSTEM. 

Fifty  years  ago  and  prior  to  that, 
boys  went  out  as  apprentices  to  learn 
trades,  but  the  introduction  of  ma¬ 
chinery  and  the  consequent  subdivis¬ 
ion  of  labor  have  done  away  with  the 
apprenticeship  system,  and  the  pro¬ 
fessions,  learned  and  unlearned,  seem 
crowded.  No  wonder  the  question 
often  arises,  “what  shall  be  done  with 
our  boys?’’  From  thirteen  to  sixteen 
years  of  age  boys,  as  a  rule,  have  little 
desire  to  attend  the  ordinary  school, 
and  the  larger  proportion  of  them  do 
not  continue  work  in  schools  beyond 
the  primary  grades,  and  even  while  at 
school  thoughts  of  play,  or  dreams  of 
outside  work,  occupy  much  time. 


is  Hood's  reproof  to  the  juvenile 
dreamer,  though  his  own  boyish 
thoughts  were  quite  like  those  of  Chi¬ 
cago’s  youths  to-day,  as  may  be  seen 
in  his  picture  of  his  boyhood — 

When  heaven  was  pictured  to  my  thought 
(Id  spite  of  all  my  mother  taught 


That  boys  to-day  need  a  different 
training  in  many  respects  from  any¬ 
thing  possible  in  public  schools  is  con¬ 
ceded  by  our  foremost  thinkers,  and 
by  the  men  most  actively  engaged  in 
doing  the  world’s  present  work.  So 
many  parents,  too,  feel  the  necessity 
for  having  their  boys  of  fourteen  and 
upward  in  the  ranks  of  bread-winners, 
and  the  rapidity  with  which  such  boys 
can  get  wages  in  shops  and  factories, 
make  school  life  after  that  age  the  ex¬ 
ception  rather  than  the  rule.  There 
are  also  many  boys  in  every  commu¬ 
nity  wasting  their  time  and  not  be- 


ways  be  a  residuum  of  inevitable 
blockheads,  to  do  the  necessary  drud¬ 
gery  of  this  world. 

THE  NEED  OF  SPECIAL  SCHOOLS. 

Without  going  into  details  or  citing 
authorities,  we  will  simply  state  some 
propositions  Avhich  are  susceptible  of 
the  fullest  demonstration.  Special, 
training,  apprentice  or  technical 
schools  (this  character  of  school  has  a 
variety  of  names,)  are  an  acknowl¬ 
edged  necessity  in  all  the  manufactur¬ 
ing  centers  of  Europe,  and  hundreds 
of  such  schools  are  maintained  by 
manufacturing  Arms  themselves' 
Training  in  such  schools  embraces 
science,  mathematics  and  language, 
in  addition  to  drawing  and  manual 
training  in  shops  and  factories,  for  ac¬ 
quiring  the  special  skill  needed.  The 
broader  and  more  extended  the  liter¬ 
ary  education,  as  well  as  the  manual 
training  of  students,  the  better  me¬ 
chanics  they  make.  If  we  would  keep 
pace  with  Europe,  the  present  gener¬ 
ation  of  merely  imitative  mechanics 
must  soon  be  replaced  by  educated 
workmen.  Industrial  supremacy, 
should  we  aim  at  that,  can  only  be 
reached  by  sending  large  numbers  of 
our  young  men  through  technical 
schools.  One-half  of  the  time  of  stu¬ 
dents  in  such  schools  might  be  devo¬ 
ted  to  thorough  study  under  capable 
literary  instructors  and  the  other  half 
to  work  in  shops. 

THE  VALUE  OF  HIGHER  TRAINING. 

Training,  culture  and  discipline 
cannot  be  too  extended  to  enable  stu¬ 
dents  not  only  to  interpret  written  and 
graphic  plans,  but  to  make  and  im¬ 
prove  such  plans  and  to  explain  them 
to  others.  Manual  dexterity  must  be 
associated  with  a  knowledge  of  art 
and  science  in  order  to  produce  the 
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best  applications  of  the  most  recent 
science  in  their  daily  duties.  The  in¬ 
fluence  of  such  training  schools  would 
also  be  most  salutary,  the  students 
discussing  the  principles  of  recent  sci¬ 
ence  with  fathers  and  older  brothers, 
and  the  opinions  and  experience  of 
these  practical  men  reacting  favorably 
upon  the  students,  all  thereby  con¬ 
tributing  to  the  best  outcome  of  an 
industry.  Two  generations  of  boys 
have  grown  up  in  the  Calumet  region 
without  the  advantages  of  such  in¬ 
struction  as  we  have  outlined.  Time 
will  bring  such  instruction. 

OUR  GREAT  FIELD  FOR  WORK. 

Having  limitless  resources  for  man¬ 
ufacturing,  and  having  made  gigantic 
strides  in  this  domain  of  industry,  we 
have  not  as  yet  evolved  products  much 
beyond  the  requirements  of  home 
needs.  We  only  export  from  two  to 
three  per  cent  of  our  manufactured 
products.  All  we  need  is  knowledge, 
art  and  skill  in  order  to  extend  and 
diversify  our  industries,  and  we  might 
and  should  control  the  markets  of  the 
two  Americas  at  least,  for  there  is 
really  no  limit  to  the  demand  for  art 
and  skill  in  manufactured  goods.  The 
lessons  which  our  American  neighbors 
will  learn  at  our  coming  world’s  expo¬ 
sition  will,  doubtless,  largely  increase 
the  demand  for  our  manufactures. 
Massachusetts  already  realizes,  and 
the  whole  country  must  soon  realize, 
that  nothing  pays  so  well  as  these 
special  and  technical  schools,  for  they 
make  it  possible  to  create  wealth  out 
of  our  abundant  resources  and  enrich 
us  as  a  people.  Such  schools  are  now 
the  only  agency  for  effectually  secur¬ 
ing  industrial  supremacy  and  for  pro¬ 
viding,  in  the  best  possible  manner, 
lor  the  present  and  future  of  Ameri- 
cxn  \ioy6.— Pullman  Review,  Jan.  SI. 
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HOW  THB  TOURISTS  TRAVEL. 

The  trains  for  the  conveyance  of  the  jiarlies  to 
and  fro  from  San  Francisco  liave  been  constructed 
by  the  Pullman  Palace  Car  Comjjany  especially 
for  this  service.  They  will  consist  of  Pullman 
Vestibule  Drawinp-room  Sleeping  Cars,  an  Ob¬ 
servation  Car,  a  Dining  Car,  and  a  Composite 
Smoking  Car.  In  fact,  they  will  be  exact  count¬ 
erparts  of  the  world-renowned  PenksylvakIa 
Limited,  which,  by  universal  verdict,  is  the 
handsomest  and  best  appointed  passenger  train  in 
existence. 

A  brief  sketch  of  the  cars  in  the  order  in  which 
the  train  is  made  up  will  serve  to  give  a  faint 
conception  of  its  magnificence. 

The  Pullman  Vestibule  Composite  Car  is  ex¬ 
clusively  a  gentleman’s  car.  The  forward  end  is 
set  apart  for  baggage.  A  compartment  introduced 
between  the  baggage-room  and  the  main  saloon  is 
fitted  up  as  a  ba  bershop  and  bath-room.  A 
regular  barber’s  chair  and  all  the  paraphernalia  of 
the  tonsorial  artist  are  at  hand.  He  shaves  the 
subject  with  an  ordinarv  razor,  and  accomplishes 
his  task  as  deftly  us  if  his  shop  were  stationary, 
instead  of  having  progressed  say  fitleeii  miles  be¬ 
tween  the  lather  and  the  brilliantiue.  A  bath¬ 
tub  occu|>ies  one  side  of  the  compartment,  and  the 
hot  and  cold  water  which  fills  the  tub  may  be 
teni]>ered  to  the  taste  of  the  bather.  Adjoining 
the  bath-room  there  is  a  refreshment  compart¬ 
ment,  from  which  a  white-jacketed  attendant  may 
dispense  exhilarating  beverages  in  response  to  the 
tap  of  an  electric  bell. 

The  rear  section  of  the  car  is  a  smoking-room. 
It  is  finished  in  stained  natural  wood,  furnished 
with  comfoitable  rattan  arm-chairs,  a  lounge,  a 
-sola,  and  two  writing-desks,  each  surmounted  by 
a  small  case  of  selected  books.  The  upholstery  Is 
rich  but  subslaniial,  and  well  in  keeping  with  the 
purposes  of  the  compartment.  Broad  tdate-glass 
windows,  slightly  bowed,  admit  a  great  volume 
of  light,  and  reveal  to  the  occupants  a  panoramic 
view  of  the  passing  scenery.  Jn  this,  as  in  the 
other  cars  of  the  train,  handsome  chandeliers  of 
nickel  or  brass  depend  from  the  roof,  fitted  with 
gas-burners  and  electric-light  bulbs.  Apart  from 
the  stationary  lights  there  are  also  movable 
electric  lights  attached  by  insulated  wire  to  the 
sides  of  the  car,  capable  of  being  shifted  to  any 
position  desired  by  the  user.  Their  convenience 
in  reading  or  writing  is  inestimable,  as  one  may 


shift  his  light  to  suit  his  position.  This  admirable 
arrangement  originated  with,  and  was  introduced 
into  practical  use  by,  the  electrical  department  of 
the  Pullman  Palace  Car  Company. 

QUARTERS  THAT  INVITE  SLEEP. 

The  Pullman  Vestibule  Sleeping  Cars  compos¬ 
ing  this  train  are  the  best  examples  of  nineteenth 
century  car  building.  They  each  contain  twelve 
sections  of  two  double  berths,  and  two  drawing¬ 
rooms,  containing  two  double  berths  and  a  sola. 
Inclosed  toilet-rooms  for  ladies  and  gentlemen  oc¬ 
cupy  separate  ends  of  the  car.  A  distinct  species 
of  wood  is  employed  in  the  finish  of  each  car,  and 
each  jH)s.sesses  an  individuality  of  its  own  in  the 
coloring  of  upholstery  and  the  tint  of  the  drapery. 
The  ornamentation  of  these  cars  is  elaborate, 
though  tasteful.  The  hard  wood  finish  is  hand¬ 
somely  carved,  and  the  exposed  surface  of  the 
upper  berths  is  inlaid  with  delicate  tracery,  or 
covered  with  appropriately  tinted  embossed  vel¬ 
vet.  The  several  chandeliers,  which  might 
equally  as  well  be  termed  electroliers,  hang  in 
glittering  clusters  from  the  roof-ridge,  and  at  night 
shed  a  mellowiradiance  over  the  exquisite  work¬ 
manship  which  they  illuminate.  Movable  lights 
are  attached  to  each  section,  so  that  one  can  lie 
in  one’s  berth  and  read,  with  his  light  disposed  as 
best  suited  to  the  reader’s  convenience. 

Ill  one  of  these  cars  there  is  a  bath-room  for 
ladies,  fitted  in  every  respect  as  if  it  were  attached 
to  a  lady’s  chamber  at  home.  It  is  supplietl  with 
hot  and  cold  water,  as  well  as  all  the  acces-iories 
of  the  toilet.  A  Indy’s  maid  is  in  attendance, 
ready  to  serve  one’s  bidding,  and  always  on  the 
alert  to  anticipate  the  wants  of  the  passengers. 

A  DINING  CAR  TO  TEMPT  APPETITE. 

The  Dining  Car  is  not  only  a  dining-room  in 
which  forty  people,  disposed  at  ten  tables,  can 
dine  in  the  most  comfortable  manner,  but  it  con¬ 
tains  a  kitchen  in  which  four  cooks  can  prepare 
meals  for  thrice  the  seating  capacity  of  the  car,  a 
storage-room  for  the  provisions,  ice-chests  for 
wines,  cliina-closets,  linen-lockers,  and  the  entire 
outfit  of  a  large  restaurant.  The  kitchen  at  the 
forward  end  is  equipped  with  four  ranges,  on 
which  every  variety  of  cooking  is  easily  done. 
The  most  skillftil  housewife  would  hardly  believe 
that  so  much  work  could  be  accomplished  in  so 
contracted  a  space,  yet  by  the  economizing  of 
every  inch  and  the  ingenious  eniplo}Tnent  of 
every  device  that  cunning  hands  could  originate, 
the  purpose  of  the  dining  car  is  achieved  most 
successfully.  The  dining-tables  are  fixed  in  the 
body  of  the  car,  and  accommodate  four  persons 
each,  allowing  ai^le  room  fur  the  service  of  a 
meal  in  courses.  Qlistening  stiver  and  glass  ware 
vie  in  brilliancy  with  the  spotless  linen,  and 
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above  the  tables,  in  the  spaces  between  the  win¬ 
dows,  potted  plants  are  placed  on  shelves  set  in 
the  harii  wood.  The  interior  of  the  car  is  bright 
and  cheerful  in  finish  and  deeorationj  and  no 
odors  of  the  kitchen  are  noticeable  within  the  din¬ 
ing-saloon. 

A  conspicuous  advantage  of  the  dining  car  snd 
one  that  is  appreciated  most  highly  by  all  long¬ 
distance  travelers,  is  the  regularity  with  which 
meals  are  served,  and  the  liberal  time  allowed  for 
taking  them.  The  serving  of  breakfast  or  dinner 
is  not  dependent  on  the  arrival  at  a  designated 
meal  station,  nor  is  the  limit  for  consuming  it 
confined  to  the  dyspepsia-breeding  period  of 
twenty  minutes,  blit  between  fixed  hours  the 
meals  are  reiidv.  regardless  of  where  the  train 
may  be,  and  one  may  tempt  a  perhaps  capricious 
appetite  as  free  and  uiitrammeied  as  to  time  ns  if 
he  were  seated  in  Young’s,  Uelmonico’s,  or  the 
Uellevue. 

The  hours  for  meals  will  be  observed  as  fol¬ 
lows:— 

Breakfast .  7.00  to  9.30  A.  M. 

Dinner . 12.30  to  2.00  P.  M. 

Supper .  6.00  to  7.30  P.  M. 

A  FI.YING  OBSERVATORY. 

By  large  odds  the  most  popular  car  in  the  train, 
and  one  which  exemplifies  tlie  latest  development 
of  transcontinental  travel,  is  the  Observation  Car, 
which  brings  up  the  rear.  Its  interior  presents  a 
revelation  in  cnr-constriiction.  The  btaly  of  the 
car  is  an  open  sitting-room,  fiiiisiied  in  hard 
W(M>d,  and  furnished  with  rattan  arm-chairs  and 
sofas.  Among  its  conveniences  are  a  writing- 
desk,  a  large  case  of  selected  books,  movable 
tables,  ami  an  upright  piano,  which  cannot  fail 
to  prove  a  source  of  much  pleasure.  The  day¬ 
light  streams  through  handsome  plate-glass  witi- 
dows,  and  at  night  the  incandescent  lights,  both 
from  the  overhead  electroliers  and  the  movable 
globes,  serve  to  thoroughly  illuminate  the  in¬ 
terior.  The  rear  door  is  composed  of  iilate-glass 
from  its  top  to  within  two  feet  of  the  floor.  The 
rear  jiltitforni  is  deeply  recessed,  so  as  to  form  an 
oiien  observatory.  The  protecting  sides  of  the 
car  and  the  overhanging  roof  shelter  its  occti- 
pants  while  they  sit  and  enjoy  an  unobstructed 
view  of  the  scenery.  The  platform  will  accom¬ 
modate  about  twenty  people  in  camp-chairs. 
No  accommodations  arc  sold  in  this  cur,  but  its 
use  is  free  to  every  passenger. 

In  the  forward  portion  of  the  main  saloon  sits 
a  stenographer  and  typewriter,  ever  ready  to  take 
down  and  transcribe,  without  charge,  the  thoughts 
of  the  tourists  for  transmission  to  friends  left  be¬ 
hind.  This  feature  has  never  before  been  pre¬ 
sented  on  any  train  in  the  world  except  the  Penn¬ 
sylvania  l.imilcd,  and  it  will  undoubtedly  com¬ 
mend  itself  to  the  appreciation  of  the  tourists. 

The  entire  train  will  be  heated  by  steam  and 
lighted  by  electricity,  generated  by  the  dynamo 
or  drawn  from  the  storage  batteries. 


The  inauguration  of  this  service  marks  a  new 
era  in  American  pleasure  travel.  It  makes  the 
wonderland  of  the  West  as  accessible  as  any 
other  portion  of  the  country,  and  trains  with 
such  luxurious  appointments  as  are  offered  in 
these  tours  must  result  in  diverting  to  that  sec¬ 
tion  much  of  the  pleasure  travel  that  now  seeks 

No  other  train  has  ever  crossed  the  continent 
from  ocean  to  ocean,  so  perfect  in  its  appoint¬ 
ment,  and  no  regular  traveler  can  secure  such 
accommi'dations  as  are  offered  to  the  Golden 
Gate  Tourists  by  the  enterprise  of  the  Pullman 
Palace  Car  Company  and  the  liberality  of  the 
Pennsylvania  Railroad. 


The  Tourist  Agent  will  have  entire  charge  of 
the  train  and  its  movement.  He  will  be  assisted 
by  a  Cha|)croii,  who  is  specially  charged  with 
looking  after  the  comfort  of  the  ladies.  Then 
there  is  a  dining  car  steward,  with  a  staff  of  five 
cooks  and  five  waiters;  there  are  four  sleeping 
,.ar  iiorters,  a  porter  each  for  the  smoking  and 
observation  cars,  a  ladies’  maid,  two  electrical  en¬ 
gineers,  and  a  baggage  master.  A  conspicuous 
feature  is  the  stenogra))her,  who  is  ever  ready  to 
handle  the  correspondence  of  the  tourists. 

AN  OUTLINE  OF  THE  ROUTE. 

The  train  will  go  from  New  York  to  Washiiig- 
toii,  thence  via  the  Uiciiiiiond  and  Danville  Rail¬ 
road  to  Atlanta,  Ga.,  from  there  to  Montgomery, 
Ala.,  via  the  Western  Railway  of  Alabauia,  aild 
to  New  Orleans  via  the  Louisville  and  Nashville 
Railroad,  a  distance  of  thirteen  hundred  and 
seventy-one  miles.  From  New  Orleans,  after  the 
two  days  devoted  to  seeing  the  carnival,  the  spe¬ 
cial  vestibule  Ihillman  train  runs  over  the  South¬ 
ern  Pacific  to  San  Francisco,  an  additional  dis¬ 
tance  of  twenty-four  hundred  and  n  nety-two 
miles,  passing  through  San  Antonio,  El  Paso, 
and  Ia)S  Angtdes,  a  total  distance  going  of  thirty- 
eight  hundred  and  sixty-three  miles. 

Tiast-bound  the  special  train  leaves  San  Fran¬ 
cisco  March  12th,  via  Southern  Pacific  Company’s 
Pacific  system,  running  through  Sacramento  and 
on  to  Ogden,  where  it  glides  on  to  the  tracks  of 
the  Rio  Grande  Western,  through  Salt  Lake  City 
and  on  to  Grand  Junction,  and  thence  to  Denver 
over  the  Denver  and  Rio  Grande  Railroad.  Frohi 
Denver  to  Omaha  the  train  runs  over  the  tracks 
of  the  Burlington  and  Missouri  River  Railroad, 
and  from  Omaha  to  Chicago  over  the  Chicago, 
Burlington  and  Qiiincy  Railroad.  At  the  great 
AVesfern  metropolis  the  Pennsylvania  system  is 
reached  and  embraced  in  the  run  from  there  on 
to  New  York,  making  in  all  from  San  Francisco 
a  distance  of  three  thousand  five  hundred  and 
cighty-iiinc  miles,  and  a  grand  total  covered  by 
the  ticket,  including  the  side  trips,  to  which  it 
entitles  in  California,  amoiiiiting  to  eight  thou¬ 
sand  two  hundred  and  seventy-nine  miles. 

Philadelphia,  February  6th,  1891. 


Page  /  ^  / 

- Envelope 

— ^Foidout 


i  First 

I  Pennsylvania  Tour 

Golden  Gate. 


Voi. 


Mr.  Pullman  trav¬ 
els  in  his  own  palace  ' 
car,  the  “P.'P.  C.,” 
and  the  family  were 

George  M.  Pullman,  just  sitting  do^vn  to 
dinner  when  the  card  went  in.  The  dinner 
was  delayed  half  an  hour  while  Mr.  Pull¬ 
man  chatted  with  the  reporter. 

“This  is  not  a  business  trip,”  said  he. 
“Mrs.  Pullman’s  health  has  not  been  good, 
and  she  and  my  daughters  have  been  stop¬ 
ping  at  Coron^o  and  I  came  out  to  see 

“  I  have  been  on  the  Coast  once  before, 
eight  years  ago,  and  I  am  greatly  surprised 
In  the  change  which  the  country  has  under- 
«ne  since  then.  It  has  had,  a  wonderful 
•  Improvement.” 

“  Has  your  company  any  plans  before  it 
now  for  the  improvement  of  the  Pullman 
service  to  the  coast?” 

“We  have  improved  it  to  an  extent  re¬ 
cently  in  putting  the  new  dining  cars  on  the 
Central  Pacific.  There  are  now  in  course 
of  construction,  in  the  Pullman  shops, 
twenty-five  cars  of  the  highest  ciass,  for 
regular  service,  made  by  the  company. 

NO  CHANGE  IN  THE  TOURIST  SERVICE. 

“  These  are  to  be  placed  upon  the  lines 
coming  to  California  and  the  coast  When 
they  are  running  tho  service  will  be  equal 
to  any  in  the  United  States. 

“The  cars  will  contain  every  modern  con¬ 
venience  for  comfortable  travel  and  are  to 
be  finished  very  handsomely.” 

“Are  any  changes  to  be  made  In  the  tour- 


xhe  car  was  lighted  by  lamps,  but  incan¬ 
descent  globes  were  attached  to  the  chande¬ 
liers. 

“  Is  the  lighting  of  cars  with  electricity  a 
practical  thing  —  sufficiently  practical  to 
bring  such  a  system  into  general  use?” 

“It  is  perfectly  practical,  yes.  We  are 
already  lighting  the  Pullmans  by  electri¬ 
city.  On  tho  Pennsylvania  Limited  the 
lights  are  supplied  by  a  dynamo  run  by  a 
small  engine  in  the  baggage-car.  I 

“  I  suppose  tho  system  will  be  in  general  ' 
Hso  some  time.  Tho  lighting  of  cars  is  one 
of  the  things  that  great  advances  are  being 
made  In,  and  we  are  putting  in  improved 
systems  all  tho  time.” 

“How  long  will  you  remain  here,  Mr. 
Pullman?” 

“I  suppose  I  will  bo  in  San  Francisco 
about  a  week.  Prom  here  I  will  go  direct 
to  Chicago  and  Mrs.  Pullman  will  return  to 
•  Coronado  Beach  for  a  stay  of  perhaps  two 
months.” 

A.  N.  Towns  of  tho  Southern  Paciflo  met 
the  party  at  the  Oakland  mole. 
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The  rear  section  of  the  car  is  a  smokina- 
room  It  is  finished  in  stained  natural  wood, 
furnished  with  comfortable 
chairs,  a  lounge,  a  sofa,  and 
deska  each  surmounted  by  a  small  case  of 
selected  hooka  In  tUia  as  in 
ol  the  train,  handsome  chandeliers  of  nickel 
or  brws  depend  from  thereof,  fitted  with  gas- 
burners  an^  electric-light  bulba  ^paK 
from  the  stationary 

movable  electric  lights  attached  by  tneulnt^ 
wire  to  the  sides  of  the  oar,  «»P«ble  of  being 
i  shifted  to  any  position  desired  by  the  nser. 
i  KIOHT  ON  THE  WHEELS. 

Tha  Pullman  testibule  sleeping  cars  are 
the  best  examples  of  the  nineteenth  century 
car  building.  They  each  contain  twelve 
sections  of  two  double  berths,  and  two 
drawing-rooms.  .Inclosed  toilet-rooms  lor 
ladies  and  gentlemen  occupy  separate  ends 
of  the  car.  A  distinct  species  of  wood  is 
employed  in  the  finish  of  each  car,  and  each 
nosMSses  an  indlvlanality  of  iU  own  in  the 
Eng  of  upholstery  and  the  tint  of  the 
drapery.  The  hard  wood  finish  is  hand- 
Jlitr  carved  and  the  exposed  snrface  of 
the  upper  berths  it  inlaid  with 
tracery  or  covered  with  apnropriately  tint^ 

1  ^bord  velvet.  i",9“®°i‘‘'rir.v.rrr^ 

a  bath-room  for  ladies,  fitted  5“  *7®^? 
snect  as  if  it  were  atuched  to  a  lady  s  cham¬ 
ber  at  home.  It  is  suppli^  with  hot  and 
I  iold  water,  as  well  as  all  the  acoMsories  ol 
I  i^he  toilet.  A  lady’s  maid  U  in  attendance, 
1  I  ready  to  serve  one’s  bidding,  and  always  oi 
I  tho  alert  to  anticipate  the  wants  of  th( 
I  passeogers.  ^ 


FORTHEGOLDENGATE 


The  First  Party  of  Tourists  Leave 
Broad  Street  Statioa 


VERITABLE  PALACES  ON  WHEELS 


low  tho  Favored  Ones  Will  Make 
One  of  tho  Most  Delishtful  Trips 
Ever  Taken— V'lews  of  tho  Cars 
•lid  K  Hosier  of  (be  Excursionists. 


There  left  Broad  Street  Station  at  exactly 
10.20  yesterday  morning  the  most  magnifi¬ 
cent  example  of  a  railway  train  that  the 
advanced  ideas  and  consummate  skill  of  the 
nineteenth  century  can  produce.  It  was 
laden,  one  hundred  and  twenty  strong,  with 
the  members  of  the  first  of  the  series  of 
Pennsylvania  tours  to  tho  Golden  Gate. 
Theylraveed  in  a  style  befitting  royalty, 
and  their  quarters  on  tho  rails  equal  in 
comfort,  convenience  and  luxury  tho  ap¬ 
pointments  of  a  metropolitan  hotel. 

The  special  train  is  composed  of  Pullman 
vestibule  drawing-room,  sleeping,  dining, 
siuoKing  and  liOrary  and  observation  oars, 
and  Irom  the  front  to  ffaf. 
presents  every  convenience  that  the  most 
fastidions  traveler  could  demand.  A  brief 
sketch  of  the  composition  of  such  a  trgin 
cannot  fail  to  interest  those  vtho  have  not 
experienced  the  pleasure  of  living  on  wheela 
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Well-Authenticated  Rumor  Tha 
‘  the  Monen  Railroad  May  Be 

iSold  Very  Soon. 

President  Brice,  of  the  Laki 
Erie  &  Western,  Nego¬ 
tiating  for  It. 


Ho  Will  Then  Have  a  Line 
from  the  Lakes  to  the 
Gulf. 


The  Ohio  Senator  Also  Inspects 
the  K.  and  I.  Bridge 
Property. 

A  rumor  was  afloat  in  railroad  oir* 
cles  yesterday  of  a  deal,Vhieli,  if  con« 
BUmmated,  will  gite  Senator  Calvin 
8.  Brice,  the  railroad  millionaire,  a 
road  from  the  lakes  to  the  gulf. 

The  senator,  ih  company  with  Jay 
Gould  and  his  party,  WaS  in  Louis¬ 
ville  Sunday,  and  his  visit  here  is  said 
to  have  had  more  Significance  than  ' 
appears  on  the  surface.  It  is  nOw 
statedj;hat  the  Lake  Erie  &  Western, 
road  is  negotiating  for  the  purchase 
I  of  the  Louisville,  New  Albany  &  Chi* 
cago,  known  as  the  Monon,  if  the  deal 
j  has  not  already  been  made. 

I  Sunday  Senator  Brice  was  shown 
I  the  Kentucky  and  Indiana  bridge, 

'  With  its  terminals,  all  of  whiph  ha  , 
[  carefully  inspected.  Superintendent 
Porter  accompanied  him,  and  tha 
most  mysterious  part  of  It  was  that 
they  were  pulled  by  a  Peiinsylvanis 
engine.  The  party  left  Louisville 
yeste  rday  over  the  Monon  with  Bed¬ 
ford,  Ind.,  as  their  destination.  It 
was  given  out  that  they  were  going 
there  to  have  a  pleasant  chat  with 
President  Breyfogle,  but  it  was  said 
yesterday  that  business  and  nothing 
else  prompted  their  visit. 


The  fact  that  they  are  negotiating 
for  the  purchase  of  the  Monon  ii 
given  color  by  a  private  telegram 
from  Bloomington,  Ind.,  which  state* 
that  Senator  Brice  was  examining 
the  shops  and  tracks  at  that  place 
yesterday. 

Senator  Brice  is  President  of  tbs 
Lake  Erie  &  Western,  and  he  is  also 
Vice  President  and  one  of  the  largest 
stockholders  in  the  East  Tennessee, 
Virginia  &  Georgia.  The  latter  has 
for  some  time  been  trying  to  get  v 
connection  with  the  North,  and,  as 
the  Monon  Will  furnish  that  con¬ 
nection,  railroad  men  here  are 
inclined  to  believe  that  the  sale 
will  be  made.  It  ii  also  thought 
ttat  the  Pennsylvania  Company  is 
concerned  in  the  deal. 

A  railroad  man,  in  speaking  of  the 
matter  yesterday,  said : 

“I  had  heard  of  Brice  examining 
the  K.  and  I.  bridge,  and  the  rumor 
of  the  Monon  purchase  had  also 
reached  me,  but  I  gave  both  little 
credence  until  I  noticed  that  Brice 
was  President  of  the  Lake  Erie  & 
AV'estern.  I  knew  that  he  was  anxious 
to  get  a  Northern  connection,  and, 
when  all  the  circumstances  are  con¬ 
sidered,  one  is  forced  to  the  conclu¬ 
sion  that  the  deal  is  on,  for  to  all 
appearances  it  would  be  beneficial  to 
all  parties  concerned.  I  also  think  i 
that  the  Kentucky  and  Indiana 
bridge  and  the  Louisville  bridge  will  I 
be  consolidated,  or  that  there  will  bo  j 
some  equalization  of  the  business.  As 
it  now  stands  the  latter  has  more 
business  than  it  can  well  attend  to. 
While  it  is  just  the  fCVersC  With  the  | 
K.  and  I.  It  looks  as  if  the  Pennsyl¬ 
vania  Wants  control  of  the  northern 
portion  of  the  Monon,  while  the  Lake 
■Erie  &  Western  will  take  the  lino 
from  Lafayette  to  Louisville.” 

President  Breyfogle  was  not  at  hii< 
office  yesterday  when  a  GoMMEKciAfi 
reporter  called,  but  Mr.  Herr,  his  Sec¬ 
retary,  stated  that,  so  far  as  he  knew, 
there  w  as  nothing  in  the  Bale  of  the 
Monon  to  the  Lake  Erie  &  Western. 

The  report  that  the  rdad  had  been 
sold  was  also  Current  yesterday  in 
Indianapolis. _ 


BACK  FROM  THE  FETE,  J 


nOWXTZMB  PAltTT  SAI'ETjT  ABBITE, 
AND  GLAD  TO  GET  BACK. 

Glorloni  Beceptlon,  In  Splendid  Keeping; 

With  Marked  Ovations  In  the  Sonthland— 

Some  Jottings  About  the  Trip— Several 

Resolutions  Adopted  Rn  Route. 

The  interest  taken  in  the  anival  of  the 
Howitzer  party  yesterday  showed  plainly  how  ; 
great  has  been  the  interest  in  tlie  crowd  by  i 
the  stay-at-homes  since  Bichmoud  was  left. 
The  city  turned  out  almost  en  masse  to  greet  ’ 
them,  and  the  occasion  demonstrated  truly  j 
the  love  Bichmonders  have  for  the  soldier 
boys.  Many  a  mother  now  living  in  Eichmond 
can  recall  the  days  during  the  war  whpn 
she  watched  for  her  boy’s  return,  and 
though  the  Howitzers  did  not  go  to  oontiuest 
—  the  field  of  battle,  peace  has  her  victories 
oven  in  this  period,  and  many  mothers,  sis¬ 
ters  and  sweethearts,  yesterday  looked  for 
■‘he  cannoneers  with  longing  eyes. 

By  6  o’clock  the  Danville  depot  became 
crowded  with  people,  waitingfor  the  incoming 
special.  Men,  ladies,  young  ladies,  boys  and 
girls  stamped  their  feet  upon  the  depot  floor 
and  waited.  About  dusk  the  military,  who 
later  acted  as  escort  to  the  Howitzei-s,  arrived, 
and  this  advent  was  a  signal  for  vociferous 
cheering  from  the  small  boys  and  patiioti- 
cidly  inclined  men. 

WATCHED  AND  WAITED. 

Seconds  passed  and  lengthened  ipto  min¬ 
utes,  minutes  into  hours,  and  the  people  still 
waited  and  the  crowd  grew  larger.  Many  had 
had  no  supper  and  were  rather  angry 
that  the  train  should  bo  so  slow, 
while  others  enjoyed  themselves  by  getting 
into  groups  and  discussing  the  situation. 
Pi-ominent  were  the  young  ladies  present, 
and  the  “unlucky  thirteen”  of  the  Howitzers 
(who  didn’t  go)  and  the  gaily-uniformed 
Blues  made  their  hearts  beat  faster  ns  they 
conversed  and  laughed. 

During  this  time  the  band  played  anything 
it  wanted  to,  and  the  small  boy  fired  pop- 
jcrackers  and  fire-works.  One  young  lady 
(made  a  resolve  that  the  first  man  that  stepped 
Jfrom  the  train  she  would  rush  up  and  kiss, 

I  but  the  train  came  in  too  fast,  and  when  it 
j  did  stop  she  was  a  coach  length  from  the  rear 

THE  TBAIN  CAME  IN. 

About  8  o’clock  the  train  did  come  and  every- 
bodv  was  aleit.  Bed  tiro  blazed  with  its  usual 
effulgency,  sky-rockets  went  heavenward, 
pop-crackers  popped,  kisses  were  given  and 
received Jiands  were  grasped,  and  everybody 
yelled.  Everybody  was  glad,  and  everybody 
showed  it,  and  the  fuss  made  over  it  told 
clearly  that  everj’body  is  not  glad  every  day 
in  the  week. 

After  some  little  delay  the  procession 
started,  while  along  the  sidewalks  the  ladies, 
with  their  friends,  made  their  way  up  toivn. 
■The  Blues,  headed  by  their  band,  was  first  in 
the  parade,  and  Captain  Cutchiiis  commanded 
the  sixty  men  pre.sent  with  his  usual 
mai'ked  ability.  Next  came  the  Bich- 
mond  Grays  —  thirty  men  —  Captain  0. 
Grav  Bossieux  in  command.  'I’hey  were 
headed  by  the  Uegimental  Dnim  Conis.  The 
“uiducky  thirteen”  of  the  Howitzers  followed, 
and  also  headed  their  traveliug-coinrades. 
Lieutenant  H.  M.  Starke  commanded  the 
stay-at-homes,  while  Captain  JohnE.  Hutche- 
aon  commanded  the  ti  avelere.  Lee  Comp,  re- 
l  united,  followed,  headed  by  their  band,  and 
I  eveiybody  marched  with  a  springy  step  as 
^though  they  were  to  get  here. 


t_TL _  _  -. 

iFourteenth  to  Main,  thence  to  Ninth,  thence 
fto  Broad,  thence  to  Seventh,  and  from  the 
fcmory  to  the  Howitzers’  ai-mory,  where  re- 
teshnicnts  were  served. 

A  All  along  the  line  of  march  fire  works  and 
fed  tire  told  better  than  words  how  glad  the 
rleft”  element  was  to  see  the  travelers,  and 
the  baud  played  “Home,  Sweet  Home” 
Everybody  agreed  that  that  organization  had 


_ his  hands. 

After  one  of  the  most  delightful  trips  ever 
►made  and  2,128  miles  tiavel,  the  Howitzer  ex- 
kcursiou  party  reached  Bichmond.  The  spe- 
^ciul  train  which  brought  the  Virginians  home 
■left  Atlanta  Friday  evening  about  8  o’clock,  i 
iMiiiiv  old  Kichmouders  were  at  the  station  to 
[see  them  oft',  and  the  party  started  north 
amid  the  cheers  and  shouts  ot  huudreils. 

I  Though  everybody  was  more  or  less  tired, 
very  few  retired  until  a  late  hour.  An  inte¬ 
resting  game  of  progressive  etiehi’e  was  played 
’  -  '*'188  Campbell,  Miss  Lyons,  Mrs.  Brander,  ■ 
Taylor,  Mrs.  Larus,  Mrs.  Starke,  Mi-s. 
Lumsden,  Miss  Stacy.  Mr.  AVillie  Campbell, 
Messrs.  Starke,  Lieutenant  Bosher,  Chelf, 
MacF'arlane,  Bosher,  Austin,  Wortham.  Fish¬ 
er,  Woodson,  Lon-aine,  Crutchfield,  Healy, 
and  Wilson. 

'The  iirizes  were:  First  lady’s— An  alligator 
scarf-pin,  won  by  Miss  Stacy;  first  gentle- 
inan’s,  an  alligator  scarf-pin,  won  by  Corixiral 
Wooilsoii.  Gentleman’s  booby,  wind  instru¬ 
ment,  Mr.  Wilson;  lady’s  booby,  a  sham 
watch,  Mrs.  Lai-us. 

ENTERTAINED  HT  DANCINO. 

At  one  of  the  stations  at  which  the  train 
stopped  in  the  southern  part  of  Virginia  a 
large  crowd  of  negroes  gathered  ai'Ouud  one 
of  the  platforms,  where  Mr.  Polk 
Miller  was  playing  on  the  banjo. 
They  listened  for  some  time  in 
silence  until  one  old  Uncle  Ned  came  forward 
and  began  dancing.  A  ring  around  him  was 
soon  formed,  and  the  venerable  figure  went 
through  figures  and  steiis  that  surprised  many 
of  the  white  onlookers.  In  one  of  the  breaks  in 
the  dance  some  one  gave  him  a 
“four-finger”  drink,  and  then  ho  added  to  his 
laiu'els.  As  the  train  was  about  to  stop  he 
dropped  on  his  back  and  exented  on  the 
gi-ound  the  most  extraordinary  contortions 
with  his  shoulders  and  legs. 

MOUNTCASTEE  CEUD. 

An  organization  which,  while  temporary 
through  the  trip,  was  made  pemmnent  yester¬ 
day,  IS  the  Mountcastle  Club,  a  body  which 
took  its  name  fromtlie  veteran,  Mr.  George  0. 
Mountcastle,  who  contributed  so  much  to  the 
enjoyment  of  others. 

Mr.  Mountcastle  had  as  his  quar¬ 
ters  the  cosy  little  smoking-room  in 
one  of  the  sleepers  and  during 
the  day  and  evening  the  room  was  always 
crowded  with  older  members  of  the  party, 
who  sat  around,  smoked,  talked  about  the 
war.  and  told  jokes.  Yesterday  Mr.  Mount¬ 
castle  was  elected  pre,siderit,  and  CaiJ-, 
tain  Charles  H.  Epps  vice-president.  The; 
lending  members  of  the  club  are  Messrs., 
James  T.  Gray,  Thomas  Booker,  John  T.] 
McKenna.  A.  O.  Jones.  Joseph  M.  Fourqurean,’ 
A,  W.  Archer  and  D.  O.  Davis.  ^ 


nEBOEUTIONS  ADOPTED. 

Before  the  train  reached  hero  yesterday  thaif 
Bichmonders  held  a  meeting,  and  a  committee  ' 
composed  of  Lieutenant  Charles  G.  Bosher, 
and  Lieutenant  Thomas  H.  Starke,  of  the 
Howitzer  Corannny;  Mr.  James  T.i 
Gray  and  Mr.  'Wilhnm  L.  White,  of  the 
Howitzer  Association,  and  Mr.  T.  P.  Pollard 
-  and  Mr.  D.  A.  Broum,  of  the  Lee  Camp,  was 
[-appointed.  The  commitee  prepared  tl*  fol- 
Llowinjnesolutions,  which  were  unanH^us. 
ilugiBopted:  „  . 

W^We,  members  of  the  Howitzer  company; 

'  Howitzer  Association,  Lee  Camp  .and  others , 
who  accompanied  us  on  our  trip  to  the  New  Or-a 
leans  Mardi  Gras,  desire  to  express  our  nppre«t 
ciation  of  the  unifonn  kindness  and  politene^ 
of  the  ofScei-s  of  the  Eichmond  and  D.mviU^ 
Bailroad  Company,  and  have,  therefore,  inj 
joint  session  on  the  14th  day  of  February^ 
1891,  adopted  the  following  resolutions:  J 

“Besolved,  That  we  hereby  tender  our  si^ 
cere  thanks  to  Mr.  L.  S.  Brown,  of  the  PictH 
mont  Air  Line;  Mr.  .Tosenh  S.  Potts,  of  tM 
Bichmond  and  Danville;  Mr.  A.  S.  Thweaw 
of  the  Georgia  Pacific  division;  Mr.  C.  IV 
Tennant,  of  the  Pullman  Palace  Car  Cons 
pany,  and  their  a.ssociatcs,  for  their  marked 
courtesies  and  untiring  attention  during  th| 
eiclit  days  of  our  travel  under  their  guidancq? 

“Besolved  further.  That  wo  heartily  comJ 
mend  to  the  traveling  public  these  goutlemenj 
who  are  an  honor  to  the  lines  they  so  faith-^ 
fully  and  pleasantly  represent;  for  in  theiiu 
hands  they  need  have  no  apprehension  iag 
goiut  of  comfort  or  look  for  infoi-mation  whenfl 

“Besolved  further.  That  the  ladies  accom- 1 
panying  the  Howitzei-s  and ^ee  Camp^de.she  ) 


edgemehts  to  Captain  S.  T.  flickinson,  of  the*, 
Pullman  Car  Company,  for  his  uniform  cour¬ 
tesy  to  them  on  all  pccasions.  by  which  ho 
added  no  little  to  their 
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The  railway  ^oe. 


mills  for  its  mannfaotnre  upon  a  royalty  of  from  |1 
to  |1.50  per  ton,  owing  to  the  weight  of  the  rail.  The 
following  are  the  officers  of  the  company;  President, 
W.  F.  Boardman;  vice  president,  F.  Chappellet;  secre¬ 
tary,  J.  E.  Morris. 


From  an  article  in  Engineering  on  railway  projects 
in  Great  Britain  for  1891  we  condense  the  following; 

The  deep  tunnel  line,  called  the  Central  London  rail¬ 
way,  will  be  represented  in  a  bill  before  parliament. 
This  line  is  to  commence  at  Shepherd’s  Bush  Qreen 
and  terminate  at  the  junction  of  Birchin-lane  and 
Cornhill.  The  fate  of  the  bill  for  this  enterprise  in 
parliament  rests  on  the  success  and  failure  of  the  other 
deep  tunnel  line,  the  City  <t  South  London,  for  if  this 
latter  line  meets  the  expectations  of  the  public  the 
Central  London  bill  will  probably  pass  both  houses  of 
parliament. 

Another  leep  tunnel  railway  is  proposed  between 
South  Kensington  and  Paddington,  while  the  City  & 
South  London  proposes  extending  its  line  to  some  point 
in  Islington. 

A  very  important  scheme  is  the  Lancashire  Derby¬ 
shire  <k  East  Coast  railway,  which  will,  should  parlia¬ 
ment  pass  the  bill,  form  a  new  east  and  west  route  be¬ 
tween  Runcorn  on  the  Mersey  and  Sutton  on  the  Ger¬ 
man  ocean,  traversing  a  country  hitherto  poorly  pro¬ 
vided  with  facilities  for  traveling  directly  east  and 
west,  and  will  tap  the  output  of  various  collieries. 

It  has  been  a  long  time  since  any  attempts  have  been 
made  to  bring  a  new  road  into  London,  but  the  Man¬ 
chester  Sheffield  &  Lincolnshire  system  propose  ex¬ 
tending  its  line  to  the  metropolis,  a  distance  of  80 
miles,  commencing  at  Nottingham  and  joining  the 
the  Metropolitan  system  at  Buckingham. 

Besides  this  list  there  are  a  great  many  projected 
plans  for  underground  lines  for  urban  and  suburban 
t»vel,  of  which  an  unusual  number  are  being  promoted, 
.Xut  the  great  trunk  lines  of  the  country  have  laid  out 
/  very  moderate  plans. 


On  Saturday,  Feb.  7,  there  stood  on  the  Chicago  & 
Alton  tracks  in  the  union  passenger  station  at  Chicago 
two  magnificent  creations  of  modern  railway  luxury 
which  represented  the  highest  type  of  railway  car  con¬ 
struction  ever  put  on  the  rails.  These  were  the  twin 
Pullman  compartment  sleeping  cars  “Teutonic”  and 
“Majestic,”  which  have  just  been  completed  by  the 
Pullman  Palace  Car  company  fur  the  Chicago  &  Alton 
at  a  coat  of  i^40,0<X)  each. 

The  arrangement  of  the  •  oar  interior  is  novel  and 
original,  as  a  study  of  the  accompanying  diagram  made 
by  The  Railway  Age  from  a  blue  print  furnished  by 
the  Pullman  company  will  indicate. 

Each  car  is  divided  into  four  parts  which  are  sub¬ 
divided  into  a  drawing  room,  six  sleeping  sections, 
four  private  compartments  and  a  large  and  commo¬ 
dious  smoking  and  toilet  room  for  gentlemen.  The 
drawing  room,  as  well  as  each  private  compartment,  is 
provided  with  a  complete  toilet  with  hot  and  cold 
water,  and  a  decided  improvement  is  noticed  in  the 
ladies'  toilet  room,  which  is  much  larger  than  usual. 
The  washstands  are  of  white  metal  and  the  toilet 
rooms  throughout  are  equipped  with  all  the  modern 
conveniences. 

The  private  compartments,  each  of  which  contains 
two  double  berths  (upper  and  lower)  are  separate 
rooms,  but  by  means  of  folding  doors  two,  or  all  four, 
can  be  thrown  together  and  arranged  en  suite.  Wicker 
easy  chairs  are  added  to  the  furnishings  of  these  pri- 
nal  washstands  com- 


inclosed,  has  a  library  finish  of  dark  English  oak  with! 
handsome  embossed  and  decorated  leather  panels,  thel 
rich  effect  further  enhanced  by  brown  glace  plush  up-l 
holstery  and  draperies.  J 

The  drawing  room  is  exceptionally  handsome,  withl 
its  steel  gray  plush  panels  and  brocade  finish  of  ivory  ■ 
tint  and  gilt,  the  upholstering  and  draperies  matching  I 
the  panels.  Like  the  other  compartments  the  room  1 
contains  a  complete  toilet.  In  fact  every  appointment  ' 
which  fastidiousness,  luxury,  comfort  and  safety  could 
suggest  is  contained  in  these  beautiful  oars. 

The  Pintsoh  gas  system  is  used  for  illumination. 
Both  the  “Teutonic”  and  “Majestic”  are  each  70 
feet  long  and  weigh  each  100,000  pounds.  They  are 
mounted  on  Pullman  standard  six-wheel  trucks,  with 
H8-inch  Allen  paper  wheels;  are  provided  with  Black- 
stone  couplers  and  platforms,  vestibuled  at  each  end 
and  fitted  with  Westinghonse  triple  brakes  and 
signals.  The  trimmings  are  bronze. 

These  cars  have  been  placed  in  service  on  the  nigh^ 
run  of  the  Chic  ago  &  Alton  between  Chicago  and 


The  Qranirera’  Work. 

The  Railway  Age  publishes  a  statement  showing 
the  foreclosure  sales  and  receiverships  of  railroads  in 
the  United  States  during  1890,  which  strickingly  re- 
fiects  the  ill  treatment  of  the  roads  by  the  granger  ele¬ 
ments  in  and  out  of  the  legislatures,  Within  the  past 
year  29  companies  were  subjected  to  foreclosure  sale, 
with  a  funded  debt  of  $90,851,000  and  a  capital  stock 
of  $91,651,<KH).  Discouraging  as  this  showing  may  ap¬ 
pear,  yet  it  is  a  fact  still  more  discouraging  that  vii6' 
foreclosures  of  the  last  16  years  show  even  a  higher  ’ 
annual  average  than  those  of  18!)0.  Since  1875  the 
aggregate  foreclosuee  sales  cover  .50,525  miles  with  |2,- 
865,000,000  of  combined  stock  and  bonds,  or  an  average 
of  $191,000,000  per  annum.  Of  this  huge  total  $980,- 
000,000  occurred  during  the  three  years  1886,  ’86  and 
’87 ;  and  yet  so  little  was  the  moral  effect  of  those  dis- 
astrious  years  that,  immediately  following,  a  furore  of 
speculative  construction  set  in  which  resulted  in  the 
severely  financial  crisis  from  which  we  are  emerging. 
The  foregoing  signifioent  figures,  however,  tell  only  ' 
part  of  the  story,  adds  the  New  York  Bulletin,  com-  * 
menting  on  the  compilation,  for  within  the  past  year  | 
2,968  miles  of  road  have  been  placed  under  receiver¬ 
ships  with  a  combined  total  of  capital  stock  and  bonds 
amounting  to  $1().5,007,000.  The  railroads  have  not 
struck  back  because  the  weak  were  too  weak  and  it  suited 
the  great  railways  to  let  things  take  their  course  and 
absorb  the  small  cross  country  lines,  particularly  as  the 
battle  was  sore  for  themselves  also.  The  grangers'  Alger 
ine  piratical  methods  are  nearing  an  end  and  what 
they  made  of  ity  Self  injury.  When  the  railr 
prosper  in  this  country  all  classes  prosper,  farmers 
all.  Give  the  railroads  fair  play  and  business  will 
benefited  to  an  extent  that  ignorant  and  prejudi 
opposition  even  will  be  forced  to  see  and  confes 
[Rand-McNally  Bankers’ Monthly. 

FORTHCOMING  CONVENTIONS. 

March  3,  Tuesday — National  Convention  of  Railroad 
Commissioners  at  Washington,  D.  C. 

March  17,  Tuesday — General  Passenger  and  1  n-ket 
Agents’  Association  ;  semi'annual  meeting  at  San 
Francisco,  Cal.  '  j 

May  6,  Tuesday— National  Association  of  RttiiMay  I 
Surgeons  ;  annual  meeting  at  Buffalo,  N.  Y. 

June  9,  Tuesday — Master  Car'Builders’  AAsociation  ; 
annual  convention  at  Cape  May,  N.  J.  ■ 

REOULAK  HlKJBTr  AND  CLUB  MEETINGS.  i 

WoBtprn  Railway  tilub,  monthly ;  third  Tnosday.in  ttie Rook¬ 
ery  BuihtiuR,  (MiicaBO,  at  2  P.  M. 

New  BuKlaiid  Railroad  Club,  niontlily;  Bt'cond  Wcrlneeday, 
Boston  &  Albany  jiasaensrer  station,  Boston. 

New  York  Railroad  Club,  niontlUy;  third  Thursdaw,  at  No. 
113  Liberty  street.  New  York. 

Central  Railway  Club;  fourth  Wednesday  >"  *'  '  '' 

August  and  October,  at  Tifft  Housc.Buffalo,  N. 

American  Society  of  Civil  KiiKineers;  first  anJ 
days  of  each  month,  at  127  East  23d  street,  New 

Boston  Society  of  Civil  Emtineers,  monthly ;  , 

day,  7  -M  p.  H.,  Boston  &  Albany  station,  Albany.' 

EnMinoors’  Club  of  Philadelphia,  monthly  m 
house,  1122  Uirard  street,  Philadelphia. 

Engineers’  Club  of  Kansas  City,  monthly ;  first 


The  Aoe. 


fe  place  of  Mr.  8.  H.  Harrington,  reaigned. - Mr.  H. 

— .  8quire  hai  been  appointed  traveling  freight  agent, 
with  headquartere  at  Indianapolis,  Ind. 

Cleveland  dt  Marietta— ViX.  James  C.  Taylor  has 
been  appointed  superintendent  of  transportation  id 
John  Glaser  master  mechanic. 

Corpus  Christi  tC  South  American.  -Mr.  Geor^||Pn- 
yard  has  been  appointed  general  passenger J^l^icket 
agent,  with  headquarters  at  Corpus  Christi,  Tex. 

Delaware  Lackatvanna  di  W'estem.  —  Mr.  Charles 
Graham,  who  recently  resigned  as  general  master  me¬ 
chanic,  has  been  given  the  honorary  title  of  consulting 
master  mechanic  during  his  life. 

Detroit  &  Cleveland  Steam  Navigation  Co. — General 
manager  D.  Carter  announces  that  Mr.  E.  B.  Whitcomb 
having  resigned  the  position  of  general  passenger  and 
ticket  agent  tor  this  company  Mr.  Augustus  A.  Bchantz 
has  been  ai)pointed  assistant  general  passenger  agent 
in  charge  of  that  department.  Headiiuarters,  Detroit, 
Mich.  Mr.  F.  E.  Wellington  has  been  appointed  auditor. 


Oulf  Colorado  di  Santa  Fe. — Mr.  C.  F.  Ward  has  been  — 
appointed  master  mechanic,  with  headquarters  at  Gal¬ 
veston,  Tex.,  in  place  of  Mr.  J.  J.  Tomlinson,  resigned. 

Oulf  Western  Texas  dt  Pacific  and  New  York  Texas  dt 
Mexican.  -Thu  following  appointments  are  announced 
by  M.  D.  Monserrate,  general  superintendent:  Mr. 
James  Beaumont  is  apjiointed  live  stock  agent  of  the 
Victoria  division  of  the  Gulf  Western  Texas  &  Pacific, 
with  headquarters  in  Victoria,  Tex.,  in  place  of  Mr.  R. 

H.  Berry,  resigned.  Mr.  McWhalen  is  appointed  road- 
master  of  the  Gulf  Western  Texas  &  Pacific  in  place  of 
Mr.  James  Beaumont,  appointed  live  stock  agent.  Mr. 
Frank  Godin  is  apiiointed  roadmaster  of  the  New  York 
Texas  &  Mexican,  in  place  of  Mr.  McWhalen,  trans¬ 
ferred. 

Kentucky  Central. — Mr.  J.  B.  Browning  has  been  ap¬ 
pointed  general  baggage  agent,  with  headquarters  at_ 
Louisville,  Ky. 

LouisviUe  Southern. —  Mr.  C.  H.  Woodwell  has  been 
appointed  district  passenger  agent,  with  headquarters 
at  Louisville,  Ky. 

Meadrille  dt  Linesville. — Mr.  A.  C.  Huidekoper  has 
been  appointed  receiver  and  he  has  appointed  J.  T. 
Blair  general  manager  and  J.  Frank  White  auditor. 
Headquarters,  Meadville,  Pa. 

Memphis  db  Little  Rock. — Mr.  8.  W.  Moore  has  been 
appointed  traveling  freight  and  passenger  agent,  with 
headquarters  at  Little  Rock,  Ark.,  in  place  of  Mr.  H. 
B.  Miller,  resigned. 

^^.Vissourt  Pacific. — Mr.  E.  E.  Calvin,  division  super- 
^Htendenl  Central  Branch,  has  been  appointed  superin- 
^Kndeut  of  the  western  division,  with  office  at  Atchison, 
Hkan.,  and  E.  U.  Mann,  acting  superintendent  of  the 
Bwestern  division,  has  been  appointed  superintendent 
■>f  the  Central  t  ranch,  vice  E.  E.  Calvin,  transferred, 
^bith  ofiBce  et  Concordia,  Kan. 


look  after  business  for  both  lines  between  Toledo  and 
Cincinnati,  a  traffic  agreement  having  been  made  by 
the  two  roads. 

Union  Pacific.-  Mr.  8.  8.  Morris  has  been  appointed 
assistant  superintendent  of  the  Idaho  division,  in  place 
of  Mr.  H.  L.  Evans,  resigned. 

Wadley  dt  Mount  Vernon. — Mr.  F.  M.  Fremont,  vice 
president,  has  been  appointed  general  manager. 

Western  dt  Atlantic.  Mr.  J.  L.  McCullom  has  been 
appointed  general  superintendent,  with  headquarters 
at  Atlanta,  Ga.,  in  jjlace  of  Mr.  Robert  A.  Anderson,  re¬ 
signed. 

Wiscojisin  Central. — Mr.  C.  E.  Bray  has  been  ap¬ 
pointed  district  passenger  agent  at  Boston,  Mass.,  in 
place  of  A.  J.  Quin,  and  J.  J.  Ferry  district  passenger 
agent  at  Cincinnati,  Ohio,  in  place  of  8.  H.  Mills. 


Granife.— This  New  Hampshire  company  elected  the 
following  ofilcers  and  directors  at  the  recent  annual 
meeting:  President,  W.  B.  Bewail;  vice  president,  J. 
W.  Leighton;  directors,  J.  F.  Osgood,  W.  B.  Williams, 
G.  F.  Green,  F.  8.  Davis;  clerk  and  treasurer,  J.  A. 
Bimpson. 


ago  the  Earl  Fruit  company  ordered  15(>  cars  at  a  cost  1 
of  about  and  they  have  just  arrived  in  Los 

Angelos  and  will  be  used  during  the  coming  season.  I 

This  is  a  big  thing  for  southern  California  and  show  ■ 
that  the  fruit  business  is  growing  rapidly.  The  cai  - 
will  be  used  for  fruits  and  vegetables  and  will  do  moi . 
to  advertise  southern  California  than  anything  thin 
has  been  done  in  the  way  of  permanent  or  traveling 
exhibits. 

The  test  case  yesterday  was  for  the  purpose  of  show 
ing  the  merits  of  the  ventilating  device  on  these  new 
cars,  as  it  proposed  to  use  them  as  ventilator  car?* 
when  they  are  not  needed  as  refrigerator  cars.  They 
are  especially  desirable  for  orange  shipping  during 
the  winter  season,  as  they  can  be  used  as  a  ventilator 
car  through  the  warm  climate  at  this  end  of  the  Bnc, 
and  when  the  car  reaches  the  cold  climate  of  the  Rocky 
mountains  the  ventilators  can  be  closed'  and  the  fruit 
will  be  thoroughly  protected  from  frost.  As  the  walls 
of  the  car  are  very  thick  the  contents  of  the  care  are 
thoroughly  insulated  when  the  ventilator  doors  are 
closed. 

Ordinary  refrigerator  cars  are  not  provided  with  any 
facilities  for  ventilating  contents  and  are  not  as  safe 
therefore  as  this  new  combined  ventilator  and  refriger¬ 
ator  oar  for  orange  shipments  during  the  winter  sea- 
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Chielph  Junction.— Annual  meeting  in  Guelph,  Ont., 
Feb.  6.  Directors  elected:  Wm.  Bell,  John  M.  Bond, 
Thos.  Gowdy,  Chas.  Raymond,  Geo.  Bleemnn.  At  a 
meeting  of  the  directors  Mr.  Bell  was  elected  president 
and  A.  H.  Macdonald  secretary  and  treasurer. 

Hannibal  Union  Depot  Co.— Annual  meeting  in  Han¬ 
nibal,  Mo.,  Feb.  10.  Directors  elected:  C.  M.  Levey, 
W.  I<^.  Mercill,  8.  E.  Crance,  W.  J.  Hilton,  George  K. 
Tozer  and  J.  J.  Frey.  The  following  officers  were 
elected:  C.  M.  Levey  president,  W.  J.  Hilton  secretary 
and  treasurer,  E.  C.  N.  Lee  superintendent. 

Hartford  Fordsville  dt  Western.  —The  following  are 
the  officers,  with  ’  eadquarters  at  Fordsville,  Ky.:  Pres¬ 
ident,  T.  J.  Smith  vice  president,  J.  T.  Miller,  and 
secretary  and  tret  .urer,  John  J.  McHenry,  allqf  Harts- 
ford,  Ky. 

Kansas  City  \  mphis  dt  Birmingham.- — Annual  meet¬ 
ing  in  Memphi  ,  Term.,  Feb.  6.  Directors  elected: 
George  H.  Ne'  Jeton,  Charles  Merriam,  Abbott  Law¬ 
rence,  H.  H.  1  nnewill,  8.  Jefferson  Coolidge,  E.  V.  R. 
Thayer,  Nathaniel  Thayer,  Francis  Bartlett,  Alex. 
Cochrane. 

Keokuk  dt  Western.  -Annual  meeting  in  Keokuk,  Iowa, 
Feb.  4.  Directors  elected:  T.  Dewitt  Cuyler,  Phila¬ 
delphia;  Benjamin  Strong,  John  Paton,  W.  H.  Gebhard, 
Benjamin  Graham  and  G.  H.  Candie  of  New  York;  F. 
T.  Hughes  and  A.  C.  Goodrich,  Keokuk,  and  Gen.  F.  M. 
Drake  of  Centerville.  Mr.  F.  T.  Hughes  was  re-elected 
president. 

New  tendon  Northern.- -Annual  meeting  in  New  Lon¬ 
don,  Conn.,  Fob.  4.  The  old  directors  were  re-elected. 
Robert  Coit  was  re-elected  president  and  treasurer  and 
J.  A.  Southard  secretary. 

Philadelphia  dt  Krie.— Annual  meeting  in  Philadel¬ 
phia,  Pa.,  Feb.  9.  Managers  elected:  W.  H.  Wilson,  J . 
N.  DuBarrv,  Wistar  Morris,  8.  G.  Thompson,  N.  P. 
Shortridge,  Henry  D.  Welsh,  W.  Welsh,  W.  J.  Howard, 
W.  L.  Elkins,  A.  R.  Little,  J.  Bayard  Henry. 

Ridgeway  dt  Clearfield.  -Annual  meeting  in  Philadel¬ 
phia  last  week.  Directors  elected:  President,  J.  N. 
DuBarry;  directors,  W.  H.  Barnes,  John  P.  Green, 
Wistar  Morris,  O.  B.  Roberts,  N.  Parker  Shortridge  and 
Henry  D.  Welsh. 

^Western  New  York  dt  Peni^t/lraiiia.^ -Th^J^^ors 


e&>coesafni  Vest  of  a  Combination  'Ventilator  and  Re- 
fidgerator  Oar. 

The  following  is  from  the  Los  Angeles  Times  of 
Jan.  10: 

Yesterday  afternoon  general  manager  K.  H.  Wade  of 
the  Santa  Fe  and  several  friends  wore  looked  up  in  one 
of  the  Earl  Fruit  company's  new  refrigerator  cars  and 
it  was  run  out  on  the  road  at  a  high  rate  of  speed  as  a 
test.  The  car  is  one  of  the  latest  improved,  and  the 


The  Bnrgion  compound  rail,  two  views  of  which  are 
shown  in  the  accompanying  illustrations,  is  designed 
for  use  on  both  steam  and  street  railways.  Economy 
and  safety  are  the  general  claims  made  for  it.  The 
rail  has  been  in  practical  use  on  the  belt  line  of  the 
Southern  Pacific  at  Oakland,  Cal.,  since  April,  1890. 
and  since  that  time  4i>  passenger  trains,  each  consist¬ 
ing  of  a  44-ton  locomotive  and  eight  or  ten  well  filled 
cars,  have  passed  over  the  track  daily.  Notwithstand- ' 
ing  that  the  rails  were  put  down  at  the  close  of  an  un¬ 
usually  wet  season  upon  a  bed  of  light,  sandy  soil  very 
thinly  ballasted  with  gravel,  the  track  required  no  at¬ 
tention  for  eight  months  and  has  only  been  partially, 
tamped  once — in  January,  1891.  With  old  T  rails  in 
use  on  the  same  roadbed  the  section  men  found  it  nec¬ 
essary  to  tamp  up  the  joints  about  every  two  weeks. 
The  weakest  points  of  a  railway  track  are  its  jointst 
and  it  is  claimed  that  the  joint  of  the  Bargion  rail  is 
many  times  stronger  than  the  T  rail,  besides  bein  ■ 
uniformly  smooth.  The  test  which  the  rail  has  under 
gone  since  April,  1890,  has  shown  results  which  ake 
said  to  establish  beyond  dispute  the  following  claiub 
made  for  it: 

1.  The  cost  of  the  rail  is  but  a  small  fraction  more' 
than  the  T  rail. 

2.  That  there  is  no  friction  between  the  upper  and 
lower  parts,  the  contact  surface  after  nine  months' 
service  presenting  precisely  the  same  appearance  as 
when  laid,  showing  not  the  slightest  evidence  of  at¬ 
trition. 

3.  That  the  cost  of  renewal  of  this  track  is  but  one- 
half,  as  the  lower  part  becomes  a  permanent  part  of 
roadbed. 

4.  That  the  cost  of  its  maintenance  is  not  to  exceed 
one-fifth. 

5.  That  there  can  be  no  sunken  joints. 

fi.  That  there  are  no  broom-ended  rails. 

7.  That  there  can  be  no  tipping  of  frogs. 

8.  That  by  reason  of  these  facts  theDictim^ 
ing  stock  and  danger  of  trtcFel  is . 

nrr*  with  hoIesTjjj^cUAedKnC  fill 
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made  of  soft  steel,  the 
upper  part  of  carbonized  steel.  The  upper  part  may 
be  broken  and  removed,  still  a  train  cannot  be  de¬ 
railed.  The  expansion  and  contraction  of  the  rails  ft 
absolutely  controlled,  segregated  and  made  non-com* 
municative.  Between  the  upper  and  lower  parts  of  the 
rail  is  an  open  space  designed  to  furnish  a  conduit  for 
division  or  safety  wires.  Any  accident  to  the  track 
will  break  4he  safety  wire  and  notify  the  train  dis¬ 
patcher,  who  can  imm 
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PULLMAN’S  PALACE  CAR  CO. 


ANNUAL  MEETING. 


CThioago,  Thursday,  October  17th,  1889. 

President  Pullman  supplemented  his 
annual  report  with  the  following  general 
information; 

During  the  fiscal  year  the  sleeping  car 
plant  and  franchises  of  the  Union  Palace 
Car  Company  have  been  purchased,  alto 
the  outstanding  bonds,  and  substantial¬ 
ly  all  the  stock  of  the  Mann  and  Wood¬ 
ruff  companies.  This  has  resulted  in  an 
addition  to  this  company’s  equipment  of 
235  cars,  which  are  operated  under  con¬ 
tracts  covering  10,142  miles  of  railroad. 

The  joint  interest  of  the  Atchison, 
Topeka  &  .Santa  Fe  Kailroad  Company,  in 
the  sleeping  car  plant  of  its  system,  has 
also  been  purchased  by  this  company,  in¬ 
cluding  a  contract  with  it,  and  its  con¬ 
trolled  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  period  of  25  years. 

The  contract  with  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines, 
for  sleeping  and  parlor  cars,  has  been  ex¬ 
tended  for  a  like  period  of  time,  and  the 
Richmond  &  Danville,  East  Tennessee, 
Virginia  &  Georgia,  Philadelphia  &  Read¬ 
ing,  Central  Railroad  of  New  Jersey,  San 
Antonio  &  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  Tampa  &  Key 
West  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep¬ 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  this  com¬ 
pany's  business  during  the  year,  contracts 
for  their  operation  for  a  period  of  25  years, 
having  been  executed  with  the  Union 
Pacific,  Atchison,  Topeka  &  Santa  Fe  and 
Atlantic  &  Pacific  railroad  companies,  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com¬ 
pany. 

We  have  also  assumed  the  operation  and 
management  of  this  class  of  cars  upon  the 
Southern  Pacific,  Denver  &  Rio  Grande, 
and  Chicago,  Rock  Island  &  Pacific  systems. 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  $17,812.73 
each,  or  an  aggregate  of  .$2,511,59(5.17. 

There  are  now  under  construction,  at 
the  company’s  works.  (54  cars,  the  estimated 
cost  of  which  is  .$985,0(X).()0.  These  cars, 
when  completed,  will,  with  the  57  Mann, 
127  Woodruff,  51  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  cars,  besides  which  there  are 
now  being  operated  239  tourist  cars. 

There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  the  company’s 
shops  and  plant,  the  sum  of  $63,05(8.20. 

The  value  of  manufactured  product  of 
all  the  car  works  of  the  company  for  the 
year  was  $8,652,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
$1,736,417.64,  making  a  total  of  $10,388,- 
164.53,  against  $10,823,225.18  for  the  pre¬ 
vious  year.  The  reduction  is  due  to  a 
temporary  lull  in  the  demand  for  freight 
cars  in  the  spring  of  the  present  year. 

The  average  number  of  names  on  the 
pay  rolls  at  Pullman  for  the  year  was  4,541 ; 
the  wages  paid  .$2,629,531.78,  making  an 
average  for  each  person  employed  of 
$679.06,  against  $604.00  the  previous  year; 
but  .still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  $5,770,345.26. 
The  number  of  employes  for  the  previ¬ 
ous  year  was  10,530,  and  the  wages  paid 
$5,51(5,201..55. 

The  number  of  cars  employed  in  the 
service  is  1,760  standard  and  239  tourist 
or  second  class. 

The  number  of  persons  carried  during 
the  year  was  4,242,542.  The  number  of 
miles  run  by  cars  was  144,842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  117,854,  an  increase  of 
11,723  miles  over  the  previous  year. 

The  population  of  Pullman,  as  shown  by 
the  ce’isus  of  July  Slst,  1889,  was  10,(510 
persons  -a  gain  of  529,  compared  with  the 
previou.s  year.  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  increased  during  the  year. 

The  Pullman  Loan  and  Savings  Rank 
shows  savings  deposits  at  the  end  of  the 
fiscal  vear,  of  .$282,994.(X) -- a  gain  of 
$20.H37.00  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1150  to  12(X)  and  the  average 
for  each  depositor  has  also  increased  from 
$227.96  to  $2.35.82. 

'I’he  entire  enrollment  of  pupils  in  the 
public  schools  for  the  school  year  was 
1262  (527  boys  and  6.35  girls  -with  a  regular 
staff  of  23  teachers.  Evening  schools  have 
also  been  established  for  tlie  benefit  of 
those  employed  during  the  day,  where 
English  studies,  including  mathematical 
drawing  an<l  geometry  are  being  taught. 

The  character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de¬ 
mand  for  substantial  literature,  the  works 
of  fiction,  including  juveniles,  being  only 
27  jier  cent,  of  the  whole,  ns  against  31  per 
cetit.  last  yi'iir.  This  fact  is  s\iggi  s(  ive.  in 
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annual  report  with  the  following  general 
information: 

During  the  fiscal  year  the  sleeping  car 
plant  and  franchises  of  the  Union  Palace 
Car  Company  have  been  purchased,  also 
the  outstanding  bonds,  and  substantial¬ 
ly  all  the  stuck  of  the  Mann  and  Wood¬ 
ruff  companies.  This  has  resulted  in  an 
addition  to  this  company’s  equipment  of 
235  cars,  which  are  operated  under  con¬ 
tracts  covering  10,142  miles  of  railroad. 

The  joint  interest  of  the  Atchison, 
Topeka  &  Nanta  Fe  Railroad  Company,  in 
the  sleeping  car  plant  of  its  system,  has 
also  been  purchased  by  this  company,  in¬ 
cluding  a  contract  with  it,  and  its  con¬ 
trolled  lines,  for  the  operation  of  sleeping 
and  parlor  cars,  for  a  iieriod  of  25  years. 

The  contract  with  the  Union  Pacific 
Railway  Company,  and  its  controlled  lines, 
for  sleeping  and  parlor  cars,  has  been  ex¬ 
tended  for  a  like  period  of  time,  and  the 
Richmond  &  Danville,  East  Tennessee, 
Virginia  &  Georgia,  Philadelphia  &  Read¬ 
ing,  Central  Railroad  of  New  Jersey,  San 
Antonio  A  Aransas  Pass,  Atlantic  & 
Danville,  and  Jacksonville,  Tampa  &  Key 
West  railway  companies  have  made  with 
this  company,  similar  contracts  for  sleep¬ 
ing  and  parlor  cars  for  the  same  period. 

The  tourist  or  second-class  sleeping  cars 
have  also  been  made  a  feature  of  tliis  com- 

K3  business  during  the  year,  contracts 
eir  operation  for  a  period  of  25  vears 
having  been  executed  with  the  Union 
Pacific,  Atchison,  Topeka  &  Santa  Fe  and 
Atlantic  &  Pacific  railroad  companies,  by 
which  the  entire  tourist  sleeping  car  busi¬ 
ness  of  these  systems  has  been  transferred 
to  the  control  and  management  of  this  com¬ 
pany. 

We  have  also  assumed  the  operation  and 
management  of  this  class  of  cars  upon  the 
Southern  Pacific,  Denver  &  Rio  Grande, 
and  Chicago,  Rock  Island  &  Pacific  systems. 

There  have  been  built  and  placed  in  ser¬ 
vice  during  the  year,  141  sleeping,  parlor, 
dining  and  special  cars,  costing  $17,812.73 
each,  or  an  aggregate  of  $2,511,596.17. 

There  are  now  under  construction,  at 
the  company’s  works,  64  cars,  the  estimated 
cost  of  which  is  $985,000.00.  These  cars, 
when  completed,  will,  with  the  57  Mann, 
127  Woodruff,  61  Union  Palace,  and  3  mis¬ 
cellaneous  cars  purchased,  make  a  total  of 
443  standard  cars,  besides  which  there  are 
now  being  operated  239  tourist  cars. 

There  has  been  expended  during  the  fis¬ 
cal  year  for  additions  to  the  company’s 
shops  and  plant,  the  sum  of  $63,0!I8.20. 

The  value  of  manufactured  product  of 
all  the  car  works  of  the  company  for  the 
year  W'as  $8,652,746.89,  and  of  other  in¬ 
dustries  at  Pullman,  including  rentals, 
$1,736,417.64,  making  a  total  of  $10,388,- 
164.53,  against  $10,823,225.18  for  the  pre¬ 
vious  year.  The  reduction  is  due  to  a 
temporary  lull  in  the  demand  for  freight 
cars  in  the  spring  of  the  present  year. 

The  average  number  of  names  on  the 
pay  rolls  at  Pullman  for  the  year  was  4,541 ; 
the  wages  paid  $2,629,631.78,  making  an 
average  for  each  person  employed  of 
$679.06,  against  .$604.00  the  previous  year; 
but  still  a  high  rate  per  capita  compared 
with  the  average  of  other  manufacturing 
establishments  of  a  similar  character. 

The  total  number  of  persons  in  the  em¬ 
ploy  of  the  company  in  its  manufactur¬ 
ing  and  operating  departments  is  11,063. 
Wages  paid  during  the  year  $5,770,345.26. 
The  number  of  employes  for  the  previ¬ 
ous  year  was  10,630,  and  the  wages  paid 
$5,516,201.55. 

The  number  of  cars  employed  in  the 
service  is  1,760  standard  and  239  tourist 
or  second  class. 

The  number  of  persons  carried  during 
the  year  was  4,242,642.  The  number  of 
miles  run  by  cars  was  144,842,618. 

The  total  mileage  of  railways  covered  by 
contracts  for  the  operation  of  the  cars  of 
this  company  is  now  117,854,  an  increase  of 
11,723  miles  over  the  previous  year. 

The  population  of  Pullman,  as  shown  bv 
the  census  of  July  31st,  1889,  was  10,610 
persons  -a  gain  of  529,  compared  with  the 
previous  year.  The  population  immedi¬ 
ately  surrounding  Pullman  has  consider¬ 
ably  increased  during  the  year. 

The  Pullman  Loan  and  Savings  Rank 
shows  savings  deposits  at  the  enff  of  the 
fiscal  year,  of  $282,994.(X)  —  a  gain  of 
$20,837.00  over  the  previous  year.  The 
number  of  depositors  has  increased  during 
the  year  from  1150  to  12fX)  and  the  average 
for  each  depositor  has  also  increased  from 
$227.!t8  to  $235.82. 

The  entire  enrollment  of  pupils  in  the 
public  schools  for  the  school  year  was 
1262  ^627  boys  and  635  girls— with  a  regular 
staff  of  23  teachers.  Evening  schools  have 
also  been  established  for  the  benefit  of 
those  employed  during  the  day,  where 
English  studies,  including  mathematical 
drawing  and  geometry  are  being  taught. 

The  character  of  books  drawn  from  the 
public  library  indicates  an  increasing  de¬ 
mand  for  substantial  literature,  the  works 
of  fiction,  including  juveniles,  being  only 
27  per  cent,  of  the  whole,  as  against  31  per 
cent,  last  year.  This  fact  is  suggestive,  in 
view  of  the  returns  made  in  ten  English 
cities  for  the  year  1888,  which  places  the 
number  of  books  of  fiction  and  juveniles  at 
80  per  cent.,  while  twenty-two  large  Eng¬ 
lish  cities  report  an  issue  of  62  per  cent,  of 
works  of  fiction  from  their  public  libra¬ 
ries,  exclusive  of  juveniles,  for  the  same 
year. 


Price  by  the  Year,  $1.00. 


PULLMAN,  ILL.,  SATURDAY,  OCTOBER  11,  1890. 


PULLMAN. 

Some  Brief  Statements  Relat¬ 
ing  to  Features  of  the 
Nfew  City. 


Its  Various  Industries,  and  the 
Prosperity  of  the  Work¬ 
men  Here. 


Fuctia  of  Iutei*ci§)t  to  th« 
Oenornl  Bouclei-. 


Pullman  is  situated  on  the  'n-est 
-shore  of  Lake  Calumet,  fourteen  miles 
south  of  the  Court  House.  The  ex¬ 
treme  length  of  the  town  is  about  two 
miles  in  a  north  and  south  direction, 
and  it  is  about  half  a  mile  in  average 
width.  The  surface  of  streets  around 
the  Arcade  is  about  nine  feet  above 
the  level  of  the  lake,  affording  good 
basements  for  buildings.  The  land 
rises  to  the  north,  and  the  surface  at 
the  foundry  is  fifteen  feet  above  the 
lake  level.  All  improvements  in  the 
way  of  drainage,  paving,  sewerage, 
gas  and  water,  preceded  the  iropnlatiou, 
or  were  made  when  the  houses  were 
built.  Pullman  has  a  population  of 
about  11,000,  and  5,250  operatives  are 
employed  in  all  the  industries  here, 
and  their  average  earnings  are  $2  a 
day,  or  over  $600  a  year  each.  In  no 
other  place  are  all  workmen  so  well 
provided  for  as  here.  The  following 
are  facts  of  interest : 

Aiicade. — This  sti-ucture,  250x164 

and  postofflce.  The  second  story  is 
used  for  offices,  the  library,  and  thea¬ 
ter,  and  (he  third  story  for  lodge-rooms. 
It  is  heated  by  steam. 

Arcade  Mercantile  Company  is  a 
corporation  which  occupies  all  the 
stores  in  the  southwest  quarter  of  the 
Arcade,  selling  dry  goods,  groceries, 
china  and  glass  ware,  boots,  shoes,  etc. 
It  handles  the  bulk  of  the  mercantile 
business  transacted  in  Pullman. 

Arcade  Theater.— This  theater  will 
accommodate  an  audience  of  1,000,  and 
is  furnished  with  all  modern  con¬ 
veniences.  A  good  play  or  concert  is 
given  here  once  a  week,  and  at  prices 
about  one-half  of  those  charged  in  Chi¬ 
cago.  The  drop  curtain  is  tlje  finest 
painting  of  the  sort  in  the  West. 

Art.  —The  town  and  shops  were 
built  under  the  supervision  of  artists 
and  architects.  Pullman  is  the  only 
town  in  the  world  built  artistically  and 
scientifically  in  every  part.  Artists 
are  emidoyed  in  the  decoration  of  cars 
intide  and  outside,  and  in  carving  and 
marquetry  work. 

Allen  Paper  Car  Wheel  Works.— 
These  works  have  a  capacity  for  build¬ 
ing  12,0(M)  wheels  a  year.  The  Allen  ' 
wheel  consists  of  a  steel  tire,  an  iron  i 
hub,  and  a  hard  ])aper  center,  or  core,  | 
protected  on  either  side  by  boiler 
plates,  and  all  aecnrately  bolted  to  1 
gether.  It  is  used  under  sleeping  cars 
and  other  4  0stlv  ears  nii.t  it  will  n/n 


I  Hand. —  (See  Music.)  j  Fl.ats. — (See  Buildings. ) 

Bank.— The  Pullman  Loan  and  Sav-  '  FHEKiHT  Car  Shops. — The  capacity 
ings  Bank,iu  the  Arcade,  now  has  1,525  :  of  these  shops  is  forty  finished  cars  a 
savings  depositors,  and  their  deposits  day,  or  one  for  every  fifteen  minutes  of 
■  aggregate  $400,000.  working  time. 

Brass  Works.— (See  Union  Foun-  Fire  Department.— This  is  now 
dry.)  under  the  city  Fire  Marshal. 

Blacksmith  Shops.— These  shops  Foundry.- (See  Union  Foundry.) 

form  a  portion  of  the  car  works,  and  Fuel.- In  what  might  be  termed 
run  125  forges  for  the  smaller  forgings  the  Pullman  industries  alone,  about 
used  in  car  construction.  ]  50,000  tons  of  coal  a  year  are  consumed. 

Birth  Kate. — This  has  always  been  j  All  theshavings  and  sawdust  from  the 
about  four  times  the  death  rate.  shops  are  burned  under  the  boilers. 

Brickyards.- The.se  immense  yards  Gas  Works.— Gas  is  made  by  the 
have  a  capacity  for  turning  out  thirty  Lowe  process,  and  is  carried  into  evefy 

millions  of  brick  a  year.  The  clay  room  in  Pullman.  The  city  is  lighted 

for  them  is  dredged  from  the  bottom  by  gas. 

of  Lake  Calumet.  The  bricks  are  all  Geology.— There  is  a  deposit  here 

machine-made.  of  bowlder  drift  blue  clay  about  ninety 

Blocks. — The  size  of  a  block  here  foet  thick,  resting  upon  lime  rock, 
which  will  contain  tenements  for  from  making  the  best  posiible  foundation 
fifty  to  one  hundretrtifcilies  is  660  by  for  buildings  of  every  sort. 

330  feet.  Twenty-five  blocks  are  now  Green  Houses.- These  are  kept  for 
occupied  by  dwellings.  furnishing  the  town,  its  parks  and 

Buildings. — There  are  brick  tene-  gardens  with  flowers  hnd  shrubs, 
mentsfor  1,750  families;  there  are  only  Garbage.- At  present  all  the  gar- 
seventy  frame  tenements  in  the  place,  barge  is  collected  each  day  and  buried 
These  buildings  contain  all  modern  at  a  distance  from  the  town. 


nearly  half  a  million  dollari^Birth  is  acrei.  The  town  is  chiefly  uimn  the 
constantly  kept  on  hand  in  ^^azds.  lands  of  the  Car  Company. 

The  yards  cover  about  eightHres  of  Rents.— The  rents  of  houses  here 

ground.  Lumber  is  obtoi^H  from  rang&  from  five  to  fifty  dollars  a  month, 
Sonth  America,  Central.' Ame^B  Mex-  the  Average  being  fourteen  dollars  a 
ico,  and  from  half  the  Sts^Bif  the  month;  but  there  are  hundreds  of  ten- 
Uuion.  ements  renting  from  six  to  nine  dollars 

Machinery. — There  is  near^L  mill-  a  month.  These  rents  are  considerably 
ion  dollars’  worth  of  machine*  in  aU  less  than  those  for  similar  tenements 
the  industries  at  Pullman,  aM  it  is  anywhere  else  in  Chicago, 
needless  to  say  that  it  is  the  bel  of  its  Railroad.— There  are  thirty  miles 

kind  made.  I  of  railroad  connected  with  the  town 

Manufacturing.— The  totalljBlue  of  and  shojis.  This  road  has  threelooo- 
the  finished  product  from  all  tM  man-  motives  and  150  cars.  This  road  con- 


improvements— gas,  water,  etc.,  and 
good  basements. 

Business  Hou.ses. — Business  men 
rent  stores  in  the  Arcade  or  stalls  in 
the  Market  building.  The  Pullman 
Company  has  no  business  interests  in 


Hydrants. — There  are  160  fire  or 
street  hydrants  set  at  intervals  of  300 
feet  on  the  streets. 

Halls.— There  is  n,bundance  of  hall 
room  in  the  place. 

History. — Work  w‘ns  begun  here  in 


these  mercantile  establishments,  but  May,  1880,  and  the  first  family  came 
merely  rents  rooms  to  business  men.  ,7an.  1,  1881,  the  second  late  in  March 
Pullman  has  the  best  of  markets  and  of  the  same  vear. 
stores  of  all  kinds.  Healh. -The  health  of  the  citizens 

Cah'met  River.  This  stream  sonth  here  has  always  beei|  good,  the  death- 
of  Pullman  flows  five  times  as  mneh  rate  having  never  exceeded  eleven  per 
water  as  the  Chicago  River,  and  will,  annum  for  each  1,000  of  population,  or 
in  the  near  future,  furnish  from  forty  to  foss  than  half  the  average  for  American 
fifty  miles  of  wharfage.  The  Govern-  cities,  and  tfnly  one-third  of  the  world’s 
ment  is  improving  the  river  to  200  average  death-rate, 
feet  in  width  and  16  feet  in  depth.  Hotel.— There  is  only  one  hotel  as 

Cars.— Cars  of  every  description  yet,  and  it  can  accommodate  about  100 
are  made  here,  the  shops  having  a  guests. 

capacity  for  turning  out  each  week  HousES.^fSce  BujUiBgs.  i  _ 
three  simpers,  ten.. passenger  cars.  HarsaDKii»A<u4PIBIiill!ll|ls-l^ 
andtSWv  freight  cars,  and  ,  Journals.-The  Arcade  Journal. 


pending  upon  the  value  of  the  cars. 
With  the  exception  of  glass,  blankets. 


the  number  de-  ^  focal  paper  of  eight  pages,  ii 


only  newspaper  published  here. 
Island. — The  ground  known  a 


car  springs  and  plushes  used  in  up-  contains  five  acres  and  lies  at 

bolstering,  everything  for  the  best  oars  the  foot  of  One  Hundred  and  Eleventh 
is  manufactured  at  Pullman ;  all  mar-  street.  It  has  boat  houses,  grand 
ble  work,  glass  embossing,  mirror  stands,  a  race  course  and  grounds  es- 
making  and  electroplating  are  done  peoially  prepared  for  alt  manner  of 
athletic  exercises.  It  is  under  the 
Calumet  Manufacturing  Com-  control  of  the  Pullman  Athletic  Asso- 
PANY. — This  company  makes  all  the  ciation. 


paints  u.sed  here,  and  also  makes  paints 
for  the  outside  market. 


Ice  Houses.— These  houses,  on  the 
southwest  shore  of  the  lake,  hold 


CEMETER1ES.--In  tliis  immediate  24,000  tons  of  ice. 
neighborhood  there  are  cemeteries  as  Iron  Machine  Shop.— This  is  a  part 
follows :  North  of  us  is  Onkwoods,  of  the  oar  shops,  in  which  all  kinds  of 
and  west  of  us  are  Mount  Greenwood,  iron  machine  work  is  done. 

Mount  Olivet  and  Mount  Hope  ceme-  Insurance.— All  property  here  is 

terioH.  kept  fully  insured. 

Chicago.- Pullman  is  now  in  the  Industries.— The  various  industries  I 

Thirty-fourth  Ward  of  Chicago,  the  here  are  the  Pullman  Car  Shops,  the  . 
city  containing  1,250,000  population.  Cniou  Foundry,  the  Drop  Forge  and  j 
Children’s  W’ork. — As  yet  only  a  Foundry  Company  W’orks,  the  Iron 
lew  children  work  in  the  factories  here,  and  Steel  Works,  the  Paint  Works,  the  I 
probably  200  in  all.  Brick  Works,  the  Street  Car  Works,  ) 

Dairy  Farm. -This  farm,  on  the  the  Terra  Cotta  Works,  the  Standard  ! 
Calumet  River,  keeps  from  80  to  100  Knitting  Mills,  and  the  Columbian  I 
cows :  the  milk  is  all  sold  in  Pullman  Screw  Factory.  I 

and  vicinity.  Lake  Calumet.— This  lake  is  three  ' 

Drainage.— A  system  of  drains  and  and  a  half  miles  long  by  a  mile  and  a  1 
laterals  takes  all  the  atmospheric  wa-  half  in  width,  and  will  eventually  be- 


ufactories  at  Pullman  is  noiA 
fifteen  millions  of  dollars  a  yean 
of  the  whole  country  is  eight  tin 
millions  of  dollars. 

Market. — This  building  idj^^l 
100  feet  in  size,  and  in  it  are  th^|( 
.italls  from  which  meat,  ve^K 
fruit,  fldh  and  poultry  are  sol^^ 
the  market  stalls  is  a  public  h^H 
will  accommodate  an  nudie^^H 
Municipal. — Pullman  is  ||^Hi 
Thix-ty- fourth  Ward  of  Chica^H 
Music. — Pullman  hasoneof^K 
military  bands  in  the  West 
forty  musicians.  It  carrie^^^^B 
l>rize  in  the  State  banc^^^Hs 
Peoria,  Oct.  3,  1890;  it  al^^^|< 
other  prizes. 

N.ativity.- On  July  3I^^^B 
were  5,223  workmen  in  all 
tries  at  Pullman,  and  th^^^| 
was  as  follows :  Born  in  t^^H 
States,  1,738;  born  in  Sw^^B 
born  in  Germany,  .581;  in^^H 
557 ;  in  England,  372 ;  in  Ii^^H 
in  Canada,  206;  iu  ^forw^^Hf 
Scotland,  80 :  in  Denmark, 

57;  in  Austria,  39;  in  Pol^^^| 
W  ales,  27 ;  '  in  Switzerls^^^^ 
France,  23;  in  Belgium,  9; 

8;  in  Hungary,  6;  in 
I  Mexico,  2;  in  Australia, 

I  1 ;  in  Greece,  1.  Total, 

I  Nursery. — (SeeGreen^^^^f 

I  nfx  acres  are  devoted 
'  bery  and  greenhouses. 

I  Necrology. — (See  HealB^^f 
Operatives.— (See  WorkmBI 
Organization. — The  Pnllmi^ii| 
^  W^orks  have  a  general  managm 
the  town  a  general  superintali| 
and  under  these  are  foremen  in  ofl 
of  the  several  departments.  B 
independent  industry,  of  course, 
its  own  superintendent. 

Paint  Works. — (See  Calumet  J 
ufacturihg  Compauy. ) 

Play  Grounds. — (See  Island 
Amusements. ) 

Parks. — The  whole  place  is  a] 
in  itself. 


about  nects  with  the  belt  lines. 

That  Repair  Shops.— PlamJ  are  in  pre- 
isand  jiaration  for  new  Repair  Shops,  which, 
will  hold  130  cars. 

0  by  RiverCalumet.— (See  Calumet  Riv- 

arket  er. ) 

ibles,  Stables.— The  Pullman  Stables  care 
Over  for  sixty  horses,  and  contain  the  quar- 
rhich  ters  of  the  Fire  Department. 

(flOO.  Secret  Societies.— Such  societies 
n  the  are  well  represented  here,  there  being 
about  forty  different  clubs  and  asso> 
I  best  ciations  in  the  town. 

V  has  Streets. — There  are  nearly  eight 

» first  miles  of  paved  streets.  The  width  of 
st  at  the  ordinary  street  is  sixty-six  feet, 
eight  and  the  distano^between  house-lines 
is  about  100  The  main  boule- 

fefcre  vard,  or  On^Jpnndred  and  Eleventh 
Hus-  street,  is  It^Keet  wide.  The  streets 
Hity  are  all  w^vdrained  and  have  good 
mted  cobble-stdn  gutters,  well  provided 
967 ;  with  ^ft-basius ;  shade  trees,  too, 
^d,  are  ^d^^ed  on  either  side,  and  there 
wl8 ;  are  jHdsome  grass-plats  between  the 
Bj;  in  sid^Klks  and  the  wagon  roads, 
illy,  ^Hvers  and  Sewage. — A  system 
i  in  oJ^ipes,  entirely  separate  from  the 
I  in  ^aius  for  surface  waters,  takes  the 

Iim  houses  and  shops  to  a 
ilding  300,000  gallons  under 
tower.  The  sewage  is 
)m  this  reservoir  as  fast  as 
a  sewage  farm  three  miles 
*•  town.  /  The  farm  is  irri- 
the  sewage  (see  Pullman 
le  dwellings  are  aU  pro¬ 
good  closets,  and  there  are 
ings  other  than  woodsheds, 
six  hundred  thousand  gal- 
ige  a  day  are  pumped  to  the 


ter  from  roofs  and  streets  into  Lake 
Calumet.  The  drainage  of  the  town 
is  perfect,  and  preceded  the  popula-  ' 
tion,  it  being  jmt  in  simultaneou.sly 


ome  a  good  harbor. 

Lake  Mi<  eigan.— This  inland  sea 
«  3:!0  miles  long  by  an  average  of  sixty 
lile.s  in  width,  and  is  576  feet  abbve 


of  the  several  departments.  I^^^^^^^et  Cak.s.— About  four  miles  of 
independent  industry,  of  course, tracks  have  been  laid,  and 
its  own  superintendent.  d^iiVless  be  extended  northward 

Paint  Works.— (See  Calumet  l^H  and  sooud^nect  with  tracks  leading  to 
ufacturihg  Compauy. )  ■  the  centeri\f  Chicago.  All  kinds  of 

Play  Grounds.— (See  Island  street  cars  at^  built  here. 
Amusements.)  Steam  Heating.— All  the  shops 

Parks. — The  whole  place  isa^H  and  public  buildings,  such  as  the  Ar- 
in  itself.  cade.  Church,  Sohoolhouse  and  Market 

Passenger-Car  Shops.— (See  C^re.)  are  heated  by  steam,  and  also  all  the 
These  shops  have  room  for  about  150  dwellings  on  the  boulevard,  and  those 
cars,  and  turn  out  from  ten  to  twelve  surrounding  Arcade  Park, 
passenger  oars  a  week  and  three  sl^op-  Sewage  Farm  (see  Pullman  Farm), 
ing  cars.  They  also  repair  from  tjfty  Sidewalks.— There  are  twelve  miles 
to  100  cars  a  month.  These  shops  are  of  sidewalks,  made  largely  of  two-inch 
admirably  lighted  and  perfectly  a  en-  pine-  plank.  There  is  some  gravel 
tilated.  walk,  and  three  blocks  have  brick 

P.'iVEMKNTs. — There  are  nearly  eifht  walks, 
miles  of  paved  streets.  Social  Life.— There  are  abundant 

Police. —We  have  a  detail  of  ^wo  opportunities  here  for  social  pleasures, 
men  from  the  Chicago  force.  and  a  hundred  local  trains  a  day  make 

Politics.— The  two  political  parties  every  portion  of  Chicago  easily  aoces- 
are  about  eijually  divided  here.  sible. 

Professions.- We  have  phyoioiana  Schools.  —  There  are  excellent 
and  clergymen  here,  but  no  lawyers  schools  now  under  the  manageihent  of 
as  yet  (October,  1890).  j’  the  Chicago  Board  of  Education.  The 

Power.— The  steam  engines  at  P^ll-  pupils  in  doily  attendance  average 
man  are  rated  at  8,000  horse-power,  about  1,000. 

( See  Corliss  Engine. )  I _  Stores  (see  Arcade  i.  -Tl...  I’nli.non 


MS  Vairi(»ii',  IiKliistrics,  and  Oic 
l‘ros|u*rity  of  tlie  Work- 
men  Here. 

of  lutorcist  to  tlie 


liiUTH  Hatk.— This  has  alwayfl  been  All  theahavings  and  aawduBt  from  the  kind  made.  '  1 

about  four  times  the  death  rate.  shops  are  burned  under  the  boilers.  i  MANUFACTmiNO.— Thetotal')| 

BuiCKYAiii.s.—Tho.so  immense  .vard.s  I  Mas  WoBKS.-Gas  is  made  by  the  the  iinished  product  from  all  11 
have  a  capacity  for  turning  out  thirty  j  Lowe  process,  and  is  carried  into  evefv  ufactories  at  Pullman  is  no^ 
millions  of  brick  a  year.  The  clay  I  room  in  Pullman.  The  city  is  lighted  fifteen  millions  of  dollars  a  yeaJ 
for  them  is  dredged  from  the  bottom  by  gas.  of  the  whole  country  is  eight  ^ 

of  Lake  Calumet.  The  brieks  are  all  CtKology. — Therein  a  depo.sit  here  millions  of  dollars.  .I 

machine-made.  of  bowlder  drift  blue  clay  about  ninety  Makket.— This  building  iJ 

Blocks.— The  size  of  a  block  here  feet  thick,  resting  upon  lime  rock,  100  feet  in  size,  and  in  it  are  thj 
which  will  contain  ferments  for  from  making  the  best  pos  :ible  foundation  .-.tails  from  which  meat,  veJ 
fifty^  to  one  hundreiHl^lies  is  6G0  by  for  buildings  of  every  sort.  fruit,  fish  and  poultry  are  aol^ 


fiOO  feet.  Twenty-five  blocks  a  . . . 

Pullman  is  situated  on  the  west  occupied  by  dwellings.  furnishing  the  tow^its  "park7Vnd  7illTcoomm7drtren  Mdie 

shore  of  Lake  Calumet,  fourteen  miles  BuiLDiNos.-There  are  brick  tene-  gardens  with  flowers  and  shrubs.  Mi  nicipal. -Pullman  is 

south  of  the  Court  House.  The  ex-  ments  for  1,750  families;  there  are  only  G.AnBAOE.-At  present  all  the  gar-  Thii-tyfourth  Ward  of  Chic 
ti  eme  length  of  the  town  is  almut  two  seventy  frame  tenements  in  the  place,  barge  is  collected  each  day  and  buried  Music.-Pullman  has  one 
miles  in  a  north  and  south  direction,  These  buildings  contain  all  modern  at  a  distance  from  the  town.  military  bands  in  the  West] 

and  It  18  about  half  a  mile  in  average  improvements- gas,  water,  etc.,  and  Hydb ants. -There  are  IGO  fire  or  forty  musicians.  It  carried 
width.  The  surface  of  streets  around  good  basements.  street  hydrants  set  ttt  intervals  of  300  prize  in  the  State  baml 

the  Arcade  is  about  nine  feet  above  Business  HorsEs.-Business  men  feet  on  the  streets.  Peoria  Oct.  3,  1890 •  it  nil 

the  level  of  the  lake,  affording  good  rent  stores  in  the  Arcade  or  stalls  iu  HALLs.-There  is  o,hundanco  of  hall  other  prizes.  ’  J 

basements  for  buildings.  The  land  the  Market  building.  The  Pullman  room  in  the  place.  Nativity  —On  July  30 

rises  to  the  north,  and  the  surface  at  Company  has  no  business  interests  in  HisroHY.-Worlf  w-ns  begun  here  in  were  5,228  workmen  in  all 

the  foundry  is  fifteen  feet  above  the  those  mercantile  establishments,  but  May,  1880,  and  the  first  familv  came  tries  at  Pullman,  and  th< 

lake  level.  All  improvements  in  the  merely  rents  rooms  to  business  men.  Jan.  1.  1881,  the  second  late  in  March  was  as  follows :  Born  in 
way  of  drainage,  paving,  sewerage,  Pullman  has  the  best  of  markets  and  of  the  same  vear.  i  States  1  738-  born  in  8v 

gas  and  water,  preceded  the  ixipulation,  stores  of  all  kinds.  HEALH.-The  health  of  the  citizens  born  in  Germany,  .581;  ii 

or  were  made  when  the  houses  were  Calumet  Rivkis. -This  stream  south  here  has  always  beeif  good,  the  death-  557;  in  England,  372;  in  Ii 
built.  Pullgian  has  a  population  of  of  Pullman  flows  five  times  as  much  rate  having  never  exceeded  eleven  per  in  Canada,  20(5;  iu  l^orw 
about  11,000,  and  5,250  operatives  are  water  as  the  Chicago  Fiver,  and  will,  annum  for  each  1,000  of  population,  or  Scotland,  80;  in  Denmark,  ( 
employed  in  all  the  industries  here,  in  the  near  future,  furnish  from  forty  to  less  than  half  the  average  for  American  57:  in  Austria,  39;  in  Pol 
and  their  average  earnings  are  $2  a  fifty  miles  of  wharfage.  The  Govern-  cities,  and  otily  one-third  of  the  world’s  Wales,  27;  in  Switzerla 
day,  or  over  4*000  a  year  each.  In  no  ment  is  improving  the  river  to  200  average  death-rate.  France,  23;  in  Belgium,  9;  i 

other  place  are  all  workmen  so  well  feet  in  width  and  IG  feet  in  depth.  HoTEL.-There  is  only  one  hotel  ns  8;  in  Hungarv,  6;  in  I^ 

provided  for  as  here.  TheiuUowing  CAUS.-Cars  of  every  description  yet,  and  it  can  accommodate  about  100  Mexico,  2;  in  Australia,  2  J 
are  facts  of  interest :  are  made  here,  the  shops  having  a  guests.  1 ;  in  Greece,  1.  Total,  5,1 

Aucade.— This  structure,  250x164  ^  capacity  for  turning  out  each  week  HorsES.^I'See  BuiUincaj____  Nursery —(See  Gree’nlJ 

■iilUe  sWrerT^.ffA°ja,->.ke  i  ^passenger  cars.  HQrsMDB.iiiiAajJ|Bilill!li|lt>  i  . i  iln  u  i7l(ii|J 

bauu.>^^^aand-T8«t  freight  cars,  and  Jocrnals.-The  Arcade  Journal,  bery  and  greenhofises.  ^ 
^he  second  story  is  |  several  street  cars,  he  number  de-  ^  local  paper  of  eight  pages,  is  the  NECBOLOGY.-(See  Heal 
used  for  ofi,e  the  library,  and  thea-  pending  upon  the  value  of  the  cars,  only  newspaper  pubbshed  here.  OPKRATiVES.-(See  Work 

ter,  and  he  third  story  for  lodge-rooms,  ^ith  the  exception  of  glass,  blankets,  isr.AND.-The  ground  known  as  the  Organ, ZATioN.-The  Pul 
It  is  heated  by  steam.  car  sprmgs  and  plushes  used  in  up-  j.iand  contains  five  acres  and  lies  at  Works  have  a  general  ma 

Arcade  MERC.ANTILE  COMP.ANY  IS  a  bolstering,  everything  for  the  best  cars  the  foot  of  One  Hundred  and  Eleventh  the  tnwr,  » 


Green  Houses. — These  are  kept  for  the  market  stalls  is  a  public  fa 
furnishing  the  town,  its  parks  and  will  accommodate  an  audien 


n-ick  tene-  gardens  with  flowers  and  shrubs. 


ex-  ments  for  1,750  families;  there  are  only  I  GARBAOE.-At  present  all  the  gar- 
two  seventy  frame  tenements  in  the  place,  barge  is  collected  each  day  and  buried 
ion.  These  buildings  contain  all  modern  at  a  distance  from  the  town. 


Garbage. — At  present  all  the  gar-  Thii-ty-fonrth  Ward  of  Chicag 
barge  is  collected  each  day  and  buried  Music. — Pullman  has  one  ol 

at  a  distance  from  the  town.  military  bands  in  the  West  Ail 

Hydrants. — There  are  160  fire  or  forty  musicians.  It  carrie^H 
street  hydrants  set  ttt  intervals  of  300  prize  in  the  State  baa(^| 
feet  on  the  streets.  Peoria,  Oct.  3,  1890;  it  al^H 

Halls. — There  is  Abundance  of  hall  other  prizes. 
room  in  the  place.  Nativity.- On  July  31^ 

History. — Worlf  w'as  begun  here  in  were  5,228  workmen  in  all  ■ 


other  place  are  all  workmen  so  wel 
provided  for  as  here.  The  ioUowinj 
are  facts  of  interest ; 


Am.ADE.-Ani8  structure,  aoux  1(54  ^  capacity  tor  turning  out  each  week  Houses. WSee  BuiU«gsj_^  NuRSERY.-CSeeGreenh^^B 

■^ilUe  storerT^.«‘A°ja,->.k®  i  ^passenger  cars.  HQrsMDB.iiiiAa*J|Bilill!li||^  six-acre>r»TvritevofediCTii^^B 

Uanu,>^^^aand-T8«t  freight  cars,  and  Journals.-The  Arcade  Journal,  bery  and  greenhofises. 

^he  second  story  is  |  several  street  cars,  he  number  de-  ^  local  paper  of  eight  pages,  is  the  NECBOLOGY.-(See  HealflH 

used  for  ofiiees.  the  library,  and  thea-  pending  upon  the  value  of  the  cars,  only  newspaper  pubbshed  here.  OPERAT,VES.-(See  WorkmSH 

ter,  and  he  third  story  for  lodge-rooms,  ^ith  the  exception  of  glass,  blankets,  isr.AND.-The  ground  known  as  the  Organ, ZATioN.-The  Pullm^ 
It  IS  heated  by  steam.  car  sprmgs  and  plushes  used  in  up-  j.iand  contains  five  acres  and  lies  at  Works  have  a  general  manag« 

Arcade  MERC.ANTILE  COMP.ANY  IS  a  bolstering,  everything  or  the  best  cars  the  foot  of  One  Hundred  and  Eleventh  the  town  a  geLral  superiSS 
corporation  which  occupies  all  the  manufactui^d  at  Pullman ;  all  mar-  street.  It  has  boat  houses,  grand  and  under  these  are  foremen  in 
stores  in  the  southwest  quarter  of  the  ble  work,  glass  embossing,  mirror  stands,  a  race  course  and  grounds  es-  of  the  several  departments,  t 
Arcade,  seJing  dry  goods,  groceries,  making  and  electroplating  are  done  pecially  prepared  for  all  manner  of  independent  industry,  of  course, 
china  and  glass  ware,  boots,  shoes,  etc.  here.  athletic  exereiaes  It  ia  ^  j ^ 

Ti  tu  I  n  .  XI  ...  „  amieno  exercises.  It  is  under  the  its  own  superintendent. 

It  handles  the  bulk  of  the  mercantile  Calumet  Manuf.aoturing  Com-  control  of  the  Pullman  Athletic  Asso-  Paint  Works.— (See  CalumeiJ 

business  transacted  in  Pullman.  pany. -This  company  makes  all  the  ciation.  ufacturing  Company.) 

Arcade  Theater.— This  theater  will  paints  used  here,  and  also  makes  paints  Ice  Houses. —These  houses,  on  the  Pl  ay  Grounds.— (See  Island 
accommodate  an  audience  of  1,000,  and  for  the  outside  market.  southwest  shore  of  the  lake,  hold  Amusements) 

is  furnished  with  all  modern  con-  Cemeteriks.  -Id  tliis  immediate  24,000  tons  of  ice.  Parks —The  whole  nlaneisaJ 


of  railroad  connected  with  the  town 
Ine  of  and  shojis.  This  road  has  three  loco- 
man-  motives  and  150  cars.  This  road  oon- 
kbout  nects  with  the  belt  linos. 

That  Repair  Shops.— Pland  are  in  pre- 
xsand  paration  for  new  Repair  Shops,  which. 
wiU  hold  130  cars. 

0  by  EiverCalu.mf:t.— (See  Calumet Riv- 
arket  er. ) 

.bles.  Stables.- The  Pullman  Stables  care 
Over  for  sixty  horses,  and  contain  the  qnar- 
rhioh  ters  of  the  Fire  Department. 
aPOO.  Secret  Societies.— Such  societies 
n  the  are  well  represented  here,  there  being 
about  forty  different  clubs  and  asso- 
>  best  ciations  in  the  town, 
r  has  Streets.- There  are  nearly  eight 
( first  miles  of  paved  streets.  The  width  of 
st  at  the  ordinary  street  is  sixty-six  feet, 
eight  and  the  distanc^between  house-lines 
is  about  100  JK.  The  main  boule- 
Afcro  vard,  or  On^^undred  and  Eleventh 
Bus-  street,  is  K^^eet  wide.  The  streets 
Byity  are  all  w^Tdrained  and  have  good 
ttited  oobhle-stoB  gutters,  well  provided 
9&7 ;  with  ^y^u-ha.sius ;  shade  tree.s,  too, 
fauid,  are  x^^ped  on  either  side,  aud  there 
318 ;  are  J«dsome  grass-plats  between  the 
B;  in  sid^plks  and  the  wagon  roads. 

I  AND  Sewage. — A  system 
mtirely  separate  from  the 
surface  waters,  takes  the 
im  houses  and  shops  to  a 
ilding  300,000  gallons  under 
tower.  The  sewage  is 
im  this  reservoir  as  fast  as 
a  sewage  farm  three  miles 
It!  town.  I  The  farm  is  irri- 
the  sewage  (see  Pullman 
le  dwelbngs  are  all  pro¬ 
good  closets,  and  there  are 
lings  other  than  woodsheds, 
six  hundred  thousand  gal- 
ige  a  day  are  pumped  to  the 


veniences.  A  good  play  or  concert  is  neighborhood  there  are  cemeteries  as  Iron  Machine  Shop. — This  is  a  part  in  itself  ~  ^ 

Oakwoods.  of  the  car  shops,  in  which  all  kinds  of  PASsENGER-C.ARSHOPS.-fSeeCai 
about  one-half  of  those  charged  m  Chi-  and  west  of  us  are  Mount  Greenwood,  iron  machine  work  is  done.  These  shoos  have  room  for  abont  3 

raSinu  Jf'thtrttr  Mount  Obvet  and  Mount  Hope  ceme-  Insurance.-A11  property  here  is  IZ  to  ^wJ 

Art —The  town  T>ii  •  kept  fully  insured.  passenger  oars  a  week  and  three  slit 

Art.  The  town  and  shops  were  Chicago.— Pullman  is  now  in  the  INDUSTHIES.—The  various  industries  ing  cars  Thev  also  repair  from 
budt  under  the  mipervision  of  artists  Thirty-fourth  Ward  of  C  hicago,  the  here  are  the  Pullman  Car  Shops,  the  to  100  cars  a  mLth  tLso  shopali 
and  architects.  is  the  only  city  containing  1,250,000  population.  Union  Foundry,  the  Drop  Forge  and  admirably  lighted  and  perfectly^  i 

town  in  the  world  built  artistically  and  Children’s  Work.— As  yet  only  a  Foundry  Company  Works,  the  Iron  tilated  ^  ^  ^  ^  ^ 

scientifically  in  every  part.  Artists  few  children  xvork  in  the  factories  here,  and  Steel  Works,  the  Paint  Works,  the  p  .wf 
are  employed  in  (lie  decoration  of  cars  probably  200  in  all.  Brick  Works,  the  Street  Car  Works,  miles  o 

inside  and  outside,  and  in  carving  and  Dairy  FARM.-This  farm,  on  the  the  Terra  Cotta  Works,  the  Standard  Poli 
marquetry  work.  Calumet  River,  keeps  from  80  to  100  Knitting  Mills,  and  the  Columbian  men  fn 

Allen  Paper  Car  Wheel  Works.-  cows ;  the  milk  is  aU  sold  in  Pullman  Screw  Factory.  Po, , 

These  works  have  a  capacity  for  build-  and  vicinity.  Lake  Calumet. -This  lake  is  three  are  abo 

mg  12,000  wheels  a  year.  The  Allen  Drainage. — A  svstem  of  drains  and  and  a  half  miles  Inno-  Iit  s  mile  onri  a  t. 


»  xuce  course  ana  grounas  es-  of  the  several  departments.  Cars. -About  four  miles  of 

pecially  prepared  for  all  manner  of  independent  industry,  of  course^^^^^B^v  tracks  have  been  laid  and 
athletic  ®x®>^®«es  It  is  under  the  its  own  superintendent.  ^■Bm  Aufcless  be  extended  northward 

control  of  the  Pullman  Athletic  Asso-  Paint  WoRKS.-fSee  CalumeiJ^  and  sooalLnect  with  tracks  leading  to 
ciation.  ufacturing  Company.)  H  the  centeA\f  Chicago.  All  kinds  of 

Ice  Houses.  -These  houses,  on  the  Play  Grounds.— (See  Island  ■  street  oars  built  here. 

Amusements.)  ■  Steam  Heating.— All  the  shops 

24,000  tons  of  ice.  Parks.— The  whole  place  is  a  and  public  buildings,  such  as  the  Ar- 

IRON  Machine  SHoP_This  is  a  part  in  itself.  W  cade.  Church,  Schoolhouse  and  Market 

of  the  oar  shops,  m  which  all  kinds  of  Passenger-Car  Shops.— (See  Cars.)  are  heated  by  steam,  and  also  all  the 
iron  machine  work  is  done.  These  shops  have  room  for  about  150  dwellings  on  the  boulevard,  and  those 

Insurance.- All  property  here  is  cars,  and  turn  out  from  ten  to  twelve  surrounding  Arcade  Park, 

kept  fully  insured.  passenger  oars  a  week  and  three  slfep-  Sewage  Farm  (see  Pullman  Farm). 

Industries.— The  various  industries  ing  cars.  They  also  repair  from  fifty  Sidewalks.— There  are  twelve  miles 

here  are  the  Pullman  Car  Shops,  the  to  100  cars  a  month.  These  shops  are  of  sidewalks,  made  largely  of  two-inch 
Lmon  Foundry,  the  Drop  Forge  and  admirably  lighted  and  perfectly  i  en-  pine,  plank.  There  is  some  gravel 

Woeks  have  brick 

and  Steel  Works,  the  Paint  Works,  the  Pavements.— There  are  nearly  ei  fht  walks. 

Brick  Works,  the  Street  Car  Works  |  miles  of  paved  streets.  Social  LiPE.-There  are  abundant 

the  'Terra  Co  ta  Works  the  Standard  ,  Police. -We  have  a  detail  of  -  wo  opportunities  here  for  social  pleasures. 
Knitting  Mills,  and  the  Columbian  men  from  the  Chicago  force.  ]  and  a  hundred  local  trains  a  day  make 

tocrew  factory  _  .  ,  ,  .  PoLiTics.-The  two  pobtioal  parties  every  portion  of  Chicago  easilv  aocee- 

Lake  Calumet. — This  lake  la  three  !  1  __.i  1  o  ► 


!  Calumet. — This  lake  is  three 


lx,,  I  .  - 1  «t»out  equally  divided  here.  I  sioie. 

Drainage. -A  system  of  drams  and  and  a  half  miles  long  by  a  mile  and  a  Professions.— We  have  phvsicians  Schools  —  There 

laterals  takes  all  the  atmospheric  wa-  half  in  width,  and  will  eventnnllv  i^e-  _ ^  i  ,  ,  '  .  . 


wheel  consists  of  a  steel  tire,  an  iron  j  laterals  takes  all  the  atmospheric  wa- 
hub,  and  a  hard  paper  center,  or  core,  |  ter  from  roofs  and  streets  into  Lake 
protected  on  either  side  by  boiler  Calumet.  The  drainage  of  the  town 


width,  and  will  eventually  be-  and  clergymen  here,  but  : 


Stlmr  isa30mileslonghyanaverag”eof;ixi;  maV  are \ate7  (^oTor8e“i^ 

gethei.  It  IS  used  under  sleepmg  cars  tion,  it  being  put  in  simultaneously  miles  iu  width,  and  is  57(5  feet  abbve  (  See  Corliss  Fnmna  )  ^ 

and  other  co.stly  cars  and  it  will  run  with  the  building  of  the  houses.  the  sea  level.  ^  PuiIma^C arT -!.Th«  Pullman  f 

f  ““V  ,  '!«>•  •««“»  p.ny  no,  «,«  ..d  op.r.to  2,100 

.  P  Dry  Kilns.  The  tshops  have  ex-  lake,  in  front  of  the  shops,  contains  (October  18^0)  and  on  120  000  ti 

Athletic  Associ.ATioN.-This  asso-  tensive  dry  kilns  for  drying  the  Inm-  about  three  acres.  of  raUi^ad 

her  used  in  passenger  and  sleeping  Library.— The  Pullman  Library  con-  Pullman  City  (see  Historvl 

cifket  Tb  t  ■-‘I  -"-ty  was  begun  in  C.  So.  a^d  ^ 

®  D'VKLLiNGS.-tSee  Buildings.)  papers  and  periodicals.  It  is  a  personal  about  5,000  people,  with 

p  ay-ground  of  about  ten  acres  and  an  Dredging.-A  dredge  is  in  constant  gift  of  President  Pullman  to  his  city.  Avithin  a  mUe  of  its  devoJ^M 

sland  with  boat  houses  and  race  tracks  use  taking  clay  from  the  bottom  of  It  is  a  circulating  library ;  15,926  books  dustries  and  PopulatiJij^^B 

end  grand  stands.  The  Pullman  Lake  Calumet  for  the  brick  yards,  and  were  drawn  from  it  during  the  fiscal  Pullman  FarS 
Cricket  pub  has  held  the  champion-  at  the  same  time  excavating  channels  year  ending  July  31,  1890.  of  the  depot  are 

-T^reX  ^-o—^See" Workmen.)  :^b?oh  haT  bei:  drail^| 

well  as  snle  nrtL  u  5  .1  DocTORS.-Thore  are  now  five  resi-  Land  As8ooiATiON.-(See  Pullman  for  the  reception  and  di^^H 

well  as  some  of  the  public  biuldmgs,  dent  physicians  here,  one-quarter  of  Land  Association. )  sewaire  which  is  'uumuedl^H 

Kre  in  the  Queen  Anne  stvle  of  archi-  the  xi,,.  tt_:x_j  1  t . .  x. _  sewage  wiiicn  is  pumped 


jome  a  good  harbor. 

Lake  Michigan.— This  inland  sea 
a  330  miles  long  hy  an  average  of  sixty 
niles  iu  width,  and  is  57(5  feet  abbve 
he  sea  level. 

Lake  Vista.— This  little  artificial 


schools  now  under  the  manageihent  of 
the  Chicago  Board  of  Education.  The 


within  it  are  ball  clubs,  rowing  crews,  cars, 
cricket  clubs,  etc.,  aud  they  have  a  Dwelling 

play  ground  of  about  ten  acres  and  an  Dredging 


IS  yet  (October,  1890).  j  the  Chicago  Board  of  Educali 

Power.— The  steam  engines  at  Pill-  pupils  in  daily  attendance 
nan  are  rated  at  8,000  horse-power,  about  1,000. 

See  Corliss  Engine.)  Stores  (see  Arcade).— The 


"’‘“ARCHlJ^yunt  -T?e''dwemn  fnture  use  of  shipping.  LABOR._(See  Workmen.)  which  have”  belu  dra^^^H 

well  as  sole  u  5  .1  DocTORS.-Thore  are  now  five  resi-  Land  As8ooiATiON.-(See  Pullman  for  the  reception  and  di^^H 

well  as  some  of  the  public  biuldmgs,  dent  physicians  here,  one-quarter  of  Land  Association. )  sewaire  which  is  'uumuedl^H 

Kre  m  the  Queen  Anne  style  of  archi-  the  average  number  in  the  United  Living  at  Pullman.-CIosg  prox-  the  town  The  lea^g 

te  -1  ,  XU  i«ity  to  the  stock  yards  and  surrounded  onions,  celery,  cabbage,  and  ^ 

Ami  SEMEN TS.-The  island  and  the  Corliss  Engine.  -  This  beautiful  by  market  gardens,  there  is  no  cheaper  Pullman  Iron  ai^  Steel^ 

play-grounp  furnish  every  opportunity  engine  ran  the  machinery  at  the  Phila-  place  on  the  continent  than  Pullman  —These  works  employ  250  meiil 

for  healthful  exercise  aud  out-door  delphia  Centennial  Exposition.  It  is  in  which  to  reside.  turnTut  ToO  tons  “rJollJi^^^^^^ 

amusements.  Rowing  upon  Lake  Cal'  rated  at  2, .500  horse  power.  Connect-  Leases.- The  lenses  have  a  clause  'Ihis  iron  is  made  largJlf  from  j| 

umet  IS  a  common  pastime.  There  are  ed  with  it  are  3,268  feet  of  main  shaft-  permitting  the  tenant  to  vacate  a  house  Pullman  Land  AssocutioI® 

Bents.)  corporation  owL  aW  3,50oTS 


(See  Corliss  Engine.)  Stores  (see  Arcade).— The  Pullman 

Pullman  Cars. — The  Pullman  Oo  n-  Company  have  no  interest  in  mer- 
pany  now  own  and  operate  2,100  0  rs  chandising  here;  business  men  simply 
(October,  18£0),  and  on  120,000  ml  es  rent  stores  in  the  Arcade,  and  compete 
of  raili-oad.  for  business  with  all  parts  of  Chicago. 

Pullman  City  (see  History^  It  Suburbs— There  are  about  50,000 

was  begun  in  May,  1880,  and  ^jBas  people  within  four  miles  of  the  PuU- 
about  11,000  people,  with  man  Arcade,  and  the  population  is 

within  a  mile  of  its  rapidly  increasing, 

dustries  and  Popnlatij^^^^^H  Suburban  Trains.— The  Illinois 
Pullman  Farm.— Central  Railroad  runs  about  a  hundred 
of  the  depot  are  trains  a  day,  so  that  persons  can  easily 

which  have  been  draine^^^^^Bd  reach  any  portion  of  Chicago  at  any 
for  the  reception  and  di^^^^^Hof  hour  of  the  day. 
sewage  which  is  pumped  Theater— (See  Arcade  Theater), 

the  town.  The  leading  o^^^Be  Terra  Cotta  Lumber  Co.— The 

onions,  celery,  cabbage,  and  pd^^L.  couxiiany  manufactures  a  fire-proof 
Pullman  Iron  and  Steel  W^B.  tiling  which  is  largely  used  in  the 
— These  works  employ  250  men^U  ceilings  and  in  partitions  of  large 
turn  out  100  tons  of  rolled  iron  buildings. 

This  iron  is  made  largely  from^Hi-  Tenants. -Tenants  rent  their  dwe«- 

PuLLMAN  Land  AssociATioVBHQt  iugs  from  the  company,  aud  rents  are 
corporation  owns  about  3,600  acreif  ff  payable  semi-monthly.  There  are 


ent  kinds  cf  lumber  are  used  here,  and  '  Palace  Car  Company  own  about  61 


Continued  on  fourth  page. 
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FOR  THE  YOUNT.  FOLKS 


Some  flsbermen  en 
liOugh  recently  j)icke( 
oeagull,  which  was  i 
the  boat  with  wings  o 
on  the  water,  but  quit 
were  jiuzzled  to  acoot 
gresa  it  made  througl 
went  faster  than  the  b 
near  it  was  found  that 
round  the  body  and  i 
was  a  string  of  cordag< 
examination,  they  dis 
tached  to  a  large  pape 
above  them  at  a  coni 
The  kite  furnished 
power.  The  bird  had 
flying  at  Belfast,  got 
Btriug  of  a  boy’s  kite,  1 
to  extricate  itself,  am 
sea,  had  been  drownec 
obtain  freedom. 

A  Clilia'a  .setr- 

Once  given  a  repute 
a  character  to  maintaii 

gride  comes  to  the  resi 
onor  is  cultivated  to 
ing  birth  to  truthfult 
forward  noblesse  oblig 
seizes  on  the  real  beai 
truth,  upon  which  trul 
And  on  the  other  hai 
make  the  little  liar  i 
eternally  a  liar,  then 
front  him  with  the  fad 
ready.  He  will  have 
telling  the  truth,  since 
lieves  and  knows  that 
sees  that  he  would  not 
told  the  truth;  he  will 
name  without  the  gan 
which  the  tact  and 
which  we  have  s^^keti 
very  differear,  is  g 
Bazar. 


A  wasp  is  a  si.x-leggi 
mostly  in  trees  an<l  ui 
barns,  and  you  cannot  t; 
too  busy.  Never  stroke 
wrong  way  because  it  i 
and  when  a  wasi>  is  r 
nuthin’  to  do  with  him.  He 
they  call  “a  stinger,”  and  wh 
out  a  stingering  b  'Vs 
from  him.  I  leaned  uy 
when  he  was  busy,  tind  I 
as  a  feet ;  ma  had  to  put 
the  place.  I  hit  a  wai 
stone  once,  and  the  boss 
clean  acrost  the  lot  so 
got  over  the  fence  I  tore  iny  pants;  the 
ma  spanked  me  till  I  wished  I  had 
the  old  wasp  sting  me. 
make  honey, 
as  their  stingeiin'  I  d 
Pa  says  the  stingin'  air 
os  the  rekolekshuos  of  it  f 
He  ought  to  know 
brother  Ike  got  on  the  roof 
a  big  nest  from  the  peek  dov 
barnyard  while  pa  was  milkin 

Prens.  _ 

Wattle’s  visit  to  F. 

“Why,  Watlie,  wot’s 
Yer  looks  jam  up  line.’ 

“Me?  Oh,  I’ve  been 
been  ter  the  country  you 

“Oh,  come  now,  nom 

“But  it's  a  fact, 
was  this  way,  I  was  g*^ 
down.  Couldn’t  wall*  five  blocks  b 
I’d  get  all  tremblin’ and  shakin 
one  day  I  got  clean  bent,  could 
out  at  all,  and  mom  took 
for  a  doctor,  and  he  said  what  I  wanted 
was  change  of  air  and  good  diet — milk 
and  eggs  and  sich  stuff.  Then  mam  be¬ 
gan  to  cry  ’cause  we  couldn’t ’ford  tliem. 
Father’s  dead,  you  know,  and  mam 
can’t  do  much  with  Kitty,  my  little  sis¬ 
ter,  to  take  care  of ;  so  the  doctor  looked 
queer  and  rubbed  his  hands  and  said : 
‘Too  bud  I  too  bad !  Must  see  about  it.’ 
The  next  day  he  came  and  told  us  that 
a  farmer  wanted  a  couple  of  newsboys 
to  visit  with  him  in  the  country  and 
that  I  was  one  of  ’em.  Didn’t  we  Hy 
rouud,  though!  Mam  and  me,  and 
that  very  e\  eniDg  the  doctor  drove  me 
down  to  the  station.  When  wo  pot 
there  who  do  you  s’liosc  I  seen  ?  Why, 
little  Jimmy,  that  poor  little  chap  that’s 
allps  gettiu’  a  hit  from  somebody.  The 
doctor  giv’  us  each  a  dime  and  pnt  ns 
in  the  car  and  off  we  started.  Wasn't 
it  fine,  thimgh?  A  newspaper  chap 


boys,  lot’s  go  to  the  pond.’ 
8Dt  down  to  where  there  was 
If  a  block  of  water,  and  wheu 
Jimmv  ciied  out,  ’Oh.  look 
nler  lilies.’  Then  Arthur 
till  be  had  to  lie  down,  but  I 
k  what  the  yaller  and  white 
was  for  I  wasn’t  goin’  to 
>  green.  Then  we  went 
nd  Avtliiir  told  us  what  we  saw 
tehiu’ tadpoles.  They  had 
i  the  water  and  their  white 
d  yaller  feet  were  floatin’  and 
ed  pretty.  Didn’t  they  taste 
too,  whoa  Mrs.  Martin  cooked 
us  ou  Jimmy’s  birthday, 
ailed  boards  together  aud 
id  me  aud  Jimmie  aud 
had  a  sail,  but  Jimmy  fell  off 
had  to  Hall  him  out. 
d-by  Arthur  said,  ’Spose  wo 
1  have  some  fun  ?’  Who  do 
was  ?” 

,  Mebbe  his  sister.” 
m  old  horse  30  years  old, 
hitched  it  onto  an  old  buggy 
went  out  to  the  fields  to  get  hny. 
Jimmy  pitched  and  Arthur 
.n  hauled  it  in  and  we  made 
lar  square  up  stack.  The  farmer 
along  and  he  laughed  aud  said : 
’a  the  making  of  men  in  yon  two.’ 
may  just  guess  we  was  ready  for 
er,  and  wasn’t  the  puddin’  good 
gh,  chock  full  of  cherries, 
rthur  and  his  sister  set  talkin’  in 
ind  watch  the  sky.  It 
in  the  country,  all  full  of 
w  that  you  can  ’most  see 
h,  and  at  night  all  red  and  pink 
than  the  prettiest  dresses  you 
and  the  birds  play  in  the 
e  day  Jimmy  asked  if  it 
heaven  in  the  country, 
lister  talk  and  talk,  and 
idn’t  know  nothin’ about  lots  of 
•ed.  Wouldn’t  knowed 
met  him  and  he’d  never 
nt  Judge  Burns  and  never 

Arthur  would  bring  us 
just  like  a  river,  but  not  so 
'd  get  into  a  boat  and  row 
two  green  walls  to  where 
old  mill,  and  we  would' get 
I.  But  at  night,  when 
bread  and  milk,  and  the 
and  the  girls  and  all  the  boys 
n  the  kitchen  and  the  moon 
through  the  grape  vines, 
rtin  would  say :  ‘Now,  boys  sing 
lid  Mert,  tlio  oldest  boy, 
lome  kind  of  songs  I  never 
r^,  such  as  ‘Arise,  My  Soul, 
d  ‘A  Charge  to  Keep  I  Have,’ 
and  all  the  rest  would  join 
g.  Then  the  farmer  would 
pray,’  and  we  uster  pray 
Tell  you  what  it  is,  I  never 
stock  in  missions  or  Sun- 


I  might  grow  up  to  be 
I  felt  just  like  blubbering. 

‘  ad  to  come  home  Mrs. 

liny  made  these  togs  for 
iiit  for  Jimmy  and  packed 
baskets  fall  of  butter  aud  pie 
lots  of  other  good  things 
soroy  square  meals  after 
got  back.  Mam  says  my  visit  did 
as  much  good  as  it  did  me. 

Say,  Jack,  I  wisu  you  could  keel 
and  be  just  sick  enough  to  be  sent 
the  country,  too.” 

Id,”  said  Jock  disoonso- 
tely,  "but  I’m  ’fraid  its  no  go;  that 
d  of  thing  doesn't  come  to  me.  I 
lucky  cliaj),  and  I  don’t  be- 
,  thin’  could  keel  me  over.”— 
fro  if  Free  Press, 


but  few  general  rules  that 
be  detinitely  followed  in  all  cases, 
goldon  watchword  of  a 
l^g  life,  which  is  as  sate  as  it  is  efli- 
egoious,  is  moderation.  Moderation  in 
i|b  things— diet,  exercise  and  work.  I 
liave  been  benefited  by  good  heredity, 
•ont  I  don't  credit  all  my  long  life  and 
^alth  to  it.  I  am  a  total  abstainer 
mm  tobacco,  and  all  spirituous  and  in- 
Msioating  liquors ;  and  to  this  fact  I 
largely  attribute  my  prolonged  good 
Mallb. 

(  Evil,  to  my  mind,  can  be  the  only 
irasnlt  of  indtilgence  in  drink,  aud  the 
jdrinkiug  habit.  As  in  the  use  of  nar- 
ootics,  so  it  is  with  drink.  Tho  desire 
which  impels  tho  use  goes  on  increas¬ 
ing  with  age.  Drinking,  when  cen- 
unued  even  to  no  very  large  extent, 
lends  to  blunt  the  sensibilities,  and 
/transforms -the  one  who  indulges  the 
^ubit,  in  some  way  not  favorable.  He 
hfrlll,  at  any  rate,  in  my  opinion,  lose  a 
of  his  finer  pereeptiuns.  An  ha- 


THE  Gold  JVLedal— ttie  finest  carpet  s-Weeper  tl\at  tl^e  Bissell 
Co.  inaKe — is  Used  in  twelve  Royal  Palaces  and  in  nearly 
two  Ijtindred  tliOTisand  lioines.  No  dust  Witti  it,  no  noise,  no 
Wear  on  carpets,  no  carpet  tir^at  it  Will  not  sweep  and  sweep  it 
clean.^  TaKe  one  on  trial/ 

FOR  SALE  BY  L.  II.  JOHNSON. 


PULLMAN 

Liveii,  BiariE 

- AND - 

Feed  Stables. 

Pari  CarriaEjii, 


BUY  YOUR 


And  Secure  a  Ticket  on  the 


Bages,  and  Rip: 

OP  EVEBT  DESCEIPTION 

To  Hire  at  RoasoDablo  Rates. 

Orlers  FroniDUr  itteiH  lo. 


Mr.  Cks.  (iorkerjr 

- Ol'  THE - 

PnlliDaoIarW 


.  Gai.  Poiillry, 


PONY  AND  CART 

Which  Will  Be  Given  Away  by  January  1,  1891. 

R.  J.  BOERSMA,  Prop. 


SB.  r.  B.  UOOBB, 


ND  SURRgN. 


0  ».  m.,  11  to  la  ai..  3  to  2  p.  I 
I  p.  m.,  aud  aA^t. 


“Central  Yard,” 

Jos.  Ralioniffltitt;; 

LUMBER! 


L.  A..  U  l>l  Ukll  I 

DES^TBST,  i 

"  ,  Officb  and  Docks — Illinois  Central 

442  IVatt  Aieniie,  PULLMAN,  ILL.  I  2.  foot  of  Randolph  St. 

- I  Branch  Office —Holcomb  Blpck, 

All  Work  nt  Reasonable  Rates.  |  ®‘'’  Kensington. 

for  the  W.  MURPHY,  Manager 

j  OPEN  EVENINGS. 

Nobbiest  Clothing,  i  j.  h.  audersoh, 

and  all  the  latest  styles  in  |  Specialty. 

Soft,  Stiff  and  Straw  , 

TT  A  ma  (  i  ROSEraANO,  llala. 


THERE  IS  M  BETTER  MARKET  HI 
CHICAGO  THAN  THIS. 

OUR  AIM  IS  TO  PLEASE  AND 

satisfy  our  customers. 

THE  PULLMAN 

Loan  and  SariiigsBaiilc 

Arcade  Building, 

Pullman,  -  -  Illinois. 


and  all  the  latest  styles  in  | 
Soft,  Stiff  and  Straw 

HATS!: 


Accounts  solicited,  foreign  exchange  oik 
all  ports  of  the  world,  notes  disconnted, 
loans  negotiated. 

Money  deposited  in  the  Savings  Depart¬ 
ment  will  draw  interest  at  the  rate  of 
roHR  per  cent,  per  annum,  beginning  the- 
first  of  each  month. 

Oolleotions  made  of  every  desoription 
at  reasonable  rates.  Special  attention 
given  to  Pullman  aooounts. 

loans  at  current  rates  on  deoirabl*. 
building  lots  of  the  Pullman  Land  Aiso- 
eiation  now  for  sale. 

Banking  Hours;  Daily,  9  a.  m.  to  3' 
p.  m. ;  Pay-nights,  T  to  8. 

GEO.  M.  PULLMAN,  Pres’U 
EDWARD  F.  BKTANT,  Sec’y. 
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Once  given  a  i 
a  obaraotef  to  in 
pride  comes  to  tl 
honor  is  cultivat 
ing  birth  lo  tru 
forward  noblesse 
seizes  on  the  rea 
truth,  u]K)n  whic 
And  on  the  othe 
make  the  little 
eternally  a  liar, 
front  him  with  t1 
ready.  He  will 
telling  the  truth, 
lieves  and  knows 
sees  that  he  won 
told  the  truth;  h 
name  without  th 
which  the  tact 
which  we  have  s' 
very  differour,  isi 

Bazar. 


A  wasp  is  a  six 
mostly  in  trees  i 
barns,  and  you  c 
too  busy.  "Neve 
wrong  way  because  it 
and  when  a  was] 
nuthin’  to  do  with  him..  He 
they  call  “a  stinger,”  and  wh 
out  a  stingei’ing  b  >y8  must  k 
from  him.  I  leaned  uj)  again 
when  he  was  busy,  and  I  j 
as  a  feet;  ma  had  to  nut 
the  place.  I  hit 
atone  once,  and  ^he  boss 
clean  acrost  the 

got  over  the  fence  I  tore  my  pants;  the 
ma  spankeil  me  till  I  wished  I  had 
the  old  wasp  sting 
make  honey,  bt^t 
as  their  slingeiin 
Pa  says  the  stingin' 
as  the  rekolekshu 
He  ought  to  k 
brother  Ike  got  < 
a  big  nest  from  the  peek  do 
barnyard  while  pa  was  milkin’. 

Bren's. 

Wattle’s  VIsI 

“Why,  W’atlie,  wot’ 

Yer  looks  jam  up  fine.” 

“Me?  On,  I’ve  been 
been  ter  the  country  yon 

“Oh,  come  not 

“But  it’s  a  fact,  .Tt^k.  Yi 
was  this  way,  I  was  cetfin’  kinder 
down.  Couldn’t 

I’d  get  all  tremblin’  and  shakin’.  Wei 
one  day  I  got  clean  beat,  couldn’ 
out  at  all,  and  ni 
for  a  doctor,  and  he  said  what  I  wanted 
was  change  of  air  aud  good  diet  — milk 
and  eggs  and  sich  stuff.  Then  mam  be¬ 
gan  to  cry  ’cause  we  couldn’t  ’ford  them. , 
Father’s  dead,  you  know,  and  mam 
can’t  do  much  with  Kitty,  my  little  sis¬ 
ter,  to  take  care  of ;  so  the  doctor  looked 
queer  and  rubbed  his  hands  and  said : 
‘Too  bad '  too  bad !  Must  see  about  it.’ 
The  next  day  he  came  and  told  us  that 
a  farmer  wanted  a  couple  of  newsboys 
to  visit  with  him  in  the  country  and 
that  I  was  one  of  ’em.  Didn’t  we  fly 
round,  though!  Mam  aud  me,  and 
that  very  evening  the  doctor  drove  me 
down  to  the  station.  When  wo  got 
there  who  do  you  s’posc  I  seen?  Why, 
little  Jimmy,  that  poor  little  chap  that’s 
allps  gettin’  a  hit  from  somebody,  'riie 
doctor  giv’  us  each  a  dime  and  put  us 
in  the  car  and  off  we  started.  Wasn’t 
it  fine,  though?  A  newspaper  chap 
came  in  and  didn’t  sell  none,  so  Jimmy 
and  me  clubbed  together  aud  bought 


o  up  stack.  The  farmer 
along  and  he  laughed  and  said : 

’■  he  making  of  men  in  you  two.’ 
just  guess  we  was  ready  for 
and  wasn’t  the  puddin’  good 
h,  chock  full  of  cherries, 
rthur  and  his  sister  set  talkin’ in 
chard  aud  watch  the  sky.  It 
in  the  country,  all  full  of 
w  that  you  can  ’most  see 
h,  and  at  night  all  red  and  piuk 
than  the  prettiest  dresses  yon 
d  the  birds  play  in  the 
1  day  Jimmy  asked  if  it 
heaven  in  the  country, 
uster  talk  and  talk,  and 
idn’t  know  nothin’  about  lots  of 
knowed.  Wouldn’t  kuowed 
it  he'd  met  him  and  he’d  never 
out  Judge  Bnrns  and  never 

Arthur  would  bring  us 
just  like  a  river,  but  not  so 
d  get  into  a  boat  and  row 
two  green  -walls  to  where 
old  mill,  and  we  would' get 
lilies.  But  at  night,  when 
bread  aud  milk,  and  the 
and  the  girls  and  all  the  boys 
tin’  in  the  kitchen  and  the  moon 
through  the  grape  vines, 
rtin  would  say ;  ‘Now,  boys  sing 
d  Mert,  the  oldest  boy, 

»e  kind  of  songs  I  never 
ford,  such  as  ‘Arise,  My  Soul, 
d  ‘A  Charge  to  Keep  I  Have,’ 
and  all  the  rest  would  join 
ing.  Then  the  farmer  would 
p.,vy,’  and  we  uster  pray 
Tell  you  what  it  is,  I  never 
stock  in  missions  or  Bun- 
iny  of  that  kind  of  thing,  . 
the  old  man  prayed  that 
)  might  grow  up  to  be 
I  felt  just  like  blubbering. 
had  to  come  home  ^rs^  | 
limy  made  these  togs  for 
for  Jimmy  and  packed 
baskets  full  of  butter  and  frie 
lots  of  other  good  things 
ora"  square  meals  after 
got  back.  Mam  says  my  visit  did 
much  good  as  it  did  me. 

Say,  Jack,  I  wish  you  could  keel 
and  be  just  sick  enough  to  be  seat 
the  country,  too.” 

Wish  I  could,”  said  Jock  disoonso- 
ly,  “but  I’m  ’fraid  its  no  go ;  that 
d  of  thing  doesn’t  come  to  me.  1 
lucky  chap,  and  I  don’t  be- 
ythin’  could  keel  me  over.” — 
Press. 


BUY  YOUR 


SHOES 


And  Secure  a  Ticket  on  the 


To  Hire  at  Reasonable  Rates, 

onm  rmiitlr  ItteiU  Id. 

i.  Cks.  Corlerj 

- 0»  THB - 

PnllfflaiiMartet 


pony^Ind^^Sa^t 

Which  Will  Be  Given  Away  by  January  1,  1891 

R.  J.  BOERSMA,  Prop. 


Gai,  Poollry, 


Clothiii. 


Pony  on  exhibition  every 
Saturday. 


DB.  F.  B.  MCOBE, 


‘Central  Yard.” 


~  J«s.  BaMmnirt  ft; 

ELOMBER! 


L.  HOWELL,  1-  W  BII  U  k  1 1.  I 

DEI^TiST,  „  CHICAGO. 

9  ,  Office  and  Docks — Illinois  Central 

442  Watt  Aicitne,  PULL3IA.N,  ILL.  2.  foot  of  Randolph  St. 

- Branch  Office  —  Holcomb  Blpck, 

m-  All  Work  at  Reasonable  Rates.  Kensington. 


TIIERE  IS  m  BETTER  MARKET  IS 
CfflCAGO  TRAN  THIS. 

OUR  AIM  IS  TO  PLEASE  AND 

SATISFY  OUR  CUSTOMERS, 


THE  PULLMAN 

Loan  and  SamgsBanlc 

Arcade  Building, 

Pullman,  -  -  Illinois. 


•wonderin’  how  we  would  tind  the  way 
•when  we  heard  a  big  man  ask ;  ‘Are 
there  two  little  boys  lor  me  here?’ 
Then  I  says:  ‘Guess  you-  are  looking  I 
for  us.’  ‘Jump  in,  little  fellows,  jump 
in,’  he  says,  and  we  got  in  the  wagon 
and  off  we  started.  He  was  an  old 
man,  and  at  first  we  didn’t  feel  like 
talkin’,  but  he  begun  a-tellin’  about  his 
horses  and  he  said  I  might  drive,  but 
Jimmy  looked  as  though  be  wanted  _  to, 
so  I  let  him.  You  oughter  seen  bia 
eyes  shine.  When  we  got  there  'we 
•went  right  inter  a  big  kitchen  and  the 
farmer’s  wife  gives  us  bowls  of  bread 
aud  milk  and  then  packed  us  off  to  bed. 
Just  Bs  we  was  goin’  to  sleep  gcannic 
come  in — we  didn’t  know  lier  tben  bw 
found  out  afterwards— and  put  her  haiM 
on  ray  head  and  whispered,  ‘God  ble« 
the  boys.’  Next  moruin’  when  we  cami 
down  breakfast  was  over  and  Mrs.  Mjw 
tin  was  churnin’;  but  there  was  a  bo; 
there  ’bout  my  size ;  Arthur  his  nam  i 
•was,  and  we  all  had  breakfast  togeddeii 
eggs  and  milk  and  corn  mnftins,  thea 
•we  got  buttermilk  aud  watched  Mw 
Startin  make  batter,  till  Arthur  saiM 


but  few  general  rules  that 
be  definitely  followed  in  all  cases, 
golden  watchword  of  a 
Igpg  life,  which  is  as  safe  as  it  is  effi¬ 
cacious,  is  moderation.  Moderation  in 
all  things— diet,  exercise  and  work.  I 
have  been  benefited  by  good  heredity, 
•Wit  I  don’t  credit  all  my  long  life  and 

1:h  to  it.  I  am  a  total  abstainer 
tobacco,  and  all  spirituous  and  in- 
ating  liquors;  and  to  this  fact  1 
)ly  attribute  my  prolonged  good 
:h. 

il,  to  my  mind,  can  be  the  only 
t  of  indulgence  in  drink,  and  the 
ring  habit.  As  in  the  use  of  nar- 
s,  so  it  is  with  drink.  The  desire 
h  impels  the  use  goes  on  increas- 
^g  with  age.  Drinking,  when  cen- 
tinned  even  to  no  very  large  extent, 
(ends  to  blunt  the  sensibilities,  and 
transforms  -the  one  who  indulges  the 
habit,  in  some  way  not  favorable.  He 
will,  at  any  rate,  in  my  opinion,  lose  a 
few  of  bis  finer  v)evceptions.  An  ha¬ 
bitual  drinker  not  only  does  not  “aston¬ 
ish  his  stomach”  with  water,  but  after  a 
while  he  loses  the  sweet  and  natural 
relish  for  it. 

But  I  do  not  imi>ose  either  mv  creed 
or  my  habits  on  otliers.  I  simply  de- 
senbe  them  for  what  they  may  be 
worth. 

^^Tea  and  coffee  I  have  always  taken, 
^fe^r)alitiue  to  take  moderately.  I  eat 
and  do  my  business  systera- 
my  division  of  the  hours 
different  tasks  does  not 
for  rides, 

P.  T.  Barnum  in  La- 


Ejution  by.  which  writing  can 
irred  from  pajier  to  iron  is  the 
a  Boston  man,  who  has  in- 
liard  ink  with  which  ho  writes 
Ij  upon  ovdinory  paper.  Thot 
ilaced  in  a  mold,  melted  iron 
in,  and  when  the  hardened 
moved  it  is  found  that  while 
mrned  away  the  paper,  it  did 
the  ink,  but  left  the  iiupres- 
30  writing  moulded  into  the 
iron.  This  discovery  was  mode  by  no¬ 
ticing  one  day  that  the  printing  on  an 
ordinapr  handbill  that  had  by  accident 
fallen  into  tho  mould  was  faintly  trans¬ 
ferred  in  this  wsy.  | 


Nobbiest  Clothing, 

The  Finest 

FURlSOiG  GOOUS 

and  all  the  latest  styles  in 
Soft,  Stiff  and  Straw 

HATS! 


ITE’WTON’S, 


HARVEY  W.  MURPHY,  Manager 

OPEN  EVENINGS. 

~J.  H.  AHDERSOH, 

Contractor  &  Builder. 

Store  and  Ollico  Work  a 
Specialty. 

Cor.  1 12th  St.  and  Michigan  Av., 

ROSSJEHnA-NO,  IHai:,. 

IsoeV  Box  :31. 

R  C.  HARDY, 

Real  Estate,  Loans, 


Accounts  solicited,  foreign  exchange  on. 
all  parts  of  the  world,  notes  discounted, 
loons  negotiated. 

Money  deposited  in  the  Savings  Depart- 
mentf  will  draw  interest  at  the  rate  of 
FOITR  per  cent,  per  annum,  beginning  the- 
first  of  each  month. 

Oolleotions  made  of  every  description 
at  reasonable  rates.  Special  attention 
given  to  Pullman  accounts. 

LOANS  at  current  rates  on  desirablW' 
building  lots  of  the  Pullman  Land  Asso¬ 
ciation  now  for  sale. 

Ban h ing  Hours:  Daily,  9  a.  m.  to  9' 
p.  m. ;  Pay-nights,  7  to  8. 

GEO.  M.  PULLMAN,  Pres’t. 

EDWARD  F.  BRTANT,  Sec’y. 


We  are  bound  to  have  your 
trade  if  first-class  goods  and 
low  prices  will  get  it. 

MARKET  HALL 


Steamship  Tickets. 


Office,  No.  28  Arcade,  Pnllman. 


BUTTER.  EGGS.CKEESE  I 

Fresh  Meats  of  All  Kinds. 


W.  J.  SHERWOOD,  Agent. 

Market  Building,  *  •  Piilliaan,E 


FRANK  DAHLEN 

- AND - 

AXEL  SWANSON 

WIH  continue  tlielr  work  as 
repairers  of  Boots  and  Shoes, 
in  the  Arcade. 


Ill  THE  MEET  AT 

6  Cents  a  Quarli 

nOirtTittforSLOfl. 


Deliuery  Wagons  in  Pullman,  Ken¬ 
sington,  and  Roseland. 


aiVE  us  A  TRIAL.. 


THE  NEW  CHURCH  CHOIR. 


raiw'U  Illy  voice  In  lielutul  o 
I  etrove  ter  du  my  beat  ; 


blowing  tbe  auadow  ot  t)ae  form 
roll  upon  and  doated  orar  the  bendit 
Rraaa  and  ahe  imagined  tbe  field  to  be 
miniature  eea. 


held  to  be  a  wrapper  and  in  hie  hand  lay  a  ?«oterin  the  aime 

K..  *,'*"'*1  Often  minister  was  nale  »n< 


And  to  sit  there,  half  hidden  by  the  used  by  the  Indians  and  1 


lar  a  feoted  in  tbe  same  way,  and  thiS 
often  minister  was  pale  and  trembling,  f 
bit"*’f  fnemy  is  near.'”  he  gaspedv’|| 


sky  beyond  an. I  overhead.  Ab!  “Ivorothea-  Obe^the  ni>a  wbn  k...  Looking  then  towards  the  wln« 
uiat  happiness  that  brounht.  snd  von  a  nd  ®  I  bad  so  teriified  tbe  girls.  1 


what  a  quiet  happiness  that  brought,  iind 
what  fnnoies,  quiet  and  dreamful,  filled 
the  cliild'B  mincL  There  was  a  loneaoiDe- 


Tbe  orglu  for  ter  pjay,  ’ 
T^®y’v6  brought  ill  youugBteri,  i 


"Who  yells  until  ye'd  realy  think 
He  u  yell  liis  iialate  eout. 


There  was  a  lonoHOuie-  provide  for  you.” 


eepB  I  see  what  had  so  tenihed  the  Rirla,  id 
you,  I  a  black  fantastic  face  peering  tiS 
WA>B  I  room  from  the  outer  darkness.  tS3 
rh  *''®  ?''®  ^®‘^  ”P°"  ‘•^® 


nees  in  it,  too.  that  was  not  ultocether  “  •Obey  th!.  one  who  keen,  vo..  •  Th„f  I  fell  np< 

unpleasant.  For  aomewhere  bevoud  is  damnini?  ”  I  the  sight  most  j, _  „ 

8  by  one,  those  woods  she  belie.edher  father  lived,  and^his  lipf  turned  pale „'^e8*aaM  i  '•  surmounted  with  a  fant^ 

and  (he  same  sky  was  over  them  both.  from  the  evil  one  and  l’  have  hn.?ft  on?,  which  the  Squire  could  mS 

EHiESs  s I  El rxvii; il-SE-s 


iBigeueai, 
essage  cap,  from  w 
it  con-  small  horu 
e  have  d  rk,  excep 


“Child  of  the  deTil!"  Dorothea  an. 

’*  '°"8b  speech 
for  a  holy  man  of  God  Hut  bow  can  I  be 

Satan?'**’  ®®“* 

“You  need  not  play  ujon  words  with 
me,  for  I  know  yon.  Tell  me,  it  you  are 
God  a  gift  and  not  the  devil’s  child,  who 
8°  '“*®  woods  to  meet?" 

Ibat  I  may  not  tell,  reverend  air." 

“Xo;  the  truth  yon  say  uow.  It  would 
be  to  your  shame  to  mention  him  whom 


c  shaijowa  ou  the  Western  sloiies, 
fho  aky  tints  at  the  aet  of  sun 
ly  thrill  us  all  alike  with  joy  ' 

3ut  he  who  I  aiuta  them  will  be  one 
uoiit:  a  thousand,  it  be  catch 


mony?"  '  .A. , 

nr^.n*  ^^‘J®.^®  ^decided  Wheth.  Squire  in  a  low 

er  to  cast  the  evil  bark  into  tbe  fire,  or  (  with  fear 

work  of'^nifctl’n*''®  “*®  I  I 


lay  it  away  and  brave  the  dancer  in  the  I  "No  but  I  know  it  wa,  - 

^  Come  in.  Squire,  come  ill  "the  min  “«''®r  ‘®®k 

ister  said;  “you  have  come’  inst  T  wkilk  vv™  i?®  P^® 


^  answered,  blush- 

ing;  there  is  no  shame  about  it.  But 
or  whom  I  meet  does  not  concoru  you,  and  I 
11*-  shall  not  tell  yon. 

i|n-  “Perhaps  yon  will  not  deny,  then,  that 
Jn-  yon  received  f I  oni  him  money  and  furs?" 

“®  P®™®®"!®!'  *»id.  in  a  fury. 

Ik.?  ’^'‘''®  y®"  t®®b  a  spv  upon  me?  Was 
tfu  it  not  enough  for  you  to  drive  my  father 

fcf^OIIl  his  home?  Have  vou  no  mercy  that 
porsioate  a  helpless 
chilu.  whether  I  roeeive  aught  from  any 
one  does  not  concein  you.  And  now 
let  me  go  on  my  way,  for  it  is  not  seemly 


I  just  as  I  which  the  face  had  a 


-  let  me  go  on  my  way,  for  it  is  not  seemly 
for  yoo  to  hold  such  convene  in  front  ot 
W  the  meeting-house  on  the  Lord’s  day.” 
M  And  without  waiting  for  a  reply,  Doi-o- 


A  thought,  a  teeltiiB  itch  and  rare,  won^ted  yon.  I  have  for  some  months  curious  to  note  the  And  without  waiting  for  a  replv.Doro- 

rhat^"tro";rnJ‘m‘e  TitT^  *  ^"arUiorhad  u^on**  hrt^^^^^^  *1*^:  “®"®  ‘®  1*®^  adopt^cd’home. 

‘fi^tatronbling  me.  Sit  down.  I  pray  after  the  first  shudder,  recovewS^  [to  ns  coxtisusd.] 

Forhim%heiK,eTsnaL7w“\X""^‘’  “You  rempher  Mark  Hillary,  who  Ac^“sah“froT  tr“  mbllnr  p.afeTint^  AsUctos  m,ung^ 

Eixy..s'SE„‘*;or."„'  ““t  y  "r- 

with  childish  persistence  and*^  chose  to  ®'AuP*“‘'®’  ““<1  5®“  «re  also  well  head  outside.  ^  eral  wool,  is  a  compound  of  silica, 

he  sad  in  memory  with  him,  than  light-  XldVnVb?  *‘*^*“8®  “a““«r  m  which  my  If  the  Squire  for  a  moment  supJked  ““*1 

hearted  without.  And  yet,  this  loneii-  ^  “nn« h*  “  afllioted.  this  face  to  be  that  of  some  boylbat  “  Pi’oLably  the  most  curious  natural 

. . . ^  ’  Does  she  crow  no  hetfpv  n,  gjie  to.  upon  a  frolic,  the  suspicion  was  ip  -  t,., 

dispelled,  when,  after  the  ministorl 


-A  Storjr  otE surly  Colo- 
nisbl  Days. 

BY  CHARLES  C.  HAHN. 


The  image  seemed  to  be  that  of  the  1  might  have  considered 
mother  whom  she  did  not  remember,  but  as  the  cause,  but  as  she 
who.se  portr  lit  she  wore  upon  her  l-reast,  IfeT  whole  soul  shows  i 
and  in  her  heart  came  a  nameless  feeling  abnormal  condition.  I 
of  pence.  ''  doubted  it  at  first,  wh: 

ior  a  pioneer,  I>r.  Lennox  possessed  a  cannot  now,  when  she  is 
fine  library,  and  many  of  the  hooks  were  diild.  I  fear,  is  tbe  vi 
so  quaint  snd  old  that  it  was  a  wouder  he  One. " 
was  allowed  by  the  church  to  keep  them.  “And  who  do  you  snsni 
lo  these  books  Dorothea  had  tree  ac-  “His  daughter!” 

cess,  nud  no  doubt  tbe  natural  bent  of  1  he  pronoun  may  seen 


as  she  bo-  upon  a  frolic,  the  suspicion  was^ 
„  d  spellod,  when,  after  the  ministor 

Xot  at  all.  In  lodily  health  she  is  Wd  his  face  in  his  hands,  be  saw  hhr 
some  stronger,  but  her  attacks  have  bent  intently  upon  nu  object  lying  t 
taken  a  more  violent  form.  At  one  time  tbe  desk.  It  was  watching  the  uole^w 


be  that  of  the  I  ™'Rht  have  considered  her  frail  health  Achsah  had  placed  there.  She  dli 
remember,  but  as  the  cause,  but  as  she  grows  ^stronger  seemed,  had  observed  the  look  fa 
pou  her  I’reast,  her  whole  soul  shows  itself  to  be  in  an  arose  and  started  toward  it  BuK  bi 
ameless  feeling  abnormal  condition.  If  I  could  have  she  could  reach  the  desk  a  pane  of 
doubted  it  at  first,  when  she  was  ill,  I  was  dashed  in.  a  black,  hairy  arm  tj 


8  itself  to  be  in  an  arose  and  started  toward  it.  BuK  b« 
If  I  could  have  she  could  reach  the  desk  a  pane  of  a 
vhon  she  was  ill,  I  was  dashed  in,  a  black,  hairy  arm  tin 
is  well.  My  poor  quickly  through  the  aperture  and  gjj 
victim  of  the  Evil  grasped  the  note.  Achsah  uttered  Ki 
The  whole  was  dona  so  quickly  I 
speot?  when  the  minister  looked  up,  startui 

the  sound  of  breaking  glass  and  AoiU 
em  very  indefinite,  cry,  the  arm  had  been  withdrawn  anil 
•'luire.  piece  of  h  irk  had  disappeared.  Th* 


lo  these  books  Dorothea  had  tree  aeJ  "His  daughter!"  the  sound  of  breaking  glass  arid  Aohl 

herini^d  ‘a  t  •^®“‘  ®f  P‘°“o®“  may  seem  very  indefinite,  cry.  the  arm  had  beer?  withdra^aS 

her  mind  was  fostered  by  them.  Stories  hut  it  was  not  to  tne  Squire.  ’  piece  of  h  .rk  had  disanneared  Tta 

covMed^ma’’nv“a  "n.^e***  before  yon  entered  I  was  reading  of  the  girl  was  anH»^?ed  by  a^h! 

wo™  P"5®'  "“**  ‘*^®  stones  s  “ote  which  I  want  to  show  you.  I  grating  laugh,  which  was  echoed  i 

dav  also  ““  have  kept  my  eve  on  this  daughter,  an.l  the  woods  around,  and  for  half  aai 

wUhtaeh^nn?hf  ft  botany,  and  have  discovered,  among  other  things,  pesls  ot  diabolical  merriment  were  hi 
rkillcd  in  became  ‘hat  ahe  is  in  communic  tion  with  some  about  the  bouse  until  they  died  awm 

li  “*?  «®wera  which  ®uo,  we  know  not  whom,  unless  it  is  as  the  distance  ^ 

grew  in  the  meadows  and  'n  the  forests.  I  auspeet.  This  note,  which  I  wish  to  - 

1  here  was  a  school  in  Sagnaack,  kept  show  you.  was  intercepted.  I  have  koot  ahai'tkm  VJir. 

lo  cabin,  one  of  the  first  erected  “  >u  my  desk  for  some  time,  but  to-night  afteb  nvn  xeabs. 

ana  tne  first  deserted  by  its  owner  when  opened  it.  See  what  a  convicting  docn-  .P’ive  more  years  passed  in  the  biB 
fie  became  wealthy  enough  to  build  a  “e“‘ i‘ i«,”  and  tbe  minister  banded  the  ®*  ^®8“auck  since  Mark  Hillary'a 


ouahome.  Hero  the  Puritan  birch  bark  to  the  Sqniie.  “’Obey!’  It  Pua^uoe,  and  Dorothea,  tho  girl-wi 
HE  hardly  kuow  m“allll^\Ti®‘^®  ,8®‘h®iod  day  by  day  lo  it  is  written  by  one  who  has  authority,  was  sevonteen  years  old.  Sho  had  dli 

hho  was  a  woDian,  BO  memorize  the  alphabet  and  struggle  with  Obey  tho  one  who  keeps  you.’  YVho  is  ®P ‘u ‘hese  woods  ot  New  Lnglandl 

Sweetly  she  grew,  the  myatenous  orthography  of  tbe  En-  it  that  keeps  her?  Evidently  it  refers  to  nntrammeled  by  tho  affectatit^ 

the  ®xperienco  gltsh  laagnnge.  It  w  is  iLsagraeable  work  the  Evil  One,  to  whom  she  belongs  fftshion.  ^ 

of  Dorothea  Hillary.  1°*‘  ‘I*®  majority  of  tho  children,  but  ‘And  tho  friend  you  know  but  cannot  Like  a  sturdy  plant  which  ncededjB 

1  he  most  delicately  made  it  a  ro-  seo-'Vho  would  that  bo  but  tbe  author  ®«u  ftud  air,  sho  grew.  ItneedharOT 

tiuted  flowers  are  *^'*®r® ‘°  ^®‘''  Each  simple  tale  which  ftH  evil?  ‘Will  always  provide  for  1“®®  was  fair.  Iii9 

.found  in  colder  ®he  found  lu  her  reader  had  its  interest,  yon.'  Is  not  that  full  testimony  to  her  »  she  deserved  the  name  of 
climes,  rnd  Ihe  vio-  *;“<*  ftho  snpplied  the  clouds  and  tho  league  with,  tho  devil?  Ho  wlTom  sho  ^®''  •‘“•Y  “  ‘C'*»  on®  molded  to  bed 

let  of  the  forest  is  nowers  to  make  it  beautiful.  In  after  ennnot  see  will  provide. "  ‘he  hearts  of  men,  and  many  of  the3 

sweeter  than  the  Y®®*'*  these  days  were  among  the  most  YYhile  tho  minister  was  making  these  P'oneors  there  were  who  also  f-EM 
rich  golden-rod  of  Pmftsftut  in  her  memoiy.  running  comments  tho  Squire  read  the  Pow®®- 

A  u  g  u  B  t  sun  and  -  note  fhrongh.  holding  it  at  arm's  length.  ®^®  ‘'■“®  ®f  medium  he-ght,  with  aill 

‘®““e  Pfft'Tie  laudS’  CHAI’TEB  VJI.  What  shall  yon  do  with  it?”  he  asked  'ft'ell  built.  Her  hands  were  finely  bU9 


o  waa  a  wouian,  so  momorizo  the  alphabet  and  straggle  with  I  ‘Obey  tho  one  who  keeps  you.’  YVho  is  ”P 

eetlyabcgrew,  the  myatenous  orthography  of  tbe  En-  it  that  keeps  her?  EvidWly  it  refers  to  ““‘I 

^  the  experience  fllmh  I'.ngnnge.  It  w  is  iLsagraeable  work  the  Evil  One,  to  whom  she  belongs  ^ftshio 

Dorothea  Hillary,  i®*'  ‘“«  majority  of  tho  children,  but  ‘And  the  friend  you  know  but  cannot 


T'V  golden-rod  of  Pleftsfti 

4:=  fertile  prairie  lauds. 

f.iie.tg  of  the 

®f  Pft®^  of 


and  trhstiiig,  and  ,,^1  „  snu» 
hovered  a  perpetual  summer  kinds  of  wool 
It  ns  to  heart  aud  brain,  ahe  their  scaRo,' 
y  among  the  stern  Puritans  twisted  bough, 
erne  geutleness.  and  yet  early  fireplac  ‘ 


“  a  'BiUlfrwaii  n,  irTrovT.AV  — lHiisUa  iost.wh  1 1  wishari  «.-..conRr.u  the’  latter  ^o'et  h  -  — S 

of  the  housa  nud  looked  out  nnon  ihe  Y®®  "•>®‘<t. .  ‘ihnll  I  preserve  it  as  ovi-  “Bmwn  p-es  Rotan  scWlllWMPjIffiH 

street.  It  was  a  verv  cozy  roonifiimmhed  J^®”®®  .  ‘I“«-l'®f8on,  or  shall  I  “*eht  lead  one  lo  love  them  aU  to! 

with  a  moderate  IibrBry^.nd  wri'ing  delk  h"™  ^  ®f“’®“®  I  1 

and  a  snug  fireplace,  in  which  the  various  f*™“*jY  tempted  to  do  the  latter,  think-  know  fuu  well  two  deep  dark  eyas,  , 
kinds  of  wood  snapped  and  blazed  ?n  !?«  ““'Y,  “f  ‘he  safety  of  my  family.  » or  block,  uvero  a.,.Miime«n«rd'u 


mapped  and  blazed  in 
urm-obnir  made  out  of 
if  hickory  atood  by  tbe 


But  perchance  I  had  belter  keep  it 
eluded  the  minisler,  with  a  sigh. 

“By  no  mesns,  I  beg  of  vou.  m 
sir.  responded  the  Sqi.iro,  ear 


Eight  block  lu  suit 

But  when  tbe  long 
Thai.-  light,  the  u? 


•til. . ,i,i. o™ oouid ij.i.h, „33  .".d' “"wto .uEsrinSrim 

w.,.d.p,b.ci..°.»dMii,'".rrro.T.,  EE'"n's«*;?.c“h'i';'.T'‘''‘?  •aJibi’/o'.T.EE..*-'”’ 

llSi 


'Sho  sometimes  luur 
passage  from  an  old 
found  in  her  father’s 
"Mother  Mary,  he> 
grace  to  bear  my  hem 


dropped  it  upon  tbe  table  near  him. 
Achsah  was  clad  in  white  from  head  to 
1  ‘?®”®  rounded  by  the  cheerfulnesH  which  ev^v  !l>®,‘"  0,meu.  whose  Imagina- 

i”  v?®lf®*v  "  work-room  giies,  the  minister  conld  ^  ‘too  was  excited  with  thoughts  of  witch- 
er’*!  “***  ^“‘^  times  for  »ot  his  sad  afliicliou  and  glow  |  '  like  a  specter.  Aud. 

er  R  chest.  for  a  few  minutes,  comparatively  Imnov’  ‘“‘‘®«^’  appearance  of  tbe  girl  at 

■he!vy  load."“  ‘‘’®’*®  half-hoars  iuTo  I  s“tarTBng®“  sZ  wl?  *n!lw  .mi*?"??.®/ 


the  suspicion  of  ibe  minister  had  grot: 
to  be  so  po.Ritive  that  the  gUl  really  bdr 
the  repniation  of  a  witch.  T 


1;  se^rairy1te\?o®u^‘®vLrta"®Dro®t^^^^^^^^ 


»-  Asbestos,  popularly  known  as  “min- 
»  eral  wool,”  is  a  compound  of  silica, 
lime,  magnesia,  aud  oxide  of  iron,  and 
it  “  probably  the  most  curious  natural 
«  product  in  existence.  Being  composed 
fl  of  fine  fibers,  it  can  be  spun  and 
IB  woven  into  cloth,  indestructible  by 
a  fire,  which  renders  it  invaluable  in 
g  many  of  the  arts. 

a  Mining  is  carried  on  by  cutting  down 
I  the  hills  of  asbestos-bearing  sei-pen- 
I  tine,  much  as  a  farmer  cuts  down  a 
ft  stack  of  hay  or  straw,  or  by  open  quar- 

■  rying  on  tbe  level. 

■  The  rock  is  blasted  out.  and  tbe  as- 
B  bestos,  separated  from  the  containing 
Hrock,  is  “cobbed” — that  is,  sepaiated 

■  by  hammering  from  inferior  foreign 
^kpatter.  This  cobbing  is  a  compara- 
^■ivoly  easy  matter  in  the  case  of  tho 
^Bner  quality,  as  it  usually  .sejiarates 
^veadily  from  the  other  minerals  which 
Hhe  ore  contains,  but  in  the  lower 
Hrrades  much  difficulty  is  experienced 
Ha  separating  the  fibi-ous  matter  from 
^■le  non-fibrous. 

At  best  there  is  a  great  waste.  Much 

the  asbestos  is  in  thin  and  narrow 
^wns,  and  is  wasted,  as  by  the  pres- 
mode  of  operation  it  doo.s  not  pay 
^^^eparate  this  fpm  the  serpentine. 
^^^Biachine  that  will  enable  these  iiar- 
veins  to  be  utilized  is  needed. 
^^■Tien  “cobbed,”  tlie  asbestos  is 
^^■led  according  to  purity,  color,  and 
of  fiber  into  three  grades,  aud 
^^^Ked  for  Bhi]>meut.  The  finest 
^^^Bty,  or  “firsts,”  finds  ready  sales 
^^Hices  ranging  from  to  $ilO  per 
“seconds”  fetch  from  $50  to  $70 
^^^^■on,  while  the  “thirds”  may  be 
at  $10  to  $15  per  ton.  In  g<rod 
yield  of  asbcsto.s  is  from 

put  down  at  ^5  to  $00  per  toil. 

Jush  HlllineR-  I’liilosopiiy. 

It  iz  a  good  sign  xvhen  praize  makes 
a  man  behave  better. 

Proverbs  are  like  arrows;  they  fly 
not  oilly  fast  but  straight. 

Onr  wants,  after  awl,  make  most  ov 
our  happiness.  When  we  hav  got  awl 
we  want,  then  dims  fear  lest  we  loze 
what  we  hav  got,  and  thus  possession 
fails  tew  be  hapiiiness. 

Cunning  iz  the  (Jishonesty,  and  there¬ 
fore  the  weakness,  ov  lyisdum. 

Wise  men  are  like  a  watch— they 
hav  open  countenances  eniiff,  but 
don’t  shoxv  their  works  in  their  face. 
When  I  see  a  poor  and  prond  aristn- 


a  crj’  to  her  own  motb- 
low  that  the  words  were 
a  prayer  to  tbe  mother  of  God.  snll,!, 

Xevertheless,  perhaps  the  Blessed  K  iiidens 
V  irgin  heard  her.  uoen  lucrensi 

Traces  of  bet  early  life  with  her  father  MVth1r’'®au°d 
were  never  effaced.  In  fact  there  were  were  ^01  I^bi 
tinges  in  her  character  which  were  ever  bv  his  fl™  . 
appearing  like  the  recurring  colors  of  the  witches 
evening  twilight,  and  Dr.  Lennox  never 
strove  to  blot  them  ont.  When  mingling 
with  Iho  pioneers  or  their  staid,  young-  ®®  ®®Kmn'n 
old  children,  she  could  be  nsdi.nified  and  "tl 

prosaic  ns  they.  But  when  ihev  were  •.?  ‘"®'' 
gone  and  she  was  alone,  or  with  her 
adopted  father,  all  the  influences  and  les-  | 
sons  ot  her  early  life  appeared.  She  Ms 
looked  npo.:  the  trees  of  tho  forest  nud  •  "i,V“ 
tne  flowers  Brow.„K  at  their  feet,  at  tbe  “I 
rnnuiug  brook  and  the  stars  and  Ihe  !  ' 

clouds  ovcrhoa.1  in  the  leal  things  of  the  I  in''M?.Vk"Hn 
world,  and  hence  nearer  and  Uesrer  to 


hls°°lrial8  and  -^J®  slender,  evening 

alamiSr"  wHoh  LZ  1>Y  alone  ? 


us  visits  Dorothea 
unknown  person.  ( 
year  after  Rhe  wu 


tieanl  aud  tl  e  latter  could  not  identi 

witches  au,i  witcTi  r^fr  v^bih  sTatirre^d  j  m™“u\!’aml'^in!^m^'rt;d  heV^®  '’““tl*  EoroIhe.'.V  roricei'oe’’ with  “ 

New  England  and  spread  fear  over  her  at  ti-ir  .i  ”  ‘e^I^er  face  with  gm-d  to  tbe  vsit  added  to  the  minislo  '■ 

the  beginning  of  her  life.  I  ^  ‘li8^,"i>ft*tinfttion  of  tbe  belief  m  her  guilt.  minisie  ■ 

In  7“"t  ".r®’  '  ®‘‘»®S®  l’Owe?  whi!h  t®a8  working  mmn  Mr.  Granville  w  e 

—in  f.iot,  the  annivorsavv  of  Iho  trial  her.  nnd’ho  felt  na  if  he  wr?1  inL,  on  the  alcit  to  delect  Do.othea  in  oth  ir 
with  Which  our  story  opem.  alihough  the  p  “80^6  of  "n  unfottllu  dohiiqnencieH.  He  made  excuse,  to  e 

Mr.  (.Yiinville  did  uot  lemeuiL®!  it.  The  I  whom  tho  evil  otie  was  h  iverino  °II®1  home,  and  seldom  failed  o 

t^riiil  Use  f.  howe  or.  was  very  distinct  in  shivered  and  inZlurtarilV  nasstl  l“’  '•'®  "P®»  Y 

bis  nnud,  «»  an- every  point  in  his  eiio-  hand  over  his  eveR  ^  passed  bis  errand  which  would  take  her  inti  tUp 

rnLualmo  u? oT“,  w  “Achsah.  what  do  yon  want?”  asked  tho  upon'lh«^nn'Z'?l““  “  W 


clouds  ovcrhoail 
world,  and  hem 
her  than  men. 

So  ofttimes  sli 


one  absorbing 
.v  event  or  word 
until  he  bad  be- 


\ion  Iv  “**®“  ‘”®  “PO“  ‘he  poor  girl, 

n  rl!.' "  -11  •!.  ,  And  hia  labors  were  nol 

:Se^?;cb‘’i::;k.  *i'hVtii“o;'.:^‘n  I 

".d®®’’®-  AoUsiih  I  with  some  nnkiioivn  i  er-i 


j  wus  puts  me  in  mind  ov  a  dininken 
j  man  tricing  tew  walk  a  crack. 

I  Dangers  are  like  a  kold  bath— very 
I  dangerous  xvbile  you  stand  stripped  on 
the  bank,  but  often  not  only  barmlesa 
but  invigorating,  if  yon  jiiteh  into 
them. 

Take  awl  the  proplieoys  that  hav 
cum  tew  pass,  and  awl  that  hav  caught 
on  the  center  and  faileil  tew  cum  tew 
time,  and  make  them  up  into  an  aver¬ 
age,  and  yon  will  find  that  Imving 
stock  on  the  Codfish  Bankov  Xnfoiiud- 
land,  nt  fO  per  cent.,  for  a  rise,  iz,  in 
comparison,  a  good  speknlating  bizzi- 
ness. 

It  iz  aw]  important  that  fashion 
should  be  perfumed  with  az  mutch 
morality  az  iKissible,  for  it  controla 
more  jieople  thnii  law  or  iiiotv  duz.— 
JVew  i'of/i’  Wenklij. 


-A  Story  of  Early  Colo¬ 
nial  Days. 

BY  CHARLES  C.  HAHN. 


CHAfTEK  VI. 

PUBITAN  MAIDEX 
^  HE  hardly  knew 

Hho  was  a  woman,  so 
^  Baoctly  she  grew. 

^  Wild  the  eiiperienco 
of  Dorothea  Hillary. 
'  'Jhe  most  ilelioately 
tiiitetl  flonors  are 
L  liyouud  in  colder 
'  IfcUmog,  rnd  (he  Tio- 

jlf  let  of  the  forest  is 
sweeter  than  the 
rich  Kolden-rod  of 
son  and 
rtilo  prairie  lauds. 


The  versos  always  recalled  her  father 
and  made  her  sad,  yet  she  cIouk  to  them 
with  I  hiidish  persisteuee  and  chose  to 
iJc  sad  in  memory  with  him,  than  lioht- 
Hesrted  wlihont.  And  yet,  this  loneli- 
ross  never  came  to  her. 


The  imn!?e  seemed  to  be  that  of  the 
mother  whom  she  did  not  remember,  but 
whose  portr  lit  she  wore  upon  her  breast 
and  in  her  heart  came  a  nameless  feeline 
or  pence.  ^ 

For  a  j.ioneer  Dr.  Lennox  possessed  a 
nue  library,  und  niimy  of  thel^oks  were 
so  quaiut  and  old  that  it  was  a  wouder  he 
was  allowed  by  the  church  to  keep  them 
lo  these  books  Dorothea  had  tree  ac-' 
cess,  and  no  doubt  the  natural  bent  of 
fostered  by  them.  Stories 
of  the  Crusades  and  of  knightly  deeds 
covered  many  a  page,  and  the’  stories 
w  ere  woven  into  her  dreams.  At  an  early 

rJtn  P  “f  *‘®''  foster-father  became 
“““’yf'OR  ‘I*"  dowers  which 
grew  in  the  meadows  and  =n  the  fore.«ts. 
Ihere  vvas  a  school  in  Sagnaock,  kept 
the  first  erected 
and  the  hist  deserted  by  its  owner  when 
he  became  wealthy  enough  to  build  a 
more  pretentious  home.  Hero  the  Puritan 
children  were  gathered  dav  by  day  to 
memorize  the  alphabet  and  struggle  with 
the  mysterious  orthography  of  the  En¬ 
glish  bingnage.  It  w  IS  disagreeable  work 
lor  the  majority  of  the  childien,  but 
iiorotbea  s  dreaminess  made  it  a  ro¬ 
mance  to  her.  Each  simple  tale  which 
she  found  lu  her  reader  had  its  interest 
and  she  supplied  the  clouds  aud  the 
flowers  to  make  it  beautiful.  In  after 
years  these  days  were  among  the  most 
pleasant  in  her  memoiy. 


disappeared  ten  years  ago.* he  continued. 
!  after  his  guest  wss  seated  in  front  of  the 
I  blazing  fireplace;  “and  you  are  also  well 
i  f**®  strange  manner  in  which  my 

chjld  has  been  afliicted." 

“Does  she  grow  no  better  as  she  be¬ 
comes  older?" 

“Not  at  all.  In  lodily  health  she  is 
some  stronger,  but  her  attacks  have 
taken  a  more  violent  form.  At  one  time 
I  might  have  considered  her  frail  health 
as  the  canse,  bnt  as  she  grows 'stronger 
her  whole  soul  shows  itself  to  be  in  an 
abnormal  condition.  If  I  could  have 
doubted  it  at  flist,  when  she  was  ill  I 
cannot  now,  when  she  is  well.  My  poor 
child^  I  fear,  is  the  victim  of  the  Evil 


and  trusting,  and 
perpetual  summer 
heart  and  brain,  she 
the  stern  Puritans 
wiiu  an  extreme  gentleness,  and  yet  early 
she  learned  to  endure  and  to  obov.  Even 
while  a  girl,  one  could  see  that  she  would 
be  a  queen  in  marriage  and  a  most  per¬ 
fect  wife.  Ituconscioualv,  iu  her  eves 
were  depths  clear  and  full  of  love  for  her 
pareuta  aud  for  her  lover.  Aud  ye^  she 
had  ever  one  black  shadow  at  her  feet  — 
the  memory  of  her  father  and  the  sus- 
ipicion  that  she  herself  was  following  in 
his  footsteps.  And  as  the  years  passed, 
the  shadow  not  only  lay  at  her  feet,  bnt 
rose  and  doited  over  her.  In  the.se  days 
■she  sometimes  murmured  to  herself  a 
passage  from  an  old  book  which  she  had 
lOnnd  in  her  father's  chest: 

“Mother  Mary,  hoar  me  and  give  me 
grace  to  bear  my  heavy  load." 

She  meant  it  as  a  cry  to  her  own  moth- 
6r,  an.l  did  noi:  know  tiiat  the  words  were 
a  prayer  to  the  mother  of  God. 

Nevertheless,  perhaps  the  Blessed 
>  irgin  heard  her. 

Traces  of  her  early  life  with  her  father 
were  never  effaced.  In  fact  there  were 
tinges  m  her  character  which  were  ever 
appearing  like  the  recurring  colors  of  the 
evening  twilight,  and  Dr.  Lennox  never 
■stroro  to  blot  them  out.  When  mingling 
.'^.®.l”°“®®'^®  or  tlioir  staid,  young! 
old  children,  she  could  be  iisdirnified  and 
prosaic  ns  they.  But  when  they  were 
gone  and  she  wns  alone,  or  with  her 
adopted  father,  all  the  influences  and  les¬ 
sons  of  her  early  life  appeared.  She 
looked  upo.;  the  trees  of  the  forest  and 
tne  flowers  grow:„„  at  their  feet,  at  the 
rnnuiug  brook  and  the  i.tars  aud  the 
-clouds  overhead  as  Ihe  real  things  of  the 
world,  and  hence  nearer  and  dearer  to 
her  than  men. 

So  otttimes  she  was  content  to  sit  for 
hours  ben®atU  some  tall  oak  tree,  which 
thick-leaved,  sighed  over  her  little  head 
with  an  aucicni  melody  as  old  as  trees  or 
the  hills  or  nature.  At  such  times  there 
appeared  in  her  soul  those  oharacterisiios 
which  were  like  golden  tints  iu  the  sky 
commg  at  the  close  of  the  day,  as  the 
bustle  and  worry  of  the  world  were  dying  • 
■away  and  the  peace  of  tho  ovc-ning  twi¬ 
light  reigned.  *  ' 

A  glorious  child,  dreaiiitna  alone  ■ 

sUkeu  loliie,  ou  yielding  down,  i 


^  '  <J.  _ 

-  I  of  the  hou8-3  aud  looked  out  npon*fhe 
»  It  was  a  very  cozy  room,  furnished 

*  with  a  moderate  library  and  wriling  desk 
I  flreploce.  in  which  the  various 

r  kinds  of  wood  snapped  and  blazed  in 
their  season.  An  arm-ohair  made  out  of 
twisted  boughs  of  hickory  stood  by  the 
fireplace.  In  this  room  the  minister  spent 
most  of  bin  time  for  the  years  had  added 
I  to  his  load  until  be  was  glad  to  retire 
from  his  family,  aud  so  lose  sight  of  their 
strange  and  painful  condition.  So,  after 
having  finished  his  sermon  for  the  com¬ 
ing  Sunday  and  rend  for  the  hundredth 
time  his  favorite  volumes,  he  was  wont 
to  move  his  great  arm  chair  from  the 
table  to  the  side  of  tho  fireplace,  and, 
leaning  back  in  its  capacious  depths, 
give  bimself  lip  to  thought.  Here,  sur¬ 
rounded  by  the  cheerfulness  which  every 
work-room  gives,  the  minister  could  at 
Umes  forget  his  sad  alHiction  and  grow 
for  a  few  minuteSy  comparatively  huppv’ 
But  generally  in  these  half-honrs  in  the 
dusk  he  sat  brooding  over  bis  trials  and 
disappointments  and  the  calamity  which 
had  fallou  upon  his  family.  The  dim 
suspicions  entertained  teu  years  ago  had 
been  increased  and  rendered  more  vivid 
by  the  perusal  of  such  works  as  Cotton 
Mather,  and  frequently  after  his  sermons  i 
were  hni,- bed  he  indulged  in  long  sittings  i 
I  bv  hisflre  pnuiing  over  those  stories  of 
I  witches  and  witchcraft  which  so  stirred 
New  England  aud  spread  fear  over  her  at  t 
j  the  beginning  of  her  life.  ' 

It  was  a  cool  evening  in  early  antnmn  I  I 
—in  rnot,  the  anniversary  of  the  trial  !  1 
with  wnich  our  story  opens.  alihougU  I  t 
Mr.  Granville  did  not  lememter  it.  The 
trial  itself,  howei  er,  was  very  distinct  in  s 
“®  every  point  in  his  ene-  v 
my  s  life.  The  man  hud  spent  long  hours 
meditating  upon  this  one  absorbing  r 
theme,  and  recalling  every  event  or  word 
in  Mark  Hillary’s  life,  until  he  had  be-  r 
come  a  iiionomaniac.  aud  the  tbonght  of  h 
this  rough  wood-chopper  wss  scarcely  r. 
ever  absent  from  his  mind.  Every  scrap  « 
of  lutolligence  concerning  him  had  been  n 
carefully  preserved  and  studied.  Fverv  d 
word  the  man  bad  over  nltered  in  the  I  s 
minister’s  hearing,  or  in  tho  bearing  of  '  s 
any  who  would  communicate  it  to  the  I  n 
minister,  h»d  been  noted  and  dwelt  upon  ’  ii 


I.  “And  who  do  yon  suspect?" 

"His  daughter!" 

t  '1  be  pronoun  may  seem  very  indefinite 
g  but  it  was  not  to  tne  Squire, 
g  “Just  before  yon  entered  I  was  reading 
g  a  note  which  I  want  to  show  you.  I 
y  have  kept  my  eve  on  this  daughter,  and 
I  have  discovered,  among  other  things 
,  that  she  is  in  commouio  tion  with  some 
1  one,  we  know  not  whom,  nnlees  it  is  as 
.  I  snspect  This  note,  which  I  wish  to 
t  show  you.  was  intercepted.  I  have  kept 
I  It  in  my  desk  for  some  time,  bnt  to-night 
,  opened  it.  See  what  a  convicting  docn- 
I  ment  it  is,  "  and  the  minister  banded  the 
I  birch  bark  lo  tho  Sqniie.  “'Obey'’  It 
’  lias  authority. 

'  ‘b®  0“®  who  keeps  you.’  AVho  is 

■  Evidently  U  refers  to 

the  Evil  One,  to  whom  she  belongs. 
And  the  friend  yon  know  bat  cannot 
see.  Who  would  that  be  bnt  tbe  author 
of  all  evil?  ‘Will  always  provide  for 
you.  Is  not  that  full  testimony  to  her 
league  with,  tho  devil?  Ho  whom  she 
cannot  see  will  provide." 

While  tbe  minister  was  making  these 
running  comments  tho  Kqnire  read  the 
‘hrough,  holding  it  at  arm’s  length 

Whiit  shall  you  do  with  it?"  he  asked 
when  tho  min  stor  hsd  finished. 

- “'Hiat  is  insLwh  tJ  wleha.l  . 

you  about.  _  Shall  I  preserve  it  as  evi¬ 
dence  Against  this— person,  or  shall  I 
burn  it?  I  must  confess  that  I  was 
strongly  tempted  to  do  the  latter,  think¬ 
ing  only  of  the  safet.v  of  my  family. 
But  perchance  I  had  better  keep  it,"  con- 
olnded  the  minister,  with  a  sigh. 

I  “By  no  means,  I  beg  of  you,  my  dear 
sir,  responded  the  Stpiiro,  oarnestlv. 
He  who  holds  the  devil’s  writing  will 
soon  have  the  writer  in  his  house.  It  ie 
by  God’s  grace  that  he  has  not  come  to 
claim  bis  own  ere  now.” 

But  just  as  the  minister  was  about  to 
drop  tbe  piece  of  bark  info  tho  fire,  the 
study  door  opened,  his  eldest  daughter 
entered,  and  the  minister,  instead  i 
dropped  it  upon  the  table  near  him.  ’  i 
Aohsah  was  clad  in  tvhifa  . 


turning  grimace  for  gri 
head  outside. 

If  the  Squire  for  a  moment 
this  face  to  be  that  of  som 

upon  a  frolio,  the  snspicion _ _ 

dispelled,  when,  after  the  minister 
hid  his  face  in  his  hands,  he  saw  hll; 
bent  intently  upon  an  object  lyin» 
the  desk.  It  was  watching  Ihe  ui 
Achsah  had  placed  there.  Sh 
seemed,  had  observed  the  look  Mr 
arose  and  started  toward  it.  Buk^' 
she  could  reach  tbe  desk  a  pa 

was  dashed  in,  a  black,  hairy _ 

quickly  through  tbe  aperture  sad 
grasped  the  note.  Achsah  nltered 
Ihe  whole  was  done  so  tiuio 
when  the  minister  looked  up,  eti 
the  sound  of  breaking  glass  aud  Ad 
cry,  the  arm  bad  been  Withdrawn  m 
piece  of  b  irk  had  disappeared.  T 
of  tbe  girl  was  ansa-ered  by 
grotiiig  laugh,  w’  ‘ 
tbe  woods  around, 
peals  of  dialwlical 
abont  the  bouse  i 
the  distance. 


VIVO  more  years  passed  in  the  h 
of  Hagnanck  since  Mark  Hillary’s 
pearance,  and  Dorothea,  the  girl 

was  seventeen  years  old.  bho  had 

up  in  these  woods  of  New  Englai 
and  untrammeled  by  the  affeotati 
fashion. 

Like  a  sturdy  plant  which  need* 
sun  and  air,  she  grew.  It  need  bar 
said  that  her  face  wni 
from  it  she  devorved  the 
for  truly  it  was 
tho  hearts  of  men 
pioneers  there  w 


Aabesto.s,  popularly  known  as  “min¬ 
eral  wool,”  is  a  compound  of  silica, 
Unie,  magnesia,  and  oxide  of  iron,  and 
is  probably  the  most  curious  natural 
product  in  existence.  Being  comjio.sed 
of  fine  ^  fibers,  it  can  be  spun  and 
woven  into  cloth,  indestructible  by 
lire,  which  renders  it  invaluable  iu 
many  of  the  arts. 

Mining  is  cni-rird  on  by  cutting  down 
the  bills  of  asbestos-bearing  serpen¬ 
tine,  mnch  as  a  farmer  cuts  down  a 
pen  ijuar- 


She  was  of  medium  he'gbt,  with 
well  built.  Her  hands  were  finely  t 
her  hair  and  eyes  were  brown.  Ik- 
.the’  latter  apoat  1^ 

“Brown  eye^Jomu^ 

That  might  lead  on< 

And  again: 

"I  know  lull  well  two  dec-p  dark  eye,.  I 

'‘^"■ofoaomeUmeeliaritoI  11 
B,. Minimi',  1“  tcuderneis; 

‘J"*'  l»»ho3  half  Jluotfe 
i’’®,!*;  light-  the  usual  feerloee  trankuM,  ffle 
And  then  there  lui-kn  iu  dim.  eecret  inieUnw  i 
A  gloam  80  subtle  iu  its  shadowyness 
A  flSnd  '"'‘‘5  “hoiiia  sudden  rt» 

A  uooa  of  paHsluuato  toudorneaii,  ao  deop, 


fcoue  w,aim  summer  days  she  would 
yvauder  knee  deep  through  Ihe  meadow 
grass,  along  the  little  brook  which  cir¬ 
cled  half  around  the  town.  No  bird 
would  sing  ou  these  days,  nor  would  any 
-cloud  pass  across  the  sky,  and  the  day 
would  increase  from  heat  to  heat.  Those 
were  dreamy  davs,  which  a  poet  or  a 
painter  would  love,  and  at  such  times  all 
-Of  Dorothea  s  early  lessons  in  nature 
would  come  back  to  her.  'bhe  would  bend 
over  a  little  strusgliug  flower,  hidden  by 
the  tall  grass,  and  speak  to  it  as  if  it 
•wore  a  friend.  Even  the  coarse  weeds, 
in  which  none  oise.  unless  it  may  have 
been  the  Doctor,  could  see  aught  bnt 
ugliness  and  Adam's  curse,  appealed  to 


r”  S.,  H  curse,  appealed  to 

her.  The  broad  meadow  was  a  great  bed, 
and  she  drew  tbe  tops  of  the  grass  ten- 
derly  between  her  fingers  and  dreamed— 
oh!  who  knows  of  wlint  a  child  dreams  at 
such  a  time?  On  days  when  there  were 
•^vwt's  in  the  sky  and  a  breezii  was 


luese  aiior-sermon  mtdit-.tions. 
He  bad  made  a  study  of  the  man’s  life 
aud  bad  even  gone  to  the  trouble  of  ini 
quiring  into  his  autooodeuts  minutely. 
But  all  this  was  nothing  compared  with 
the  awful  anxiety  his  disappearance  gave. 
Long  hours  the  minister  sat  iu  h.s  study 
speculating  upon  it.  Sometimes  ho 
paused  at  the  end  of  a  paragraph  in  his 
sermon  to  gaze  abstr-cledly  out  of  the 
window  and  recall  that  last  act  in  Mark 
Hillary’s  life. 

Then,  again,  this  was  a  favorite  theme 
for  his  evening  reveries,  and  often  ex¬ 
tended  them  fur  into  the  night,  until  his 
lamily,  and,  indeed,  all  Sasuaack,  were 
wrapt  in  sleep.  So  tho  poor  man  wearily 
wore  his  life  away. 

On  this  particular  evening  he  had  been 
®Jon  more  troubled  by  bis  gloomy 
tbougbta.  In  bis  imagination  bo  could 
feel  an  unseen  presence  in  tbe  very  room, 
and  in  his  heart  hope  died,  us  ho  soid  to 


"Tho  man  or  his  spirit  is  near." 

This  feeling  was  so  strong  that  ho 
arose  and  did  what  at  no  time  before  had 
ho  courage  to  do,  or  which  his  sense  of 
honor  would  allow.  Bo  went  to  his  desk 
and  took  out  a  little  j  acksge  which  hod 


•  “‘v'l'pou  11,  upon  me  laoie  near  him. 
i^r’  f  was  clad  in  white  from  head  to 

-  foot,  and  to  Ihe  two  men,  whose  imagina¬ 
ry  tion  was  exoiled  with  thoughts  of  witch- 
“  pralt,  she  appeared  like  a  specter.  And, 

-  mdoed,  the  appearance  of  the  girl  at  such 

be  in  such  a  manner  was 

ad  was  now  tall  and  Blender, 

ch  1  height  was  greatly  increased  by 
m  robe  of  white;  her  face  was  pale 

would  have  appeared  deathlike  had 
It  not  been  for  the  piercing  black  eves 
n  reemed  to  gleam  wiih  on  unholy 

light,  as  she  stood  in  silence  and  gazed 
SB  ‘,^®  ^  *'P°“  tbe  hearth 

broke  in  two  and  fell  between  the  and- 
irons  and  blazed  up  afi  esb.  As  the  flames 
“  sprang  up  and  illiimin  ted  her  face  with 
thtir  rosy  light,  the  imagination  of  the 
bqnire  saw  plainly  the  traces  of  some 
o  I  strange  power  which  wns  working  upon 
ri  I  her,  end  ho  felt  ns  if  he  weie  indeed  in 
b  the  presenve  of  an  nnfoitiinito  one  over 
iO  whom  the  evil  one  was  huvoring.  He 
n  shivered,  and  involuntariiv  passed  his  i 
hand  over  his  eyes. 

’»  “Achsah,  what  do  you  wont?”  asked  the  i 
S  minister,  anxiously. 

I  came  in  for' that,”  said  the  girl.  ' 
pointing  to  the  birch  bark.  The  two  men  i 
t  looked  at  each  other  in  silence.  Achsah  - 
y  reached  out  her  hand  and  took  the  note  i 
P  walked  stifiiy  across  tbe  room  and  laid  it  j 
1  bpou  the  open  desk  by  tho  window.  This  i 
y  I  done,  she  returned,  sat  down  upon  a  i 
stool  at  her  father’s  feet  aud  became  ab-  , 
I  sorbed  in  watching  the  flame-t  in  the  lire-  I 
.  place  ns  they  leaped  up  tiom  tho  burn-  l 
j  mg  wood  j 

I  Horror-stricken,  the  minister  and  the 
bqnire  sat  in  silence  also,  watching  her.  v 
boon  the  door  opened  and  Ashubuh,  the  v 
younger  child,  came  quietlv  in.  and,  with-  s 
I  out  heeding  the  group  by  the  fire,  walked  o 
directly  to  the  desk  and  took  up  (he  c 
birch  bark,  which  she  gazed  at  as  if  d 
I  charmed  and  unable  to  turn  her  eyes  c 

Achsah  arose  from  her  seat,  went  over  fi 
to  Ler  Bister  and  without  uttering  a  woid,  g 
took  the  note  from  her  and  laid  it  back  o 
upon  tbe  desk.  g 

Ashnbah  m'ade  no  protest  but  returned  fi 
with  her  Bister  and  sat  down  on  the  on- 
poBite  side  of  the  fire.  „ 

Neither  uttered  a  word  or  appeared  con-  h* 
scions  of  the  bquire’s  presence.  Both 
seemed  to  be  in  a  tiance,  so  still  were  D 
they,  and  so  supernatural  was  their  still-  Is 
ness  for  ouos  so  young.  h. 

The  Hqiiire  watched  Achsah,  who  wns  a 
seated  lu  tho  shadow  of  the  fireplace  no  ii-  D 
him,  the  more  closolv.  For  abont  five  gi 
minutes  but  which  to  tho  excited  man  oc 
seemed  like  an  hour,  she  sat  perfectly  or 
motionless.  Her  first  emotion  was  a  co 
shudder,  and  then  the  Squire  saw  a  look 
of  foer  pass  over  her  face  and  transform  cr 
her  features.  Her  eves  turned  to  the  do 


id^  If  vers  who  came  to  h»r, 

III,  olthofigh  each  pureiit  warned  his  own  a  in 
against  the  wiles  of  the  maiden,  for  n  iw 
to  the  suspicion  of  the  minister  had  gro  m 
la-  to  be  so  positive  that  the  girl  really  b«  re 
V  ‘J^®, >:®Potation  of  a  witoh.  ^ 

a.  1  his  Was  augmented  by  the  detection  of 
oh  several  mystenoua  visits  Dorothea  :  e- 
ns  oeived  from  some  unknown  person.  0  le 
k«  evening,  about  a  year  after  she  was  li  fl 
by  alone  m  Saguauck,  the  minister  n  %a 
A  ikrough  the  words  north  of  tie 

village,  when  he  heard  two  persouH  coa- 
8,  versing,  and  approaching,  discoveiid 
ij  Dorothea.  Her  companion  disappear  id 
ja  Rfi  soon  as  the  Minister  h  footsteps  we-e 
tU  neard  aud  tl  e  Utter  could  not  idenli  y 

him.  But  the  visitor  wore  the  ^atli  of  n 
58  indiun.  Boiothea'H  reticence  with  o. 

,*®  *^®  odded  to  tbe  miniate ’s 
le  belief  in  her  guilt. 

le  Atler  this  first  v  isit,  Mr.  Gronvilla  w  s 
'U  on  the  alert  to  detect  Do.  othea  in  oth  >r 
u  delinquencies.  He  made  excuses  to  a 
ir  much  fiom  home,  and  seldom  failed  o 
,e  fo  low  her  when  she  was  seni,  upon  a;  y 
IS  errsnd  which  would  take  her  int-j  a 
forest.  SN)  tbe  man  of  God  became  o  s  v 
e  upon  the  poor  girl.  ' 

T-  ***’*  labors  were  not  wilhont  resul  , 

1’  Twice  during  ihst  year  he  came  upon  b'  » 

11  in  the  forest  holding  secret  convert  i 
“  with  some  unknown  person,  and  ss  tbw  i 
mi:etiui,s  were  always  i,t  night  they  coi  ; 
i  firmed  tbe  susp  cioiis  about  tho  gtrl.  t 
8  was  also  leal  nod  that  ufler  these  inte;  . 

»  viewt  Dorothta  always  bad  a  supply  i  t 
money  about  her.  and  that  oaoe  ah 

-  brought  in  from  tho  forest  a  bundle  e  ! 

-  furs,  which  were  made  into  a  ckak  ft  • 

her  protection  in  winter.  ' 

3  Onenigbt  iu  October,  as  tho  ministtr 
was  provyliag  about  in  tbe  woode,  goin  !  ' 
B  where  bis  diseased  fancy  led  him,  h  i 

-  suddenly  found  himself  in  the  littl  i 
1  opening  in  front  of  Hillaiy’s  deserteV 
J  cabin.  At  the  same  moment  a  ma^l 
1  dressed  as  an  Indian  came  out  of  tl^l 
)  cabin  door  and  hastily  disappeared^H 

the  woods.  Mr.  Gr.tnville,  on  tbe  sheflil 
for  anything  which  might  convict  tAj  ’ 
girl,  entered  the  deserted  place  and  tlir  ^ 
;  gan  a  minute  search.  He  was  rew.  rded 
by  finding  a  small  package— a  pieoo  of  c 
folded  birch  bark.  j  I  t 

“No  doubt  it  was  a  message  from  helt 
master  to  Dorothea,"  and  ho  carried  til  - 
home  with  liim.  If  * 

An  enmity,  loo,  had  arisen  betw«tj[^ 
Dorothea  aud  Achsah  Granville. 
latter  could  not  meet  the  former 
her  little  weaztued  face  drawing 
a  scowl,  and  once  she  cried  ' 

Dorothes  had  hurt  her,  although 
girls  were  several  yords  apart. 
occurred  in  front  of  tho  meeting^iil^ 
one  Buuday  morning  ns  the  people  wet9^ 
coming  out  from  preaching. 

“You  child  of  tbe  devil!"  tho  fatbefl 
cried.  “Will  nothing  satisfy  yon? 
do  you  so  persecute  that  poor  girl?" 


put  down  at  ijas  to  $30  per  ton. 


It  iz  a  good  sign  when  juaize  makes 
a  man  behave  better. 

Proverbs  are  like  arrows;  they  fly 
not  oilly  fast  but  straight. 

Our  wants,  after  aw  l,  make  most  ov 
onr  happiness.  When  we  hav  got  awl 
we  want,  then  cums  fear  lest  we  loze 
what  we  hav  got,  and  thus  possession 
fails  tew  be  hapi^iuess. 

Cunning  iz  the  dishonesty,  and  there¬ 
fore  the  weakness,  ov  v\isdnm. 

Wise  men  are  like  a  watch— they 
hav  open  countenances  enuff,  but 
don  t  show  their  works  in  their  face. 

YVhen  I  see  a  poor  and  proud  aristo- 
kmt  pnrtiklar  about  pnnktiUio,  he  al- 
•wuB  puts  me  in  mind  ov  a  drunken 
man  trieing  tew  walk  a  crack. 

Dangers  are  like  a  kold  bath— very 
Mngerous  while  yon  stand  stripiped  on 
the  bank,  but  often  not  only  harmless 
but  invigorating,  if  you  pitch  into 
them. 

Take  awl  the  propheevs  that  hav 
cum  tew  pass,  and  awl  that  hav  caught 
on -the  center  and  failed  tew-  enm  tew 
time,  and  make  them  up  into  an  aver- 
I  age,  and  yon  will  find  that  huvinir 
stock  on  the  Codfish  Bankov  Nnfouud- 
land,  at  CO  per  cent.,  for  a  rise,  iz,  in 
comparison,  a  good  speknlating  bizzi- 
ness. 

It  iz  awl  important  that  fa.shion 
should  be  perfumed  with  az  mutch 
morality  az  jiossible,  for  it  controls 
more  people  than  law  or  piety  duz.— 
Hew  York  Weekly. 


Did  yon  ever  meet  a  man  who  didn’t 
want  to  talk  abont  himself  just  when 
you  wanted  to  talk  abont  yourself  ? 

Did  joa  ever  want  lo  borrow  niouev 
when  everybody  else  didn’t  seem  to  bo 
just  as  bad  off  us  yon  were  ’? 

Did  yon  ever  know  a  woman  who 
tliongbr  her  hu»baDd  was  tbe  sipaitest 
man  on  earth  who  wasn’t  a  happy 

Biij 

)u  ever  know  a  man  who  was 
dr  his  duty  whom  anybody 
respect  for  ? 

m  ever  perform  a  kind  action 
fe  without  feeling  tlie  better 

11  ever  do  anything  mean  with- 
,  that  yon  had  killed  'some- 

I  thing  good  ia  your  soul  bv  doing  if? 

Did  you  ever  have  anybody  tell  von 
*n  unwelcome  truth  about  vourself 
without  hating  them  for  it  ? 
k  Did  you  ever  make  a  dollar  in  the 
fdevii  s  way  without  having  to  pay  a 
|«ear  price  for  itV— Bnm’s  Horn. 

Too  Mncli  lo  Ask. 

,  Lawyer— If  yon  and  your  hnsbai  d 
[can  t  dgiee.  why  don’t  you  agree  to  dia- 
lagree? 

I  Fair  client  (firmly  I— Never.  If  I’d 
bgree  to  disagree,  he'd  think  weak¬ 
ened.  ' 


Ser.  0^  Vo 

Page  /  0  i 

_ EnveIope_ 

■  Foldout 
^Insert 


PULLMAN. 


The  Journal. 


LOCAL  ITEMS. 


99,  to-night. 

Ninety-nine,  to-night. 

Dr.  Howe  will  be  here  every  Mon¬ 
day. 

Dr.  Moore’s  father  paid  him  a  visit 
this  week. 

Ninety-nine  to-night. 

.Tack  Brown,  formerly  employed  at 
the  Corliss  engine,  was  in  town  Thurs¬ 
day. 

Heating  stoves  from  $3.50  to  $40,  at 
L.  H.  Johnson’s. 

j  The  scenic  meloilrama  “99”  to-night. 

I  The  morning  subject  at  the  M.  E, 
Church  will  be  “The  King’s  High- 
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BUNTIAYS. 


yATER. — The  water  used  here  comes 
frora  Lake  Michigan,  and  is  carried  in- 
sitfc  of  all  tenements.  I 

Water  Tower. — This  structure  is  j 
19.1  feet  high,  and  in  the  top  is  a  large 
boi|er-iron  tank  which  holds  half  a 
million  gallons.  This  is  kept  filled  ^ 
for:uBe  in  case  of  fire,  and  only  for  fire  ' 
use.  Underneath  the  tower  is  a  re.ser-  j 
voil’  holding  over  300,000  gallons,  to  [ 
which  all  the  sewage  of  the  town  ] 
comes,  and  whence  it  is  pumped  to  a  j 
faijn  three  miles  distant.  (See  Sewer¬ 
age  and  Farm.) 

II^ayerWorks. — The  water  is  bought 
meter  measurement  from  the  city 
the^mpany,  which  attends  to  the 
ails  of  collecting  its  own  water  rates. 
i  town  has  about  fifteen  miles  of 
er  mains. 

PITCHMEN.  —  The  shops  are  pro- 
id  with  watchmen  who  visit  the 
e  exposed  portions  of  the  buildings 
ry  ten  minutes,  day  and  night,  re- 
ting  to  a  central  station  by  tele- 
ne.  Every  precaution  is  taken  to 
rd  against  danger  from  fire. 

^AGES — 'The  wages  and  earnings  in 
Imau  average  about  $2  a  day  for 
person  employed.  Of  course 
le  mechanics  earn  $3  and  $4  a  day.* 
l  are  paid  twice  a  month,  with 
cks  on  the  Pullman  bank  here. 
ITomen’s  Work. — As  yet  few  women 
girls  are  employed— about  150  in 
the  industries  here.  Those  now  at 
k  arc  in  clerkships  in  the  uphol- 
ing  rooms  and  in  the  Standard 
tting  Mills.  New  industries  will 
lish  employment  for  all  women  and 
a  who  desire  it. 

Workmen. — No  operatives  anywhere 


tUIXMAN  for 
WEEK  DA,YS. 


I  gGo  AND  and  see  the  new 
ooots  and  shoes  in  the  Arcade. 

Henry  Dickson  and  his  < 
in  “99”  played  three  weeks  in 
this  season. 

The  Epworth  League  will 
G;30  p.  m.  on  Sunday  evening.  Mr. 
E  d  Roberts  will  lead. 

Miss  Hattie  Welch,  of  Brockport 
N.  Y.,  is  the  guest  of  her  cousin,  Mrs. 


sompany 

Chicago 


PULLMAN  POSTOFFICE, 


a  large  com- 
‘99”  to-night, 
of  Dakota,  is 
Lanahan,  of 


write 


OFFICIAL  LIST 


„  The  scenic  melodrama  “99,”  will  be 
at  the  Arcade  Theater,  Satur¬ 
day,  Oct.  11,  to-night. 

Those  desirous  of  joining  a  reading 
circle  to  be  formed  at  the  Library  will 
please  report  to  the  Librarian  before 
Thursday  ne.Yt. 

Dr.  Soule  has  established  an  office 
in  Roseland,  where  either  his  wife  or 
he  himself  can  be  fotind  every  day. 
See  his  new  advertisement. 

Mr.  Pullman  has  won  the  long 
pending  vestibule  suit,  telegrams  to 
that  effect  reaching  him  in  Chicago  on 


Of  Unclaimed  Matter  in  the  Poatefflee 
Pullman,  III.,  Oct.  6,  1890. 

Anderson  P  W  Mr  Johnson  Mrs  No.  i 

Anderson  A  P  Mr  Stop  st  1 


^■a^  their  earnings  are  larger 
^Fthose  of  persons  doing  similar 
tk  elsewhere.  The  be.3t  and  cheap- 
I  of  markets,  good  schools  and 
^hes,  with  delightful  dwellings, 
1  steady  work  at  highest  rates  of  pay, 
Ke  Pullman  a  most  desirable  place 
I  the  mechanic;  the  best,  in  fact, 
^h  the  world  has  yet  offered  him. 
Ulm.vs.  111.,  Oct.  u.  iwo. 


All  persons  wishing  to  join  French, 
German,  and  stenography  classes  are 
requested  to  make  it  known  at  once 
to  the  Librarian  of  the  Public  Library. 
Mrs.  Mark  A.  Barton,  and  Mrs. 


To  obtain  above  call  for  advertised 
matter,  and  give  date  of  the  list.  One 
oent  will  be  charged  on  each  letter  de 
livered.  Samuel  Job,  Postmaster. 


CURIOUS  NAMES. 


The  Brush  electrical  machine  is 
named  after  a  man  and  not  from  the 
brushes  used ;  the  Ball  dynamo  is  not 
spherical;  the  Lever  arc  lamp  has  two 
peculiar  levers;  the  ffhort  electric  rail¬ 
way  is  adapted  ‘to  long  lines;  Bright 
shackles  are  never  burnished;  the 
Parsons  engine  is  not  for  use  in  a  pul¬ 
pit,  and  the  Upward  battery  does  not 
necessarily  need  excelsior  carbons  for 
lights,  and  the  Bell  telephone  is  not 
named  after  the  bells  connesteil  with  it. 


PULLMAN. 


NATURAL  _Q  AS, 

Natural  gft9,  wherever  discovered, 
has  been  wasted  in  a  most  shameful 
manner.  Such  mines  of  wealth  and 
usefulness  should  be  cared  for  in  the 
most  prudent  way,  and  the  gas  should 
bo  economized  as  one  would  economize 
food  or  clothing.  It  is  by  no  means 
certain  that  this  gas  is  still  forming, 
but  one  thing  is  settled,  and  that  is 
that  it  is  using  faster  than  it  is 
making,  if  making  at  all.  In  all  places 
where  found  the  pressure  of  the  gas 


City,  Ind.,  who  has  been  visiting  his 
daughter,  Mrs.  Jno.  Dixey,  for  the 
past  week,  returned  home  on  Monday. 

The  Ladies’  Aid  of  the  Methodist 
Church  will  hold  a  social  at  the  M.  E. 
Church  on  Tuesday  evening.  All 
members  and  friends  arc  earnestly 
requested  to  ba  present  at  7 :30  p.  in. 

Ma.i.  N.  8.  Boynton,  of  Port  Huron, 
Mich.,  the  Supreme  Record-Keeper  of 


Ser.^Y  Vol.  2- 


_ Enveiope_ 

Foldout _ 

^iDsertJ 


VottoOlae  at  4  p.  m. 
Tburitdays ;  for  Oem 
•Dd  Ttiuritdaya. 


Of  Unclaimed  Hatter  In  the  Poatcffoe  | 
Pullman,  III.,  Oct.  6,  1890.  k 

Anderson  P  W  Mr  Johnson  Mrs  Ko.  M 
Anderson  A  P  Mr  Stop  at  fl 

Adams  Thoa  Mr  I^ovett  K  W  2  ■ 

AhUn  Adolph  Mr  McCullough  Scott  H 


To  obtain  above  call  for  advertued 
matter,  and  give  date  of  the  list.  One 
cent  will  be  charged  on  each  letter  de¬ 
livered.  Sambkl  Job.  Postmaster. 

CURIOUS  NAMES.  • 

The  Brush  electrical  machine  is 
named  after  a  mau  and  not  from  the 
brushes  used ;  the  Ball  dynamo  is  not 
spherical;  the  Lever  arc  lamp  has  two 
peculiar  levers ;  the  Short  electric  rail¬ 
way  is  adapted  'to  long  lines ;  Bright 
shackles  are  never  burnished;  the 
Parsons  engine  is  not  for  use  in  a  pul¬ 
pit,  and  the  Upward  battery  does  not 
necessarily  need  excelsior  carbons  for 
lights,  and  the  Bell  telephone  is  not 
Jiamed  after  the  bells  connected  with  it. 

NAmA^QAS, 

"Natural  gas,  wherever  discovered, 
has  been  wasted  in  a  most  shameful 
manner.  Such  mines  of  wealth  and 
usefulness  should  be  cared  for  in  the 
most  prudent  way,  and  the  gas  should 
bo  economized  as  one  would  economize 
food  or  clothing.  It  is  by  no  means 
certain  that  this  gas  is  still  -forming, 
but  one  thing  is  settled,  and  that  is 
that  it  is  using  faster  than  it  is 
making,  if  making  at  all.  In  all  places 
where  found  the  pressure  of  the  gas 
steadily  diminishes,  and  at  the  rate 
men  are  wasting  it  it  cannot  last  many 
years. 


The  wool  product  of  the  world  has 
rapidly  increased  during  the  last  half 
century,  and  raising  sheep  has,  of 
course,  grown  to  bo  the  leading  pas¬ 
toral  industry.  The  following  tabul^ 
statement  gives  the  wool-clip  ot 
world  for  the  years  named  in 
-of  pounds : 


voii'  holding  over  300,00!)  gallons,  to 
which  all  the  sewage  of  the  town 
comes,  and  whence  it  is  pumimd  to  a 
fai^n  three  miles  distant.  ( See  Sewer- 
ag«  and  Farm.) 

It'ATKiiWoBKs. — The  water  is  bought 

I  it  from  the  city 
h  attends  to  the 
own  water  rates, 
fifteen  miles  of 

shops  are  pro- 
i  who  visit  the 
of  the  buildings 
y  and  night,  re¬ 
station  by  tele- 
ition  is  taken  to 
from  fire. 

I  and  earnings  in 
lit  $2  a  day  for 
red.  Of  course 
$3  and  $4  a  day.* 
a  month,  with 
1  bank  here. 

■s  yet  few  women 
id — about  150  in 
>.  Those  now  at 
8  in  the  uphol- 
n  the  Standard 
industries  will 
r  all  women  and 

'atives  anywhere 
'•ondi^eKs  than 
tings  are  larger 
IS  doing  similar 
be.it  and  cheap- 
id  schools  and 
htful  dwellings, 
lest  rates  of  pay, 
desirable  place 
e  best,  in  fact, 
et  offered  him. 


The  continent  of  Europe  is 
largest  grower  of  wool,  Australia 
comes  next,  a  close  second;  the  Argen 
tine  Republic  and  Plata  River  next,  and 
North  America  comes  fourth.  South 
America  must  soon  outstrip  Europe 
the  growth  of  wool.  From  the  above 
statement  it  appears  that  a  pound  and 
s  third  of  wool  is  now  raised  for  each 
person  of  the  world’s  population,  but 
one-third  of  the  world’s  population, 
leally,  consume  the  entire  product. 


jcrlme  and  consorts  stalk  not  therein 
Away  from  pitfalls,  ever  alluring, 


XlWU  artljan  vjews  from  his  door; 
Knowledge,  health  with  pleasure  -jultlu 
Warmest  welcome  extend  to  the  poor. 
Homage  is  thine,  beyond  every  ocean— 


irhousands  of  tongues  unanimous  voice 
Glad  recognition  of  “one  man’s  power." 

Nkllie  a.  Youno. 

The  marriage  vow.  What  is  it? 
IS  hat  does  it  import  ?  How  sacred  are 
a  i  obligations  of  those  who  make  it  ? 
l!  lese  are  the  questions  the  author  of 
he  Wife”  asked  himself  before  put- 
ti  jt  his  pen  to  paper.  To  love,  to 
hi  Dor,  to  cherish,  and  to  protect  the 
W  fe— such  is  the  husband’s  solemn 
pledge  at  the  altar.  Khali  he  go  so 
as  to  protect  her  from  herself? 
Hiall  he  display  that  heroism  which 
Htg  a  shield  for  her  when  defending 
jKvOwn  honor?  Khali  he  forget  the 
^fty  of  husband  at  the  whisper  of  cal- 
umiy  ?  Or  shall  his  devotion  be  proof 
a^inst  malice,  against  jealousy, 
st  intrigue  ?  Shall  he  yield  even 
confession  ?  Or  shall  he  cling  des- 
tely  to  the  last  hope  ?  The  play 
Th^  Wife”  gives  answer.  It  is  a 
upon  the  true  philo-iophy  of 
Arcade  Theater,  Monday, 


ms  of  Fullmau  will  soon 
supper  to  the  Pullman  Cricket 
b.  which  by  its  victories  has  shown 
the  champion  club  of  tbe  country, 
t  of  Philadelphia. 


MissHvttie  Wei.cu,  of  Brockport 
N.  Y.,  is  the  guest  of  her  cousin,  Mrs. 
Butcheldar,  of  Stephenson  avenue. 

Henkv  Dickson  and  a  large  com¬ 
pany  in  the  melodrama  “00”  to-night. 

Mb.  W.  H.  Evebh.vbi),  of  Dakota,  is 
visiting  her  sister,  Mrs.  Lanahau,  of 
No.  211  Morse  avenue. 

Mu.  Flobenck  O’Dbiscoi,!.,  sjiecial 
corresiioudent  of  the  great  jmrrnal. 
Engineering,  of  London,  spent  Thurs¬ 
day  afternoon  in  Pullman. 

Wanted— Good  German  or  Swedish 
girl  for  general  housework.  Call  at 
Gardner’s  Park.  Mits.  "V.  G.akdneb, 
Kensington. 

„  The  scenic  melodrama  “99,”  will  be 
at  the  Arcade  Theater,  Satur¬ 
day,  Oct.  11,  to-night. 

TaoBE  desirous  of  joining  a  reading 
circle  to  be  formed  at  the  Library  will 
please  report  to  the  Librarian  before 
Thursday  next. 

Du.  SofLE  has  established  an  office 
in  Rosoland,  where  either  his  wife  or 
he  himself  can  be  found  every  day. 
See  his  new  advertisement. 

Mil.  Pi'LLMAN  has  won  the  long 
pending  vestibule  suit,  telegrams  to 
that  effect  reaching  him  in  Chicago  on 
Thursday: — - - — , — 

All  persons  wishing  to  join  French, 
German,  and  stenography  classes  are 
requested  to  make  it  known  at  once 
to  the  Librarian  of  the  Public  Library. 

Mbs.  Makk  A.  B.aeton,  and  Mrs. 
Clara  Norton  Peck,  o'f  Kankakee,  were 
the  guests  last  Monday  of  Mrs  E.  C. 
Oggel,  of  No.  135  Watt  avenue. 

A  pBACTiCALiman  says  he  is  never 
troubled  with  “undefined  longings;”  it  i 
is  clearly  defined  shortnesses  which  ! 
worry  him. 

Dk.  J.  R.  Howe’s  Blood  Purifier 
and  Parasite  Destroyer  cures  all  ma¬ 
larial  poi  son,  rheumatism,  and  kidney 
troubles.  223  Watt  avenue. 

Bhaep’s  House,  No.  203  Watt  ave¬ 
nue,  room  and  board,  $4.50;  tickets, 
twenty-one  meals,  $3.50. 

Mbs.  a.  Shabp. 

Mb.  Joseph  Oliveb,  of  Michigan 
City,  Ind.,  who  has  been  visiting  his 
daughter,  Mrs.  Jno.  Dixey,  for  the 
past  week,  returned  home  on  Monday. 

The  Ladies’  Aid  of  the  Methodist 
Church  will  hold  a  social  at  the  M.  E. 
Church  on  Tuesday  evening.  All 
members  and  friends  are  earnestly 
requested  to  be  present  at  7  :30  p.  m. 

Maj.  N.  S.  Boynton,  of  Port  Huron, 
Mich.,  the  Supi*eme  Record-Keeper  of 
the  Knights  of  the  Maccabees,  will  de¬ 
liver  a  public  address  at  Market  Hall 
on  the  evening  of  Friday,  the  17th  I 
inst.  Subject  will  be  interesting.  | 
Everybody  invited  to  hear  him. 

The  iron  men  of  England  and  Ger¬ 
many  who  are  visiting  the  United 
States,  will  be  in  Pullman  next  Tues¬ 
day  afternoon, .  and  a  lunch  will  be 
served  for  them  in  the  Arcade.  Si.x 
or  seven  hundred  por.so  is  will  be  pres¬ 
ent.  These  associations  contain  some 
of  the  best  business  men  as  well  as 
some  of  the  best  known  scientific  men 
of  Europe. 

Abcade  Theateb,  Monday  evening, 
Oct.  20,  by  special  arrangement,  the  ^ 
famous  Lyceum  Theater  success,  in 
four  acts,  by  Belasco  and  De  Mille, 
entitled  “The  W’ife,”  under  the  direc¬ 
tion  of  Daniel  Frohman.  manager  i 
Lyceum  Theater,  New  York.  The  I 
grandest  triumph  in  comedy  the  stage 
has  known  for  years.  Pre-iented  here 
with  an  exact  copy  of  the  original 
scenery  and  accessories.  Prices,  25, 
35,  50,  and  75  cents.  Seats  on  sale  ut  i 
Secord’s  drug  store.  I 


THE 


r 


WUV?  ^  ^ 

11  n  1  ■  good  stock  to  choose  trom, 
and  H  see  Every  “Dud”  marked 
^  in  Plain  Figures,  at  One  Price, 
For  Cash.  C? 


reductions  made  to 
“See’n  as  it’s  you.” 

EACH 


Biz.  Catch  on? 


Ms  Dollar  Dnys  as  much 
as  Ills  helgliliors’.  C?  ir  U 
like  to  deal  that  way,  Just 
lift  our  little  M! 

kh  Coolie  Sill 

14  &  16  Me,  Pullmaii,  III. 

TOPEKANSjowresittsofPELMAir, 
we  fill  B  ilail  to  sem  H  as  we  fliil  at 
“THEODD”aM“fIlEIl”fliitiliere.  D 
can  tell  any  one  alioil  US.  C? 

Onr  Recorfl  tliere,  we  stanU  liy  liere. 

Open  7  a.  m.  to  9  p.  m.  Saturdays,,  Uk  p.  m. 


THE  BLACK  HUSSAR  BAND  OF 
PULLMAN., 


■was  called  out  in  saccession  and  played 
the  same  ]  iece.  The  leader  of  the 
De  Molay  Band  and  the  leader  of  the 
Pullman  Band  each  announced  that 


PULLMAN  CRICKET  CLUB. 


Tha  Champio 
For  the  third  yi 


I  of  the  West. 

.r  in  euocession  the 


Tjiia  Sup’rb  Organization  Takes  First  they  required  no  time  to  look  at  their  I  captured  the  championship 


Friz)  in  the  State  Band  Contest 
at  Peoria,  Oct.  2,  and 
Eight  0  her  Frizes. 

Their  Welcome  Home— A  Grand  Sup¬ 
per  Given  Them  by  Citizens 
on  Monday  Even  ng. 

President  Pullman’s  Message  of 
Congratulation. 

Pursuant  to  invitation  on  the  part  of 
citizens  of  Pullman,  ■who  were  rejoiced 
at  the  triumph  of  the  band  in  the  State 
contest  at  Peoria,  the  members  as¬ 
sembled  at  Hotel  Florence  on  Monday 
eveninR  to  partake  of  a  supper  given 
in  their  honor.  The  dining-room  pre¬ 
sented  «  glittering  array  of  showy 
uniforms  and  happy  guests,  many  of 
whom  were  ladies.  The  hotel  was 
crowded  with  listeners  to  the  music, 

^  with  whioh  they  were  favored  before 
and  after  the  supper.  At  the  close  of 
the  repast  Manager  H.  H.  Sessions 
arose  and  spoke  a  few  weli-chosen 
W’ords  of  congratulation  to  the  baud 
for  their  success,  and  welcomed  them 
home.  He  closed  by  reeding  the  foj- 
lowing  lines  from  the  pen  of  Xellie  A. 
■Young  of  Pullman. 


I  of  the  Chicago  Cricket  Associatio 


I  day  will  be  pleased  to  hear  li 
“The  Devil’s  Temptations  and  B 
Meet  Them." 

The  following  cars  were  shippe 
week:  Fifty  gondolas,  P.  &  R.  ] 


and  both  played  with  spirit  and  ex¬ 
pression.  The  judges’  decision  was  as 
follows : 

Pullman  Band,  55  points. 

De  Molay  Band.  46  points. 

Duke’s  Band,  38  points. 

Croodman’s  Band,  38  points. 

Jacksonville  Band,  38  points. 

Macomb  Band,  33  ixrints. 

Minier  Band,  22  points. 

■VS’oodson’s  Band,  16  ]}oints. 

Possible  number  of  points,  60. 

Each  of  the  bands  was  awarded  lib¬ 
eral  applause,  and  the  second  contest 
then  began. 

In  thi.s  contest  each  band  played 


shown,  ““*1  ‘lie  handsome  cup  pre-  eighty-four  gondolas,  B.  &  O. 


sented  by  A.  G.  Spalding.  Consider-  chair  cars,  D.  &  R.  O.  R.  R.|J 

ing  the  growing  strengthof  the  various  ear,  C.,  B.  &  Q.  R.  R.  ;two4p 

clubs  in  the  vicinity  of  Chicago,  this  is  baggage  cars,  service;  ten  j 
a  great  feat  and  may  never  be  equaled,  ears,  Portland,  Ore.  ; 

as  the  uncertainty  of  the  game  is  Mr.  GEonoE  M.  Pullman  M 
proverbial.  During  the  past  three  Thursday  afternoon  in  Pullman.^ 
seasons  forty-four  matches  have  been  came  in  Lis  private  oar  and  was  m| 
played,  of  which  forty-one  have  been  pnnied  by  Mr  Erastus  Wiman,  of  . 
won,  two  drawn,  and  but  one  lost.  York,  and  T.  ,1.  Lovett,  of  Chli 
This  is  an  unprecedented  record  and  He  showed  these  gentlemen  th^ 


t  Aldrich,  of  Milwaukee,  an.  able 
aker,  will  give  an  address,  and  an 
aresting  literary  and  musical  pro- 
mme  w’ill  be  rendered.  Free  ad- 
ision  tickets  con  be  procured  of  the 
lubers  and  at  Mr.  E.  Newton’s  store 
Censington  and  of  Frank  Richards 
lotel  Florence. 

DRS.  SOULE, 

OlVXXSOF^'X'a  XS'Z'S. 


■VS’oodson’s  Band,  16  points.  proves  beyond  doubt  that  our  local  or-  important  features .  of  the  ton 

Possible  number  of  points,  60.  ganization  is  the  strongest  ever  seen  in  car-shops. 

Each  of  the  bands  w  as  awarded  lib-  West.  The  trip  to  Detroit  and  Frank  Milefchik,  of  Cl 

eral  applause,  and  the  second  contest  Canada  on  July  4  and  5  only  proved  and  Miss  Fannie  Lardner  form 
then  began.  it’  strength  is  mo,;e  than  local,  Lockport,  N.  Y.,  were  married  i 

In  thi.s  contest  each  l)and  played  and  it a  pity  that  the  distance  from  Rosniy  Church,  last  Wednesday 
their  best  selection,  and  some  grand  Fhiladolphia  precludes  any  possibility  Father  Tinan  officiating  I 
music  was  the  result.  ti-yiug  their  strength  against  the  present  thev  will  reside  in  Chioi 

Tho  Pullman  Band  received  57  ’’’orbl-famed  clubs  of  that  city.  It  is 
points,  playing  Verdi’s  “Attilla;”  the  all  ^le  more  creditable  to  the  Pullman  members  of  the  Britisl 


important  features .  of  the  tov&Vlnd 
car-shops.  ’ 

Mr.  Frank  Milefchik,  of  ChiMgo, 
and  Miss  Fannie  Lardner,  fornmfl|r  of 
Lockport,  N.  Y.,  were  married  inBoly 
Rosai^y  Church,  last  Wednesday‘iwrn- 
ing.  Father  Tinan  officiating.  F^the 


ADELINE  GOODRICH  SOULE,  M.  I 


SHARP’S  HOUSE. 

203  Watt  Avenue. 


favored  before  P®i“***'  Playing  '^'erdi’s  “Attilla;”  the  vd®  mi’’®  creditable  to  the  Pullman 
At  the  close  of  Molay  Band  51  i-oints,  playing  i"  handicapped 


The  members  of  the  British 
and  Steel  Institute,  and  a  numbi 


ind  Duke’s  Band  42  have  by  dint  of  hard  work  alwaj 


nclosed  ground,  “fibers  of  the  Verein  DenWher 


Eisenhuttenleuto,  will  visit  PuE^  aan 
next  Tuesday  afternoon,  and  willJave 


points,  playing  “Overture  to  Ray-  P*’epaied  a  fine  wicket,  which  has  aext  Inosda.v  afternoon,  and  will  Jave  i 
TDond.”  been  the  admiration  of  their  opponents,  a  dinner  m  the  Arcade.  It  is  thoilght  ^or 

The  Pullman  Military  Band  had  the  hnd  particulars  of  last  Satur  the  party  will  number  from  700  iB  800 

most  men,  and  possUAy  the  largest  “atch,  which  decided  the  fate  of  P®*’®®*’®-  |i 

number  of  fine  musicians,  and  in  their  the  cup  :  Wh:le  in  Peoria,  some  membim  of 


JOHN  M.  SCHAFFER, 

TEAcusa  or  thb 

ManJoli,  Violin,  Gnltar  and  Banjo. 

/netrumenta  Furnished  to  Pupils. 


List !  a  melody  low  and  s' 
Hark !  the  blaro  of  a  batti 
Low  tho  (Urge,  for  warrio: 
Home  the  conquering  Puj 


number  of  fine  musicians,  and  in  their  t“®  '■ 

Hussar  uniforms  they  presented  a  gor-  j.  Bradley,  c.  Horne, ^bl^E.^i 
geous  appearance.  They  were  award-  E°'&t;.o^n.  cl  Shaw  b 
ed  nearly  all  the  prizes:  The  fair  and  ?r.  D“aToTf  K’S.  b  i 
'Citizens  first  prizes  in  both  contests  .t.  itodgora,  e.  i)unu.  b.  ogdi 
($300),  the  merchants’  special  priJe  for  T.’  Armu^e,  c^^iTid  b®"ogdo 
the  finest  uniform  (drum,  value  $50),  h.  Hadron,  ^“icXiiy 

the  best  conductor  and  leader  (a  gold  'J^’hom^son,  not  out . 

medal  and  conductor’s  loaton),  the  band 

making  the  best  awpearance  (a  music  The  wi(jkot8  fell  as  follow 
cabinet  valued  at  $100),  the  manager  [  «  t" 

..  ®  Mr  for  8U.  10  forQ.'i- 


The  message  of  congiwtulariou  from 

IPresident  Pullman  to  the  band  was  ' 

re-read  and  received  with  mitoh  .ap-  hrst  prize  m  the  first ’contest,  and  : 
plause.  A  number  of  the  members  ^ 

made  short  talks,  the  gathering  ad-  ®®eon<l  contest.  j 

jonrning  about  11  o’eRoek.  Every  ^  5 

member  of  this  band  earns  Ms  Mving  1“^"=  Military  Band, 

wni-hino' in  t  1  ''  J.  F.  Hostrawser  director,  arrived  in 


While  in  Peoria,  some  membm  of 
the  band  seem  to  have  acquired  iwew 
-jS  language:  “Ra-ta-ta-ta!”  hasten 
.,S7  a  common  expression  since  thejq  re- 
ij  turned,  aad  it  ilfa  very  funny  enms- 
sioc,  thqngh  it  makes  nobody  jflBH 
■  ■  0  except  members.  Literally  tran^^V 
..  1  it  means  “Go  it  while  you’re 
_■*  boys,  for  when  you  get  old,  you 
2*^3  Pullman  Council,  Royal  Are^^H, 
rS0,  will  hold  an  open  meeting  at 

room.  Odd  Fellows’  Hall,  AmBb, 

'  Wednesday  evening.  Got  15. 


S.  E.  GROSS, 

Real  Estate. 

BRANCH  OFFICE: 

aOOIII5URCiDEBllILDMG. 

FRED  L  FilE,  JE.,  Manaier. 


Suburban  Houses  and  Lota  at  Lowest 
Prices  and  Small  Monthly  Payments. 


\  working  in  these  shops,  and  to  such  an 

extent  are  the  members  distributed  ^  ^ 

through  the  various  itopartmerrts  tha-t  f  ®®^®®® 
this  band  could  build  a  Pullmau  car 

\  complete,  from  wheels  to  inside  (finish,  a  „ 

Wd  report  its  cost  in  detail  to  the  man- 
ager.  This  fact  is  made  clear  in  the 

ghaping— ;Heir  I 

trades  andt^W^^raenW/tbey  playT 
As  the  recent  contest  at  Peoria  gives 
onr  band  a  national  reputation,  we  xe-  ‘  ’  * 

port  the  matter  quite  in  detail. 

The  following  w«  take  from  the  H.  h.  Sese 
Peoria  Daily  Transcript  and  Herald,  Pleas* 
two  of  the  leading  papers  of  that  city :  band  mj 
The  State  Fair  for  18!i0  is  ®o  more,  their  we 
It  has  gone  into  history  and  is  classed  sonally 
with  the  things  of  the  past.  'Pbere'Can  must  be 
be  no  question  that  it  was  a  tremend-  to  the  m 


J.  F.  Hostrawser  director,  arrived  in  p 
the  city  yesterday  afternoon  and  gave 
I  a  serenade  in  tbe  National  Hotel  ro-  h! 
tunda  last  evening,  playing  the  over-  ^ 
tnre  to  “Williau*  Tell,”  “A  Hunting 
Scene,”  and  the  “Mill  in  the  Forest.” 
They  nnmber  forty-one  men.  wear  ele-  70 
gant  Hussar  uniforms,  and  play  mag- 

iilfloo*<$^rk — wwrwwkte—*"— — 

On  the  band’s  reaching  home  Satur-  J,’j 
day,  the  following  gratifying  telegram  H< 
was  read  to  them : 

Chicago,  Oct.  4,  1890.  in 


H.  B.  Coims.  b.  Cumtnlngs 

J.  G.  Davla,  b.  Dabi . 

F.  F.  Kelly,  b.  Cummings. 


OTTO  &MRKH0FF, 

EAIipSTATE 

I.oaiis,ajfc  Insurance, 

Micblgan  Roseland,  IlL 


D.,  and  Monday,  Wednesday  a 


Please  convey  to  the  members  of  the  _ _ _ _ 

band  my  hearty  .congratulations  upon  Mr.  R.  N.  Allen,  the  genial  and 
their  well-deserved  success.  It  is  per-  i^pular  President  of  the  Allen  Paper 
sonally  very  gratifying  to  me,  as  it  Car-Wheel  Company,  and  the  inventor 


The  Pallmans  commenced  a  second  1 
iDuing.4,  and  lost  five  wickets  for  fifty- 
five  runs,  when  time  was  called. 

Mr.  R.  N.  Allen,  the  genial  and 


must  be  to  all  citizens  of  Pullman  and  of  the  wheel,  died  suddenly  of  heart 
to  the  many  others  interested  in  its  disease  at  his  home  in  Cleveland  last 
icoess,  who  believe  its  conditions  are  Tuesday  morning, 
vorable  to  the  development  not  only  rr,„,  *  j  ni.  n  i.  . 

the  useful  but  also  of  the  higher  ‘«P*®  •*  th®  Presbyter- 

..  ^  ®  "  lan  Church  to-morrow  is  “looking 

'TliA  f  11  •  "*»,  '  A  ^  Backward.”  Evening  subject,  “Living 

„Ti mgIa?  “  u  ,  others.”  the  fourth  in  a  series  for 


ous  success.  The  gieat  attraction  was  success,  who  believe  its  conditions  are 
the  band  contest.  It  dreiv  immensely  favorable  to  the  development  not  only 
and  took  immensely  with  the  people,  of  the  useful  but  also  of  the  higher 
The  amphitheater  was  crowded  to  its  art.  Geo.  M.  Pullman. 

utmost  capacity,  and  the  field  .opposite.  The  following  is  the  roster  of  the 
and  the  tract  at  the  gates  were  paoked  Pullman  Military  Band,  showing  the 
with  people.  various  trades  represented  in  the  band 

.Before  the  test  commenoed  all  tho  and  the  instruments  jierformed  on  : 
(bands  were  massed,  and  tlzey  marched  J-  P-  Ho»traw«er,  Director,  laxaphone;  time- 


with  people.  various 

.Before  the  test  commenoed  all  tho  and  th( 
(bands  were  massed,  and  tl»ey  marched  J-  P-  H 
past  the  grand  stand  and  amirhithea-  ’‘“I’er  p 
ter  playing  the  marches  “Boaneige.s”  u,,holBte 
and  “San  Diego.”  'rhey  were  then  J.  B. 
Ibrongbt  up  in  front  of  the  judges’ 

■stand  and  a  potpourri  of  national  airs  John"  i 
rendered.  It  was  grand,  and  the  notes  .partmeni 
•of  that  wonderful  concert  will  ring  in  ciarent 
Jeffer.son  Park  for  many  a  day.  ^*OTOrgo 

Tbexe  were  eight  bands  ia  the  oon-  tera-mak 
test,  as  follow:  v.  T(.sii 

'fhe  Pullman  Military  Band,  forty- 
one  pieces.  g, 

Tbe  De  Molay  Band,  of  Blooming- 
too,  tMrty-nine  pieces. 

'The  Jacksonville  B.md,  of  Jackr—  Joseni* 


young  ijeople.  Sunday-school  at  2 :30 

p.  m.,  and  the  meetingof  tbe  Christian  A  FTI  “I* 

Endeavor  Society  at  6 :20  p.  nu  J— V’ 

Mr.  T.  a.  Fish,  of  Liverpool,  will  |^yVT!‘P.TI  A  TfT!, 
speak  at  tlie  Methodist  Church  on  Branch  Office: 

Sunday  evening,  at  7 :30.  Those  who  f^OP] 

heard  hi.s  instructive  wldress  last  Sun-  Eitiinate.  can  had  ^  A r. 


C.B.FIWIT&CO.P 

Lath,  Shingles,  pash.  Doors, 

BlindsJ  Moldings,  Lime, 

I  Hair  and  Plaster^ 
-A.T  I-iO’VtirteST  FRIOES. 


BRDALE,  ILLINOIS. 

Branch  Office;  Michigan  Av.,  near  0.  &  E.  L  Depot  "" 

•"■OPENj  EVENINGS.^ 

3*  can  be  had  at  Arcade  Mercantile  Company’s  Stores. 


VIn  Yussi^cen’ 


WHY  DELAY?  The  purchase  of  vacant  or  improved  Re 
'  _  when  prewnt  Low  Prices  insure  <|ul( 

WHY  FORGET?  That  values  are  OOlMlantljr  incrcs 


le  purchase  of  vacant  or  improved  Real  Estate  on  tbe  Ridgo  West  Of  Pullman, 
len  present  Low  Prices  insure  <|ulcU  Proflto. 

That  values  are  OOlMlantljr  increasing  and  that  there  is  no  safer  and  more 
profitable  investment  than  Real  Estate  in  this  rapidly  growiDg  community. 


•on  test 


sented  «  glittering  array  of  showy 
uniforms  and  happy  guests,  many  of 
whom  were  ladies.  Tho  hotel  was 
crowded  with  listeners  to  tho  niusic, 
.  with  whioh  they  were  favored  before 
and  mfber  the  supper.  At  the  close  of 
the  repast  Manager  H.  H.  Sessions 
arose  and  spoke  a  few  well-chosen 
werds  of  congratulation  to  the  band 
for  their  success,  and  welcomed  them 
home.  He  closed  by  reading  the  fnl- 
Howiag  lines  from  tho  pen  of  Nellie  A, 
young  of  I’ullman. 


Philadelphia  precludes  any  po.ssibilitr 
of  trying  their  strength  against  the 
world-famed  clubs  of  that  city.  It  is 
all  ^e  more  creditable  to  the  Pullman 
club  that  in  spite  of  being  handicapped 
by  not  having  an  inclosed  giound, 
they  have  by  dint  of  hard  work  always 
prei>ared  a  fine  wicket,  which  has 
been  the  admiration  of  their opiionents. 
Below  And  particulars  of  last  Satur¬ 
day’s  match,  which  decided  the  fate  of 
the  enj) ; 


iug,  Father  Tinan  otliciating.  Foi 
present  they  will  reside  iu  C'hioag 
The  members  of  the  British-1 
and  Steel  Institute,  and  a  numbi 
members  of  the  Verein  Denti 
Eisenhuttenleute,  will  visit  Pul 
next  Tuesday  afternoon,  and  will 
a  dinner  in  the  Arcade.  It  is  th( 
the  parly  will  number  from  700  k 


Inatrumenta  Furnlahed  to  Pupils, 

For  Informstloa  Inquire  at  Tjlbrarjr,  or 
your  audrebi  tbure  aud  will  call  on  yuo. 


points,  playing  “Overture  to  Bay- 
mond.” 

The  Pullman  MUitary  Band  had  the 
most  men,  and  poe>ibiy  the  largest 
number  of  fine  musicuins,  and  in  their 
Hussar  uniforms  they  presented  a  gor¬ 
geous  appearance.  They  were  award¬ 
ed  nearly  all  the  prizes  ;  The  fair  and 
■citizens’  first  prizes  im  both  eontests 
($300),  the  merchants’  special  pri2e  for 
the  finest  uniform  (drum,  value  $50), 
the  best  conductor  and  leader  ( a  gold 
medal  and  conductor’s  baton),  the  band 
making  the  best  aupearauce  (a  music 
cabinet  valued  at  $100),  the  manager 


Wb;le  in  Peoria,  some  membe 
the  band  seem  to  have  aeqaired  a, 
language:  “Ba-ta-ta-ta!”  has  1 
a  common  expression  since  thoy 
turned,  nad  it  if  a  very  funny  exj 
sion,  th9ngh  it  makes  nobody  li 
except  members.  Literally  tran^ 
it  means  “Go  it  while  you're  ycr 
boys,  for  when  you  get  old,  you  oa 
PrLLMAN  Council,  Boyal  Afefj 
will  hold  an  open  meeting  at  i 
room.  Odd  Fellows’  Hall,  Are 
Wednesday  evening,  Oct  15,  Coi 


BRANCH  OFFICE: 


Suburban  Houses  and  Lota  at  Lowest 
Prices  and  Small  Monthly  Payments. 


OEKRIT  OTTO. 


N.  W.  BIBKbOFJf, 


imminijH 


iments  /they  play. 


Office  HdW 
Saturday  evenings. 


p.  m.,  and  Monday,  Wednesdl^aS! 


On  the  band's  reaching  home  Satr 
day,  the  following  gratifying  telegrr 
was  read  to  them : 

Chicago,  Oct.  4,  1890. 


As  the  recent  contest  «t  Peoria  gives 
our  band  a  national  reputation,  we  ire- 
port  the  matter  quite  in  detail. 

The  following  we  take  from  the 
Peoria  Daily  Transcript  and  Herald, 
two  of  the  leading  papers  of  that  city : 

The  State  Fair  for  18ii0  is  mo  more. 
It  has  gone  into  history  aud  is  classed 
with  the  things  of  the  jiast.  Tbere'can 
be  no  question  that  it  was  a  tremend¬ 
ous  success.  The  great  attraction  was 
the  band  contest.  It  di'o^v  immensely 
and  took  immensely  with  the  people. 
The  amphitheater  was  crowded  to  its 
utmost  capacity,  and  the  field  opposite, 
and  the  tract  at  the  gates  were  packed 
with  people. 

^Before  the  test  commenced  all  the 
ibands  were  massed,  and  they  marched 
past  the  grand  stand  and  amphithea¬ 
ter  playing  the  marches  “Boanenges’’ 
and  “San  Diego.”  They  were  then 
lb  relight  up  in  front  of  the  judges’ 
•stand  and  a  potpourri  of  uatioual  airs 
rendered.  It  was  grand,  and  the  notes : 
of  that  wonderful  concert  will  ring  in 
Jefferson  Park  for  many  a  day. 

There  were  eight  bands  iu  the  oon^ 
test,  ms  follow : 

The  Pullman  Military  Band,  forty- 
one  pieces. 

The  De  Molay  Band,  of  Blooming¬ 
ton,  thirty-nine  pieces. 

The  <Xaeksonville  Band,  of  Jackson-  : 
ville,  IlL,  twenty-eight  pieces. 

Goodman’s  Band,  of  Decatur,  HI., 
twenty-two  pieces. 

Duke’s  Baud,  of  Peoria,  twenty 
pieces. 

Minier  Band,  of  Minier,  fifteen 
pieces. 

Macomb  Band,  of  Macomb,  Ill.,  I 
twenty-five  pieces. 

Woodson’s  Band,  eighteen  pieces. 

The  judges  were :  Professors  Frank 
M.  Bheinhardt,  Dan  Spencer  and  E. 
H.  Plowe,  aud  they  took  sixty  points 
as  a  basis.  Points  were  given  on  the 
following:  1  attack,  2  tfmpo,  3  exe¬ 
cution,  4  expression,  5  solos,  6  intona¬ 
tion. 

It  fell  to  the  lot  of  the  Jacksonville 
Band  to  play  the  Peoria  march  for 
the  first  time.  Tue  march  was  written 
for  the  occasion,  and  no  one  had  seen 
a  copy  of  it  before.  The  music  was 
placed  face  downward,  and  at  a  signal 
the  band  was  given  two  minutes  to 
look  it  over  and  then  play  at  sight. 

The  Jacksonville  Band  lacked  spirit 
in  their  rendition.  Then  each  band 


The  Pullmans  commenced  a  second 
innings,  and  lost  five  wickets  for  fifty- 
five  runs,  when  time  was  called. 


C.  B.  Flinn. 


A.  J.  Schultz. 


band  my  hearty  'Congratulations  upon 
their  well-deserved  success.  It  is  per¬ 
sonally  very  gratifying  to  me,  as  it 
must  be  to  all  citazens  of  Pullman  and 
to  the  many  others  interested  in  its 
success,  who  believe  its  conditions  are 
favorable  to  the  development  not  only 
of  the  useful  but  also  of  the  higher 
art.  Geo.  M.  Pullman. 

The  following  ds  the  roster  of  the 
Pullman  Military  Band,  showing  the 
various  trades  repmesented  in  the  band 
and  the  instruments  performed  on  : 

J.  F.  Hostrawser,  Oirector,  iaxaphone ;  tlme- 
ikeeper  passenger  car  department. 


Mr.  R  N.  Allen,  the  genial  and 
impular  President  of  the  Allen  Paper 
Car-Wheel  Company,  and  the  inventor 
of  the  wheel,  died  suddenly  of  heart 
disease  at  his  home  in  Cleveland  last 
Tuesday  morning. 

The  morniug  topic  at  the  Presbyter¬ 
ian  Church  to-morrow  is  “Looking 
Backward.”  Evening  subject,  “Living 
for  Others,”  the  foui-th  in  a  series  for 
young  jieople.  Sunday-eeliool  at  2 :30 
p.  m.,  and  the  meetingof  the  Christian 
Endeavor  Society  at  6:20  p.  m. 

Mr.  T.  a.  Fish,  of  Liverpool,  will 
speak  at  the  Methodist  Church  on  j 
Sunday  evening,  at  7  :30.  Those  who 
heard  his  instructive,  uddress  last  Sun- 


Lath,  Shingles,  Sash,  Doors, 

Blinds,  Moldings,  Lime, 

Hair  and  Plaster 
JLT  TjOVOrfilST  FPIIOEIS. 

RIVERDALE,  -  ILLINOIS., 

Bbancb  Office:  Michigan  Av.,  near  0.  &  E.  L  Dejiot. 

'“’OPEN  EVENINQS.-®* 

Eatiiuates  can  be  had  at  Arcade  Mercantile  Company’s  Stores. 


IMUY  DELAY  purchase  of  vacant  or  improved  Real  Estate  on  the  Ridgo  West  of  Pullman, 

I  J— L  when  present  L.OW  Prices  insure  <luloU  Profits. 

WHY  FORGET?  That  values  are  confitAnt.ly  fncFOiisfiig  and  that  there  is  no  safer  and  mom 

■  *  profitable  Investment  than  Real  estate  in  this  rapidly  growing  community. 

WILL  IT  PAY?  To  postpone  purchasfngr  until  values  shall  have  advanced  : 

By  fast  suburban  trains  on  the  Illinois  Ccotral  and  low  fares  and  •workingmen's  trains  ta- 
enable  people  to  work  in  Chicago  anl  intermediate  points. 

By  the  construction  and  operation  of  the  Elevated  Road  on  State  Street  wita  rapid  and  cheap  transit. 

By  the  extension  of  the  cable  line  system. 

By  the  increase  of  our  manufacturing  facilities  through  cheap  fuel  introdaceq  by  the  extension  of  the  Standard  Oil  Company’* 
pipe  line,  now  already  in  South  Chicago,  and  by  the  supply  of  natural  ga^  from  the  fields  of  Indiana. 

By  the  completion  of  our  water  communication  with  all  parts  of  the  world  tnrough  the  improvement  of  the  Calumet  River 
by  the  United  States  Government  and  the  dredging  and  docking  of  Calumet  Lake  and  the  eventual  construction  of  the 
Canal  connecting  the  Calumet  River  with  the  Ocean  through  the  Mississippi. 


DON’T  YOU  KNOW? 


That  this  region  will  continue  to  grow  as  a  manufacturing  center  and  that  the  value  of  Real  Estate 
will  advance  with  the  increase  of  our  population. 

Also  that  if  the  World's  Fair  of  1893  shall  be  held  in  Chicago,  this  locality  will  share  in  the  general  benefits,  but 
that  in  case  the  efforts  to  secure  its  location  in  Pullman  shall  prove  snccessfol,'  the  advance  In  values  HEBE  will 

SURPASS  AI,!.  EXPEOTATIOys. 


E.  Butcher,  Is 
David  tiowo.'i 
John  Chadwic 


EOT  to  profit  from  being  on  the  ground  when  non-residents  real! 

CaU  or  Write  for  Plats,  Prices  and  flill  Particulars. 


advantages  am 


le ;  car  builder, 
blacksmith, 
lerk  freight  dept. 


Olndle 


Michigan  Avenue  and  111th  Si 

OFFICE  HOURS!  , 

.  to  5  p.  m.,  and  Monday,  Wednesday  and  J 

day  evenings  from  7  to  9  o'clock  4 


It,  ROSELAND. 

CHICAGO  OFFICE  i 

JHAIN  noon. 


Ser.  Vol.  1 

Page  / 

_ Envelope _ 

Foldout _ 

^  Insert  ^ 


•No  sweeping,  no  dusting,  no  nisklng  of  b. 
No  mending  of  gamionts  all  worn  into  hlir 
No  darning  old  stix^kings,  no  knitting  of  i 
Suoli  work  is  just  horrid,  the  uataloguo  th 


•It  can't  be  my  duty,  I’m  sure  it  Is  not. 
Contentment  to  feel  with  so  hateful  a  lot 
With  face  that  is  comely  and  hands  tbi 
white. 

To  shine  in  society— that  is  my  right. 

•Instead  of  this  dfudglng  my  time  should  be 
Just  to  'dress'  and  ‘go  out,’  to  be  seen 


I  must  know  there  is  money  enough  and  t< 

To  save  me  this  horrible  housekeeping  care." 

— Yankee  Blade. 

HARVEY’S  HAUL. 


An  Adventure  In  Sew  Mexieo. 


The  snow  came  down  in  eddying, 
whirling  gusts  and  when  the  myriads 
of  falling  flakes  reached  the  ground  the 
angry,  turbulent  wind  would  not  per^ 
mit  them  to  be  still  and  rest  after  theH 
long  journey,  but,  catching  them  rudelw 
Tip,  would  whirl  and  toss  them  aboufl 
till  caught  by  some  rook  or  tree,  they' 
would  lodge  and  join  the  millious  of 
flakes  about  them  iu  piling  up  great 
white  drifts. 

It  was  early  in  the  season  for  so  se¬ 
vere  a  storm  as  it  was  not  yet  the  mid¬ 
dle  of  November,  and  yet  this  storm 
was  destined  to  be  one  of  the  severest 
that  ever  visited  the  mountains  of 
Northeast  New  Mexico. 

Through  the  ever-increasing  drifts 
there  bravely  struggled  forward  ayoung 
man  iu  what  had  proved  thus  far  to  be 
a  vain  endeavor  to  And  a  place  of  shel¬ 
ter  from  the  coming  darkness  and  the 
'  chilling  storm. 

He,  together  with  three  other  young 
men,  h^  come  down  to  New  Mexieo 
from  their  home,  iu  Northern  Colorado, 
■on  a  hunting  excursion.  Their  stay 
was  to  be  limited  to  a  couple  of  w^u^ 
Harvey  Morris  is  the  uame^^^^H 
young  man  whom  we  see 

hard-working  yoang~fl^H 
heeper  in  his  native  town,  and 
the  first  time  had  felt  himself  linunciab^H 
able  to  atop  work  long  enough  to  takeM 
few  days’  recreation  in  a  period  of  three  I 
years.  I 

Perhaps  the  main  reason  for  his  striv-l 
ing  to  lay  up  money  was  his  desire 
eave  a  sufficient  sum  to  enable  him  tfl 
wed  the  maiden  of  his  choice.  H 

Three  of  them  had  shouldered  theH 
guns  and,  leaving  the  fourth  in  clia'  gH 
of  the  camp,  set  out  in  search  of  game, 
A  couple  of  hours  after  they  left 
camp,  Morris  bocanie  separated  from 
his  companions.  This  did  not  trouble 
him  in  the  least,  for  he  was  a  very  self- 
reliant  young  man,  and  felt  fully  able 
to  take  care  of  himself  under  any  ordi¬ 
nary  circumstances.  He  believed  that 
he  knew  i»  what  direction  the  camp 
lay  and  that  he  could  return  to  it  when¬ 
ever 'lie  chose,  but  events  showed  that 
in  this  lie  was  much  mistaken. 

Dark,  grayish-hued  clouds  came  pil¬ 
ing  up,  and,  before  Morris  bad  given 
them  any  particular  hood,  white  flakes 
of  snow  had  begun  to  fall.  Faster  and 
faster  they  kept  coming,  and  fiercer  and 
fiercer  blew  the  biting  wind,  till  Morris 
realized  that  he  was  exposed  to  the  full 
.fary  of  a  mountain  blizzard. 

Confident  in  his  abifify  to  return  to 
eamp  at  pleasure,  bo  set  out  in  what  he 
believed  to  be  the  right  direction  and 
pushed  steadily  forward.  After  tramp¬ 
ing  for  what  seemed  a  sufficient  time 
■to  loach  camp,  lie  commenced  to  be¬ 
come  alarmed  over  the  prospect  before 
him  if  lie  had  really  lost  his  way. 

Still  ho  kept  on,  vainly  trying  to  see 
some  object  through  the  blinding,  | 
whirling  snow  tliat  looked  familiar.  | 


he  found  that  it  was  not  yet 
I’olook.  Less  than  two  hours 
and  darkness  would  foil,  and  then 
i^Mt  faint  hope  nf  finding  a  refuge 
the  storm  would  be  gone, 
utting  his  lips  firmly  together  he 
d  forward. 

lo  quickly  on.  and  at 
th  her  veil  dmiqied  o’er  the  earth, 
despair  Harvey  was  about  tc 
himself  dowu  on  the  ground,  in  the 
large  rock,  when  his  eyes 
ht  the  glimmer  of  what  appeared 
to  be  a  far-off  light, 
ith  energy  renewed  by  the  sight,  he 
ed  on,  and  in  less  than  twenty 
he  came  upon  a  rude  cabin  stand- 
at  the  base  of  a  tall  mountain  peak 
early  hidden  by  bushy  pine  trees, 
ugh  the  single  small  window  of  the 
the  light  shone  that  had  attracted 
ey's  attention.  Staggering  to  the 
he  rapped  loudly  upon  it. 

confused  sound  of  voices 
(1  movements  within,  and  then  every- 
Bg  was  still  and  a  gruff  voice  oall^ 
t.  “Who’s  thaa?” 

“A  stranger  lost  in  the  storm,  who 
b  gs  you  to  give  him  shelter,”  replied 

Again  there  was  a  murmur  of  voices 
fi  im  within,  aud  the  same  voice  called 
9  t,  “Come  in.” 

'•  [^ing  the  rude  wooden  hatch  of  the 
d  (»,  Harvey  entered  the  cabin.  His 
e;  M  were  so  blinded  by  the  light  that 
b  did  not  see  the  rongh-looking  in- 
m  Aes  of  the  cabin  hurriedly  return  the 
w  apons  in  their  hands  to  their  belts 
wAen  they  saw  that  he  was  alone. 

I  it  once  crowded  around  him  in 
y  manner.  One  took  his  gun 
t  in  a  corner,  another  placed  a 
r  him  before  the  fire,  while  the 
iped  fuel  on  the  already  brieht 
it  in  spite  of  their  apparent 
ess  Harvey  wuld  see  that  there 
rking  snspicmii  behind  it  all. 
^d  was  set  before  him  after  he  had 
tome  warmed,  and  after  his  long,  fa- 
Idtig  tramp,  he  ate  heartily 
iter  the  meal  they  engaged  in  con- 
fation,  and  Harvey  explained  to 
ft  what  he  was  doing  in  that  part  of 
bountry,  and  they  on  their  part  told 
they  were  prospecting  for  silver. 
!here  were  two  rooms  to  the  cabin, 
the  man  who  acted  as  leader  among  j 
tbree  men  told  Harvey  that  he  could 
aipy  the  smaller  one  alone,  where  he- 
find  plenty  of  blankets  to  keep 
(^^rm  aud  that  they  would  sleep 
ire  the  fire.  To  this  he  readily  as- 
and  soon  after  retired  to  the 
pi  pointed  out  to  him  by  one  of  the 
M.  But  his  miud  was  filled  with  a 
pge  foreboding  of  evil.  He  was 
Ifl^  that  these  men  were  not  what 
i^etended  to  be,  and,  much  as  he 
3ied  to  play  the  spy,  he  deter- 
td  to  do  80  ou  this  occasion,  and,  if 
ible  fiverbear  some  of  their  conver- 

^  knew  that  if  those  men  had  any- 

asleep  before  boRinning  to  do  so. 
ordingly  he  partially  disrobed  aud 
sad,  holding  his  trusty  revolver  un- 
the  blankets. 

early  an  hour  passed,  and  he  had 
imenced  to  heHeve  that  his  fears 
A, groundless,  when  the  door  be- 
len  the  two  rooms  was  pushed  gently 
n  and  one  of  the  men  entered  the 
m.  Morris  watched  him  closely 
le  pretending  to  be  asleep,  and  the 

I'  after  satisfying  hiunself  that  their 
r  was  really  sleeping,  returned  to 
Iter  room.  Ulipping  from  his 
Harvey  approached  the  rude 
ind  leaned  his  ear  against  one  of 
aoks  in  it  and  listened.  The  first 
that  reached  his  ears  were  these : 
Bleepin’ like  a  log,  boys;  we’ve 
i’  to  fear  from  htm.” 
ad  of  it;  now  we  can  talk.” 

"jWhat  d’yon  think  of  him.  Hank?” 
said  another  voice. 

“Think  of  him  ?  Why,  1  think  he’s 
an  infernal  detective.  The  big  reward 
offered  by  the  Express  Company  for  the 
fellJKs  that  robbed  that  car  up  at  Salt 
Cr^k  has  led  the  oops  to  look  every 
pli^  ior  us  and  iu  every  kind  of  dis¬ 
guise.  Ho  may  be  just  who  lie  says  he 
is,  and  he  may  have  stumbled  on  our 
canip  by  acoideut,  but  I  don’t  be- 
lievtlt."^ 

“Neither  do  I,”  said  a  third  voice. 
“E^en  if  he  isn’t  an  officer  it  would  pay 
to  ]tat  him  out  of  the  way  for  the  watch 
he  joarries.” 

“triiat  it  would,”  replied  Hank. 
“  Ai{d  then,  if  ho  isn't  a  detective  he’ll 
liloir  about  seoin'  our  gang  here  and 
we’ll  have  all  the  oops  in  the  Territory 
after  us.” 


of  egress  was  the  one  door  leading  oat 
into  the  room  where  his  enemies  sat. 
He  soon  came  to  the  determination  not 
only  to  fight  fur  his  li^e,  but  to  exterm¬ 
inate  or  capture  all  of  the  outlaws  or 
perish  in  the  attempt 

There  was  a  heavy  wooden  stool  in 
the  room,  a  blow  from  which  would  fell 
ail  ox.  He  decided  to  strike  down  his 
would-be  assassin  with  the  stool  and 
use  his  revolver  to  overcome  the  other 
two. 

He  peeped  through  a  crack  in  ,  the 
door  into  the  outer  room.  Two  of  tbe 
outlaws  lay  wrapped  in  blabkets  before 
the  fire,  while  the  man  selected  as  his 
executioner  sat  before  the  fire  smoking 
an  old  clay  pipe. 

An  hour  of  horrible  snspense 
to  Morris  passefl  Once  or 
twice  ho  almost  determined  to 
sally  out  and  begin  the  attack,  but  hs 
restrained  himself  and  waited. 

He  saw  Hank  draw  off  his  heavy 
boots  and  then  arise  to  his  feet  and, 
drawing  a  knife  from  his  belt,  move 
lightly  towigrd  the  door  between  the 
rooms. 

Morris  drew  back  behind  the  door 
with  the  heavy  stool  grasped  firmly  iu 
his  right  ha-id  and  poised  aloft ;  iu  his 
left  he  held  a  ready  revolver. 

Qentlv  the  door  was  pushed  open  and 
Hank  stepped  lightly  into  the  rooift. 

The  next  second  Harvey  brought  the 
stool  down  with  all  his  strength  on  the 
unprotected  head  of  his  enemy,  who  fell 
in  an  unconscious  heap  to  the  floor.  His 
fall  aroused  the  two  men  lying  before 
the  lire,  and  they  sprang  to  their  feet 
with  their  weapons  in  their  hands. 

With  a  bound  Harvey  was  in  the 
room.  Crack!  rang  his  revolver  and 
the  outlaw  leader  dropped  dead  to  the 
floor.  His  comrade,  observing  his 
leader’s  fate,  let  fall  his  weapons  to  the 
floor  and  lield  up  his  bands  in  token  of 
surrender. 

Morris  compelled  him  to  lie  face  down 
upon  the  floor.  Then  he  bound  his 
hands  and  feet  securely  with  some  cords 
which  chanced  to  be  lying  before  the 
tire. 

Next  he  went  into  theinnerroom  and, 
seizing  bold  of  tbe  unconscious  Hank, 
dragged  him  out  before  the  fire  and  se¬ 
curely  bound  him.  Then  he  searched 
I  both  men  carefully,  and  deprived  them 
of  all  weapons.  Next  ho  turned  his  at¬ 
tention  to  tho  outlaw  chief  and  dragged 
his  body  into  the  other  room  and  laid 
it  on  the  bunk  he  had  occupied  the 
early  part  of  the  evening,  and  then  re- 
luruod  to  the  outer  room  and  seated 
himself  before  the  fire. 

Hauk  soon  returned  to  conscious¬ 
ness  and  he  and  his  comrade  took  turns 
iu  cursing  their  ill  luck  from  then  till 
daylight. 

When  day  had  fairly  dawned  Harvey 
went  outside  the  cabiu  to  view  the 
heavens.  They  were  still  overcast  xvitli 
heavy  laden  clouds  and  the  storm  was 
raging  just  as  fiercely  as  at  dark  the 
previous  night.  He  saw  that  there  was 
'  ‘Tserfaopg  pf-his-l^avliig  the  ~cabiu  that 
day,  nor  perhaps  lor  several  days  to 
come.  So  he  re-entered  tbe  cabin,  pre¬ 
pared  to  make  the  best  of  the  situation. 
There  was  plenty  of  food  and  fuel  about 
tbe  place,  so  he  had  nothing  to  fear  on 
that  score. 

After  breakfast  he  set  himself  to 
searching  for  tho  stolen  money  which 
he  was  satisfied  was  concealed  some¬ 
where  abnnt  tbe  cabin.  He  found  a 
place  in  the  floor  where  one  of  the  rough 
boards  bad  recently  been  pried  up. 
This  he  at  once  proceeded  to  raise,  and 
looking  beneath,  found  the  entire 
amount  taken  from  the  express  car. 

He  was  quite  jubilant  ovet  this,  for 
he  now  would  receive  tbe  entire  reward 
offered  for  the  capture  of  the  men  and 
the  return  of 'the  money. 

The  day  wore  away  and  still  tho 
storm  raged  with  unabated  fury.  Night 
came  and  passed  slowly  away. 

When  morning  dawned  there  was  not 
a  cloud  to  be  seen  anywhere  iu  tbe  sky. 

Harvey  recognized  a  mountain  peak 
at  the  eastern  base  of  which  their  camp 
had  been  placed,  and  he  determined  to 
go  to  it  after  breakfast. 

As  lie  was  about  to  set  out 
he  hoard  the  sound  of  voices  without. 
Seizing  his  rifle  he  Htejiped  to  the  door 
and  looked  out  Ho  was  overjoyed  to 
see  that  it  was  two  of  liis  friends  aud  a 
jiarty  of  cow-boys  in  search  of  biro.  He 
called  them ‘in  and  his  story  was  soon 
told. 

In  due  time  the  robbers  and  tho  re¬ 
covered  treasure  were  turned  over  to 
the  pro]ier  authorities  aud  Harvey 
;  received  the  reward  and  married  the 
!  maiden  of  his  choice. 
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HARVEY’S  HAUL 


An  Adventure  in  >'evv  Mexico. 


whirling  gusts  and  when  the  myriads 
of  falling  Hakes  reached  the  ground  the  ^ 
angry,  turbulent  wind  would  not  per^^ 
mit  them  to  be  still  and  rest  after 
long  journey,  but,  catching  them  rudel^^l 
xip,  would  whirl  and  toss  them  abou^H 
till  caught  by  some  rook  or  tree,  they^f 
would  lodge  and  joiu  the  millions  of 
flakes  about  them  iu  piling  up  great  |H 
white  drifts.  |V 

It  was  early  in  the  .«eason  for  so  se-  I 
vere  a  storm  as  it  -was  not  yet  the  mid-  1 1 
■  die  of  November,  and  yet '  this  storm  |l 
was  destined  to  be  one  of  the  severest  IB 
tbat  ever  visited  the  mountains  of  IH 
Northeast  Now  Mexico.  JH 

Through  tlio  ever-increasing  drifts^l 
there  bravely  struggled  forward  ayonng^H 
mail  iu  what  had  proved  thus  far  to  be^H 
a  vain  endeavor  to  find  a  place  of  shel-  H 
ter  from  the  coming  darkness  and  the  ■ 
chilling  storm.  B 

He,  together  with  three  other  '  young 
men,  had  come  down  to  New  Mexico  B 
from  their  home,  in  Northern  Colorado,  J 
•on  a  hunting  excursion.  Their  stay 
was  to  be  limited  to  a  couple  of  w^^ 
Harvey  Morris  is  the 
:young  man  whom  -we  see 

^  ;,Tr  f 

-He  IS  a  hard-working  yonDg~tl^^^^H 
heeper  in  his  native  town,  and 
the  first  time  had  felt  himself  financiall^^H 
able  to  stop  work  long  enough  to  take 
few  days’  recreation  iu  a  period  of  three 
Jtoars. 

i*erhaps  the  main  reason  for  his  striv-^^ 
ing  to  lay  up  money  was  his  desire 
save  a  sufiicient  sum  to  enable  him  t^^^f 
wed  the  maiden  of  his  choice. 

Three  of  them  had  shouldered  the^^l 
guns  and,  leaving  the  fourth  in  oha'  gl^l 
of  the  camp,  set  out  in  search  of  game/nB 
A  couple  of  hours  after  they  left 
camp,  Morris  became  separated  from 


Again  there  was  a  murmur  of  voices  his  right  ha-id  and  puisod  aloft;  iu  his 
of  fi  im  within,  and  the  same  voice  called  ^^11'  Lc  held  a  ready  levolver. 

^  o  t,  “Come  in.”  Vlentlv  the  door  was  pushed  open  and 

'■  Lifting  the  rude  wooden  hatch  of  the  Hank  stepped  lightly  into  the  rooA. 
di  or,  Harvey  entered  the  cabin.  His  The  next  second  Harvey  brought  the 
8J  at  w^re  so  blinded  by  the  light  that  “tool  down  with  all  his  strength  on  the 
lu  did  not  see  the  rough-looking  in-  unprofected  head  of  his  enemy,  who  fell 
m  ftea  of  tho  cabin  hurriedly  return  the  ib  »b  unconscious  bea{)  to  the  floor.  His 
w  ^)ons  in  their  hands  to  their  belts  fall  aroused  the  two  men  lying  before 
w  an  they  saw  that  he  was  alone.  ^8  fire,  and  they  sprang  to  their  feet 

fibey  at  once  crowded  around  him  in  with  their  weapons  in  their  hands. 

A  Haodly  _  manner.  One  took  his  gun  With  a  bound  Harvey  was  in  tho 
■I  I  aet  it  in  a  corner,  another  placed  a  room.  Crack !  rang  his  revolver  and 
bi  aoh  for  him  before  the  fire,  while  the  ILe  outlaw  leader  dropped  dead  to  the 
tl  xd  heaped  fuel  on  the  already  bright  floor.  His  comrade,  observing  his 
but  in  spite  of  their  apparent  leader’s  fate,  let  fall  his  weaves  to  the 


**■  Application  for  Ullh  can  be  made  It 
the  men  In  charge  of  the  delivery  wagone 


Kewest  Stjte; 


1)17  M  Oenamenl  Underveariii  Hosiery 


Iuess  Harvey  ^uld  see  tbat  there  Hoor  and  lield  up  his  hands  in  token  of 
irking  snspioibn  behind  it  all.  surrender. 

was  sot  before  him  after  he  liad  Morris  compelled  him  to  lie  face  down 
warmed,  and  after  his  long,  fa-  upon  the  floor.  Then  be  bound  bis 
tramp,  ho  afe  heartily  hands  and  feet  securely  with  some  cords 

tho  meal  they  engaged  in  eon-  which  chanced  to  be  lying  before  the 
•n,  and  Harvey  explained  to  Are. 

hat  he  was  doing  in  that  part  of  1*®  went  into  the  inner  room  and, 

ntry,  and  they  on  their  part  told  seizing  hold  of  the  unconscious  Haul:, 
ly  were  prospecting  for  silver.  drugged  him  out  before  the  Are  and  se- 
B  were  two  rooms  to  the  cabin,  curely  bound  him.  Then  he  searched 
man  who  acted  as  leader  among  both  men  carefully,  and  depriveiA  them 
>6  men  told  Harvey  that  ho  could  of  all  weaiwns.  Next  ho  turned  his  ut- 
Eupy  the  smaller  one  alone,  where  he  teulion  to  tho  outlaw  chief  and  dragged 
fnld  find  plenty  of  blankets  to  keep  Li**  body  into  the  other  room  and  laid 
K'Varni  and  that  they  would  sleep  if  eu  the  bunk  he  had  occupied  the 
toe  the  tiro.  To  this  he  readily  as-  early  part  of  the  evening,  and  then  re¬ 
nd,  and  soon  after  retired  to  the  turned  to  the  outer  room  and  seated 
npointed  out  to  him  by  one  of  the  Limself  before  the  tire. 

But  bis  mind  was  tilled  with  a  Hank  soon  returned  to  couscions- 
MKe  foreboding  of  evil.  He  was  pess  and  he  and  his  comrade  took  turns 
iH^d  that  these  men  were  not  what  iu  cursing  their  ill  luck  from  theu  till 

Bib^etendcd  to  he,  and,  much  as  he  daylight. 

[oked  to  play  the  spy,  he  deter-  VVhe'J  day  had  fairly  dawned  Harvey 
occasion,  and,  if  went  outside  the  cabin  to  view  the 
of  their  conver-  lieavens.  They  were  still  overcast  with 
•  heavy  laden  clouds  and  the  storm  was 

so  men  had  anv-  Just  os  fiercely  os  at  dark  the 

.q_cou8ult  about  Previous  night.  He  saw  that  there  was 
8111^“'  that — GT  Utr  liope  of  hij-ltovltlg  the  uabiu-  -thii 
nning  to  do  so.  Aay,  nor  perhaps  for  several  days  to 
ly  disrobed  and  u°uie.  So  he  re-entered  the  cabin,  pre- 
sty  revolver  un-  Po*'ed  to  make  the  best  of  the  situation. 

There  was  plenty  of  food  and  fuel  about 
ed.  and  he  had  place,  so  he  hud  nothing  to  fear  on 
I  that  his  fears  ^i**t  score, 
the  door  be-  After  breakfast  he  set  himself  to 
»an”tho  two  rooms  was  pushed  gently  searching  for  the  stolen  money  which 
in  and  one  of  the  men  entered  the  i*®  satisfied  was  concealed  some- 
m.  Morris  watched  him  closely  where  about  the  cabin.  He  found  a 
lie  pretending  to  be  asleep,  and  the  P'®®®  the  floor  where  one  of  the  rough 
n,  after  satisfying  himself  that  their  boards  had  recently  been  pried  up. 
tor  was  really  sleeping,  returned  to  This  he  at  once  proceeded  to  raise,  and 


Of  Every  Kind; 


In  fact  OTerything  needed  by  woni«n 
Carry  a  Full  Une  of  All  the  Follow^  or  In  households  oan  now  be 
ng  Goods .  found  on  sale  at  the  new 

Sills.  I  Hosierv.  stores  of  the 


Flaimels,  wear, 


ARCADE 


Lace  Cnrtaiiii!,  fool  daieif ear  MercantjleCompany 

Draperies,  RiHIiods,  ,  , 

Laces.  Driiiririst.'!’  Sun-  'n  the  Arcade. 


GIVE  US  A  CALL!  ^ ^0 exAMUJE THESE  BEAUTIFCl 
_  MEW  GOODS.  / 

^Hastings’  ^ 


«amp,  Morris  became  separated  from  t^bpping  from  his  ,  ^enejtn,  found  the  entire 

his  TOmpanions.  This  did  not  trouble  5“*'  ^f^vey  approached  tho  rude  au^unt  taken  from  the  express  car. 
him  iu  the  least,  for  he  was  a  very  self-  leaned  his  ear  against  one  of  He  was  quite  jubilant  ovet  this,  for 

reliant  young  man  and  felt  fully^  able  ‘bi  cracks  in  it  and  listened.  The  first  he  now  would  receive  the  entire  reward 


;  that  reached  his  ears  were  thesi 
aleepin’  like  a  log,  boys;  we’i 


to  take  care  of  himself  under  aiiv  ordi-  ‘i  r®,®,®."®"  his  e 

nary  circumstances.  He  believed  that  *“* 

"f'fe'.n.Vr  tfe  ..it-  -o™ 

Dark,  grayish-hued  cloMs  came  pil-  “fTbiuk  of  him?  Why,  1  think  he’s  ®  t®  he  seen  anywhere  in  the  sky. 

ing  up  and  before  Morris  had  iriven  J^arnal  detective.  The  big  reward  Harvey  recognized  a  mountain  peak 
thlm  fnv  articular  heed,  white^  flakes  offe»d  by  the  Express  Company  for  the  ^h®  eastern  base  of  which  their  camp 
-of  snow  had  begun  to  fall.  Faster  and  ^elW*  that  robbed  that  car  up  at  Salt  had  been  placed,  and  he  determined  to 
fester  they  kept  coming,  and  fiercer  and  has  led  tlie  cops  to  look  every  6° 

fiercer  blew  the  biting  wind,  till  Morris  lor  us  and  in  every  kind  of  dis-  h®  was  about  to  set  out 

realized  that  he  was  Exposed  to  the  full  «“««•,  may  be  just  who  he  says  he 

.fary  of  a  mountain  blizzard.  he  may  have  stumbled  on  our  feomng  his  rifle  he  stepped  to  the  door 

„in™  to  “1P„V  I  l«-  “‘'Sif  “A  riT 


ofiered  for  the  capture  of  the  men  and 
the  return  of  the  money. 

The  day  wore  away  and  still  the 
storm  raged  with  unabated  iury.  Night 


is  Celeliratei  male  of  Sloes  for 


Seizing  his  rifle  he  stepped  to  the  door 
and  looked  out.  He  was  overjoyed  to 
see  that  it  was  two  of  his  friends  and  a 


ton.  We  slall  ail  to  teep 
Larp  U  and  a  Coilete 
soU  of  Sizes  OP  W.  1 


Railroad 

Express. 

Established  in  1881. 


«amp  at  pleasure,  he  set  out  in  what  he  AevB«.  '  see  b.mb  ii,  was  iwo  oi  iiis  H'lenus  ana  i 

believed  to  be  the  right  direction  and  “  Neither  do  I,”  said  a  third  voice.  ‘ 

pushed  steadily  forward.  After  tramn-  “E' en  if  he  isn’t  an  offlcoi'it  would  pay  hem  m  end  his  story  was  sooi 


pushed  steadily  forward.  After  tramp-  “Even  if  he  isn’t  an  offlcoi'it  would  pay  ® 

ing  for  what  seemed  a  suffleient  time  to  »nt  him  out  of  the  way  for  the  watch  jn  i  j  .i 

40  reach  camp,  he  commenced  to  he  parries.”  ’■®- 

<»me  alarmed  over  the  prospect  before  “Phat  it  would,”  replied  Hank,  fi,- 
bim  it  he  had  really  lost  his  way.  "  Aijd  then,  it  he  isn’t  a  detective  he’ll  ro..n;vo,l 

Still  he  kept  on,  vainlv  trying  to  see  ^^of  about  seeiii’  our  gang  here  and  ®“'^  married  the 

some  object  throucrir  the  blinding,  ’ice’ll  have  all  tho  cops  in  the  Territory  of  his  choice, 

whirling  snow  that  looked  familiar,  after  us.”  Foroigu  rostuKo  staiupH. 

jAU  landmarks  look  much  the  same  “Yes,  he  must  be  done  up!  Fifty  “Are  not  uosta(r«  atamns  tr.  » 

when  covered  with  snow,  even  to  the  thousand  dollars  is  too  big  a  stake  to  great  Lifnf"  *  ® 

eye  of  one  familiar  with  the  surface  of  rurJ any  chances  of  loain’  to  sav  nothin’  ®  “There  is  not  mnrb  of  that  sort  of 
tl«  country,  and  how  little  hope  there  ablt  necks.”  said  one  of  the  men.  busintrdone  to“tos  clnSy  noT  A 

wa.s  or  him  recognizing  anything  with  ‘‘|^ell.  it  is  a  settled  fact  that  he  tow  yel  H  Jhere  wa^a  bfg  d^^^^  to 

S?stav  enn  j’®®®’"®. hL  H  V  ’  ^ew'  York  who  prosecuted  a  fraudulent 


jpilies,  anj  lie  style  of  the 


wa..t  for  him  recognizing  anything  with  “  Yell,  it  is  a  settled  fact  that  he  few  years  ago  there  was  a  bto Teller  to 

lrz3i“rs™3.'“  a'd  rnnk"""'  ““  S"?  "i 

Another  hour  passed  and  still  no  “Draw  cuts,”  replied  the  leader.  enormously  a^id  sold  millions  of  forced 

trace  of  camp,  and  he  was  compelled  T  ireo  small  sticks  were  quickly  Pre-  stamns  even  iroinir  so  far  on  ono  oooa 
to^mit  to  himself  that  he  was"^  lost,  pari  d  of  different  lengths.'  The  one  SoTaT to  inTTt a eertffln  s^^^^ 
wud  to  be  lost  m  a  storm,  in  a  wild,  wht  drew  the  shortest  stick  was  to  do  that  it  might  bo  sold  as  a  great  raritv 
thinly-iiopnlaled  eountry,  means  vastly  the  work,  and  the  lot  fell  on  Hank,  who  But  the  law  acainst  obtaining  moi.oc  on 

prospect.  (Tell,  I’ll  hx  him  about  midnight,  on  at  present 

Already  he  was  weary  with  the  efforts  Ho’:  I  bo  sleepin’ soundest  then,  and  a  “It  to  scarcely  possible  to  deceive  a 
be  had  made,  but  be  knew  that  be  must  knif  i  thrust  will  settle  the  business,”  collector  of  exoertonce  with  a  forced 
press  torward  till  he  found  a  shelter  of  said  Hank,  brutally.  Tamp  The  to-Tt  Tnc  L 

sr—--  -r  “  r  r;: 

in  .7  1  I  ^®®,  ®^‘®'^  ‘®“  O’clock,  the  post  cancellation  and  finally  at  tho 

befder-T  hnt  «-o®.n  '  1  °d  “  «°  b  >  had  nearly  two  hours  to  which  to  gum  on  the  back.  If  no  fault  to  found 


Already  he  was  weary  with  the  efforts  Ho’!  I  bo  sleepin’ soundest  then,  and  a 
be  had  made,  hut  he  knew  that  he  mnst  knif  i  thrust  will  settle  the  busiuoss,” 
press  forward  till  he  found  a  shelter  of  stud  Hank,  brutally.  ^ 

Mome  kind  or  all  was  tost,  for  be  could  *  M  Jrris  shivered  as  he  heard  the 
xiever  hope  to  weather  a  night  of  ex-  wori  to. 

posure  in  that  storm.  It  was  only  a  little  after  ten  o’clock, 

A  cave  in  the  rocks  or  a  sheep-  so  b  >  had  nearly  two  hours  to  which  to  | 


border's  hut  would  indeed  now  be  a  pi’er 
very  welcome  sight  to  him.  So  on  and  osca 
on  he  •  pressed,  stumbling  over  the  leav 
rough  ground  where  tho  wind  had’  awa; 
ewept  it  bare  cf  snow,  or  ntaggerlug  kne' 
througli  the  hea-’y  delfts  of  snow  that  weri 
blocked  tho  way.  mitt 

It  seemed  to  him  that  many,  many  for  i 
bonrs  had  passed  since  tho  storm  began,  ting 
but  by  taking  out  his  watch— a  heavy  H 
.gold  one,  for  aicj  ly  tlia  property  of  his  the  i 


Je  a  I  pi'emte  fqr  their  attack  or  make  his  with  any  of  these  particulars  the  stamp 
and  oscare  if  possible.  But  even  if  he  did  is  surely  good.  The  question  as  to 
the  leave  tho  cabin  an  almost  certain  death  whether  the  paper  is  wove  or  laid  and 
had  awul^  him  outside  in  the  storm.  He  how  watermarked,  to  incidentally  ob- 
'ing  kne jfrom_fheir  conversation  that  they  served  in  connection  with  tho  record  as 
hat  werifthe  men  who  had  recently  com-  to  date  of  issue.” — Ifanhinyton  Star. 

niittBp  $50,000  express  robbery,  and  - 

any  for  thoie  were  rewards  aggrega-  It  to  a  sippi  that  her  husband  to  mak- 

[an,  tiug^Ar  $10,000  offered.  .  tog  money  when  a  woman  begins  to  get 

“'7  H^^fckod  and  felt  carefully  around  the  look  on  her  face  cf  looking  at  you 
bis  the  i^^Baud  found  that  the  only  means  without  seeing  you. 


Alf  kinds  of  Merchandise,  Pack¬ 
ages,  Baggage,  Furniture,  etc.,  for 
PULLMAN,  KENSINGTON,  and 
ROSf^LAND,  can  be  received  at 
I  our  cars  at  Taylor  Street  as  late  aa 

tlelr  praises  of  Its  merits.  p- 

man  at  seven  o’clock  the  following 
morning. 

n  D  I  P  r  O  OFFICE, 

No.54Ran(lolpliSt., 

vZevU|  uOiUUp  Will  receive  prompt  attcntioiL 

Telephone  No.  2381. 

Rf]  Express  connects  with  all 

UUluU|  U  rluUl  Bailroads  leading  to  and  from  Gill¬ 
ie  Saving  of  50c  to  $1.50  Fumitnre  moved  with  core. 
on  Chicago  Prices.  - 

Amilft  Mmntilft  flnmnsinv  '*•  ^ 


PENSIONS 

Idtw.  Soldlert,  Widows.  Pawntipnd  for  bU 

|llcatloni»ndUi^TO»Mo^^*J*irte^O’F« 


Positively  Cured  with  Vegetable  R« 

Brst  dose  symptoms  rapidly  disaopeu.alii 
days atleost  two-tbirda of  all sympfoms sin n 
Send  for  free  book  of  teHUmomalii  pOnil 
cures.  Ten  days  treatment  fuEnUbea  tVeei 


In  a  short  time  ono  of  the  most  captlTab- 
ing  serials  ever  published,  entitled 


is  ceitaln.  For 


It  is  an  Ointment,  of  which 
Dostrils.  Price,  soc.  Bold  by  d 


small  partlele  is  applied  i 
usgists  or  sent  by  mail. 

.  T.  I1AZB1.TINB,  Wairen, 


as  the  story  of 
iiieiiiury  uf  which 
iliose  fortunate  to 
trancing  chapters. 


Rheumatism. 


IT  HAS  WO  EQUAL. 


The  Prodigal  OaugliteP.  , 

The  minister  had  preacliei>  an  excel¬ 
lent  veriuoii  on  a  text  taken  from  the 
parable  of  “The  I-'rodigal  Son,"  and  as 
a  relaxation  he  permitted  the  prettiest 
gill  in  the  chureh  to  walk  homo  with 
him.  Everybody  at  the  church  door  hud 
praised  the  sermon,  and  the  minister 
thought  his  fairest  parishioner  would 
certainly  burn  a  little  incense  In  his 
honor.  lie  talked  about  tlic  weather  at  . 
first,  for  even  clergymen  are  not  above 
such  polite  subterfuges.  Then  ho  paused 
to  allow  his  compaiiiou  to  turn  tho  con¬ 
versation  In  his  dlroctlon.  But  she  said 
nothing.  So  ho  broke  the  ice  with;  “And 
how  did  my  sermon  pleaso  you?” 

“Oh,  it  was  very  good,  no  doubt,  from 
a  man's  standpoint.  Tho  prodigal  son  Is 
always  returning,  and  the  fatted  ealf  is 
continually  being  killed.  But  I  think  It 
is  time  that  something  was  said  and 
done  for  tho  prodigal  daughter.  If  a 
girl  falls  into  evil  company  and  squan¬ 
ders  her  substance  In  riotous  living, 
there  Is  no  prospect  of  a  welcome  and 
forgiveness  if  she  returns  home.  She  Is 
condomndd  without  mercy  by  her  own 
sex,  and  woe  betide  her  If  she  leans  for 
support  upon  the  other.  Tho  next  time 
you  want  a  topic  for  a  stirring  sermon, 
think  of  the  hopeless  fate  of  tho  prodigal 
daughter!” 

Human  Frailty. 

We  are  frail  creaturea  physically -the  moat 


robust  among  ua.  - -  , 

woman  is  in  great  moaaure  InoapabA  of  ^no- 
fit  to  Bociely.  If,  for  luatance,  biliourocaa, 
a  trouble  of  frequence  ond  often  obstlnotely 
resistant  of  ordinary  medication,  obstructs  the 


KJVJOY® 

Both  the  method  and  results  when 
Syrup  of  Figs  is  taken ;  it  is  pleasant 
and  refreshing  to  the  taste,  and  acts 
gently  yet  promptly  on  the  Kidneys, 
Liver  and  Bowels,  cleanses  tho  sys¬ 
tem  effectually,  dispels  colds,  head¬ 
aches  and  fevers  and  cures  habitual 
constipation.  Syrup  of  Figs  is  the 
only  remedy  of  its  kind  ever  pro¬ 
duced,  pleasing  to  the  taste  and  ac¬ 
ceptable  to  the  stomach,  prompt  in 
its  action  and  truly  beneficial  m  its 
effects,  prepared  only  from  tho  most 
healthy  and  agreeable  substances, 
its  many  excellent  qualities  com¬ 
mend  it  to  all  and  have  made  it 
the  most  popular  remedy  known. 

Syrup  of  Figs  is  for  sale  in  60c 
and  81  bottles  by  all  leading  drug¬ 
gists.  Any  reliable  druggist  who 
may  not  have  it  on  hand  will  pro¬ 
cure  it  promptly  for  any  one  who 
wishes  to  try  it  Do  not  accept 
any  substitute. 

CALIFORNIA  FIG  SYRUP  CO. 


harnionlous  action  of  the  liver  and  th^o  bowels, 
the  snaeret  is  sure  to  be  dyspeptic.  The  throe 
disordered  conditions  are  sure  to  be  oonBruied 
by  neglect.  Under  the  erroneous  Impression 
that  there  is  no  hope  for  him,  on  impression  in 
ail  likoUhcod  confirmed  by  the  nse  of  ohjTOtlon- 
oblo  remedies,  tho  sufferer  is  apt  to  become 
neglect  rul,  noy,  oven  reckless,  and  that  tho 
sooner  he  is  removed  from  the  sphere  of  hniuan 
endeavor  tho  bettor  for  all  parties  concerned. 
What  a  series  of  mistakes  I  His  liver  is respon- 
slble.  It  is  an  incorporate  part  of  himself. 
How  discipline  Iff  By  tho  old  of  Hostetter's 


WM.  W.  DUDLEY, 

^XiAIE  C0-MM1S81ONBK  OF  PENSIONS. 

Attorney  at  Law.  WB»lilii«toB,I>.C. 
(Mention  this  Paiier.) _ 

FAT  FOLKS  REDUOEB. 


$500  REWARD 

wlU  be  paid  to  the  agent  of  any  scale  company  who 
will  sey  over  his  own  name  as  agent, that  tho  Joniu 

6  TON  WAGON  SCALE,  $60 

Is  noVeqnal  to  any  made,  and  a  standard  reliablo 
I  Male.  For  particulars,  address  only 

Jones  of  Blp^hamton,  BlnKliaiDton.  N.Y. 

MOTHERS’  FRIEND 

mMCHILD  BIRTHiAsr 

IF  USBD  BBFORIICONFINBMKNT. 


■OlsD  BT  ALL  lIBUQOtnie 

PENSIONS! 


Bible.  It  is  au  incorporate  part  of  himself.  . 
How  dlBcIplino  iff  By  tho  aid  of  Hostetter's  _ 
Btomach  Bitters,  a  certain  medium  for  toe  to-  - 
estabUsbiueut  of  united,  regular  action  in  the 
stomach,  liver  and  Loweis.  It  also  cures  and 
prevents  malarial,  rheumatic  and  kidney 
troubles. 

Hanger  In  tho  Shirt  Front  on  Women. 
Unless  the  women  are  going  to  take  to 
snspenilers  and  trou.sers  outright,  they 
ought  to  discard  the  little  shirts, 
neckties  and  collars  that  they  are 
wearing  so  generously  tills  year.  No 
woman  looks  natural  in  male  attire,  and 
besides,  tliese  slick  shirt  fronts  are  ex¬ 
tremely  dangerous.  There  is  already  a  , 
case  on  record  of  a  young  fellow  who 
laid  his  head  on  one  of  them  a  few  nights 
ago  and  unwisely  tried  to  put  his, arm 
around  the  girl  at  the  same  moment. 
She  moved  a  little  closer  to  give  him  a 
better  hold,  when  all  at  once  his  head 
slipped  down  the  slick  shirt  front  like  a 
toboggan  slide,  shot  off  on  the  floor  and 
fractured  his  skull.  Other  accidents  not 
quite  so  serious,  but  of  sufficient  import¬ 
ance  to  support  tho  beliof  that  they  are 
wery  dangerous  article.'!  of  apparel,  are 
reported. — I'cnoieinc's  News. 

“AnAwfuTMomontT” 

A  young  divinity  student  from  Har¬ 
vard.  who  is  passing  a  portion  of  his  va¬ 
cation  In  West  Goldsborough,  occupied 
tho  pulpit  of  tho  quaint  little  chapel 
1  there  on  a  recent  Sabbath  morning  morn- 
'  ■  .  '  |H'  l■^w<lns,>.l■l^lll|hlg  thenin. 

ho  sought  1(1  embolIlsIi'nl.sdisoeuMe'  with 
numerous  flights  of  poetic  fancy  and 
allegorical  Illustrations.  Pausing  a  mo¬ 
ment  after  ono  of  these  suprisrao  mental 
efforts,  ho  contlnod,  “And  now,  ray 
friends,  listen  to  the  low.  sweet  prelude.” 
At  tills  juncture  a  cow  heueatU  ono  of 
the  windows  launched  forth  into  a  scries 
of  such  vigorous,  discordant  be.llowings 
as  would  have  made  the  trombone  player 
of  a  German  street  hand  green  with 
envy.  Tlie  crlmsoq  flusli  of  the  young 
nmn’s  face  rivaled  tlie  lino  on  the  statue 
of  tlie  venerable  John  Harvard. — Lewis¬ 
ton  {Me.)  Journal. 

Ip  the  caleulations  of  Professor  Men- 
deleleff  arc  to  be  trusted.  Russia  possesses 
tho  richest  coni  deposits  in  the  world. 
Tlie  siiperlicial  ari'a  of  tlio  coal  fields  In 
the.  Doiietz  basin  alone  amounts  to  about 
30,000  square  kilometres.’  If  tho  eapnei- 
ty  of  these  deposits  Is  put  at  50,000,000 
ponds  per  square  kilometre  (ono  pond 
being  about  thirly-ylx  pounds  avoirdu¬ 
pois),  the  total  supply  of  coal  Is  stati-d  to 
be  equal  to  tlm  world’s  present  consump¬ 
tion  for  fifty  years.  Moreover,  this  only 
refer.s  to  tho  superficial  beds  anil  not  to 
the  deeper  deposits,  which  have  not  yet 
been  exploited,  but  which  promises  .still 
greater  riches. 

nilly's  F.xresslve  CHUilnr. 

“Yes,"  said  the  young  woman,  “I'ido  is 
a  very  bright  little  fellow.” 

“I  liadn't  even  oliserved  it,"  said  Billy 
Bllvon,  wild  was  ealling  on  lier. 

1  “But  he  lias  one  very  had  liabit.  He 
i  always  howls  wlien  1  play  llic  piano.” 

“He  is  a  smart  dog.  Isn't  ho'.*”  rejoined 
]  Billy,  abstractedly.— IViwhinphm  Post 

Mils.  .T,  H.  Patkick  of  Clarion,  recolv- 
I  ed  a  letter  last  week  tliat  was  mailed  at 
I  PotUville,  Schuylkill  County,  In  May, 

1  1877.  The  letter  was  addressed  to  tlie 
I  maiden  name  of  Mrs.  Patrick,  to  a  for- 
I  iner  po-iollice  In  Armstrong  County, 


Holfl  It  to  Hie  Light. 

The  man  who  lelU  you  coulideiillally  Just 
what  will  cure  your  cold  Ik  proscribing 
Romp's  Biilsuru  tills  year.  In  llio  prepara¬ 
tion  ot  this  remarkable  medicine  for  coiikIis 
and  (xilds  no  expense  U  spared  to  combine 
only  the  best  ond  purest  Ingrodlonts.  Hold 
a  bottle  of  Kemp's  HoLsam  to  tlie  light  and 
loik  through  it:  notice  tlie  briglit,  clear 
look;  tlieii  compare  with  olhor  remodies. 
Largo  bottlo.s  ,50o  and  $1.  Buinplo  bottles 
free  at  all  drugglsU'. 

C'oiililn't  Prosorvo  the  rJico. 

“I’m  afraid  I'll  liavo  to  make  a  com-  . 
plaint  against  you,”  said  the  captain  of 
the  police  station  to  tlie  imlrolmun. 

“For  what  reason,  sir’” 

“B'or  what  reason?  Why,  tho  people 
on  your  beat  are  always  causing  a  dis¬ 
turbance,  and  decent  people  cannot  pass 
along  the  street  where  you  do  duty 
without  being  insulted  or  maltreated. 
Can't  you  preserve  the  peace?” 

“No,  sir,  I  can’t.  There  is  no  pe^ce  to 
preserve.  Tho  people  on  my  beat  are 

lighting  all  tho  time.” _ 

Too  don't  have  to  talce  our  word  for  the 
good  quality  of  Bobbins'  Electric  Boap. 
Just  get  one  Oar  ot  your  grocer,  and  let  it 
tell  you  its  own  storu  next  Mondau,  and  bo 
governed  by  tliat,  good  or  bad. 

Evert  ono  lives  to  grow  up  except  tho 
cliildreii  who  thlfik  their  parents  know 
more  than  tliey  do. — Atrhison  Olohe. 

.T.  C.  KIMPSON,  Marquess,  W.  Va.,  eoys: 
“Hall's  Col  arrh  Cure  cured  mo  of  a  very  bad  cose 
of  catarrh."  Druggists  sell  It,  7So. 

A  MAX  at  the  mast-head  has  a  tip-top 

birth.  _ _ 

Bebcham's  Pills  cure  Sick  H^daohe, 

Aet  Is  long,  but  money  is  often  short. 

“OoEAT  exertions  don't  always  end  In 
great  results."  Don't  work  'so  hard.  Use 
hAPOLIU  and  save  hati  the  labor.  Biipollo 
is  a  solid  cuke  of  Scouring  Bu.ip.  Try  it. 

Bbonchitib  Is  cured  Iro  tfiequent  small 
doses  ot  Plso's  Cure  tor  CoBsumptlon- 

A  Fair  Trial 

Of  Hood's  KsrsaparlUa  for  scrofula,  salt  rlienm.  or 
ony  affection  caused  by  impure  blood,  is  snfUcient 

curst”^e°:powera  of  °  Ids  m^sdlclne.  The  followln* 
Btstsniont  is  right  to  the  point; 

■My  son  was  ofllictsd  with  the  worst  typo  of  scrot. 
nl«,  end  on  ihe  rocommendaUon  of  my  druggist  I 
gave  him  Hood’s  Sarsaparilla.  To-day  be  is  sound 
and  well,  notwithstanding  it  was  said  there  was 
not  enough  medicine  In  lUluois  te  effect  a  core." 
J.  CanisTiaif.  Illlopolls.  111. 

N.B.  Be  sure  to  get 

Hood’s  Sarsaparilla 

Fold  by  all  druggists.  |1 :  six  for  gj.  Prepared  only 
by  C.  J.  HOOD  «:  CO,  Lowell.  Mass. 

too  Doses  One  Dollar 

HSgsaS'igL'SswsiSsS'fJBa: 

I  Syralnlaetvw,  15a<t|udi^tingclalma,  atCy  aluflO. 


There  are  some  patent  ra^- 
icines  that  are  more  man® 
lous  than  a  dozen  doctqH 
prescriptions,  but  they’re  ]9l 
those  that  profess  to  cw 
everything,  j| 

Everybody,  now  and  tin 
feels  “  run  down,”  “  plajj 
out.”  They’ve  the  wul,  0 
no  power  to  generate  vit^ii 
They’re  not  sick  enough 
call  a,  doctor,  but  just  t 
sick  to  he  ■well.  Tha 
where  the  right  kind  of 
patent  medieme  comes 
and  does  for  a  dollar  wlS 
the  doctor  wouldn’t  do  Ai 
less  than  five  or  ten.  ^ 
W6  put  in  our  claim  w 
Dr.  Pierce’s  Goj^en  Mechpi 
Discovery.  ^ 

We  claim  it  to  be  an  4 
equaled  remedy  to 
the  Hood  and  invigorate  -I 
liver.  We  claim  it  to  ^ 
lasting  in  its  effects,  creats  ij 
an  appetite,  purifying.-  i  w 
blood,  and  preventing  BiliA  5 
Typhoid"  and  Malarial  few  r 
if  taken  in  time.  The  til  k 
to  take  it  is  when  you  fi:  s 
feel  the  signs  of  weariness  a 
weakness.  The  time  to  ta 
it,  on  general  principlea»:i 

NOW^ _ J 

$75> 

lerrea  who  can  nmilsh  a 

Itably  eniDfoyed  altK).  A  few  TaoanidM  SlfilflH 
citiaa.  Bag.  Johnaon  A  Oo.sl(X»Atain  StsBiwil^J 


I  ImXD^iatelyfM 


ASTHM  AaV-R-^^E-FREE  | 

I  hylttosaffcrersw  Ur.  R.  BtHIFraAM,  Bt.  | 

ELECTBIC  BELT 


THE  POSITIVE  CURE. 

SLKMHO'^HRRS.M  Wansn  Bt- Hew  Ymk.  frioeBOntj 


■F  ciieapcat.  Melief  Is  immediate. 
Cold  ia  Uie  Head  it  has  no  equal. _ 


Catarrh  Cured) 

ONE  CENT!  ^ 

If  yon  snlthr  Iknin  Catarrh,  in  any  of  if*  forms,  it  Is  your  duty  to  yonrssif  and  fsrol'r  to  ohiln  the 
mean-  of  a  certain  curs  before  It  Is  too  late.  This  you  can  easllv  do  at  an  expense  of  one  t  ont  for  (postol 
csnLby  sendUig  your^name  and  address^ to  Prob  and'su'rost romo^evor 

dl^oworertfo'rtho'cureof  CatirTh^^^iUUt!^'a?toua  stSiey.^UTOr^ne^inUlion 

of\'i.'i"'m  FK^  Sto  Umelv  u’sli  ma?*8.TO  from  the  doah  tolls 

of  Coueumutlun.  1>0  NUl'  DULAY  longer,  if  you  desire  a  speedy  and  permanent  cure.  Addres 

^  PniL  J.  A.  LAVYRKNCn:,  188  Wiarron  Btreot,  Mom  koxk> 


hrcNTED  Aug.  IB,  1887,  IwprdvedJulySO.  IS89. 

»R.  OtVEN’S  KLECTRO- 

GALVAWIO  BODY  BELT 


kin^.- 

old  proverb  be  hue, 
.Aor::..-rr  SAPOLIO  is  gredkherri^dkn 
royakl  ly  i^sel/':  TVy  i  h  i  n  yo  u  r  ndx  b 
.house-cleakning;  Grocers  keep  ih 

DO  YOU  LIVE  IN  GREASE? 


jAuaed  by  tt^8cretioa»  ia- 

jg-SISTYO  BE.W0S81BI.S  PiVt'n^Og  lo’'piM  IGKiU. 

m.bwEN^I  ELECTRIC  INSOLES  sii«if^ 

Alsoan  Claotrlo  TrusB.and  Belt  ComWnjB;fc 

S5i}S» ja’pliSa Mal5?nVrt»p«.  Mco'Ucn SSpepe'-  AAirese 

aWKH  BLEOTBIO  BELT  A  APFLIABOE  OQk 

306  North  Broadway,  St.  Louie,  NKk 
826  BrMdway,  JHevvYork  Cttyw 

A  NEW  BOOK 


WEBSTER’S 
INTERNATIONAE 
\  DICTIONARY/ 


The  Authentic  •'  Uiiaoridged,”  comprising  thto 
Issues  of  1804,  '79  and  '84,  cotwrigliteii  proi>eriy 
of  tho  undersigned,  is  now  Thoroughly  Bo- 
xriaed  and  Enlarged,  and  bears  the  name  of 

r  Webster’s  International  Dictionary. 

Editorial  work  upon  this  reyision  has  been  in. 
progress  for  over  lo  Years. 


before  tho  first  copy  was  printed. 

Critical  corapariron  with  nny  other  Dletionaryt 
is  iDTitcd.  GET  'THE  BEih:. 

O.  St  O.  MEBRIAM  &  CO.,  Pnbllshora..  | 
Springfield,  Mass.  V.  8.  A. 

Sold  by  aU  Booksellers.  Illustrated  pamphlet  tree. 

A^ry  ofThrillins  Interest 


TBEfiREATSEABllYCiSE; 


Beautiful  Leouore.. 

J  Br  ALEXANDER  JtOBEHTSON.  U.  D.,- 
I^^l  appear  in  that  well-known  story  paper; - 
^H^Chicago  LKoaEii.  This  romance,  from 
one  of  the  most  prolilic  writers 
create  a  furor.  IB 
plot,  its  inuidoiits  ars 

^ra  and  Intense  vigor  that  wnl  at  onca^" 
establish  its  lirllllaiil  character. 

In  this  cburuiiug  story  of  life,  love  and 
Intrigue  the  horoiuo  is  brave  and  beautiful., 
and  her  adventures  and  misfurtiiucs  will\ 
enthrall  every  reader,  and  awaken  a  sym¬ 
pathetic  Interest,  while  the  marvelous  net¬ 
work  of  plot  and  counterplot  on  which  the  • 
serial  is  based  is  drawn  to  Us  mugulScenl. 
concTusIon. 

Many  such  stories  Itavo  been  nttempted.huf 
few  deal  with  their  theme  with  a  mure  dra¬ 
matic  pen,  with  lilglier  realistic  fervor,  or 
stronger  colors  ot  descrlptl  m  and  contrast- 
Tho  keenest  liisiglit  Into  human  nature  Is- 
given,  and  there  Is  not  one  dull  lino  from. 
the  opening  chapters  to  tho  closing  scone  In. 
this  eloquent  narrative  of  woman's  love, 
man's  dovotion.  uud  the  terrible  plots  of 
mercenary  sclieniers. 

The  Ledgeu  predicts  a  grand  reception  for 
this  masterpiece  ot  fiction,  and  an  iuteresa. 
in  the  fortunes  of  Beautiful  Lconore  that 
will  cudear  this  rare  heroine  to  every  heart. 
Tho  story  of  loyal  love  Is  sweetly  told,  and' 
the  flue  skill  in  treatment,  the  originality  oT 
conception,  tho  absorbing  power  of  actios 
duliueaiod  In  every  scimu  warrant  us  is 
uiinouiicing 

The  Great  Sbabury  Cash 


The  Great  Sbabury  Ca^e 

will  be  published  only  In  The  Chicago 
Lkuueh.  Kemeinbor  tliat.  while  it  is  tho 
clilef  attraction  of  the  wcek.lt  is  only  ono 
of  the  many  that  have  led  tho  publlslicrs  to 
claim  for  this  popular  paper  tho  title  of  tho 
only  story  paper  In  America.'  Other  serials, 
sketches,  poems  and  departments  eonibino 
to  make  Its  magiilHcpiitly  Illustrated  ctgliK 
pages  tlie  cliolcosl  over  olTurcd  lu  tills  cuiio- 


Ser.  Vol.  2-. 


_Envelope_ 

Foldout _ 

7lnsert _ ( 


orm  KivjoYo 

Both  the  method  and  results  when 
Syrup  of  Figs  is  taken ;  it  is  pleasant 
and  refreshing  to  the  taste,  and  acts 
gently  yet  promptly  on  the  Kidneys, 
Liver  and  Bowels,  cleanses  the  sys¬ 
tem  effectunlly,  dispels  colds,  head¬ 
aches  and  fevers  and  cures  habitual 
constipation.  Syrup  of  Figs  is  the 
only  remedy  of  its  kind  ever  pro¬ 
duced,  pleasing  to  the  taste  and  ac¬ 
ceptable  to  the  stomach,  prompt  in 
its  action  and  truly  beneticial  in  its 
effects,  prepared  only  from  the  most 
healthy  and  agreeable  sulistances, 
its  many  excellent  qualities  com¬ 
mend  it  to  all  and  have  made  it 
the  most  popular  remedy  known. 

Syrup  of  Figs  is  for  sale  in  60c 
and  $1  bottles  by  all  leading  drug¬ 
gists.  Any  reliable  druggist  who 
may  not  have  it  on  hand  will  pro¬ 
cure  it  promptly  for  any  one  who 
wishes  to  try  it  Do  not  accept 
any  substitute. 

CALIFORNIA  FIG  SYRUP  CO. 


a  trouble  ot^treciiiencB  auii  ofteu  obBtluately 
rOBtstant  of  ordinary  uiodli.»tloii,  obetructi  tUe 


iOrderud  voucUtloua  are  sure  lu  be  conOruied 
neglect.  Under  tbe  erruueuue  luipreBBlon 
kt  there  is  no  hope  fur  him,  an  imiireBslon  in 


A  MAX  at  the  mast-head  has  a  tip-top 

birth.  _ 

BBEcnAM'a  I'lixs  cure  Sick  Hoadooha, 


Aut  is  lung,  but  money  is  often  short. 


all  likolib'jod  confirmed  by  the  use  of  objeotlon- 
able  remedies,  tbe  BuSerer  1b  apt  to  bacome 
neglectful,  nay,  even  reokleeB,  and  that  the 


la  removed  from  the  Bpbero  of  human 
he  better  fur  all  parilea  ooucorued. 
rloB  of  mlalakeal  UIb  liver  iareapon- 
la  an  Inourpurate  part  of  talmaelf. 


“Gbeat  exertions  don't  always  end  In 
great  ruhults.*  Don't  work  so  hard.  Use 
hAPOLIO  und  Suva  hub  tbe  labor.  HiipoUo 
is  u  solid  ouke  of  Soouriug  Ho.tp.  Try  It. 


Bible  It  la  an  Inoorporate  part  of  himaelf.  i  .  ukowcihtib  is  enroa  oj  iroqueni  sm 
How  dlaolpUno  it?  By  iho  aid  of  Hoatelter  s  [  doses  ot  Plso's  Cnrg  tor  CoaBumptlon. 


Uuiieor  In  the  Shirt  Front  uii  Women. 

Unlp.ss  the  wonieii  are  going  to  take  to 
suspenders  and  trousers  outright,  they 
ought  to  discard  tlie  little  shirts, 
neckties  and  collars  that  they  are 
wearing  so  generou.sly  tliis  year.  No 
woman  looks  natural  in  in,alo  attire,  and 
bosidc.s,  tlipse  slick  slilrt  fronts  are  ex¬ 
tremely  dangerous.  There  is  already  a 
case  ou  record  of  a  young  fellow  who 
laid  his  head  on  one  of  them  a  few  nights 
ago  and  unwisely  tried  to  put  his,arm 


■  HAVE  NOT  BRKN  KNTITLEID.  Addresa 


V  for  tonus  tor  sppUcstton  and  full  iuformatton 


WM.  W.  DUDLEY, 

aiE  COMMI8SIONKK  OF  PENSIONS. 


1  FAT  FOLKS  REODOEB. 


PARENTS  TREATED  BY  MAIL. 


P  Wm.  (iieEououN.  Oarduer. 
IU..\rrit«s:  “1  bave  not  had 
tosUui)  au  hour  for  three 
vaartt.  I  hope  tha  niau  that 
inveuU*d  the  Specific  may 
have  everlaHting  lire  and 
Upd'is  bleKNlua  whlla  ha 
hTfA.*‘So]d  by  ail  dniavls^. 
|l|>arbox  byinan,iiOiktpat4. 

njpSiSSSfSiKK- 


$500  REWARD 

will  be  paid  to  the  agent  of  any  scale  company  who 
will  say  over  his  own  name  as  agent  .that  lbo.JONas 

5  TON  WAGON  SCALE,  $60 

:  Is  notreoual  to  any  made,  and  a  standard  reliable 
I  scale.  For  particulars,  address  only 


Jones  of  BinfhamtoB.  Binghamton,  N.Y. 


MOTHERS’  FBIENn 


■UESCHILD  URfHM 


F  USEP  BEFORE  CONFINEMENT, 


liX  AUs  lABUOOUTFs 

PENSIONSl 


Ae  Diaabllity  Bill  is  alaw.  Soldiers  disabled  since 
ttie  warareentitlad.  l^pendcut  widows  Hhd  parents 
cow  dependent  whose  muh  diad  Orora  effects  of  am^ 
•errlce  are  indnded.  Ifyou  wishyourclaiini^edo 

JANTeS  TANfER, 

Late  Commlaglonerof  Penalona,  WWHtTOH.  0.  C. 


IF*  "STOXT  XIATTE 

Malaria  or  Piles,  Rick  H«>a(lache,  Costive 
Bowels,  I>uinb  Asriu*,  Roiir  RtomanU  niid 


and  you  liave  tio  appetite, 

Tutt’s  Pills 


e  these  troubles.  Price,  25  cents. 


No  80AP  lu  me  nurlQ  iiae  eeer  been  tml- 
tated  aa  much  as  Dobbins'  Klectriu  Soap. 
The  market  Is  full  ot  Imitations.  Be  care¬ 
ful  that  you  aro  not  deceivtd.  "J.  B.  Dob¬ 
bins,  I'lilladolpbia  and  New  York,”  Is 


inf  FEDfNE  is  safe,  harxniesg,  and  uafoUiog. 

Qr  By  mall,  aecurolytcaled.Micenu. 

THE  PEDINE  CO.,  258  BROADWAY,  NEW  YORg. 


PATTERN  FREE. 


we  Mc  vnabled'lcTm”  k”*' 


Says  the  IMiiladcIphia  Timex:  “From 
many  quarters,  espeelally  from  phy- 
sieiaii.s,  come  reports  of  a  widespread  re¬ 
newal  of  symptoms  of  the  grip.  Uusi- 
noss  men  and  others  are  compelled  to 
go  to  bed  and  undergo  tlio  most  rigid 
treatment,  and  altogether  tlie  prevailing 
ailment  seems  to  be,  something  miicli 
wore  than  an  ordinary  bad  cold.” 


A  Fair  Trial 


curat.ve  iiowam  ot  this  uirdlcino.  The  tollowlog 

*.Vly  BOB  was  atOictvd  with  tha  went  typo  of  acroL 
ula,  and  on  the  rornnimeudatiou  of  my  drugglHl  I 
gave  him  Ilood'a  aaraapiirilla.  To-day  ha  U  Buuud 

not  onough  modlciue  In  UlluoU  tc  street  a  cute.* 
}.  CuniariAN,  lIlluttollB,  Ul.' 

N.B.  Be  sure  to  get 


the  L'ood  and  invigorate  1 
liver.  We  claim  it  to  „ 
lasting  in  its  effects,  creatwg 
an  appetite,  purifying  »e 
blood,  and  preventing  Bili4^ 
Typhoid  and  Malarial  fev^ 
if  taken  in  time.  The  tmae 
t6  take  it  is  when  you  mst 
feel  the  signs  of  weariness  Ivd 
weakttess.  The  time  to  tie 
it,  on  general  priiiciplefl^m 
NOW.  t. 


PENSIONS! 


.  Soldiara,  Wldowa,  Parenta  aend  for  bin 


around  the  girl  at  tlie  same  moment.  I 
She  moved  a  little  closer  to  give  him  a  j 
better  hold,  when  all  at  once  his  head 
slipped  dow-n  the  slick  shirt  front  like  a 
toboggan  slide,  sliut  olT  on  the  floor  and 
fractured  hl.s  skull.  Otlier  accidents  not 
quite  80  serious,  but  of  sufliclent  Import- 
anco  to  support  the  belief  that  they  are 
’'ery  dangerous  artl<•le.^  of  apparel,  aro 
reported. — Yenowine'x  A'ews. 

Au  AviTuf  Mouieiit. 

A  young  divinity  student  from  Har¬ 
vard,  who  is  pas.sing  a  portion  ot  his  va¬ 
cation  in  West  Goldsborough,  occupied 
the  pulpit  of  the  quaint  little  chapel 
there  on  a  recent  .Sabbath  morning  morti- 

- - his  theme.  I 

he  sought  to  ombellisli'hlsdisedursc  with 
numerous  flights  of  poetic  fancy  and 
allegorical  illustrations.  Pausing  a  mo¬ 
ment  after  one  of  these  supremo  mental 
cfliorts,  ho  contined,  “And  now,  my 
friends,  listen  to  the  low,  sweet  prelude.” 
At  tills  juncture  a  cow  heueath  one  of 
the  windows  laiinelied  forth  into  a  scries 
of  such  vigorous,  discordant  bellowings 
as  would  have  made  the  trombone  player 
of  a  German  street  band  green  with 
envy.  Tlie  criinsoq  flusli  of  tlie  young 
man’s  face  rivaled  tlie  line  on  the  statue 
of  tlio  venerable  John  Harvard. — Leivis- 
ton  (Me.)  Journal. 


Hood’s  Sarsaparilla 


_IOO  Doses  One  Dollar 


1 3  yia  in  laat  war,  16  adjudlcallocolahna,  atty  aluse. 


M  M - TREATED  FREE, - , 

Poaitivsly  Cured  with  Vegetable  Rad 
Have  cured  many  tbonaana  oasaa.  Cnie  n 
pronoimced  hueolcBS  by  the  bestphyalclaos, 

curtis.  Ten  daya  hwatment  fnentabsa  flwe  M 
pos^e“^'’bK. H-'H-OHijia 


IIE.VySsC.'teaxo.'ftaiJcck 

^aW  “S  “■  ■ 


THE  POSITIVE  CURE. 

SLS.  BBOTHBRS,  Waam  BU  Mew  York.  Pries  so  cfa 


Cheapest.  Belief  is  Immediate.  A  c 


Cold  in  tbe  Head  it  has  no  equal. 


It  Is  an  Ointment,  of  which  a  small  partleic  is  applied  to  the 
nostrils.  Price,  60c.  Hold  by  druggists  or  sent  by  mall. 
_  Address.  K.  T.  HAZKL-riNK.  Warren,  Pa. 


Catarrh  Cured 


If  the  calculations  of  Professor  Men- 
deloicff  arc  to  be  trusted.  Russia  po.s.sesses 
the  richest  coal  deposits  in  the  world. 
Tile  superficial  area  of  tlie  coal  fields  in 
the  Donetz  basin  alone  amounts  to  about 
30,000  square  kilometres.'  If  tlie  capaci¬ 
ty  of  these  deposits  is  put  at  .50,000,000 
jpoiids  per  square  kilometre  (one  pond 
being  about  thirty-.slx  pounds  avoirdu- 
pol.s),  the  total  supply  of  coal  is  stated  to 
be  equal  to  the  world's  present  consump¬ 
tion  for  fifty  years.  Moreover,  tills  only 
refers  to  the  superficial  beds  and  not  to 
the  deeper  deposits,  which  have  not  yet 
been  exploited,  but  which  promises  still 
greater  riches. 

nilly’s  Excessive  Cuudur. 

“Yes,”  said  tlie  young  woman,  “Fldo  is 
a  very  bright  little  fellow.” 

“I  liadn't  even  observed  it,”  said  Billy 
Bliven,  who  was  calling  on  licr. 

“But  he  has  one  very  bad  habit.  Ho 
always  howls  wlien  I  play  the  piano.” 

“He  Is  a  smart  dog,  isn't  he'?”  rejoined 
Billy,  abstractedly. — Waxhinuton  Pont 


ONE  CENT! 


If  yon  Biinbr  lYnm  Cntarrli,  in  any  of  ifs  forma,  it  la  your  duty  to  yonrsolf  and  fiml'y  to  obMn  the 

diMJOverbfl  for  th©  ciire  of 'Catarrh  in  *11  it^rarious  one  inlllToii  cawS  o£*mu^i5ruU 

dibgimliiMC-  und  oft^  bpen  cured  permanently  during  tlie  puut  rtve  years  byhe  use 

_ _ ^ _ Frofi  J.  A.  LAWKENCl::,  18B  Warron  Hti-eet,  New  Yoi*. 


thekin^n 


Mbs.  .T.  If.  Patiuck  of  Clarion,  receiv¬ 
ed  a  letter  last  week  tliat  was  mailed  at 
Pottsvllle,  Schuylkill  County,  in  May, 
1877.  The  letter  was  addressed  to  the 
maiden  name  of  Mrs.  Patrick,  to  a  for¬ 
mer  postoffico  ill  Armstrong  County, 
called  Jeffersonville,  now  Templeton, 
and  the  letter  had  been  directed  from 
one  place  to  aiiotlicr.  and  was  finally 
delivered  to  the  right  per.son. 


JlKJj  old  proverb  be  hue. 
.CO.™.  SAPOLIO  is  gredkberM^ain 
royakl  ^y  ihself:  TVy  i  h  i  n  yo  u  r  h* 
.house-cledkning:  Grocers  keep  ih 


DO  YOU  LIVE  IN  GREASE? 


As  a  ■true  patriot  and  citizen  you  should  naturalize  yourself 
by  using  the  best  inventions  of  the  day  for  removing  such  a  ciarge. 
To  live  in  Grease  is  utterly  unnecessary  tvhen  SAPOLIO  is  sold 
in  all  the  stores,  and  abolishes  grease  and  dirt. 


MOTHERS.^ 


■  ■  ■  w  ■  ■  ■  mm  m  e  vb  WKTTING.  Pricr, « 
per  piwkaKa.wntposl-pftld,  with  full  lu-rnH'iloiw.  cir- 
‘j»'K."sNTDKR?‘l,ovk^21‘43i,CW  HI.' 


RlIRDCDlHf.H?,""' 

n  U  U IJ  L  n  tiueranteed  water-tight. 
■  ■  —  WritstfprMook  Circular. 

tmple  mailed  free 

TATE  SILE  or  JIOOeI  |j|inr|ft|||  I 

GEO.  E.  GLINES,  InUUllllU 

West  Broadway,  N.  Y.  I— 

C  lEWIS’SS^YE! 

I  F0WSEBE9  Atn)  FESFimEB. 

(PaTESTED.) 


JvnniDM  DtraoreJq 


Thousands  of  miserable  and  puny  little 
children  have  been  restored  to  robust 
health  by  using  Dr.  Bull's  Worm  Destroy¬ 
ers  administered  to  them  by  kind  and  lov¬ 
ing  parents. 


Tiiekf.  Is  a  man  at  Old  Orchard  who 
fully  appreciates  the  folly  of  sending 
good  money  after  bad.  He  lost  a  valua¬ 
ble  ring  while  bathing,  and,  to  ascertain 
where  it  went,  dropped  another  ring  to 
watch  and  see  where  it  wonld  go.  I’ho 
wave  was  too  quick  for  him,  and  he 
mourns  the  loss  of  two  rings. 


I  Stuf  ISAAC 

cenfury.  There  are  few  dteeares  to  whloli  mankind 
are  subject  more  distreulng  than  son  eyes,  and 

of  the  eyes  It  is  an  Infallible  remedy.  It  the  direc¬ 
tions  are  followed  It  will  never  faO.  WaiaitiaulBrly 


WEBSTER’S 
INTERNATIONAL  J 
V  DICTIONARY/ 


GEO.  E.  GLINES, 

42  West  Broadway,  N.Y 


(  The  atronoexl  and  jmreft  Lye 
»  made.  Win  make  Qie  BEHX 
Perfumed  Habd  Soap  In  twenty 


minutes  without  botling.  It  Is 
the  best  ton  cislnfeoting  sinks 
closets,  drains,  washing  hotUe^ 


barrels,  paints,  eto. 

PENNA.  SALT  MANUF’G.  CO., 

Oen.  Agto,  PhilaoPa. 


The  Authentic  “  Uhaundged,"  comprising  the- 
Issues  of  18M,  '7S  and  '84,  eoiwrighted  property 
of  the  undersigned,  is  now  Thoroughly  Ro- 
vlsed  and  Enlarged,  and  bears  the  name  of 

Webster's  Internatioiial  Dictionary. 

Edilurial  work  up<in  this  revision  has  been  in. 
progress  for  over  10  Years. 

Not  less  tlian  Oao  Hundred  paid  editoriat 
laborers  have  been  engaged  upon  ft. 

^Over ^11300,000  expended  In  Its  preparatiesk 

Critical  comparS»i  wit?i  amMithcr  Dicttonaryi 
is  invited.  OM  'THE  BEST. 

O.  &  C.  MF.RRIAM  Ss  CO.,  FnbllsherS.. 

Springfield,  Mass.  V.  S.  A. 

Bold  by  oU  Booksellers.  Illustrated  pamphlet  troe. 


A  SioRY  OF  Thrillinb  Interest 


TBE  GREAT  SEABllY  CASE; 


Beautiful  Leonorc.^ 


^appear  in  that  well-known  story  paper; - 
^^^IIICAOO  Ledoeh.  This  romance,  from 
one  of  the  most  prolific  writers 
create  a  furor.  It 
its  am 


rare  and  Intense  vigor  that  wnl  at  unct  ^ 
establish  its  brlllluiilcliurnctor. 

Ill  this  cbarnilug  story  of  life,  love  and 
intrigue  the  hcrolue  is  brave  und  beautifuL 
and  her  adventures  und  niisfurtuiics  wilU 
enthrall  every  reader,  and  awaken  a  sym¬ 
pathetic  liitei-e.st,  whilo  tbe  iiiavvelous  net-  • 
work  of  plot  and  couiiterplut  on  which  tbe  ■ 
serial  Is  based  Is  drawn  to  its  muguificenh.- 
euncTusIon. 

Many  such  stories  have  been  attempted, bat' 
few  deal  with  their  theme  with  a  more  dra¬ 
matic  pen,  with  higher  realistic  fervor,  or 
stronger  colors  of  dcscrlptlju  and  contrast. 
The  keenest  Insight  Into  human  nature  is. 
given,  and  there  la  not  one  dull  lino  from, 
tlie  opening  chapters  to  the  closing  scone  In. 
this  eloquent  narrative  of  woman's  love, 
man's  devotion,  and  tbe  terrible  plots  of 
mercenary  sebemers. 

The  Leooer  predicts  a  grand  reception  for 
tilts  piasterpicce  of  fiction,  and  an  interest . 

In  tbe  fortunes  of  Beuutiful  Leonore  tba* 
will  endear  tbls  rare  heroine  to  every  Imart. 
The  story  of  loyal  love  Is  sweetly  told,  and. 
tbe  fine  skill  in  treatment,  the  originality  oT 
conception,  the  absorbing  power  of  nction 
delineated  in  every  sctino  warrant  us  In. 


The  Great  Seabury  Case' 


as  the  story  ot  the  year,  and  one 
iiieniury  of  which  will  long  remain  v 
those  fortunate  enough  to  peruso  Us 


The  Great  Seabury  Ca^e 


will  bo  published  only  In  The  Chicago 
Ledoeii.  Kemeiiibor  that,  while  It  is  tlio 
chief  attraction  of  the  week.  It  Is  only  ono 
of  the  many  that  have  led  the  publisliers  to 
claim  for  this  popular  paper  the  title  ot  tb» 
only  story  paper  In  America.'  Other  serials, 
sketches,  poems  and  departments  comhino 
to  make  Its  magnificently  lllu.strated  elgha 
pages  tbe  choicest  over  ofTered  lu  tliiscoun- 


Subscrlhn  now.  Begin  The  Ledgeh  with- 
a  leading  story,  whicli  is  to  bo  followed  by 
others  equally  eiitruneing.  Tlie  cheapest, 
the  best,  the  ouly  story  paper  In  America  ot 

The  CHICAGO  r.EDGF.n  will  be  sent  to  any 
address,  postpaid,  for  one  year  for  81.50. 


A  sample  copy  containing  the  open¬ 
ing  chapters  of  this  Interesting  atorv 
■will  be  sent  FBEK  to  all  persons  who 
send  us  their  name  and  address  upon 
a  postal  card.  THE  CHICAGO  LEDGES, 


DR.  T.  FELIX  GOl7i^UI>*8  O^UiNTAL 
CREAM.  OS  MACUCO^  BEAfTTFIER. 


WEAK  MEN: 


D.  B.  DYOHE  &  OO.. 

Chicago,  UL  . 
>1.00.  Bold  by  Drugghta  . 


r  WRITING  TO  ADVERTISERO, 


Lave  the  best  and  most  complete  line  of  goods  ever  shown  in 
^  almost  an  every-day  occurrence  that  ladies  tell  us  that  they 
jgo  to  Chicago  for  goods,  as  we  are  showing  a  variety  of  pat- 
Mof  goods,  and  at  prices  that  are*  equal,  if  not  lower,  than  State 
Iplow  we  quote  you  a  few  prices : 

c  a  yard.  Yard-wide  Muslin  at  4c  a  yard.  Full  line  of  Towels  at  2C 
i  -Iiadies’  Lisle  Thread  Gloves,  in  black  and  colors,  at  10c,  which  otb  k 
^handkerchiefs,  plain  white  and  fancy,  at  2,  3,  and  5c.  These  g^oods  J 
and  10c.  M 


lO  Ir 

'■  1  IxJV 

CROCKERY  DEPARTMENT. 


»n¥isi¥ll 


We  think  we 
Pullman,  and 
have  no  need  t 
terns  in  all  lin 
street  Stores. 

Ginghams  at 
usually  sold  at  3( 
sell  at  25c.  L 
sold  elsew^ 


OHR  DRY  GOODS  DEPARTMENT 

lave  the  best  and  most  complete  line  of  goods  ever  shown  in 
is  almost  an  every-day  occurrence  that  ladies  tell  us  that  they 
go  to  Chicago  for  goods,  as  we  are  showing  a  variety  of  pat- 
1  of  goods,  and  at  prices  that  are  equal,  if  not  lower,  than  State 
lelow  we  quote  you  a  few  prices : 

o  a  yard.  Yard-wide  Muslin  at  4c  a  yard.  Full  line  of  Towels  at  2C 
Ladies’  Lisle  Thread  Gloves,  in  black  and  colors,  at  lOc,  which  otb 
"Handkerchiefs,  plain  white  and  fancy,  at  2,  3,  and  5c.  These  goods 
8,  and  lOc. 


Ser.  OH  Vol.  "Z- 
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Florida  Tourists  should  not  forget 
that  two  hours  south  of  Richmond,  by 
this  fkvorite  route  they  encounter  the 
influence  of  the  Q-ulf  Stream  and  all 
the  conditions  which  constitute  the 
genial  and  balmy  Southern  climate. 


■pile  “  New  Yort  and  Floriila  Special,” 

exclusively  via  the  Atlantic  Coast 
Line,  for  the  season  of  1891,  will  com¬ 
mence  Monday,  January  19,  and  run 
Mondays,  Wednesdays  and  Fridays  be¬ 
tween  Now  York  and  St.  Augustine,  Fla., 
via  Washington,  Richmond,  Petersburg, 
Wilmington,  Charleston,  Savannah  and 
Jacksonville. 


ATLABTIC  COAST  UHE. 

SHORT  LINE 

BETWEEN 


The  train  will  leave  New  York  at  9.30 
A.  M.,  Philadelphia  11.59  A.  M.,  Balti¬ 
more  2.20  P.M.,  Washington  3.30  P.M., 
and  arrive  at  Charleston  9.06  A.M.,  8a- 


BOSTON, 


vannah  11.16  A.  M.,  Jacksonville  4.15 
F.M.,  St.  Augustine  5.40  P.M.  next  day. 


NEW  YORK, 
PHILADELPHIA, 


Returning  leave  St,  Augustine  Mondays, 
Wednesdays  and  Fridays  at  8.10  A.M., 
Jacksonville  9.40  A.M.,  Savannah  2,39 


BALTIMORE, 

WASHINGTON, 

AND 


P.M  ,  Charleston  7.11  P.M.,  and  arrive 
at  Richmond 8.40  A.M.,  Washington  12.47 
P.M.,  Baltimore  1.50  P.M.,  Philadelphia 
4.11  P.M.,  New  York  6.30  P.M.  next  day. 


RICHMOND, 
WILMINGTON, 
CHARLESTON, 
SAVANNAH, 
BRUNSWICK, 
THOMASVILLE, 
JACKSONVILLE, 
ST.  AUGUSTINE, 
WINTER  PARK, 
TAMPA, 

FLORIDA  ; 

HAVANA, 

CUBA, 

AND 

JAMAICA, 
WEST  INDIES. 


A  SPECIAL  FEATURE  of  this  train 
will  be:  Cars  containing  Six  Drawing¬ 
rooms  each.  The  only  oars  of  the  kind 
in  the  world,  and  built  specially  for  this 
service. 

In  addition  to  which  these  trains  will 
consist  of  Dining  Cars,  in  which  meals 
will  be  served  en  route;  Sleeping  Cars 
and  Observation  Cars  containing  Library, 
Reading  and  Smoking  Rooms. 

The  entire  train,  heated  by  steam  and 
lighted  by  electricity,  will  be  more 
luxurious  and  comfortable  than  ever. 
Appreciating  the  liberal  patronage  given 
these  trains  the  past  seasons,  no  expense 
has  been  spared  to  justify  the  title,  the 
FINEST  RAILWAY  TRAINS  IN  THE 
WORLD. 

It  is  needless  to  describe  their  advan¬ 
tages,  as  our  patrons  are  fully  convinced 
of  them.  The  schedules  will  be  so 
arranged  as  to  leave  New  York  after 
Breakfast  and  reach  Florida  the  follow¬ 
ing  day  in  time  for  dinner,  being  but 
one  night  on  the  road. 

Arrangements  are  made  by  which 
accommodations  can  be  engaged  in 
advance,  and  all  information  obtained 
on  application  to  the  Atlantic  Coast 
Lino  Agents,  or  any  Agent  of  the  Penn¬ 
sylvania  Road.  _ 

A  Short  Trip  to  Jamaica 

IN  CONNECTION  WITU 

PLANT  STEAMSHIP  LINE. 

On  .January  1st  and  every  alternate 
Thursday  thereafter  the  steamship 

Juniata”  is  appointed  to  sail  from  Port 
Tampa  to  the  Island  of  Jamaica.  The 
journey  by  steamer  on  the  placid  waters 
of  the  Gulf,  under  tropical  skies,  offers  a 
most  delightful  trip. 

Among  the  attractions  at  Jamaica  may 
bo  stated  its  climate,  its  scenery,  with 
interesting  drives,  its  fruits  and  flowers, 
its  mineral  springs  and  baths,  and  a  hos¬ 
pitable  people  spooking  our  own  language. 
The  hotels  are  good;  their  tables  are 
bountifully  supplied  with  the  products  of 
the  Island,  and  prices  range  from  9i3.50 
to  S4.00  per  day,  with  special  rates  by  the 
week  or  month. 

Tlie  Jamaica  latenatioDal  Eiposition 

WILL  BE  OPENED 

jANtiAHv  ar,  i»»i, 

and  will  last  four  months.  It  is  expected 
that  this  Exposition  will  be  the  means  of 
drawing  a  large  number  of  visitors  to  the 
Island. 


NewI&rk' 

^fiORDA 

SPECIAL 


Atlantic 
(oast 
Une 


Eastern  ofHces  of  this  Line  are  iocatod  as  foliows : 
BOSTON,  -  -  -  228  Wa.siiin>?ton  St. 

NEW  YORK,  -  ■  ■  229  Broadway 

PHILADELPHIA,  -  -  3.3  South  Third  St. 

BALTIMORE,  •  •  233  Ea.st  German  St. 

WASHINGTON  -  -  -  511  Pennsylvania  Av. 


THE  SHORT  SEA  ROUTE  TO  nilRA 


/t/fW  vl'^A/1 
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Florida  Tourists  should  not  forget 
that  two  hours  south  of  Richmond,  by 
this  favorite  route  they  encounter  the 
influence  of  the  Gulf  Stream  and  all 
the  conditions  which  constitute  the 
genial  and  balmy  Southern  climate. 


“  New  Tort  and  Florida  Special,” 

exclusively  via  the  Atlantic  Coast 
Line,  for  the  season  of  1891,  will  com¬ 
mence  Monday,  January  19,  and  run 
Mondays,  Wednesdays  and  Fridays  be¬ 
tween  Now  York  and  Bt.  Augustine,  Fla., 
via  Washington,  Richmond,  Petersburg, 
Wilmington,  Charleston,  Savannah  and 
Jacksonviye. 


ATLANTIC  COAST  IM 

SHORT  LINE 

BETWEEN 

BOSTON, 

NEW  YORK, 
PHILADELPHIA, 
BALTIMORE, 
WASHINGTON, 

■  AND 

RICHMOND, 
WILMINGTON, 
CHARLESTON, 
SAVANNAH, 
BRUNSWICK, 
THOMASVILLE, 
JACKSONVILLE, 
ST.  AUGUSTINE, 
WINTER  PARK, 
TAMPA, 

FLORIDA  ; 

HAVANA, 

CUBA, 

AND 

JAMAICA, 
WEST  INDIES. 


The  train  will  leave  New  York  at  9.30 
A.  M.,  Philadelphia  11.59  A.  M.,  Balti¬ 
more  2.20  P.M.,  Washington  3.30  P.M., 
and  arrive  at  Charleston  9.06  A.M.,  Sa¬ 
vannah  11.16  A.  M.,  Jacksonville  4.15 
P.M.,  St.  Augustine  5.40  P.M.  next  day. 
Returning  leave  St.  Augustine  Mondays, 
Wednesdays  and  Fridays  at  8.10  A.M., 
Jacksonville  9.40  A.M.,  Savannah  2.39 
P.M ,  Charleston  7.11  P.M.,  and  arrive 
at  Richmond  8.40  A.M.,  Washington  12.47 
P.M.,  Baltimore  1.50  P.M.,  Philadelphia 
4.11  P.M.,  New  York  6.30  P.M.  next  day. 


A  SPECIAL  FEATURE  of  this  train 
will  be:  Cars  containing  Six  Drawing¬ 
rooms  each.  The  only  cars  of  the  kind 
in  the  world,  and  built  specially  for  this 


In  addition  to  which  these  trains  will 
consist  of  Dining  Cars,  in  which  meals 
will  bo  served  en  route;  Sleeping  Cars 
and  Observation  Cars  containing  Library, 
Reading  and  Smoking  Rooms. 

The  entire  train,  heated  by  steam  and 
lighted  by  electricity,  will  be  more 
luxurious  and  comfortable  than  ever. 
Appreciating  the  liberal  patronage  given 
these  trains  the  past  seasons,  no  expense 
has  been  spared  to  justify  the  title,  the 
FINEST  RAILWAY  TRAINS  IN  THE 
WORLD. 

It  is  needless  to  describe  their  advan¬ 
tages,  as  our  patrons  are  fully  convinced 
of  them.  The  schedules  will  be  so 
arranged  as  to  leave  New  York  after 
Breakfast  and  reach  Florida  the  follow¬ 
ing  day  in  time  for  dinner,  being  but 
one  night  on  the  road. 

Arrangements  are  made  by  which 
accommodations  can  be  engaged  in 
advance,  and  all  information  obtained 
on  application  to  the  Atlantic  Coast 
Lino  Agents,  or  any  Agent  of  the  Penn¬ 
sylvania  Road.  _ 

A  Short  Trip  to  JamaicA 

IN  CONNECTION  WITH 

PLANT  STEAMSHIP  LINE. 

On  January  Ist  and  every  alternate 
Thursday  thereafter  the  steamship 
“Juniata”  is  appointed  to  sail  from  Port 
Tampa  to  the  IsiiXnd  of  Jamaica.  The 
journey  by  steamer  on  the  placid  waters 
of  the  Qulf,  under  tropical  skies,  offers  a 
most  delightful  trip. 

Among  the  attractions  at  Jamaica  may 
bo  stated  its  climate,  its  scenery,  with 
interesting  drives,  its  fruits  and  flowers, 
its  mineral  springs  and  baths,  and  a  hos¬ 
pitable  people  speaking  our  own  language. 
The  hotels  are  good;  their  tables  arc 
bountifully  supplied  with  the  products  of 
the  Island,  and  prices  range  from  92.50 
to  94.00  per  day,  with  special  rates  by  the 
week  or  month. 

The  Jaiaica  Internainal  Epition 

Winn  BE  OPENED 
JANIJAHV  ‘AT,  I.S»I, 
and  will  last  four  months.  It  is  expected 
that  this  Exposition  will  be  the  means  of 
drawing  a  largo  number  of  visitors  to  the 
Island. 


SPECIAL 


m  Atlantic 
(oast 

[JNE 


V.Pr.,.*  T. 


Eastern  offices  of  this  Line  are  located  as  follows : 
BOSTON,  ■  •  -  228  Washington  St. 

NEW  YORK,  -  -  -  229  Broadway 

PHILADELPHIA,  -  -  33  South  Third  St. 

BALTIMORE,  -  •  233  East  German  St. 

WASHINGTON  •  •  •  511  PennsylTanIa  Av. 
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Florida  Tourists  should  not  forget 
that  two  hours  south  of  Richmond,  by 
this  favorite  route  they  encounter  the 
influence  of  the  Q-ulf  Stream  and  all 
the  conditions  which  constitute  the 
genial  and  balmy  Southern  climate. 


■pile  “  New  Yorl[  and  Florida  Special," 


exclusively  via  the  Atlautic  Coast 
Line,  for  the  season  of  1891,  will  com¬ 
mence  Monday,  January  19,  and  run 
Mondays,  Wednesdays  and  Fridays  be¬ 
tween  New  York  and  St.  Augustine,  Fla., 
via  Washington,  Bichmond,  Petersburg, 
Wilmington,  Charleston,  Savannah  and 
Jacksonvi^e. 


ATLAKTIC  COAST  IM 

SHORT  LINE 

BETWEEN 


The  train  will  leave  New  York  at  9.30 
A.  M.,  Philadelphia  11.59  A.  M.,  Balti¬ 
more  2.20  P.M.,  Washington  3.30  P.M., 
and  arrive  at  Charleston  9.05  A.M.,  Sa- 


BOSTON, 
NEW  YORK, 
PHILADELPHIA, 


vannah  11.16  A.  M.,  Jacksonville  4,15 
P.M.,  St.  Augustine  5.40  P.M.  next  day. 
Botnrning  leave  St.  Augustine  Mondays, 
Wednesdays  and  Fridays  at  8.10  A.M., 
Jacksonville  9.40  A.M.,  Savannah  2.39 


BALTIMORE, 

WASHINGTON, 

AND 


P.M  ,  Charleston  7.11  P.M.,  and  arrive 
at  Bichmond  8.40  A.M.,  Washington  12.47 
P.M.,  Baltimore  1.50  P.M.,  Philadelphia 
4.11  P.M.,  New  York  6.30  P.M.  next  day. 


RICHMOND, 
WILMINGTON, 
CHARLESTON, 
SAVANNAH^ 
BRUNSWICK, 
THOMASVILLE, 
JACKSONVILLE, 
ST.  AUGUSTINE, 
WINTER  PARK, 
TAMPA, 

FLORIDA  ; 

HAVANA, 

CUBA, 

AND 

JAMAICA, 
WEST  INDIES. 


A  SPECIAL  FEATUBE  of  this  train 
will  be:  Cars  containing  Six  Drawing¬ 
rooms  each.  The  only  cars  of  the  kind 
in  the  world,  and  built  specially  for  this 
service. 

In  addition  to  which  these  trains  will 
consist  of  Dining  Cars,  in  which  meals 
will  bo  served  en  route;  Sleeping  Cars 
and  Observation  Cars  containing  Library, 
Beading  and  Smoking  Booms. 

The  entire  train,  heated  by  steam  and 
lighted  by  electricity,  will  be  more 
luxurious  and  comfortable  than  ever. 
Appreciating  the  liberal  patronage  given 
these  trains  the  past  seasons,  no  expense 
has  been  spared  to  justify  the  title,  the 
FINEST  BAIL  WAY  TBAINS  IN  THE 
WOBLD. 

It  is  needless  to  describe  their  advan¬ 
tages,  as  our  patrons  are  fully  convinced 
of  them.  The  schedules  will  be  so 
arranged  as  to  leave  New  York  after 
Breakfast  and  reach  Florida  the  follow¬ 
ing  day  in  time  for  dinner,  being  but 
one  night  on  the  road. 

Arrangements  are  made  by  which 
accommodations  can  be  engaged  in 
advance,  and  all  information  obtained 
on  application  to  the  Atlantic  Coast 
Lino  Agents,  or  any  Agent  of  the  Penn¬ 
sylvania  Bead. 

A  Short  Trip  to  Jamaica 

IN  CONNECTION  WITH 

PLANT  STEAMSHIP  LINE. 

On  January  1st  and  every  alternate 
Thursday  thereafter  the  steamship 
“Juniata”  is  appointed  to  sail  from  Port 
Tampa  to  the  Island  of  Jamaica.  The 
journey  by  steamer  on  the  placid  waters 
of  the  Gulf,  under  tropical  skies,  offers  a 
most  delightful  trip. 

Among  the  attractions  at  Jamaica  may 
be  stated  its  climate,  its  scenery,  with 
interesting  drives,  its  fruits  and  flowers, 
its  mineral  springs  and  baths,  and  a  hos¬ 
pitable  people  speaking  our  own  language. 
The  hotels  are  good;  their  tables  are 
bountifully  supplied  with  the  products  of 
the  Island,  and  prices  range  from  $2.50 
to  $4.00  per  day,  with  special  rates  by  the 
week  or  month. 

Tie  Jamaica  Internaiaal  Eipoion 

WILL  BE  OPENED 
JANVAHY  -n,  1891, 
and  will  last  four  months.  It  is  expected 
that  this  Exposition  will  be  the  means  of 
drawing  a  large  number  of  visitors  to  the 
Island. 


Eastern  offices  of  this  Line  are  located  as  foiiows ; 
BOSTON,  -  -  -  228  Washington  St. 

NEW  YORK,  -  -  -  229  Broadway 

PHILADELPHIA,  -  -  33  South  Third  St. 
BALTIMORE,  -  -  233  East  German  St. 

WASHINGTON  -  -  -  511  Ponn-sylrania  Av. 


THE  SHORT  SEA  ROUTE  TO  CUBA. 

THE  ELEGANT  STEAMERS  “MASCOTTE”  AND  “OLIVETTE,”  BUILT  EXPRESSLY  FOR  THIS  PASSENGER  SERVICE,  MAKE 
TRI-WEEKLY  TRIPS  BETWEEN  TAMPA,  KEY  WEST  AND  HAVANA,  22  HOURS  FROM  TAMPA 
TO  HAVANA,  AND  ONLY  5  HOURS  AT  SEA. 


8.  8.  “  MASCOTTE." 
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ATLANTIC  COAST  LINK 

SHORT  LINE 


A  SPECIAL  FEATUEE  of  this  train 
will  be:  Cars  containing  Six  Drawing¬ 
rooms  each.  The  only  oars  of  the  kind 
in  the  world,  and  built  speoiallj  for  this 
service. 

In  addition  to  which  these  trains  will 
consist  of  Dining  Cars,  in  which  meals 
will  be  served  en  route;  Sleeping  Cars 
and  Observation  Cars  containing  Library, 
Beading  and  Smoking  Booms. 

The  entire  train,  heated  by  steam  and 
lighted  by  electricity,  will  be  more 
luxurious  and  comfortable  than  ever. 
Appreciating  the  liberal  patronage  given 
these  trains  the  past  seasons,  no  expense 
has  been  spared  to  justify  the  title,  the 
FINEST  BAIL  WAY  TBAINS  IN  THE 
WOBLD. 

It  is  needless  to  describe  their  advan¬ 
tages,  as  our  patrons  are  fully  convinced 
of  them.  The  schedules  will  be  so 
arranged  as  to  leave  New  York  after 
Breakfast  and  reach  Florida  the  follow¬ 
ing  day  in  time  for  dinner,  being  but 
one  night  on  the  road. 

Arrangements  are  made  by  which 
accommodations  can  be  engaged  in 
advance,  and  all  information  obtained 
on  application  to  the  Atlantic  Coast 
Lino  Agents,  or  any  Agent  of  the  Penn¬ 
sylvania  Boad. 

A  Short  Trip  to  Jamaica 

IN  CONNECTION  WITH 

PLANT  STEAMSHIP  LINE. 

On  January  Ist  and  every  alternate 
Thursday  thereafter  the  steamship 
“  Juniata”  is  appointed  to  sail  from  Port 
Tampa  to  the  Island  of  Jamaica.  The 
journey  by  steamer  on  the  placid  waters 
of  the  Gulf,  under  tropical  skies,  offers  a 
most  delightful  trip. 

Among  the  attractions  at  Jamaica  may 
be  stated  its  climate,  its  scenery,  with 
interesting  drives,  its  fruits  and  flowers, 
its  mineral  springs  and  baths,  and  a  hos¬ 
pitable  people  speaking  our  own  language. 
The  hotels  are  good;  their  tables  are 
bountifully  supplied  with  the  products  of 
the  Island,  and  prices  range  from  $2.50 
to  $4.00  per  day,  with  special  rates  by  the 
week  or  month. 


The  train  will  leave  New  York  at  9.30 
A.M.,  Philadelphia  11.59  A.  M.,  Balti¬ 
more  2.20  P.M.,  Washington  3.30  P.M., 
and  arrive  at  Charleston  9.05  A.M.,  Sa¬ 
vannah  11.16  A.  M.,  Jacksonville  4.15 
P.M.,  St.  Augustine  5.40  P.M.  next  day. 
Beturning  leave  St.  Augustine  Mondays, 
Wednesdays  and  Fridays  at  8.10  A.M., 
Jacksonville  9.40  A.M.,  Savannah  2.39 
P.M  ,  Charleston  7.11  P.M.,  and  arrive 
at  Bichmond  8.40  A. M.,  Washington  12.47 
P.M.,  Baltimore  1.50  P.M.,  Philadelphia 
4.11  P.M.,  New  York  6.30  P.M.  next  day. 


BETWEEN 


BOSTON, 
NEW  YORK, 
PHILADELPHIA. 
BALTIMORE, 
WASHINGTON, 


RICHMOND, 
WILMINGTON, 
CHARLESTON, 
SAVANNAH^ 
BRUNSWICK, 
THOMASVILLE, 
JACKSONVILLE, 
ST.  AUGUSTINE. 
WINTER  PARK, 
TAMPA, 
FLORIDA  ; 

HAVANA, 

CUBA, 


Atlantic 
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■yie  “  New  York  anil  Eoriila  Special," 

exclusively  via  the  Atlantic  Coast 


Line,  for  the  season  of  1891,  will 


JAMAICA, 
WEST  INDIES. 


mence  Monday,  January  19,  and 


Mondays,  Wednesdays  and  Fridays  be¬ 


tween  Now  York  and  St.  Augustine,  Fla. 


Washington,  Bichmond,  Petersburg, 


Wilmington,  Charleston,  Savannah  and 


Florida  Tourists  should  not  forget 
that  two  hours  south  of  Richmond,  by 
this  favorite  route  they  encounter  the 
influence  of  the  Gulf  Stream  and  all 
the  conditions  which  constitute  the 
genial  and  balmy  Southern  climate. 


Eastern  offices  of  this  Line  are  located  as  follows: 
BOSTON,  .  -  -  228  Washington  St. 

NEW  YORK,  -  -  -  229  Broadway 

PHILADELPHIA,  -  -  33  South  Third  St. 
BALTIMORE,  -  .  233  East  German  St. 

WASHINGTON  -  -  -  511  Pennsylvania  Ar. 


Jackson  viye. 


WILL  BE  OPENED 
JANUAHY  ar,  1S»I, 
and  will  last  four  months.  It  is  expected 
that  this  Exposition  will  be  the  means  of 
drawing  a  large  number  of  visitors  to  the 
Island. 


THE  SHORT  SEA  ROUTE  TO  CUBA. 

THE  ELEGANT  STEAMERS  “MASCOTTE”  AND  “OLIVETTE,”  BUILT  EXPRESSLY  FOR  THIS  PASSENGER  SERVICE,  MAKE 
TRI-WEEKLY  TRIPS  BETWEEN  TAMPA,  KEY  WEST  AND  HAVANA,  22  HOURS  FROM  TAMPA 
TO  HAVANA,  AND  ONLY  5  HOURS  AT  SEA, 


8.  8.  “OLIVETTE. 


S.  8.  **  MA8COTTE. 
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